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IMPROVEMENT    OF    RIVERS   AND    HARBORS    ON    THE 
ATLANTIC  COAST  OP  THE  SOUTHERN  STATES. 

AbBtraots  of  Reports  of  General  Q.  A.  GILLMORB.* 


The  character  and  magnitude  of  the 
works  in  progress  along  onr  Southern 
Atlantic  border  attract  attention  only 
when  the  brief  summary  of  the  year's 
work  is  published,  and  then  excite  a 
momentai^  interest,  only,  in  the  many 
who  do  not  know  that  an  engineering 
problem  of  great  importance  is  in  pro- 
cess of  solution. 

To  aid,  by  artificial  construction,  in 
the  establishment  of  a  way  permanentiy 
open  to  navigation,  and  free  from  the 
danger  of  accumulations  of  silt  or  sand, 
is  the  end  sought.  This  requires,  first 
of  all,  an  intimate  knowledge  of  the 
character  and  habits  of  all  currents  in 
the  neighborhood,  so  that  by  properly 
directing  them,  they  may  aid,  or  at  least 
shall  not  obstruct  the  end  in  view. 

There  is  a  widespread  popular  notion 
that  the  method  of  such  improvement 
hj  jetties  was  first  successfully  apphed 
at  the  mouth  of  the  Mississippi,  whereas 
auch  means  have  been  employed,  with 
more  or  less  success,  for  nearly  a  cen- 
tury. The  improvements  at  the  mouth 
of  the  Danube,  at  Currachee  in  India, 
and  the  harbor  of  Dublin,  are  of  this 

*  Annual  Report  upon  the  Improvement  of  the 
Bivers  and  Harbors  on  the  Coast  of  South  Carolina, 
Georgia,  and  the  Atlantic  Coast  of  Florida,  in  charge 
of  Q.  A.  GiUmore,  Lieut.-CoL  of  Engineers,  and  Bvt. 
]laJ.-General,  U.  S.  A. 
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kind,  and,  under  the  name  of  piers  or 
sea-walls,  they  are  found  in  many  im- 
portant commercial  ports. 

The  skill  of  the  engineer  is  exercised 
when  applying  such  a  method,  in  adapt- 
ing it  to  the  special  conditions  which 
confront  him  in  each  case.  A  general 
plan  of  procedure,  when  a  harbor  is  to 
be  constructed  at  the  mouth  of  a  river, 
is  to  build  piers  or  jetties  out  into  the 
widened  mouth  of  the  river  in  such  way 
as  to  continue  the  current  of  the  stream, 
making  the  space  between  them  as  wide 
as  the  throat  of  the  harbor  or  the  water- 
way of  the  river;  also  to  carry  the  jetties 
up  to  or  above  the  surface  of  the  water. 
One  effect  of  this  plan  is  to  move  the 
throat  of  the  harbor  to  the  outer  ex- 
tremity of  the  works,  and  to  establish 
there  the  same  conditions,  so  far  as  the 
deposit  of  a  bar  is  concerned,  as  former- 
ly existed  nearer  the  mouth  of  the  river. 

In  Charleston  harbor,  where  the  more 
important  of  the  works  covered  by  the 
report  are  in  progress.  Gen.  Gillmore 
proposes  to  construct  the  jetties  lower 
than  usual,  keeping  them  entirely  below 
low  water ;  also  to  make  the  width  en- 
closed between  them  less  than  one-half 
the  width  of  the  natural  throat  of  the 
harbor.  The  tide  will  therefore  ebb  and 
flow  over  the  tops  of  the  jetties.     The 
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object  sought  is  to  cut  a  narrow  and 
deep  channel  through  the  bar  without 
moving  the  bar. 

"The  bar  which  stretches  bow-shaped 
across  the  entrance  into  Charleston 
Harbor,  from  Sullivan's  Island  on  the 
north  to  Folly  Island  on  the  south  side, 
has  not  vmed  much  in  either  location, 
general  direction,  or  magnitude  within 
the  period  covered  by  any  trustworthy 
knowledge  which  we  possess  on  the  sub- 
ject. 

"In  the  year  1852  a  commission,  com- 
posed of  Prof.  A-  D.  Bache,  Superintend- 
ent of  the  United  States  Coast  Survey; 
Lieutenants  J.  N.  Maffitt,  M.  F.  Maury, 
and  C.  H.  Davis,  United  States  Navy; 
and  Lieut.  J.  D.  Kurtz,  United  States 
Army,  in  a  report  on  Charleston  Harbor 
and  Bar,  made  with  special  reference  to 
works  of  permanent  improvement,  stated 
that  a  comparison  of  the  chart  of  1780, 
published  in  Des  Barr^s'  Atlantic  Nep- 
tune, with  those  of  1821,  1826,  and 
1861-*62,  'shows  that  according  to  the 
earliest  records  the  bar  of  Charleston  has 
varied  comparatively  but  little  in  extent, 
direction,  or  in  distance  from  the  mouth 
of  the  harbor.' 

"Measured  along  its  crest,  or  line  of 
least  depths,  the  bar  is  ten  miles  in 
length,  its  north  end  on  Sullivan's  Island 
being  close  up  to  the  entrance  or  throat 
of  the  harbor,  while  its  south  end,  rest- 
ing on  Folly  Island,  is  six  miles  distant 
therefrom.  Its  average  width  between 
the  18  foot  curves  is  about  If  miles. 

"In  many  places  the  highest  points  of 
the  bar  are  only  3  to  4  feet  below  the 
level  of  mean  low- water,  although  the 
average  depths  along  the  crest  are  con- 
siderably greater. 

"The  main  central  body  of  the  bar. 


nor  more  than  six.  ship  channels  across 
the  bar  at  any  one  time.  The  greatest 
depth  of  water  has  sometimes  been 
found  in  one  channel  and  sometimes  in 
another,  being  rarely  less  than  12  feet  or 
more  than  13^  feet  at  mean  low  tide. 

"The  channels,  whether  four  or  more, 
have  always  existed  in  two  groups  or 
clusters,  one  in  the  northern  and  the 
other  in  the  southern  curved  portion  of 
the  bar,  and  there  has  always  been  a 
deep  and  broad  anchorage  inside  the 
straight  reach  of  the  bar  abreast  of 
Morris  Island. 

"This  anchorage,  sometimes  called  the 
'main  channel'  and  sometimes  the  'outer 
harbor,'  varies  in  width  from  one-third 
to  two-thirds  of  a  mile  between  the  18 
foot  curves,  and  in  maximum  low-water 
depths  from  20  to  46  feet.  The  direc- 
tion of  its  central  line  is  about  north 
and  south,  and  its  length  from  the  throat 
of  the  harbor  between  Morris  and  Sulli- 
van's Islands  to  its  southern  terminus, 
where  it  spreads  out  in  various  channels 
and  shoals  in  crossing  the  bar,  is  fully 
five  miles.  At  the  extremities  of  this 
outer  harbor  or  basin,  several  miles 
apart,  are  found  the  two  groups  of  chan- 
nels already  mentioned,  the  most  norther- 
ly group  being  directly  in  front  of  the 
gorge  of  the  harbor. 

"The  bar  is  essentially  a  drift-and-wave 
bar,  produced  in  part  by  the  upheaving 
action  of  the  waves  when  they  approach 
the  shore,  and  are  converted  by  break 
ing  into  waves  of  translation,  and  in 
part  by  drift  material  carried  along  the 
coast  by  surf  currents,  especially  by 
those  produced  by  northeast  storms. 
The  peculiar  location  of  the  bar,  largely 
to  the  southward  of  the  gorge  of  the 
harbor,  and  the  conditions  under  which 


lying  near  due  north  and  south,  is  nearly  j  a  very  large  proportion  of  the  ebb-flow  is 
straight  for  a  length  of  over  five  miles,  I  diverted  from  its  most  direct  path,  and 
has  its  crest  parallel  to  the  main  shore  i  forced  to  skirt  the  main  coast  for  several 
south  of  the  entrance  and  at  a  mean  dis- 1  miles  before  it  can  find  a  passage  to  the 
tance  of  about  two  miles  from  it,  and  is  j  sea,  indicate  the  controlling  power  of 
not  at  the  present  time,  and,  so  far  as  we  I  these  storms. 


know,  never  has  been  traversed  by  prac- 
ticable ship  channels. 

"The  northern  and  southern  extremi- 
ties of  the  bar  are  formed  by  rather 
sharp  curves,  which  connect  the  straight 
portion  already  mentioned  with  the  shore 
above  and  below  the  harbor. 

"So  far  as  we  can  now  ascertain  there 
appear  never  to  have  been  less  than  four 


"The  material  composing  the  surface 
of  the  bar  closely  resembles  that  usually 
found  on  the  sea  shore  between  high  and 
low  water  in  that  section  of  the  country, 
being  shells  and  fragments  of  shells,  or 
silicious  sand,  or  a  mixture  of  them  all. 
It  is  easily  thrown  into  suspension  by 
waves,  and  is  moved  by  a  moderate  cur- 
rent. 
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"On  the  north  end  of  the  bar  five 
borings  were  made  in  order  to  determine 
the  character  of  the  substrata. 

"All  the  channels  which  traverse  the 
bar  are,  and,  so  far  as  we  know,  always 
have  been,  ebb-tide  channels,  produced 
and  maintained  by  the  scour  of  the  ebb- 
corrent,  except  Beach  (formerly  Maffitt's) 
Channel,  the  most  northerly  of  them  all, 
which  lies  close  to  Sullivan's  Island. 
This  is  a  flood-tide  channel,  possessing 
the  usual  characteristic  of  such  channels, 
that  their  least  depths  are  always  found 
near  their  inner  ends,  and,  therefore,  in 
comparatively  quiet  water.  Another  dis- 
tinguishing feature  of  such  channels  is 
that  from  the  cross  section  of  shoalest 
soundings  inward,  toward  the  harbor, 
the  descent  into  deep  water  is  sharp 
and  sudden,  while  outward,  toward  the 
ocean,  it  is  gradual  and  gentle." 

"  It  having  been  determined  to  begin 
the  works  by  laying  so  much  of  the  apron 
foundation  of  the  North  or  Sullivan's 
Island  jetty  as  the  appropriation  made 
June,  1878,  would  cover,  a  careful  sur- 
vey for  location  was  made  of  a  strip  or 
belt  of  the  bar  about  800  yards  wide  and 
5,000  yards  long,  extending  from  Sulli- 
van's Island  in  a  southeasterly  direction, 
so  located  as  to  embrace  the  whole  of 
the  north  jetty,  even  should  it  be  deemed 
expedient,  in  view  of  the  additional  in- 
formation recently  obtained,  to  add 
largely  to  its  length,  and  make  very  con- 
siderable changes  in  its  location. 

"  The  following  extract  from  the  speci- 
fications which  formed  part  of  the  con- 
tract imder  which  the  work  of  1878  was 
executed,  describes  in  general  terms  the 
apron  of  the  north  jetty,  according  to 
the  original  plan: 

" '  A  design  for  the  apron  has  been 
prepared  in  this  office,  which  is  deemed 
suitable  for  the  purpose.  It  consists 
essentially  of  a  platform  of  round  logs 
from  11  to  12  inches  in  diameter,  placed 
and  held  close  together,  side  by  side,  at 
right  angles  to  the  axis  of  the  jetty. 
The  logs  are  to  be  as  straight  as  can  be 
procured,  and  those  of  about  the  same 
size  must  be  selected  to  go  together. 
This  log  platform  is  to  be  overlaid  by  a 
compact  layer  of  stout  brush  to  a  depth 
of  12  to  14  inches,  projecting  from  10  to 


12  feet  beyond  the  ends  of  the  logs  on 
either  side,  the  projecting  portion  being 
closely  confined  and  bound  together  so 
as  to  form  a  kind  of  mattress.  As  much 
brush  should  be  used  as  the  logs  will 
bear  up  and  float.  Upon  this  wooden 
substructure,  which  will  be  at  least  2 
feet  thick,  good  soundstone  of  random 
sizes  and  of  compact  form,  but  none 
weighing  less  than  30  pounds,  will  be 
placed  as  compactly  as  possible.  The 
!  depth  of  this  bed  of  riprap  stone  will  be 
2^  feet  for  all  that  portion  of  the  work 
that  constituted  a  part  of  the  stone  su- 
perstructure and  lies  within  the  side 
slopes  of  the  jetty,  while  a  depth  of  only  1 
to  li  feet  will  be  required  upon  that  por- 
tion on  either  side  which  projects  as  a  mat- 
tress beyond  the  foot  of  the  side  slopes. 

"  *  The' total  length  of  the  north  jetty, 
according  to  the  original  plan,  is  about 
8,840  feet.  This  may  be  increased  here- 
after. 

"  'The  width  of  the  log  platform  at 
any  point  will  be  regarded  as  the  bottom 
width  of  the  jetty  at  that  point.  As  the 
apron  progresses  the  pre-arranged  widths 
may  require  a  slight  increase  in  conse- 
quence of  scour  in  advance  of  the  work. 
The  greatest  bottom  width  bf  platform 
will  be  about  92  feet,  and  the  least  will 
not  be  less  than  33  feet.  '^The  average 
bottom  width  may  be  a  little  greater  or 
less  than  52  feet,  but  for  the  purpose  of 
bidders  will  be  taken  at  52  feet.' 

"  In  November  the  contractors  request- 
ed a  modification  of  the  specifications, 
with  respect  to  the  method  of  making 
the  mattresses,  constituting  the  bottom 
portion  of  the  apron.  They  proposed  to 
make  the  log  platform  10  feet  wider  than 
the  contract  required,  to  omit  the  joints 
in  the  logs,  and  restrict  the  projection 
of  the  brush  beyond  the  ends  of  the  logs 
to  4  feet. 

"In  forwarding  this  proposition  for 
the  action  of  the  Chief  of  Engineers,  it 
was  stipulated,  with  the  contractors' 
written  consent,  that  the  projecting 
brush  was  to  be  close  and  massive,  al- 
though not  formed  into  a  mattress  as  in 
the  original  plan,  that  the  quantity  of 
riprap  stone  used  in  the  apron  was  to  be 
the  same  as  specified  in  the  contract,  and 
that  the  cost  of  the  work  to  the  United 
States  was  not  to  be  increased ;  also,  that 
none  of  the  riprap  stone  was  to  be  placed 
upon  the  projecting  brush,  all  of  it  being 
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distributed  above  and  over  the  area  oc- 
cupied by  the  log  platform. 

"  These  proposed  changes  in  the  details 
of  the  plan  were  approved  by  the  Chief 
of  Engineers,  under  date  November  13, 
1878. 

"  A  cross-section  of  the  apron,  accord- 
ing to  the  design  as  amended,  is  shown 
in  Fig.  2. 

*'  The  comparatively  low  bottom  velo 
cities  of  the  ebb  current  observed  on  the 
seaward  slope  of  the  bar  seemed  to  point 
to  the  necessity  of  giving  the  jetties 
greater  length  than  that  contemplated 
in  the  original  project.  It  was  thought 
best  also  to  adopt  a  longer  radius  for  the 
curved  portions  of  the  north  jetty,  and 
to  carry  the  point  of  tangency  between 
it  and  the  straight  portion  farther  to 
seaward. 

"  It  was  determined  to  retain  the  orig- 
inal point  of  departure  from  the  line  of 
ordinary  high  water  on  Sullivan's  Island, 
and  to  carry  out  the  jetty  for  a  length  of 
8,840  feet,  on  an  arc  Of  a  circle  described 
with  a  radius  of  2^  miles,  so  located  that 
a  straight  tangent  at  the  sea-end  of  the 
arc  would  have  a  direction  about  east  32 
degrees  south. 


"The  contractors,  anticipating  great 
difficulty  in  laying  their  work  upon  a 
shoal  lying  in  the  line  of  the  north  jetty, 
known  as  Drunken  Dick  Shoal,  which  is 
covered  with  breakers  a  great  portion  of 
the  time,  requested,  under  date  April  21, 
1879,  each  a  change  in  the  location  of 
the  line  of  the  jetty  as  would  in  effect 
divert  it  to  the  westward,  thereby  escap- 
ing a  portion  of  the  shoalest  water,  and 
dimimehing  the  quantity  of  work  to  be 
put  down  in  the  breakers. 

"The  work  from  the  beginning  had 
been  laid  upon  straight  ranges,  or  chords 
of  400  feet  in  length,  and  not  upon  the 
circular  arc  of  2^  miles  radius.  By  the 
change  desired  the  line  of  the  work,  after 
completing  the  eighth  chord,  3,200  feet 
from  ordinary  high-water  mark  on  the 
shore,  would  continue  on  the  straight 
prolongation  of  that  chord  for  a  distance 
of  about  3,000  feet,  or  until  Drunken 
Dick  Shoal  was  crossed.  This  change  of 
direction  was  approved  for  a  length  of 
2,000  feet  beyond  the  eighth  chord,  leav- 
ing it  to  be  determined,  when  that  limit : 
shall  have  been  reached,   whether  the' 


work  shall  be  continued  on  the  straight 
line,  or  on  an  arc  of  2^  miles  radius  par- 
allel to  the  original  arc,  or  otherwise. 


"  The  width  of  the  log  platform  which 
forms  the  base  of  the  structure  varies 
from  43  feet  to  66  feet.  These  widths 
include  the  10  feet  added  in  modifying 
the  design  as  already  noted,  and,  there- 
fore, exceed  by  that  much  the  widths  on 
which  payments  have  been  made. 

"  The  riprap  stone  is  required  by  the 
contract  to  be  soimd  stone  of  random 
sizes,  but  none  weighing  less  than  30 
pounds.  The  maximum  sizes  were  not 
specified,  either  by  weight  or  dimensions, 
and  the  contractors  assumed  and  insisted 
on  the  right  to  exclude  heavy  stones. 
The  largest  pieces  are  such  as  one  man 
can  pick  up  and  throw  overboard  from 
the  scows  used  in  conveying  the  stone 
to  the  jetty,  while  the  smaller  sizes  run 
somewhat  imder  the  prescribed  limit  of 
30  pounds.  As  these  latter,  however,  in 
great  measure  go  to  fill  up  the  interstices 
between  the  large  pieces,  thus  increasing 
the  weight  of  the  mass  without  materi- 
ally adding  to  its  bulk  or  cost,  no  ob- 
jection has  been  made  to  their  use  to  a 
moderate  extent. 

"  The  frequent  inspections  that  have 
been  made  do  not  show  that  any  of  the 
stone  has  yet  been  carried  off  the  apron 
by  the  force  of  the  waves,  and  perhaps 
no  apprehension  need  be  entertained  of 
serious  disturbance  from  this  cause  to 
any  of  the  work  already  laid,  unless  it 
be  on  that  portion  put  down  in  June, 
1879,  on  the  inner  slope  of  Drunken  Dick 
Shoal,  where  the  depth  at  mean  low-tide 
does  not  exceed  8  to  8^  feet.  It  seems 
hardly  safe  to  assume,  however,  that 
stone  of  such  small  sizes  will  continuously 
withstand  the  force  of  the  waves  on  the 
crest  and  exterior  slope  of'the  bar.  Not 
that  there  is  likely  to  be  any  sudden 
movement  of  large  masses,  but  that  the 
waves  produced  by  the  prevailing  heavy 
storms,  those  from  the  northeast,  will 
carry  the  stones  gradually,  a  few  only, 
and  for  short  distances  at  any  one  time, 
from  the  inner  slope  of  the  jetty  to  its 
crest,  and  thence  over  to  the  western 
slope.  Large  stones  will  have  to  be  used 
for  the  upper  portions  of  the  work,  and 
some  device  may  have  to  be  resorted  to 
for  holding  them  in  place. 
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"  The  design  of  the  apron  is  such  that 
the  log  platform  which  forms  its  base 
would  be  exposed  to  the  ravages  of  the 
teredo  unless  covered  with  sand  or  other 
material  placed  upon  the  ends  of  the 
logs,  or  accumulated  there  by  the  action 
of  the  currents,  or  by  the  settlement  of 
the  structure. 

"  An  examination  made  on  the  24th  of 
June  shows  that  for  a  length  of  about 
1,450  feet  from  the  high-water  mark  on 
Sullivan's  Island,  comprising  all  the 
work  laid  before  the  4th  of  February,  the 
apron  is  so  well  embedded  in  the  sand  as 
to  afford  a  complete  protection  to  the 
wood. 

"  Most  of  the  work  laid  in  February, 
and  all  laid  subsequent  thereto,  is  more 
or  less  exposed,  and  directions  were  given 
near  the  end  of  June  to  cover  the  ex- 
posed wood  with  riprap  stone. 

"No  settlement  of  the  work  has  been 
detected  on  any  part  of  the  line." 

As  set  forth  in  a  former  report,  the 
plan  is  stated  in  these  words : — 

"It  is  proposed  to  construct  two 
jetties,  one  springing  from  Morris  Island 
and  the  other  from  Sullivan's  Island, 
converging  toward  each  other  in  such 
manner  that  their  outer  ends  on  the 
crest  of  the  bar  shaU  he  (yne-hcUf  to  five- 
eighths  of  a  mile  apart.  The  outer  ends 
of  the  two  jetties  will  rest  respectively 
upon  the  shoals  lying  to  the  northward 
and  southward  of  what  is  known  as  the 
north  channel,  that  being  the  middle 
channel  of  the  north  group  of  three 
channels,  and  having  its  line  of  deepest 
water  located,  more  nearly  than  either 
of  the  others,  upon  the  prolongation  of 
the  axis  of  deep-water  flow  through  the 
gorge  of  the  harbor  between  Cumming's 
Point  and  Fort  Moultrie. 

"Assuming,  for  the  purposes  of  dis- 
cussion, the  sea  ends  of  the  jetties  to 
rest  respectively  at  X  and  Y,  it  seems,  in 
some  measure,  immaterial  whether  they 
be  established  upon  straight  lines,  as 
shown  at  AX  and  BY,  or  upon  curved 
lines;  and  if  curved,  whether  the  con- 
vexity be  turned  toward  the  central 
channel,  as  at  CX  and  DY,  or  from  it,  as 
at  EX  and  FY.  In  either  case,  if  kept 
at  the  proper  heights,  they  will  produce 
an  ebl>flow  through  the  gap  able  to 
maintain  a  deep  channel  through  the 
bar.  Neither  the  straight  jetties,  how- 
ever, nor,  more  especially,  those  with  their 


convexity  turned  away  from  the  channel, 
act  as  training-walls  to  guide  the  out- 
flowing water.  The  curved  jetties,  con- 
vex toward  each  .other,  being  less  open 
to  this  objection,  are  the  ones  adopted  in 
this  project. 

"  The  north  jetty  starts  from  a  point 
on  Sullivan's  Island,  1,800  yards  east  of 
Bowman's  jetty.  The  half  next  the  shore 
is  curved  to  a  radius  of  about  1^  miles, 
the  outer  half  being  very  nearly  a  straight 
line.  The  total  length  of  this  jetty,  from 
C  to  X,  is  7,450  feet,  and  its  general 
direction  is  southeast. 

"The  south  jetty,  having  a  total 
length  of  11,650  feet,  from  D  to  Y,  starts 
from  Morris  Island  at  a  point  about  650 
yards  from  Cumming's  Point,  its  general 
direction  being  east.  The  shore  end  is 
curved  to  a  radius  of  about  3  miles  for  a 
little  more  than  one-half  its  entire  length, 
while  the  half  next  the  sea  is  nearly 
straight,  as  in  the  case  of  the  north  jetty. 

"The  specified  length  of  the  jetties  is 
taken  for  purposes  of  discussion.  As 
will  be  seen  hereafter,  they  would  not  be 
able  to  produce  a  channel  of  the  re- 
quisite capacity  through  certain  materials 
which  may  be  encountered  in  the  bar, 
although  they  would  be  expected  to 
maintain  such  a  channel  if  once  estab- 
lished. 

"The  outer  ends  of  the  two  jetties 
slightly  converge  toward  each  other  as 
they  approach  the  crest  of  the  bar,  and 
are  intended  to  act  as  training-walls  for 
a  distance,  in  each  case,  quite  equal  to 
half  its  entire  leugth.  These  portions 
lie  in  the  direction  of  the  flood-currents, 
and  may  be  built  to  any  height  without 
obstructing  the  inflow.  For  fully  one- 
fourth  of  their  entire  length  the  sea  ends 
could  be  carried  above  the  level  of  high- 
water,  so  as  to  be  visible  at  all  stages  of 
the  tide.  The  inner  portions,  crossing 
the  Beach  and  main  channels,  respective- 
ly, might  perhaps  be  kept  low  enough  to 
allow  the  smaller  classes  of  vessels  to 
pass  over  them. 

"One  characteristic  feature  of  the 
design — that  of  low  jetties — is  intended 
to  maintain  the  bar  in  its  present  gen- 
eral location,  with  such  moderate  in- 
crease of  magnitude  as  may  be  expected  - 
to  result  from  concentrating,  upon  a  gap 
one-half  to  five-eighths  of  a  mile  in 
width,  a  portion  of  the  water  which  is 
now  dispersed  over  a  width  of  10  miles. 
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''The  complete  success  of  the  works  is 
believed  to  depend  on  three  important 
conditions,  which  they  are  expected  in  a 
great  measure  to  satisfy,  and  which  have 
been  kept  in  view  in  preparing  the 
design,  viz. : 

"1.  Tlhey  should  not  impede  the  in- 
flow to  such  degree  as  to  prevent  the  tidal 
basin  being  filled,  as  now,  at  every  influx 
of  the  tidal  wave. 

"To  this  end  the  inner  half  of  each 
jetty,  more  especially  its  central  portion, 
located  in  deep  water  across  the  thread 
of  the  current,  is  kept  several  feet  below 
the  water.  The  outer  half,  being  nearly 
parallel  to  the  direction  of  the  flow,  is 
built  higher,  and  the  sea  end,  for  a  dis- 
tance of  several  hundred  feet,  may  be 
carried  high  enough  to  be  visible  at  all 
stages  of  the  tide. 

"  2.  T?iey  should  control  the  outflow  to 
such  degree,  and  in  such  manner,  that  a 
channel  of  the  required  depth  will  be 
maintained  through  the  bar. 

"  To  this  end,  although  a  large  por- 
tion of  the  surface  flow  will  spread  out 
over  the  tops  of  the  jetties  and  thence 
over  the  bar,  the  central  flow,  through- 
out the  entire  depth  along  the  axial  line 
of  the  gorge  between  Sullivan's  and 
Morris  Islands,  is  aided  in  its  natural 
tendency  to  reach  the  sea  along  the  pro- 
longation of  that  line  by  the  opening  left 
for  it  between  the  jetties.  The  bottom 
flow  through  the  gorge  of  the  harbor  is 
deflected  on  converging  lines  by  the 
jetties,  and  is,  therefore,  forced  in  a 
measure  to  concentrate  itself  in,  and  flow 
out  through,  the  gap  between  them. 
The  outer  half  of  each  jetty,  and  the  ad- 
jacent portion  of  the  shore  end  act  as  a 
training- wall  for  this  flow. 

"3.  They  should  not,  to  any  consider- 
able  extent,  cause  a  movement  seaward 
of  the  main  body  of  the  ba/r;  that  is,  the 
genercU  position  of  the  bar  should  be  in- 
dependent of  the  effects  produced  between 
and  beyond  the  heads  of  the  jetties, 

"  It  is  b^ieved  that  this  condition  will 
be  secured  by  making  the  shore  ends  of 
the  jetties  low  for  at  least  one-half  their 
length,  or  throughout  those  portions 
which  cross  the  thread  of  the  current  in 
deep  water,  so  as  to  allow  the  tide  to  ebb 
and  flow  somewhat  freely  over  them. 
The  effect  of  high  jetties,  with  a  cor- 
respondingly wide  gap  between  them  to 
allow  a  full  influx  of  tlie  tide,  would  tend 


to  transfer  the  gorge  of  the  harbor  from 
its  present  position  to  the  sea  ends  of  the 
jetties  and  move  the  shore  line  out  to 
that  point,  by  causing  a  filling  in  of  the 
exterior  angles  between  the  jetties  and 
the  shore;  After  reaching  tms  stage,  a 
drift-and-wave  bar  would  probably  be 
found  to  the  seaward  of  the  present  bar, 
in  front  of  the  jetties,  rendering  it  neces- 
sary to  extend  them,  in  order  to  cut  a 
passage  through  it. 

"  It  seems  essential,  therefore,  that  the 
agencies  which  maintain  the  present  bar 
should  remain  in  as  full  force  as  possible, 
consistent  with  the  requisite  concentra- 
tion of  outflow  between  the  jetties. 

"  The  probable  effects  will  be  that  the 
bar  will  be  raised  somewhat  throughout 
its  entire  length,  the  waves  will  break 
upon  it  more  frequently  than  now,  and 
considerable  shoaling  will,  of  course,  take 
place  in  Beach  Channel  and  in  all  the 
southern  group  of  channels.  But  it  is 
believed  that  the  important  condition  of 
keeping  the  bar  generally  in  its  present 
position  will  be  secured. 
*  "The  drift  material  carried  along  the 
coast  by  surf-currents,  as  well  as  the 
sand  thrown  up  by  the  breakers  on  the 
north  and  south  shoals,  instead  of  lodg- 
ing in  and  filling  up  the  exterior  angles 
between  the  jetties  and  the  shore,  as  in 
the  case  of  high  jetties,  will  be  dis- 
posed of  in  a  harmless  manner. 

"  For  example,  a  heavy  northeasterly 
storm,  producing  breakers  along  the 
north  shoal  and  strong  southerly  surf- 
currents  along  the  shores  of  Long  and 
Sullivan's  Islands,  would  put  in  motion 
a  large  quantity  of  material,  a  portion  of 
which  would  be  carried  in  by  the  flood- 
currents  over  the  north  jetty  and  through 
Beach  Channel,  coming  to  rest  in  ti^e 
deep  water  of  the  main  channel.  It 
would  next  be  taken  up  by  the  ebb- 
current  and  rolled  out  to  sea  between 
the  jetties.  Beyond  the  jetty-heads  it 
would  encounter  the  littoral  ebb-current, 
moving  to  the  southward  with  a  velocity 
accelerated  by  the  storm,  by  which  it 
would  be  again'carried  in  a  southwesterly 
direction,  until,  finally,  left  to  the  action 
of  the  south  breakers,  it  would  be  either 
deposited  temporarily  upon  the  south 
shoal,  or  carried  still  farther  to  the 
southward. 

"The  action  of  a  southerly  storm 
would  be  the  reverse  of  this.    In  either 
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ase  some  drift-material  would  be  carried 
by  waves  and  surf-currents  around  the 
jetty  heads,  and  would  subside  in  the 
deep  water  between  them,  to  be  swept 
out  by  ensuing  ebb-currents,  and  dis- 
posed of  to  the  northward  or  southward, 
according  to  the  direction  of  the  storm. 

"  This  movement  of  sand  was  referred 
to  in  my  report  on  the  improvement  of 
the  Fernandina  Bar,  submitted  April  15, 
1876,  from  which  the  following  extract 
is  made: 

" '  As  a  moderate  assumption,  a  north- 
easter of  three  days'  duration  might  be 
expected  to  lower  the  north  shoal  four 
inches  within  the  area  covered  by  the 
breakers.  The  greater  part  of  the  eroded 
material,  amounting  to  upward  of  516,000 
cubic  yards,  would  doubtless  be  dis- 
tributed along  the  south  shoal  during 
the  progress  of  the  storm.  If  the  waves 
should  subside,  or  a  southerly  or  south- 
easterly storm  set  in  before  the  bar 
channel  had  returned  to  its  normal  con- 
dition, the  material  subsequently  carried 


the  project  of  the  engineer,  because  the 
useful  life  of  his  works  is  more  or  less 
dependent  thereon.' 

"As  no  works  can  be  expected  to  stop 
this  movement  of  drift- material  for  any 
great  length  of  time,  they  should,  if 
practicable,  accommodate  themselves  to 
it  under  conditions  of  a  permanent  char- 
acter. Those  proposed  are  designed  to 
do  this,  by  allowing  the  drift-sand  to 
move  from  one  part  of  die  bar  to  the 
other,  in  much  the  same  manner  as  now^ 
never  remaining  in  the  jetty  channel 
longer  than  a  few  tides,  and  never  find- 
ing a  resting-place  anywhere  that  the 
next  storm  may  not  disturb." 

From  the  forthcoming  report  we  learn 
that: 

"During  the  fiscal  year  just  closed, 
the  work  of  putting  down  the  apron  of 
the  North  jetty  was  continued,  and  the 
construction  of  the  South  jetty  was 
begun. 

"The  foimdation  matters  of  the  North 
jetty  continued  to  be  made  after  the  modi- 
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out  would  not  reach  the  south  shoal,  but 
in  the  former  case  would  remain  near  the 
outlet  on  the  outer  slope  of  the  bar,  and 
in  the  latter  would  be  carried  back  by 
the  waves  to  the  north  shoal.  If  as 
much  as  one-fourth  of  it  remained  in  the 
bar  channel,  between  the  inner  and  outer 
18-foot  curves,  a  few  severe  storms,  such 
as  frequently  occur  within  the  period  of 
a  single  month,  would  entirely  destroy 
it,  by  filling  it  up  to  the  level  of  the 
shoal  on  either  side. 

"*It  would  appear,  therefore,  that 
millions  of  cubic  yards  of  the  material 
composing  the  bar  might  be  shifted  back 
and  forth  from  one  side  of  the  channel 
outlet  to  the  other,  during  a  single 
season,  without  causing  injury  to  the 
channel  by  shoaling,  and  without  produc- 
ing any  changes  in  the  form  and  location 
of  the  bar  itself  that  might  not  entirely 
escape  the  notice  of  the  most  careful 
surveyor.  And  yet  this  shifting  of 
matenal,  of  which  no  evidence  may  be 
left  behind,  should  enter  as  an  im- 
portant, if  not  a  controlling,  function  in 


fied  design  (see  Fig.  2).  Another  modi- 
fication in  this  contract  was  made  August 
19,  1879,  under  which  a  mattress  was  in- 
serted as  a  hearting  in  the  rip-rap  super- 
structure of  the  apron,  in  order  to  get 
increased  height  by  the  use  of  a  material* 
less  costly  than  stone. 

"This  second  mattress,  which  is  in  all 
essential  features  like  the  lower  one,  has 
a  prescribed  thickness  of  18  inches  in 
the  finished  jetty,  and  is  paid  for  in  the 
work  at  the  rate  of  $6  per  lineal  foot  of 
mat,  fifty-four  feet  wide,  equivalent  to 
$1.66f  per  cubic  yard.  When  the  bot- 
tom mattress  has  been  sunk  and  loaded 
with  stone  to  the  depth  of  a  few  inches, 
as  evenly  distributed  as  possible,  the 
second  mattress  is  sunk  in  its  place,  and 
the  balance  of  the  2^  feet  layer  of  stone^ 
required  by  contract  on  the  apron,  is 
placed  upon  it. 

"The  width  of  the  second  mattress  is 
uniformly  less,  by  32  feet,  than  of  the 
one  at  the  bottom,  in  order  that  the  rip- 
rap superstructure  laid  with  flat  slopes 
will  cover  it  and  protect  the  ends  of  the 
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logs  from  the  rayages  of  the  teredo. 
Less  apprehension  of  injury  from  this 
cause  is  felt  for  the  bottom  mattress,  for 
the  reason  that  from  its  position,  direct- 
ly on  the  bottom,  it  is  likely  to  become 
qnicldy  covered  with  sand  whenever  there 
is  any  tendency  to  till  At  all. 

"When  the  apron  of  the  North  jetty 
had  attained  a  length  of  about  5430  feet 
from  the  shore,  in  only  6  feet  low  water 
soundings  on  the  inner  slopes  of  Drunken 
Dick  Shoal,  work  was  suspended  on  ac- 
count of  rough  water  and  breakers,  and 
resumed  on  the  seaward  slope  of  the 
shoal,  at  a  point  on  the  amended  curve 
of  location,  leaving  a  gap  of  1647  feet  to 
foe  filled  in  hereafter. 

"If  this  shoal,  which  at  present  shows, 
on  some  portions  of  it  at  least,  indica- 
tions of  considerable  stability,  shall  con- 
tinue to  resist  abrasion  and  wear,  after 
the  work  on  each  side  of  it  reaches  the 
required  height,  there  will  be  no  special 
need  of  re-enforcing  it,  or  of  raising  its 
surface  artificially.  If,  on  the  other 
hand,  it  yields  under  increi^^sed  currents, 
or  wherever  it  does  yield  and  wear  away 
from  any  cause,  increased  depths  will  be 
the  result,  and  the  breakers  will  doubtless 
subside  to  such  a  degree  that  there  will 
be  no  special  difficulty  in  laying  the  work. 

"During  a  spring  tide  of  considerable 
range  in  tJbe  month  of  July,  1879,  a  large 
poition  of  the  shoal  was  laid  bare  at  low 
water,  and  part  of  a  wreck  which  has 
doubtless  been  there*  for  some  years  was 
discovered  on  it,  indicating  that  the  ma- 
terial of  the  shoal  has  considerable  firm- 
ness and  tenacity. 

"So  far  as  known,  this  precise  locality 
has  never  been  examined  by  boring. 

"When  work  under  the  first  contract 
was  finished  on  the  outer  end  of  the 
jetty,  the  use  of  the  second  mattress, 
which  is  not  adapted  to  the  thin  courses 
of  the  later  contract,  was  also  discon- 
tinued. 

"The  prosecution  of  work  upon  the 
North  letty  since  the  10th  of  May,  and 
upon  tne  South  jetty  since  the  23rd  of 
April,  has  been  in  conformity  to  a  con- 
tract dated  September  6,  1879. 

"Under  this  new  contract  the  engineer- 
in-charge  has  the  power  to  regulate  the 
height  of  the  jetty  by  laying  it  in  one  or 
more  courses,  and  the  work  can  be  pros- 
ecuted by  extending  the  North  jetty,  and 
ndsing  it  higher  at  certain  points,  and 


by  beginning  the  construction  of  the 
South  jetty. 

"Among  the  specifications  of  the  con- 
tract for  the  work  to  be  done  this  year  is 
one  for  mooring  chains  of  wrought  iron, 
to  be  afterwards  used  in  securing  the 
top  layers  of  stone  on  the  finished  jetty, 
against  removal  by  the  waves,  will  be 
attached  to  the  logs  of  certain  mattresses 
at  intervals  of  40  to  50  feet  along  the 
line  of  the  jetty  where  most  exposed  to 
the  force  of  the  waves.  The  lower  end 
of  each  chain  terminating  in  a  ring  will 
be  supported  by  a  buoy,  spar,  tripod  or 
otherwise,  so  tiiat  it  will  not  become 
covered  up  with  stone,  and  can  be  found 
at  any  time.  The  chains  will  be  galvan- 
ized in  the  best  manner. 

"These  galvanized  mooring  chains 
will  be  what  is  known  as  chain  cables, 
and  will  be  of  such  sizes,  not  less  than  1 
inch,  nor  more  than  1^^  inches  in  diam- 
eter, and  of  such  lengths,  and  attached 
to  such  mattresses,  and  at  such  distances 
from  the  sides  thereof  as  the  engineer-in- 
charge  shall  direct. 

"A  second  course  will  probably  be 
placed  on  some  portions  of  both  jetties 
before,  or  during  the  coining  Autumn. 

"  It  is  not  the  present  int^tion  to  give 
the  base  of  the  south  jetty,  during  this 
fiscal  year,  its  full  width  where  it  crosses 
the  main  ship  channel  in  about  40  feet 
low  water  soundings.  It  seems  desirable 
that  as  great  height  as  possible  should 
be  gained  in  this  deep  water  with  the 
funds  now  available,  and  the  work  will 
therefore  be  laid  in  two  or  more  courses, 
the  bottom  one  being  about  half  the  re- 
quired width.  It  is  possible  that  the 
sand  wiU  fill  in  so  rapidly  that  the  full 
width  of  base  adapted  to  Uiis  great  depth 
will  not  be  needed.  When  ttie  bottom 
course,  rising  to  a  height  of  about  2  feet  8 
or  9  inches  has  ceased  to  accumulate  sand, 
the  second  course  will  be  laid,  and  after 
that  perhaps  a  third  course  in  some 
places. 

**  An  inspection  was  made  a  few  days 
before  the  close  of  the  fiscal  year,  of  the 
entire  line  of  work  on  the  north  jetty. 
No  settlement  was  detected  in  any  por- 
tion of  it,  except  in  the  deep  water  of 
Beach  Channel,  where  for  a  length  of 
200  feet  a  subsidence  seems  to  have  taken 
place  varying  from  1  to  3^  feet,  the  im- 
mediate cause  of  which  has  not  been  as- 
certained. 
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"On  that  portion  between  Drunken 
Dick  Shoal  and  Salliyan*s  Island,  the 
ends  of  the  logs  are  reported  to  be  well 
covered  with  sand,  except  when  the  low 
water  depth  does  not  exceed  8  feet.  On 
former  examinations  the  timber  even  in 
this  shoal  water  was  found  to  be  covered. 
The  cause  to  which  its  present  exposure 
is  to  be  attributed,  cannot  be  positively 
stated. 

"South  of  Drunken  Dick  Shoal  the 
ends  of  most  of  the  logs  remain  uncover- 
ed, and  exposed  to  the  ravages  of  the 
teredo. 

"  It  is  proposed  to  cover  all  the  exposed 
timbers  witti  rip-rap  stone,  and  steps 
have  been  taken  to  procure  it  as  soon  as 
practicable. 

"It  is  found  that  sand  accumulates 
very  slowly  around  the  ends  of  the  logs, 
on  the  south  jetty.  No  settiement  is  re- 
ported there. 

"  A  few  months  before  the  close  of  the 
fiscal  year,  I  had  an  opportunity  to  ex- 
amine the  shore  end  of  the  north  jetty, 
at  an  unusually  low  stage  of  water,  and 
I  found  that  the  rip-rap  stone,  placed 
there  16  months  before,  had  become  so 
firmly  cemented  together  with  barnacles 
and  other  shell-fish  accretions,  as  to  ren- 
der the  mass  remarkably  dense  and  com- 
pact. ■ 

"  It  seems  quite  improbable  that  the 
stone,  even  on  the  most  exposed  part  of 
the  work  beyond  the  bar,  will  ever  be 
washed  oflf  or  moved  by  the  waves,  if  it 
can  once  be  consolidated  in  this  manner 
by  the  molluscan  growth  of  a  single 
summer. 

"  It  may  be  hoped,  therefore,  that  re- 
course to  tiie  mooring  chains,  for  holding 
a  line  of  large  stones,  linked  together 
along  the  crest  of  the  work,  for  which 
provision  was  made  in  the  contract,  will 
not  be  necessary. 

"  The  work  has  not  yet  reached  that 
stage  when  increased  depths  can  be  ex- 
pected in  the  swash  chcmnel,  which,  oc- 
cupying the  proposed  gap  between  the 
two  jetties,  is,  nominally,  the  one  to  be 
improved. 

"But  it  is  neither  expected  nor  de- 
sired that  the  improved  channel  will 
occupy  the  line  of  the  present  one.  It  is 
a  crooked  channel  lying  at  an  average 
distance  of  not  less  than  1,400  feet  from 
the  line  selected  for  the  North  jetty.  On 
the  shoals  lying  between  it  and  that 


jetty,  however,  a  marked  increase  of 
depth,  amounting  to  three  feet,  over 
considerable  areas,  has  taken  place  dur- 
ing the  past  year,  which  is  to  be  at- 
tributed to  the  direct  action  of  the  jetty. 
The  changes  were  more  rapid  as  the 
jetty  advanced.  The  effect  has  been  to 
move  the  inner  end  of  the  swash  channel 
northward.  It  may  be  expedient  to 
assist,  by  dredging,  this  developed  ten- 
dency to  scour  along  the  line  of  the  pro- 
posed channel,  when  the  time  for  such 
auxiliary  work  shall  have  arrived. 

"During  the  month  of  June,  1879, 
arrangements  were  made  to  cover  the 
exposed  logs,  north  of  Drunken  Dick 
shoal,  with  ballast  stone  and  brick-bats  ; 
but  the  sand  eventually  collected  along 
the  margin  of  the  work  sufficiently  to 
afford  the  requisite  protection.  Only  18 
cubic  yards  of  brick  and  stone  were 
placed  on  the  work  under  this  agree- 
ment. 

"  During  the  present  fiscal  year,  it  is 
expected  that  both  jetties  wUl  be  ex- 
tended, and,  in  some  places,  raised  to  a 
higher  level  under  the  existing  contract, 
and  others  to  be  entered  into  hereafter, 
by  methods  the  same,  or  substantially 
the  same,  as  those  hitherto  followed; 
and,  if  deemed  advantageous,  some 
dredging  will  be  done  by  the  United 
States  dredge  steamer  '  Henry  Burden,' 
along  the  line  of  the  proposed  channel.' 


.  Coal  in  India. — Theodore  W.  H. 
Hughes  begins  a  paper  on  the  coal 
fields  of  India  by  saying:  "It  will 
doubtiess  surprise  many  to  learn  that 
both  in  the  superficial  extent  of  its  coal 
measures  and  associated  rocks,  and  in 
the  actual  amount  of  its  coal,  India  is 
surpassed  by  few  countries,  and  that 
with  respect  to  the  size  of  some  of  the 
seams  it  stands  pre-eminent  in  the  his- 
tory of  mining."  Even  the  United 
States  cannot  boast  of  seams  100  feet, 
120  feet  and  160  feet  thick,  like  some 
that  occur  in  Bengal.  He  calculates 
that  the  coal  fields  of  India  cover  35,000 
square  miles,  and  according  to  esti- 
mates drawn  up  by  Dr.  Oldman  there 
cannot  be  less  than  20,000,000,000  tons 
of  coal  in  the  Empira  Much  of  the 
material,  however,  is  of  an  inferior 
quality  and  fit  only  for  very  rough  use. 
— L'lngen,  Univ, 
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THE  VALUE  OF  THE  STUDY  OP  THE  MECHANICAL 
THEORY  OF  HEAT. 

By  ALFRED  R.  WOLFF,  M.  E. 
A  Paper  read  before  the  American  Society  of  Mechanical  Engineers,  November  6th,  1880. 

I 


In  presenting  a  few  remarks  on  the 
Value  of  the  Study  of  the  Mechanical 
Theory  of  Heat,  I  am  imbued  with  the 
knowledge  of  two  facts:  of  the  import- 
ance and  value  of  the  study  on  the  one 
hand,  and  of,  in  general,  a  lack  of  proper 
appreciation  among  engineers  of  this 
point  on  the  other.  There  are  doubt- 
less few  among  educated  engineers 
who  would  not  admit  that  the  acquisi- 
tion of  any  form  of  knowledge  is  of 
value,  not  only  as  a  training  of  the  mind 
but  as  an  addition  to  our  understanding 
of  the  laws  and  working  of  the  universe 
and  mankind;  few  who  would  deny  that 
the  study  of  literature,  of  social  or 
politico-economic  sciences  would  be  of 
benefit  to  them,  though  of  limited  influ- 
ence in  the  practice  of  their  profession. 

From  personal  experience,  as  well  as 
from  the  experience  of  others,  I  am  led 
to  believe  that  engineers,  as  a  class,  look 
upon  the  knowledge  of  the  mechanical 
theory  of  heat  not  much  unlike  than  that 
of  the  department  of  "  belles-lettres,"  as 
possibly  adding  to  refinement,  to  a 
broader  view  of  things  in  general,  to  a 
6ur  drilling  of  the  mind,  but  of  no  prac- 
tical or  only  slight  practical  value  in  the 
ordinary,  or  even  extraordinary,  exercise 
of  their  profession.  I  am  not  prepared 
to  say  that  were  the  grounds  above 
enumerated  the  only  ones  upon  which 
the  study  could  be  urged,  that  a  strong 
argument  in  favor  of  its  more  general 
introduction  could  not  justiy  be  main- 
tained ;  but  this  question  does  not  arise 
since  the  more  general  introduction  of 
the  science  can  be  presented  to  the  engi- 
neer on  the  ground  of  direct,  practical 
utility,  for  the  purposes  of  correctiy 
appreciating  and  increasing  the  effi- 
ciency of  a  large  department  of  his  pro- 
fession, that  department  which  treats  of 
the  transformation  of  the  latent  or 
active  forces  or  powers  of  nature  in  a 
form  suitable  for  application  as  motive 
power  for  utilization  in  machinery  de- 


signed to  do  the  desired  special  workt 
or,  in  other  words,  to  that  department 
which  relates  to  the  generation  of  the 
working  fluid  or  motive  power,  and  the 
work  performed  by  the  medium  of  such 
fluids  in  prime  movers.  H  is  on  this 
ground  that  I  would  urge  the  more 
general  acquisition  of  the  science  of 
thermo-dynamics,  and  to  insure  concise- 
ness as  well  as  a  ready  conception  of  my 
views,  I  will  only  briefly  outiine  the 
thoughts,  giving  as  it  were  their  direc- 
tion, and  leave  it  to  you  to  give  them 
force,  that  is,  to  develop  them  more 
fully  as  your  own  understanding  and 
experience  will  best  suggest. 

Thermo-dynamics  or  the  Mechanical 
Theory  of  Heat  is,  as  the  name  implies, 
the  science  of  the  laws  of  heat  consid- 
ered as  a  form  of  energy.  It  is  based 
upon  two  great,  general  laws,  the  one 
that  all  forms  of  energy  are  mutually 
convertible  in  certain  exact,  invariable 
equivalents,  the  other  that  the  quantity 
of  energy  in  a  homogeneous  substance 
is  equal  to  the  sum  of  the  energy  of  its 
component  parts,  and  that  equal  parts 
of  a  homogeneous  substance  when 
imdergoing  a  change  of,  or  exerting, 
energy  undergo  like  changes,  and  exert 
like  effects.  The  application  of  these 
two  fundamental  laws  of  energetics  to 
heat  constitute  the  determination  of  the 
two  general  laws  of  thermo-dynamics, 
which  are  the  basis  of  the  whole  science, 
and  of  which  the  science  is  in  fact  but  an 
extension  and  application  to  forms  of 
heat  energy,  latent  or  active,  met  with 
in  nature  and  valuable  in  practice.  For 
after  all  what  is  theory  but  practice 
reduced  to  a  connected  system  of  laws 
or  principles.  Without  facts,  without 
phenomena,  in  short,  without  practice  as 
a  foundation,  how  could  theory  ever  be 
conceived  or  established?  In  ordinary 
discussion  but  littie  attention  is  paid  to 
the  distinction  between  theory  and  hypo- 
thesis, and  nothing  has  proved  more  dis- 
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astrous  to  a  general  appreciation  of 
theory  than  the  repeated  mistise  of  the 
term.  Theory  is  based  on  facts,  hypo- 
thesis on  speculation,  hypothesis  changes 
to  theory  when  speculation  changes  to 
facts.  The  two  special  laws  of  thermo- 
dynamics, upon  which  the  whole  science 
is  elaborated,  to  which  we  refer  are: 
that  heat  is  convertible  to  other  forms 
of  energy  in  the  relation  of  what  is 
known  as  Joule*s  equivalent,  that  is, 
that  one  thermal  unit  (the  quantity  of 
heat  required  to  raise  one  poimd  of 
water  at  39.4°  Fahr.,  one  degree  in 
temperature)  is  equal  to  the  energy  re- 
quired to  raise  772  lbs.  1  foot,  or  that 
772  lbs.  falling  1  foot  will  develop  suffi- 
cient heat  to  raise  1  lb.  of  water  at  its 
greatest  density  1  degree.  The  second 
is  that  if  the  total  actual  heat  of  a  homo- 
geneous and  uniformly  hot  body  under- 
go a  change  or  exert  energy,  equal  parts 
of  the  body  will  undergo  equal  chfmges 
and  exert  like  effects,  the  sum  of  the 
effects  of  the  component  parts  being 
equal  to  the  total  effect.  This  law  is 
more  popularly  identified  in  the  form  of 
Camot's  theorem,  a  special  application 


to  heat  engines,  that  g—g^  or 


T-T, 
T 


is  the  limit  of  efficiency  of  such  engines, 
and  that  the  test  of  a  perfect  engine  is 
its  reversibility,  g  and  T  represent  re- 
spectively the  quantity  of  heat  and  abso- 
lute temperature  of  the  (any)  fluid  when 
leaving  the  generator,  and  ^^  and  T^, 
respecrively,  the  quantity  of  heat  and 
absolute  temperature  of  the  fluid  when 
given  off  to  the  refrigerator;  y— y,  when 
entirely  converted  into  useful  work  caus- 
ing the  engine  to  become  theoretically 
perfect. 

The  above  outlines  the  foundation  and 
framework  of  a  great  science.  It  is 
strong  and  simple,  and  in  its  strength 
and  simplicity  beautiful.  The  structure 
and  superstructure  are  equally  strong, 
equally  beautiful,  but  not,  however, 
equally  simple.  If  this  were  the  case 
there  would  be  little  need  of  the  pre- 
s^itation  of  papers  of  this  kind,  for  the 
great  value  of  the  science  would  be  uni- 
versally acknowledged.  It  is  a  common 
experience  that  the  mass  of  mankind 
primarily  pronoimce  that  which  is  diffi- 
cult to  attain  as  not  worthy  of  attain- 
ment,  primarily  too    often    look  upon 


those  who  have  mastered  the  difficult 
with  scornful  or  doubting  eye,  until  the 
achievement  of  the  difficulty  by  the  few 
has  brought  forward  such  valuable  re- 
sults, such  striking  truths,  so  influences 
the  ordinary  experiences  and  our  con- 
ception of  facts  in  nature  or  in  our  pro- 
fessions, that  the  worthiness  and  value 
of  the  attainment  can  no  longer  be 
denied  and  must  be  definitely  accepted. 
That  point  has  now  undeniably  been 
reached  in  thermo-dynamics,  and  the 
sooner  we  concede  it  the  better.  The 
sooner  we  admit  that  we  must  study  and 
explore  the  science  of  heat  energy  in  its 
higher  form,  the  sooner  will  we  advance 
in  our  profession  and  contribute  to  its 
progress.  It  will  be  my  aim  to  recall  a 
few  of  the  practical  applications  in  engi- 
neering of  the  principles  which  thermo- 
dynamics has  estabHshed,  and  thus  ta 
give  an  illustration  or  rather  indication 
of  its  value.  But  before  doing  so  to  be 
strictly  conscientious,  I  must  refer  ta 
the  difficulties  to  be  met  with  in  the^ 
study  in  its  higher  form.  Professor 
McCulloch  says:  "Any  one  acquainted 
with  only  the  elements  of  analytical 
geometry,  and  of  the  fluxional  calculus, 
should  find  no  difficulty  in  understand- 
ing all  it  contains.  ]ji  this  country, 
however,  scientific  education,  as  well  as 
classical,  has  unfortunately  retrograded  r 
and  superficiality  is  the  fashion  of  the 
day.  Hence,  some  anxious  for  scientific 
knowledge,  with  the  least  labor  and  in 
the  shortest  time,  imagine  it  might  be 
well  in  scientific  literature  to  dispense 
with  the  calculus.  To  them  no  better 
advice  can  be  given  than  to  begin  by- 
studying  it  thoroughly,  if  they  would 
reasonably  hope  ever  to  comprehend 
much  which  would  otherwise  be  unin- 
telligible." 

These  elements,  however,  must  be 
firmly  fixed  in  the  mind,  and  thermo- 
dynamics may  justly  be  considered  a 
thorough  test  of  such  a  knowledge. 
When  beginning  the  study  of  the  sub- 
ject, I  thought  I  had  fairly  mastered 
calculus,  wMle  engaged  in  its  acquisi- 
tion I  found  I  was  a  mere  novice,  and 
such  too  has  been  the  experience  of  a 
few  of  my  friends  who  have  already  pro- 
gressed and  done  good  work  in  the 
science.  But  let  us  not  be  deterred 
from  the  acquisition  of  a  valuable  sub- 
ject   because    of    its    difficulty.      This 
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really  incites  a  person  to  a  hard  effort, 
and  the  gratification  which  the  master- 
ing of  an  important  point  gives,  forms 
an  incentive  to  further  advance  which 
acts  more  potently  than  the  repulsive 
part  of  the  difficulty.  Let  us  not  accept 
the  valuable  principles  reached  without 
making  at  least  an  honest  effort  to  follow 
the  masters  who  have  discovered  them, 
and  thus  make  the  principles  in  reality 
our  own.  But  if  our  comprehension  and 
efforts  will  not  permit  us  to  do  this,  let 
us  not  cry  down  the  methods  by  which 
they  were  attained,  and  let  us  study  the 
principles  themselves  thoroughly. 

There    is    a    wonderful    harmony    in 
nature — ^without  it  all  scientific  research 
would  be  of  no  avail.     There  are  certain 
great  invariable  laws,  some  determined 
and  many  more  not  yet  conceived,  but  in 
our  faith  in  and  knowledge  of  the  relia* 
bOity  of  those  laws  exists  the  only  safe- 
guard of  advance.     This  opens  up  that 
large  realm  of  reasoning  Imown  as  "by 
analogy,"  and  enables  us  to  determine 
thus,  and  by  analysis,  laws  which  are 
not  directly  determinable  from  our  prac- 
tical experiences  or  observed  phenomena. 
Heat-,  the  observed  and  usually  acknowl- 
edged  primary    physical    source  of  all 
energy    (though    gravitation    might  on 
some  good  grounds  be  selected  as  our 
present  ultimatum)  beautifully  illustrates 
this  harmony  when  considered  as  energy, 
and  thus  prescribes  laws  which  are  af  ter- 
wai'ds  varified  in  practice,  and  to  which 
practice  conforms  and  becomes  the  em 
bodiment  of.     This  is  the  strongest  plea 
which  it  seems  to  me  can  be  urged  for 
the    careful    study    of    the    mechanical 
theory  of  heat,  and  we  will  attempt  to 
point  out  some  of  the  work  which  has 
been  done  in  this  respect,  and  leave  it 
to  your  judgment  to  decide  whether  a 
science  which  has  already  accomphshed 
so  much  is  not  capable,  when  many  able 
minds  are  devoted  to  its  study,  of  an 
apphcation  and  extension  which  is  and 
will  be  of  incomprehensible  value  in  the 
ordinary  practice  of  the  engineer,  and 
which    will    greatly  contribute    to   the 
advance  of  mechanical  engineering. 

The  specific  heat  at  constant  pressure 
of  any  permanent  gas  can  be  ascertained 
directly  by  experiment,  not  so  the  spe- 
cific heat  at  constant  volume.  Begnault 
has  made  accurate  determinations  of  the 
specific  heat  of  such  gases  at  constant 


pressure,   and    discovered  certain  laws 
relative  to  the  same,  that  the  specific 
heat  of  such  a  gas  is  independent  of  its 
temperature  and  density,  and  the  pro- 
duct of  the  density  and  the  specific  heat 
is  the  same  constant  for  all  permanent 
gases.      From    the   velocity  of    sound, 
independent  of  the  principles  of  thermo- 
dynamics, the  specific  heat  at  constant 
volume    for  a  permanent    gas    can  be 
determined,   and    these    two  quantities 
when  substituted  in  an  equation  of  the 
theoretical    value     of    the    mechanical 
equivalent  of  heat,  expressed  as  a  func- 
tion of  the  pressure,  volume,  dilatabihty, 
and  the  two  specific  heats  of  a  permanent 
gas  give  for  this  equivalent  a  theoretical 
value  which  agrees  with  that  practically 
determined  by  Joule,  and  recently  veri- 
fied by  Professor  Rowland.     I  need  not 
dwell  upon  the  mathematical  exposition 
of  this,  but  reference  to  Stewart  ("Ele- 
mentaiy  Treatise  on  Heat,"  pages  330  & 
412),  Maxwell  ("Theory  of  Heat,"  pages 
169,  228,  &  310),  Cotterill  ("The  Steam 
Engine    Considered    as     a    Heat    Ma- 
chine," page  82)  McCulloch  ("Mechanical 
Theory  of  Heat,"  page  92)  and  Bankine 
("Steam  Engine,"  page  321)  will  serve 
as  a  verification  of  the  above  summation. 
Permit  me  to  call  your  attention  to  this 
remarkable    agreement  between  theory 
and  practice.     The  specific  heat  at  con- 
stant volume  is  not  directly  determin- 
able from  experiment,  so  it  is  developed 
from  the  velocity  of  sound,  and  substi- 
tuting   these  two  independent    experi- 
mental data  (the  two  specific  heats)  in  a 
theoretical     equation    not    involving    a 
previous  determination  of  the  mechani- 
cal equivalent  of  heat,  we  ascertain  such 
equivalent  from  correct  theoretical  con- 
siderations,   and   it    accords    with    the 
experimental     determination.      What   a 
beautiful  demonstration  of  the  correla- 
tion of  the  different  laws  and  facts  of 
nature  do  we  here  perceive  exemplified. 

But  this  will  appear  rather  as  an  illus- 
tration of  the  beauty  and  symmetry  of 
the  science  than  as  a  presentation  of  a 
fact  of  direct  utility  to  the  engineer  in 
the  practice  of  his  profession,  and  since 
it  is  my  special  object  to  call  attention 
to  a  few  of  the  latter  class  of  facts,  I  will 
have  to  omit  the  mention  of  the  interest- 
ing relations  between  the  physical  prop- 
erties of  bodies,  such  as  between  the  two 
elasticities  and  the  two  specific  heats, 
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gaseous  Tiscosity  and  the  molecular 
Qieory  of  the  constitution  of  bodies,  all 
of  which  the  science  teaches  and  will  at 
once  refer  to  its  main  application  for 
our  own  purposes,  the  work  of  fluids  in 
engines.  It  is  in  this  department  of  our 
profession  that  thermo-dynamics  has 
made  the  deepest  impression  in  practice, 
and  is  destined  to  continue  it  to  a  far 
greater  extent.  It  has  taught  us  the 
different  laws  of  expansion  and  work  of 
fluids,  and  has  supplied  us  with  the 
proper  test  of  the  efficiency  of  different 

T— T 

forms  of  engines.     — =— S  the   limit  of 

efficiency  has  enabled  us  to  correctly 
appreciate  the  progress  made,  and  to 
definitely  point  out  the  direction  in 
which  the  advance  in  efficiency  and  per- 
fection of  heat  engines  lies.  To  increase 
the  theoretical  efficiency,  T,  the  tempera- 
ture of  the  fluid  at  its  entrance  to  the 
cylinder  should  be  raised,  and  T,,  the 
temperature  at  exhaust  lowered  as  much 
as  possible. 

The  application  of  this  principle  to 
steam  engines  implies  high  steam  press- 
ures and  great  expansion.  This  was 
tried  within  certain  limits,  and  the  bene- 
ficial results  looked  for  were  not  realized 
to  the  extent  expected.  The  theory  was 
still  recognized  as  true  by  those  who 
grasped  it,  but  the  practical  results  had 
not  conformed  to  their  expectations. 
The  nature,  laws  and  action  of  steam 
were  thoroughly  investigated,  and  it 
became  apparent  that  condensation  en- 
sued,  owing  to  heat  consumed  for  in- 
ternal work  during  expansion  and  to  the 
detrimental  action  of  the  metal  of  the 
cylinder.  When  the  steam  enters  the 
cylinder  (of  a  lower  temperature  than 
the  steam  at  its  initial  pressure)  it  gives 
out  heat  to  the  inetal  of  the  cylinder, 
and  to  do  this  sets  free  latent  heat, 
causing  water  of  condensation  to  be 
formed.  When  the  steam  in  the  cylin- 
der expands  it  performs  internal  as  well 
as  external  work,  and  becomes  partially 
liquefied;  as  the  steam  leaves  the  cylin- 
der, rushing  into  the  condenser,  the 
water  mixed  with  the  steam  evaporates, 
abstracting  additional  heat  from  the 
metal  of  the  cylinder.  When  a  fresh 
volume  of  steam  of  initial  pressure  now 
enters  the  cylinder,  it  comes  in  contact 
with  the  metal  of  lower  temperature, 


water  of  condensation  is  formed  and  the 
action  continues  as  indicated  above. 

Several  methods  of  decreasing  this 
loss  presented  themselves : 

1.  The  introduction  of  the  compound 
engine  which  dividing  up  the  range  of 
temperature  between  admission  and 
final  exhaust,  in  two  or  more  stages^ 
causes  less  difference  in  each  cylinder, 
and  therefore  decreases  the  loss  by  con- 
densation while  again  the  heat  abstracted 
from  the  first  cylinder  at  exhaust  be- 
comes available  in  the  second  cylinder. 

2.  The  use  of  the  steam  jacket  which 
tends  to  keep  the  metal  of  the  cylinder 
at  imif orm  temperature  and  thus  prevent 
the  initial  condensation  of  steam,  and 
to  supply  heat  to  the  steam  in  the  cylin- 
der to  prevent  condensation  during  ex- 
pansion. 

3.  The  introduction  of  a  great  number 
of  strokes  per  minute  so  that  less  time 
will  be  accorded  t6  the  steam  to  impart 
heat  to  the  metal  of  the  cylinder  and  to 
abstract  heat  during  exhaust. 

4.  The  use  of  superheated  steam,  since 
it  can  emit  heat  when  being  admitted  to 
a  cylinder  of  lower  temperature  without 
causing  water  of  condensation  to  form  at 
entrance  or  during  expansion. 

Neither  of  the  first  three  remedies 
proves  entirely  efficacious  in  practice 
while  all  have  greatly  reduced  tiie  loss 
from  condensation.  An  intelligent  study 
of  the  theory  of  heat  will  show,  however, 
that  the  latter  is  the  only  one  which 
offers  the  possibility  of  entirely  prevent- 
ing condensation.  Perhaps  it  will  need 
some  explanation  why  the  steam  jacket 
can  never  entirely  prevent  this  loss.  It 
is  owing  to  the  fact  that  the  transfer  of 
heat  from  the  steam  in  the  jacket  is  not 
as  rapid  as  the  transfer  of  the  heat  from 
the  internal  sides  of  the  cylinder  to  the 
steam  in  cylinder,  that  the  steam  on 
entering  the  cylinder  heats  up  but  a 
small  thickness  of  metal  to  its  own  tem- 
perature, owing  to  the  comparatively 
poor  power  of  conduction  of  iron.  And 
the  steam  in  the  jacket,  similarly,  heats 
up  to  its  own  temperature  but  a  small 
thickness  of  the  metal  of  the  cylinder 
immediately  in  contact  with  it ;  in  brief, 
the  poor  heat-conducting  power  of  iron 
does  not  allow  the  transfer  of  heat  from 
the  steam  in  jacket  to  the  steam  in 
cylinder  to  be  practically  instantaneous. 

There  may  be  some  who  are  opposed 
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to  the  introduction  of  the  high  spe^d  (as 
they  are  popularly  termed)  or  rather 
"high  revolution"  engines.  But  what- 
ever be  their  practical  defects — and  they 
possess  some  mechanical  advantages  that 
we  are  indined  to  think  more  than 
counter-balance  those  defects — the  prin- 
ciple is  in  the  right  direction,  and  al 
r«uiy  splendid  workmanship  and  refine- 
ment of  mechanism  and  machinery 
tends  to  confirm  the  value  theory  ac- 
cords the  system. 

We  will  now  briefly  refer  to  the  use  of 
air.  Thermo-dynamics  demonstrates  its 
superiority  to  steam.  Its  permanently 
gaseous  nature  enables  it  to  expand 
without  doing  internal  work,  and  its 
temperature  can  be  raised  to  a  high 
degree  without  the  objection  of  a  high 
pressure  difficult  to  control.  But  prac- 
tically the  few  air  engines  built  have  as 
yet  not  proved  a  decided  success,  owing 
to  the  difficulty  of  obtaining  a  rapid  con- 
nection of  heat  to  and  from  the  air 
employed,  and  the  necessity  of  a  larger 
cylinder  than  is  needed  for  a  steam 
engine  of  the  same  power.  Again,  very 
high  temperatures  of  the  air  cause  no 
inconsiderable  strains  due  to  irregular 
expansion  of  the  metal  and  a  slow  oxida- 
tion of  the  metal  as  well.  And  so  with 
other  forms  of  fluid  engines.  Practical 
difficulties  and  obstacles  have  not  always 
permitted  the  rigid  teachings  of  thermo- 
dynamics to  be  precisely  realized,  though 
they  have  in  most  cases  served  as  an 
exemplification  of  its  truth.  But  as 
long  as  we  have  the  laws  of  the  mechani- 
cal theory  of  heat  to  teach  us  where  the 
possibili^of  or  road  to  progress  lies, 
better  steam  and  better  air  and  better 
gas  and  better  fluid  engines  will  in  time 
be  built.  Even  with  the  fluids  and 
materials  at  present  known,  the  per- 
formance of  engines  are  capable  of  being 
doubled,  a  result  by  no  means  too  trival 
to  make  an  honest  effort  to  master  the 
principles  which  will  aid  us  in  securing 
this  end.  But  who  would  dare  to  say  in 
an  age  when  Professor  Crookes  fourth 
state  of  matter  opens  up  realms  of  in- 
vestigation undreamt  of,  and  when  Pro- 
fessor Bell's  discovery  of  sound  trans- 
mitting rays  of  light  potently  reminds 
OS  that  we  are  but  at  the  threshold  of 
our  understanding  of  the  laws  of  the 
universe,  who  would  dare  to  say  that 
new  fluids,  materials  and  conditions  will 


not  be  discovered  that  will  enable  us  to 
extend  the  limits  of  temperature  between 
which  the  fluid  can  expand  in  a  cylinder, 
and  thus  utilize  by  far  the  greater  por- 
tion of  the  latent  power  which  nature 
has  presented  to  us  in  her  stores  of 
fuel! 

But  it  may  be  said:  The  advances, 
pointed  out  above,  in  the  efficiency  of 
engines  have  not  in  all  cases  been  insti- 
tuted by  those  who  have  mastered  the 
mechanical  theory  of  heat,  and  the 
advances,  therefore,  are  not  in  all  cases 
the  result  of  the  study  of  the  subject. 
This  is  partially  true,  that  is  while,  as 
far  as  I  can  learn,  no  advances  have  been 
secured  in  the  efficiency  of  heat  engines 
(not  including,  of  course,  reduction  of 
friction  and  better  mechanism  for  trans- 
forming the  rectilinear  motion  of  the 
piston)  by  men  who  have  not  been 
intimately  acquainted  with,  at  least,  the 
fundamental  principles  of  heat  energy, 
they  have  not  in  all  cases  mastered  the 
whole  subject  in  its  highest  mathemati- 
cal form.  But  to  correctly  appreciate 
and  define  the  advance,  the  tiieory  of 
heat  energy  has  always  been  called  into 
play,  and  if  our  progress  in  the  efficiency 
of  heat  engines  has  not  been  as  rapid  as 
we  might  have  desired,  and  is  not  as 
rapid  at  the  present  time  as  desirable,  it 
is  owing  to  a  lack  of  knowledge  and 
understanding  of  the  subject  under  dis- 
cussion by  some  of  our  more  brilliant 
and  experienced  minds.  There  are  two 
methods  of  gaining  knowledge.  One  by 
acquiring  the  laws  and  results  of  the 
experience  of  others,  the  other  by  ac- 
quiring the  laws  by  our  own  experience. 
Both  constitute  the  acquisition  of  prin- 
ciples or  theory.  Both  have  their  uses. 
But  it  is  a  loss  of  time  and  it  is  at  the 
expense  of  many  failures  and  disappoint- 
ments which  do  not  contribute  to  real 
advance,  if  we  arrive  at  the  same  princi- 
ples by  such  failures  that  others  have 
reached  before  us  by  whose  experience 
we  might  have  profited.  "When  we  have 
acquired  the  knowledge  of  the  work  that 
others  have  done,  we  are  prepared  to 
make  further  progress,  and  if  the  diffi- 
culties and  obstacles  multiply  we  will  be 
fairly  equipped  and  fully  encouraged  to 
meet  them.  If  we  then  experience  fail- 
ures, they  will  contribute  to  real  advance 
instead  of  demonstrating  a  fact  or  law 
which  had  already  been  acknowledged^ 
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and  which  it  was  within  our  power  and 
province  to  know.  Thus  too  will  in- 
dorsement of,  and  investment  of  capital 
in,  prime  movers,  advertised  as  realizing 
fabulous  power  be  avoided,  since  our 
knowledge  of  the  laws  of  thermo-dyna- 
mics  will  have  acquainted  us  with  the 
principles  of  the  conservation  of  energy, 
the  impossibility  of  transgressing  cer- 
tain limits,  and  will,  therefore,  indicate 
or  demonstrate  the  fallacies  of  the  pro- 
jected scheme. 

In  conclusion,  I  must  say  that  I  am 
aware  that  full  justice  has  not  been  done 
to  the  theme  under  discussion,  nor  can. 


in  my  opinion,  full  justice  be  done  to  so 
grand  a  theme  within  the  limits  of  a 
paper  of  this  kind.  A  complete  treatise 
would  have  to  be  written  to  demonstrate 
its  true  importance,  and  some  work  like 
that  of  Bankine  is  the  best  verification 
of  the  actual  value  of  the  science,  and  in 
its  study  does  this  valu6  become  most 
potently  apparent 

But  if  I  have  been  able  to  convince — 
say,  one  of  you,  heretofore  uninterested, 
of  the  vitality/  of  the  study,  I  will  feel 
amply  compensated,  and  will  oflfer  no 
apology  for  my  enthusiasm  in  the 
cause. 


THE  GEOMETRICAL  INTERPRETATION    OF  IMAGINARY 

QUANTITIES.* 

Translated  from  the  French  of  M.  Argand  by  Prof.  A.  S.  Hardy. 
Ck>ntribated  to  Van  Nostband*8  ENomxEBiNe  Maoazime. 


Pbbface. 
The  work  now  repubhshed  f  is  of  that 
small  number  which  mark  an  epoch  in 
the  history  of  science.  In  this  short 
treatise  is  found  the  germ  of  the  true 
theory  of  so-called  imaginary  quanti- 
ties. Although  generally  attributed  to 
the  genius  of  Gauss,  this  theory  was  not 
pointed  out  by  that  great  geometer  until 
twenty-five  years  after  the  publication  of 
Argand's  work,}  and  it  had  been  mean- 
wMe  re-discovered  several  times  in  both 
France  and  England.  On  this  point  we 
can  cite  no  testimony  more  convincing 
than  that  of  a  German  geometer,  whose 
recent  death  is  deplored  by  science. 
Says  Hankel,§  "the  first  to  show  how  to 
represent  the  imaginary  forms  A-f-Bi  by 
points  in  a  plane,  and  to  give  rules  for 
their  geometric  addition  and  multiplica- 
tion, was  Argand,  who  established  his 
theory  in  a  pamphlet  printed  in  Paris,  in 
1806,  imder  the  title  ^JSssai  sur  vne 
maniire  de  representer  les  quantity  im- 
aginaires  dans  les  constructions  g&omH- 
riques.'     Yet  this  paper  did  not  meet 

*B88ay  on  the  Geometrical  Interpretation  of  Imafr- 
inary  Qaantities,  by  R.  Argand.  Second  edition  with 
preface  by  M.  J.  Hoflel,  and  extracts  from  the  Annalea 
de  Qergonne,  Paris,  Gauthier-Villars,  1874.  Prom  the 
French,  by  Prof.  A.  S.  Hardy,  Dartmonth  Collegre. 

t  Ist  edition,  Paris.    Duminil-Lesueur,  1806. 

i  Anzeige  zur  **  Theoria  reHdvorum  Hquadraticum 
CdmmerUaUoatcunda,''  1881  (Gauss  Werke,  t.  H,  p.  174). 

S  Vortuungen  uber  (tie  compUxen  Zahlen  und  ihre  /Una- 
Honmn,   (Leipzig,  1867,  p.  82). 


with  public  recognition  until  after  the 
insertion  of  a  note  by  J.  F.  Francais,  in 
the  Annales  de  Gergonne,  Vol.  IV,  1813, 
1814,  p.  61,  in  which,  at  the  same  time, 
Argand*  also  publiished  two  articles. 
In  these  articles  the  subject  was  so 
exhaustively  treated  that  nothing  new 
has  since  been  found  to  add  to  them, 
and,  unless  some  older  work  is  dis- 
covered, Argand  must  be  regarded  as 
the  true  foimder  of  the  theory  of  com- 
plex quantities  in  a  plane. 

"  ....  In  1831,  Gauss  t  devel- 
oped the  same  idea,  as  is  well  known; 
but,  however  great  his  merit,  as  bring- 
ing this  idea  to  the  notice  of  science,  it 
is  none  the  less  impossible  to  claim  for 
him  priority." 

From  this  accurate  historical  risumSy 
it  is  seen  that  the  work  of  Argand 
remained  almost  wholly  imknown,  hav- 
ing been  distributed  but  to  few  persons, 
and  not  put  in  general  circulation. 
Seven  years  later,  Francais,  an  artillery 
officer  at  Metz,  sent  to  the  Editor  of  the 
Annales  the  outline  of  a  theory  whose 
germ  he  had  found  in  a  letter  written  to 
his  brother  by  Legendre,  the  latter  hav- 
ing obtained  it  from  another  author 
whose  name  he  did  not  give.  This 
article  came  to  the  ^^iee  i&f  Argand, 


♦  Vol.  IV,  p.  188,  and  Vol.  V,  p.  197. 
tWork»,VoLn,p.  174, 
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who  immediately  wrote  Gergonne  a  note 
in  which  he  made  himself  &own  as  the 
author  of  the  work  cited  in  Legendre*s 
letter,  and  in  which  he  gave  quite  a 
complete  summary  of  his  pamphlet  of 
1806.  This  double  publication  gave  rise 
to  a  discussion  in  the  Annales,  in  which 
Francais,  Gergonne  and  Servois  took 
part,  closing  with  a  remarkable  article, 
in  which  Argand  explained  more  satis- 
factorily certain  points  in  his  theory, 
especially  his  demonstration  of  the 
fundamental  proposition  of  the  theory 
of  algebraic  equations,  the  simplest  yet 
given,  which  subsequently  Cauchy  only 
reproduced,  in  a  purely  analytic,  but  less 
striking,  form.  These  various  articles, 
the  natural  sequel  to  Argand's  pamphlet, 
published  in  a  JRecueil  now  very  rare, 
are  collected  in  an  appendix  to  this 
volume.  Notwithstanding  their  appear- 
ance in  a  scientific  journal  so  well 
known,  the  views  of  Argand  were  wholly 
unnoticed,  as  appears  from  the  fact  that 
twenty-two  years  after  the  publication  of 
the  essay  iiiey  were  re-stated  both  by 
Warren,  in  England,  and  Mourey,  in 
France,  apparently  without  any  knowl- 
edge on  their  part  of  their  earlier  expo- 
sition. Nor  did  they  themselves  succeed 
in  attracting  the  attention  of  geometers, 
although  the  researches  of  Mourey  were 
given  in  the  Lecons  d'Algebre  by  Lef^b- 
ure  de  Fourcy,  and  two  articles,  sup- 
plementary to  his  first  ,work,  had  been 
published  by  Warren  in  the  Philosophi- 
cal Transactions.  Only  after  Gauss  had 
spoken,  were  these  views  taken  up  in 
Germany.  They  soon  became  familiar 
to  English  geometers,  and  were  the 
starting  point  of  Hamilton's  theory  of 
Quaternions,  while,  in  Italy,  Bellavitis 
made  them  the  basis  of  his  M&thode  des 
Squipollences*  In  France,  Argand's 
theory  was  worked  over,  without  material 
addition,  till  its  adoption  by  Cauchy, 
who  expounded  it  in  his  JBJzercices 
d' Analyse  et  de  Physique  mathkmati- 
gue,^  with  a  complete  historical  notice 
rendering  Argand  full  justice. 

In  the  work  of  this  modest  savant  of 
Geneva  is  to  be  found  the  origin  of 
many  subsequent  researches,  some  of 
which  have  thrown  unexpected  light 
both   upon  the  mystery  which  has  so 

^BxpoeUion  ds  la  ^eChode  dea  B^ipotUnces  Ouigto 
BeOacUU.  Traduit  de  ritalien  par  C.  A.  Laisant,  Paris. 
Osatbier-yniara,  1874. 

f  Vol.  IV.p.  IW. 

Vol.  XXIV.-No.  1—2. 


long  enveloped  negative  and  imaginary 
quantities,  as  well  as  upon  the  general 
theory  of  functions,  by  affording  a  defin- 
ite geometrical  interpretation.     Others, 
as  yet  of  less  importance,  but  perhaps 
destined  in  the  future  to  render  great 
services,  have  resulted  in  the  creation  of 
new    methods  in    analytical    geometry, 
among  which    may   be  cited    those  of 
M5bius,  Bellavitis,  Hamilton  and  Grass- 
man.      Unable    to  avoid    the    constant 
presence    of    negative    and    imaginary 
quantities  in  the  results  of  analysis,  or 
to  surrender  the  important  advantages 
following  the  use  of  their  corresponding 
symbols,  mathematicians  had  for  a  long 
time  been  content  to  employ  them  with- 
out   fully    accoimting    for    their    true 
nature,  regarding  them  as  signs  of  oper- 
ations which  in  tiiemselves  had  mo  mean- 
ing, yet  which,  under  certain  rules,  led 
surely  and  directly,  though  in  an  obscure 
and  mysterious  manner,  to  results  which 
other  quantities  would  not  have  yielded, 
except  indeed  by  long  and  difficult  pro- 
cesses, imvolving  the  discussion  of  an 
indefinite   number  of    particular  cases. 
It  is  at  last   seen,  however,  that   the 
impossibihty  of  negative  quantities  is,  in 
general,  only  apparent,  and  results  from 
a  generalization  of  the  idea  of  quantity 
without  any  modification  of  the  corre- 
sponding    analytical    operations.       An 
analogous  case  is  found  in  the  very  ele- 
ments of  arithmetic,  which,  however,  has 
given  rise  to  no  difficulty.     The  opera- 
tion of  division  cannot  be  exactly  per- 
formed if  we  are  restricted  to  whole 
numbers.     But  if  unity  be  divided  into 
equal  fractions,  the  division  is  always 
possible,    and    the    result    becomes    a 
complex  expression,   consisting  of  two 
numbers,  one  indicating  multipHcation, 
the  other  division.     Hence  arises  a  new 
class  of  quantities,  fractions,  subject  to 
operations  to  which  are  applied  the  same 
names  given  to  the  operations  on  inte- 
gers, which  they  include  as  particular 
cases.     But  the  definitions  of  multipli- 
cation and  division  have  been  therefore 
carefully  modified,  to  render  them  appU- 
cable  to  the  new  quantities.     By  pro- 
ceeding in  an  analogous  manner  in  addi- 
tion and  subtraction,  the  meaning  of  a 
negative  quantity  has    been    definitely 
fixed.     So  long  as  the  problem  is  re- 
stricted to  the  simple  determination  of 
magnitude,  the  subtraction  a— 6  is  im- 
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possible  and  absurd,  if  d>a.  But  if, 
instead  of  a  series  of  magnitudes,  ex- 
tending from  zero  in  a  single  direction, 
we  are  concerned  with  a  series  extending 
indefinitely  in  two  opposite  directions, 
and  if  we  call  addition  an  operation 
which  consists  in  starting  from  a  certain 
quantity  in  one  of  these  two  directions, 
and  subtraction  an  inverse  operation, 
consisting  of  motion  in  the  opposite  di- 
rection, Qius  defined,  both  operations 
will  be  always  possible  and  their  results 
as  real  as  those  of  a  purely  arithmetical 
addition. 

To  represent  these  results  in  a  simple 
manner,  we  are  led  to  write  before  the 
symbol,  representing  any  quantity,  a  sign 
indicating  the  direction  in  which  it  is 
estimated.  Such  is  the  true  meaning  of 
negative  quantities. 

This  extension  of  the  meaning  of  quan- 
tity and  of  the  operations  to  which  it  is 
subjected,  maybe  carried  still  further. 
But  this  further  representation  of  quan- 
tity makes  the  use  of  a  geometrical  no- 
tation, which,  within  the  limits  of  its 
application,  is  the  most  luminous  and 
complete  of  all,  almost  indispensable. 
Suppose  the  quantity  sought  be  subject 
to  two  causes  of  variation,  and  to  depend 
upon  two  magnitudes  which  can  be  rep- 
resented by  any  two  co-ordinates  fixing 
/  the  position  of  a  point  in  a  plane.  The 
operation  of  extracting  the  square  root, 
for  example,  in  the  preceding  case  of  a 
single  variable  co-ordinate,  was  possible 
only  when  the  quantity  so  operated  upon 
was  of  the  kind  denoted  by  plus  unity. 
So  long  as  ^/a  corresponds  to  the  con- 
struction of  a  mean  proportional  be- 
tween a  and  -f-1,^— ^'  indicates  an  im- 
possible operation,  and  no  point  of  the 
locus  corresponding  to  a  single  variable 
co-ordinate  can  represent  this  result. 
But  if  both  co-ordinates  are  made  varia- 
ole  and  the  restriction  to  a  single  line 
be  abandoned,  and  the  definition  of  the 
extraction  of  the  square  root  be  modi- 
fied, the  case  is  otherwise.  The  quanti 
ties  considered  do  not  then  depend  upon 
a  single  magnitude,  but  on  two,  and  are 
for  this  reason  called  complex  quantities. 
In  operating  on  such  a  quantity,  both  of 
the  quantities  on  which  it  depends  are 
affected,  exactly  as  in  operating  on  a 
fraction  we  affect  its  two  terms.  Thanks 
to  the  introduction  of  both  new  quanti- 


ties and  new  definitions  of  operations, 

^/—b*  no  longer  indicates  an  impossible 
operation,  and  the  term  imaginary  is  no 
more  applicable  to  such  a  result  ti^an  to 
fractions  or  negative  quantities.  Such 
is  the  fundamental  and  immediate  con- 
sequence of  Argand*s  conception.  Sym- 
bols of  the  form  a-f-^V— 1,  to  which  all 
analytical  results  have  been  reduced,  are 
no  longer  either  impossible  or  incompre- 
hensible; they  are  a  system  of  two 
numbers  a  and  6,  which  are  combined 
with  each  other  just  as  are  the  co-ordi- 
nates of  a  point  in  a  plane.  Thence- 
forth, the  brilliant  results  of  the  power- 
ful analysis  of  Cauchy  were  to  be 
translated  into  a  geometrical  language 
speaking  to  the  eyes,  and  the  discussion 
of  formulae  became  a  simple  problem  of 
the  Geometry  of  Position,  subsequently 
completely  solved  by  Eiemann.  The 
theory  of  complex  quantities  which,  by 
the  ifiscoveries  of  Cauchy,  had  become 
the  basis  of  the  theory  of  functions,  thus 
received  at  the  same  time  a  new  confirm- 
ation, placing  them  beyond  all  the  doubt 
and  objections  to  which  they  had  been 
before  exposed.  Such  are  the  eminent 
services  rendered  by  the  discovery  of 
Argand  both  to  Analysis  and  the  Philos- 
ophy of  Mathematics. 

But  geometry,  as  well  as  analysis, 
though  to  a  less  degree,  has  profited  by 
the  introduction  of  these  conceptions, 
founded  on  the  discovery  of  a  new  bond 
between  these  two  branches  of  the  sci- 
ence. In  Argand's  work  are  found  the 
beginnings  of  a  very  general  method  of 
plane  analytical  geometry,  developed 
later  by  M.  Bella vitis  with  great  suc- 
cess, furnishing  a  uniform  process  for 
the  discussion  both  of  problems  in  ele- 
mentary geometry  and  the  more  ad- 
vanced theory  of  curves.  The  advant- 
age of  this  method  consists  in  the 
introduction  into  the  calculations  of  the 
points  themselves  instead  of  their  co- 
ordinates, and  the  consequent  choice  at 
the  last  moment  of  the  most  convenient 
system  of  reference.  Argand  was  less 
successful  in  his  attempts  to  extend  his 
method  of  representing  points  to  space 
of  three  dimensions.  Indeed,  this  prob- 
lem involved  difficulties  far  greater  than 
those  which  he  had  just  overcome,  and 
not  till  after  thirty  years  did  Hamilton 
at  last  sunhoimt  tiiem. 
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We  should  have  taken  great  pleasure 
in  giving  our  readers  some  information 
relative  to  the  author  himself  of  this  im- 
portant tract.  With  this  in  view,  we 
applied  to  M.  K.  Wolf,  as  more  thor- 
oughly acquainted  with  the  history  of 
science  in  Switzerland  than  any  one  else, 
and  to  whom  we  are  indebted  for  a  bio- 
graphical collection,  as  remarkable  for  its 
profound  learning  as  for  its  attractive 
style.  M.  Wolf  at  once  kindly  caused 
inquiries  to  be  made  in  Geneva,  Argand*s 
native  city.  Unfortunately,  the  informa- 
tion he  obtained,  through  Prof.  Alfred 
Ghratier,  is  contained  in  a  few  brief  lines 
here  cited:  "  I  readily  found  the  registry 
of  birth,  on  July  22d,  1768,  of  Jean- 
Robert  Argand,  son  of  Jacques  Argand 
and  ifive  Canac,  very  probably  the  author 
of  the  mathematical  paper  in  question. 
I  learn  from  one  who  knew  his  family 
that  he  was  for  a  long  time  a  book-keeper 
at  Paris,  and  I  presume  that  he  died 
there.  He  was  not  a  near  relation  of 
Aime  Argand,  *  and  pernaps  not  of  the 
same  faimly.  He  had  pne  son  who  also 
resided  in  Paris."  M.  Wolf  subse- 
quently learned  that  Argand  also  had  a 
daughter  named  Jeanne-Francoise-Dor- 
oth^e-Marie-Elizabeth,  married  to  Felix 
Bousquet,  with  whom  she  went  to  Stutt- 
gart, where  he  had  obtained  some  unim- 
portant situation.  If  we  add  to  this 
that,  about  1813,  Argand  Uved  at  Paris, 
rw6  de  GentiUy,  Ifo,  12,  as  indicated  in 
his  own  handwriting  on  the  cover  of  the 
copy  sent  to  Gergonne,  we  shall  have 
stated  all  we  have  been  able  to  learn  of 
this  original  man,  whose  modest  Uf  e  will 
remain  unknown,  but  whose  services  to 
science  Hamilton  and  Cauchy  have 
deemed  worthy  the  gratitude  of  pos- 
terity.— J.  HOUEL. 

1.  Let  a  be  any  arbitrary  quantity.  If 
to  this  quantity  another  equal  to  it  be 
added,  we  may  express  the  resulting  sum 
by  2a.  If  we  repeat  this  operation,  the 
result  will  be  3a,  and  so  on.     We  thus 

obtain  the  series  a,  2a,  3a,  4a, , 

each  term  of  which  is  derived  from  the 
preceding  by  the  same  operation,  capa- 
ble of  indefinite  repetition.  Let  us  con- 
sider the  series  in  reverse  order,  namely, 

,  4a,  3a,  2a,  a.     As  before, 

each  term  of  this  new  series  may  be  re- 
garded as  derived  from  the  preceding  by 

*  A  friend  and  associate  of  the  brothers  MontKol- 
iler,  wlio  invented  the  lamp  of  that  name .    (1755-1^.) 


an  operation  which  is  the  reverse  of  the 
former ;  yet,  between  these  series  there 
is  this  cQfference:  the  tirst  may  be  in- 
definitely extended,  but  the  second  can- 
not. After  the  term  a,  we  should  ob- 
tain 0,  but  beyond  this  point  the  quantity 
a  must  be  of  such  a  nature  as  to  permit 
our  operating  on  zero  as  we  did  on  the 
other  terms  .  .  .  .,  4a,  3a,  2a,  a. 
But  this  is  not  always  possible.  If,  for 
example,  a  represents  a  material  weight, 
as  a  gram,  the  series  .  .  .  .,  4a,  3a, 
2a,  a,  o,  cannot  be  extended  beyond  0 ;  for 
while  we  may  take  1  gram  from  3,  2  or  1 
gram,  we  cannot  take  it  from  0.  Hence 
the  terms  following  zero  exist  only  in 
the  imagination  ;  they  may,  therefore,  be 
called  imaginary.  But  instead  of  a  se- 
ries of  weights,  let  us  consider  them  as 
acting  in  a  pan  A  of  a  balance  containing 
weights  in  the  other  pan  also ;  and  for 
the  purpose  of  illustration,  let  u's  sup- 
pose the  distance  passed  over  by  the 
arms  of  the  balance  is  proportional  to 
the  weight  added  or  withdrawn,  which 
indeed  would  be  the  case  if  a  spring  were 
adjusted  to  the  axis.  If  the  addition  of 
the  weight  n  to  the  pan  A  moves  the  ex- 
tremity of  the  arm  A  a  distance  n',  the 
addition  of  the  weights  27i,  3/^,  4n,  .  . 
.  .,  will  cause  this  same  extremity  to 
move  over  the  distances  2n',  37i',  4n', 
.  .  .  .,  which  may  be  taken  as  meas- 
ures of  the  weight  in  the  pan  A :  this 
weight  is  zero  when  the  pans  are  bal- 
anced. By  placing  the  weights  n,  2n, 
3n     .     .     .     .,   in  the  pan  A,  we  may 

obtain  the  results  n\  2n'  3n' , 

or,  by  starting  with  3n'  and  withdrawing 
the  weights,  the  results  2n\  n\  0.  But 
these  results  may  be  reached  not  only 
by  taking  weights  out  of  the  pan  A,  but 
also  by  adding  them  to  the  pan  B.  Now 
the  addition  of  weights  to  the  pan  B 
can  be  continued  indefinitely ;  and  in  so 
doing  we  shall  obtain  results  expressed 
by— ^',— 2n',— 3ri',  .  .  .  .,  and  these 
terms,  called  negative^  will  express  quan- 
tities as  real  as  did  the  positive  ones. 
We,  therefore,  see  that  when  two  terms, 
numerically  equal,  have  opposite  signs, 
as  3yi',— 3w',  they  designate  the  diflferent 
positions  of  the  balance  arms,  such  that 
the  extremity  indicating  the  weight  is  in 
both  cases  equally  distant  from  the 
point  0.  This  distance  may  be  consid- 
ered apart  from  direction^  and  be  then 
called  absolute. 
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Let  us  consider  the  origin  of  negative 
quantities  in  a  case  of  another  kind.  If 
in  counting  a  sum  of  money  we  adopt 
the  franc  piece  as  unity,  we  may  operate 
successively  by  subtraction  on  this  sum, 
and  render  it  zero  by  taking  away  a  cer- 
tain number  of  francs.  At  this  point 
the  operation  becomes  impracticable, 
and,  consequently, — 1  franc, — 2  francs, 

are     imaginary    quantities. 

Take  now  the  nominal  franc  as  unity, 
for  the  purpose  of  estimating  a  fortune 
made  up  of  credit  and  debit.  What  we 
call  a  diminution  of  this  fortune  might 
take  place  either  by  a  decrease  in  the 
number  of  francs  on  the  credit  side,  or 
by  an  increase  in  the  number  on  the 
debit  side,  and  by  continuing  either  pro- 
cess we  should  have  a  negative  fortune 
of— 100  francs,— 200  francs,  .... 
Such  expressions  signify  that  the  num- 
ber of  francs  of  debt,  considered  ab- 
stractly, exceed  by  100,  200,  those  of 
credit.     Thus — 100  francs, — 200  francs, 

,  which  in  the  former  case  can 

express  only  imaginary  quantities,  here 
represent  quantities  as  real  as  those  de- 
noted by  positive  expressions. 

2.  These  ideas  are  very  simple  ;  yet  it 
is  not  so  easy,  as  it  at  first  seems,  to  set 
them  forth  clearly,  and  to  give  them  the 
generality  which  their  application  re- 
quires. Moreover,  the  difficulty  of  the 
subject  will  not  be  questioned  if  we  re- 
member that  the  exact  sciences  had  been 
cultivated  for  many  centuries,  and  had 
made  great  progress  before  either  a  true 
conception  of  negative  quantities  was 
reached  or  a  general  metiiod  for  their 
use  had  been  devised.  Moreover,  it  was 
not  our  intention  to  endeavor  to  state 
these  principles  more  rigorously  or  more 
clearly  than  they  are  to  be  found  in  the 
works  which  deal  with  this  subject ;  but 
simply  to  make  two  remarks  on  negative 
quantities.  First,  that  whether  a  nega- 
tive quantity  is  real  or  imaginary,*  de- 
pends upon  the  kind  of  magnitude  meas- 
ured; and,  second,  when  we  compare 
two  quantities  which  are  of  a  kind  yield- 
ing negative  values,  the  idea  involved  in 
their  ratio   is  complex,  including,  1°  a 

*  The  sense  in  which  these  words  are  used  is  suffl 
oiently  determined  hj  what  precedes :  the  extension 
here  given  to  their  ordinary  meaning  seems  permissi- 
ble, and  is  moreover  not  wholly  new.  In  optics,  what 
Is  called  the  imaginary  focus,  as  disthigoished  from 
the  real,  is  the  point  of  intersection  of  rays  which 
have  no  existence,  in  a  physical  sense,  and  which  can 
be  considered,  in  some  sort,  as  negative  rays. 


relation  dependent  on  number,  consid- 
ered absolutely/  2**  a  relation  of  direc- 
tion^ or  of  the  sense  in  which  they  are 
estimated,  a  relation  either  of  identity  or 
opposition. 

3.  If  now,  setting  aside  the  ratio  of 
absolute  magnitude,  we  consider  the  dif- 
ferent possible  relations  of  direction,  we 
shall  find  them  reducible  to  those  ex- 
pressed in  the  two  following  propor- 
tions: 

+  1:  4-1::-!:  -1, 
4-1:  -l::-l  :  +1. 

Taken  directiy  and  by  inversion,  these 
proportions  show  that  the  signs  of  the 
means  are  alike  or  different  when  those 
of  the  extremes  are  so.  Now  let  it  be 
required  to  find  the  geometrical  mean 
between  two  quantities  of  different  signs, 
that  is,  to  find  the  value  of  a;  in  the  pro- 
portion 

+  1  :  x\  \x  :  —1. 

Here  we  encounter  a  difficulty,  as  when 
we  wished  to  continue  the  decreasing 
arithmetical  progression  beyond  zero,  for 
X  cannot  be  made  equal  to  any  quantity, 
either  positive  or  negative ;  but,  as  be- 
fore, the  quantity  which  was  imaginary, 
when  applied  to  certain  magnitudes, 
became  real  when  to  the  idea  of  absoltUe 
number  we  added  that  of  direction^  may 
it  not  be  possible  to  treat  this  quantity, 
which  is  regarded  imaginary,  because  we 
cannot  assign  it  a  place  in  the  scale  of 
positive  and  negative  quantities,  with 
the  same  success!  On  reflection  this 
has  seemed  possible,  provided  we  can 
devise  a  kind  of  quantity  to  which  we 
may  apply  the  idea  of  direction,  so  that 
having  chosen  two  opposite  directions, 
one  for  positive  and  one  for  negative 
values,  there  shall  exist  a  third — such  that 
the  positive  direction  shall  stand  in  the 
same  relation  to  it  that  the  latter  does 
to  the  negative. 

4.  If  now  we  assume  a  fixed  point  K 
(Fig.  1)  and  the  line  KA  be  taken  as 
positive  unity,  and  we  also  regard  its 
direction,  from  K  to  A,  and  write  KA 
to  distinguish  it  from  the  line  KA  as 
simply  an  absolute  distance,  negative 
unity  will  be  KI,  the  vinculum  having 
the  same  meaning  as  before,  and  the 
condition  to  be  satisfied  will  be  met  by 
ELE,  perpendicular  to  the  above  and  with 
a  direction  from  K  to  E,  expressed  in 
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like  manner  by  BLE.  For  the  direction 
of  EA  is  to  that  of  EE  as  is  the  latter 
to  that  of  KL  Moreover  we  see  that 
this  same  condition  is  equally  met  by 
KN,  as  well  as  by  KE,  these  two  last 


quantities  being  related  to  each  other  as 
+  1  and  —1.  They  are,  therefore,  what 
is  ordinarily  expressed  by  4-a/— 1,  and 
— a/— 1.  In  an  analogous  manner  we 
may  insert  other  mean  proportionals  be- 
tween the  quantities  just  considered. 
Thus  to  construct  the  mean  proportional 
between  EA  and  EE,  the  line  CEL  must 
be  drawn  so  as  to  bisect  the  angle  AEE, 
and  the  required  mean  will  be  EC  or 
EL.  So  the  line  GEP  gives  in  like 
manner  the  means  between  EE  and  EI, 
or  between  EA  and  EN.  We  shall 
obtain  in  the  same  way  EB,  ED,  EF, 
EH,  EJ,  EM,  EO,  E^  a8_means  be- 
tween EA  and  EC,  EC  and  EE  .  .  .  . 
and  so  on.  Similarly  we  might  insert  a 
greater  number  of  mean  proportionals 
between  two  given  quantities,  and  the 
number  of  constructions  involved  in  the 
solution  would  be  equal  to  the  number 
of  ratios  in  the  required  series.  Thus, 
for  example,  to  construct  two  means, 
EP,  EQ,  between  EA  and^  EB^  we 
•hould  have  the  three  ratios  EA  :  EP*.  I 
EP  :  EQ:  ;EQ  :^B,    and    necessarily, 


angle  AEP=angle  PEQ=angle  QEB, 
the  vinculum  indicating  that  these  angles 
are  similarly  situated  with  respect  to 
the  bases  AE,  PE,  QE.  Now  this  may 
be  effected  in  three  ways,  namely,  by 
trisecting  1°  the  angle  AEB;  2°  the 
angle  AKB  increased  by  360°;  S"  the 
angle  AKB  increased  by  twice  360"^,  giv- 


ing the  three  constructions  of  Fig.  2, 
2  bis,  2  ter.* 

B 


Fig,2. 


|a  F'ig.2.bit. 


A   Fig.2.ter. 


6.  Observe,  further,  that  the  relations 
just  established  between  the  quantities 

EA,   EB,    EC, ,    do    not 

require  that  the  directions  which  these 
quantities  fundamentally  involve  should 
be  estimated  from  a  single  point  E;  but 
that  these  relations  are  equally  true  for 
every  such  expression  as  EA,  indicating 
an  absolute  distance  EA  and  taken  in 
the  same  direction,  as  E'A',  E"A", 
E'^'",  BE,    ....    (Fig.  3).    For, 

K A  Fig.3. 


following  with  respect  to  this  new  quan- 
tity the  same  reasonings  as  before,  we 
see  that  if  EA,  ET,  K^'T\  j_^_^  _'_i 
are  each  positive  unity,  AE,  A'E',  A"E", 

*The  principle  on  which  these  constructions^ rest^ 
stated  generally,  is  that  the  ratio  of  two  radii  KP,  KQ, 
making  an  angle  ^KF,  depends  on  this  angle  when 
these  radii  are  considered  as  drawn  in  a  certain  direc- 
tion, and  that  this  ratio  is  the  same  as  that  of  two 
other  radii  KR,  KS,  making  the  same  angle ;  but  al- 
though this  principle  is,  in  a  way.  an  extension  of  that 
on  which  the  geometrical  ratio  of  a  posltiye  and  nega- 
tiye  line  was  established,  it  is  here  only  an  hypothesis 
whose  legitimacy  mnst  be  proyed,  and  whose  conse- 
quences, till  then,  are  to  be  independently  confirmed. 
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are  negative  unities;  that  the  mean  pro" 
portional  between  +1  and  —1  can  be 
expressed  by  any  line  whatever,  equal  in 
length  to  the  above  and  perpendicular 
to  them  in  direction,  and  taken  at  pleas- 
ure in  either  of  its  two  directions,  and 
so  on.  To  make  this  clear,  consider  a 
particular  case  as,  for  example,  a  given 
force  assumed  as  unity  and  represented 
by  KA,  acting  parallel  to  KA  in  the 
direction  from  K  to  A,  its  point  of  appli- 
cation being  arbitrary;  this  unit  force 
may  be  expressed  by  a  line  parallel  to 
KA,  with  any  point  as  an  origin.  The 
negative  unit  would  be  an  equal  force 
with  a  parallel  action  line,  but  acting 
from  A  towards  K,  and  could  likewise  be 
represented  by  a  line  drawn  from  any 
point  parallel  to  the  former  one,  but  in 
an  opposite  direction.  All  that  is  neces- 
sary, then,  to  the  application  of  the 
principles  already  developed  regarding 
radii  is  that  the  qualities,  indicated  by 
plus  and  minus,  which  we  attribute  to  a 
certain  quantity,  should  depend  upon 
opposite  directions  between  which  there 
exists  a  mean;  and  that  the  relations 
between  all  lines  which  will  represent 
such  a  quantity  be  then  conceived  as  the 
same  which  existed  between  the  radii. 

6.  From  these  reflections  it  follows 
that  we  may  generalize  the  meaning  of 
expressions  of  the  form  AB,  CD,  KP, 
,  every  such  one  repre- 
senting a  line  of  a  certain  length,  par- 
allel to  a  certain  direction,  the  latter 
taken  definitely  in  one  of  the  two  oppo- 
site senses  which  this  direction  presents, 
with  any  point  as  an  origin  ;  these  lines 
themselves  being  capable  of  represent- 
ing magnitudes  of  another  kind.  As 
they  ar^  to  be  the  subject  of  the  follow- 
ing investigations,  it  is  proper  to  give 
them  some  special  designation.  They 
will  be  called  lines  having  direction^  or 
simply,  directed  lines.*  They  will  be 
thus  distinguished  from  absolute  lines, 
whose  length  only  is  considered  without 
regard  to  direction.! 

7.  Applying    the    terms   of    common 

[♦  The  directed  lines  of  Argand  are,  of  course.  Ham- 
ilton's vectors,  and  the  above  principle  is  simply  a 
statement  of  the  fundamental  conception  of  a  vector, 
i.  e.  that  all  quantities  having  direction  as  well  as 
magnitude  are  vectors,  and  that  vectors  are  not 
changed  by  translation  without  rotation.— Tbans.] 

t  The  expression  lines  having  direction  is  only  an  ab- 
breviation of  lines  considered  with  r^erence  to  their 
direction.  This  remark  will  show  that  we  do  not  pre- 
tend to  create  a  new  nomenclature,  but,  by  this  de- 
nomination, both  to  avoid  confusion  and  secure 
brevity. 


usage  to  the  diflferent  varieties  of  direct 
ed  hnes  which  arise  in  connection  with  a 
primitive  unit  KA,  it  is  seen,  that  every 
line  parallel  to  the  primitive  direction  is 
expressed  by  a  real  number,  that  those 
perpendicular  to  it  are  expressed  by  im- 
aginaries  of  the  form  iaV— 1»  andj 
finally,  that  those  having  other  direc- 
tions are  of  the  form±a±6A/— 1, 
and  are  composed  of  a  real  and  imagi- 
nary part.  But  these  lines  are  quanti- 
ties quite  as  real  as  the  positive  unit; 
they  are  derived  from  it  by  the  associa- 
tion of  the  idea  of  direction  with  that 
of  magnitude,  and  are  in  this  respect 
like  the  negative  line,  which  has  no  imag- 
inary signification.  The  terms  real  and 
imaginary  do  not  therefore  accord  with 
the  above  exposition.  It  is  needless  to 
remark  that  the  expressions  impossible 
and  absurd^  sometimes  met  with,  are 
still  less  appropriate.  The  use  of  these 
terms  in  the  exact  sciences  in  any  other 
sense  than  that  of  not  true  is  perhaps 
surprising.* 

An  absurd  quantity  would  be  one 
whose  existence  involved  the  truth  of  a 
false  proposition ;  as,  for  example,  the 
quantity  a*,  satisfying  at  once  jc— 2,  ic=3, 
whence  2=3.  The  admission  of  such  a 
quantity  into  the  calculus  would  entail 
consequences  as  contradictory  as  2=3  ; 
but  the  results  obtained  from  the  use  of 
the  so-called  imaginaries  are  in  all  re- 
spects conformable  to  those  derived 
from  reasonings  in  which  only  real 
quantities  appear.  We  might  thus  fore- 
see the  impropriety  of  a  nomenclature 
which  classifies  truly  absurd  quantities 
and  the  even  roots  of  negative  quanti- 
ties together,  and  it  was  a  consciousness 
of  this  impropriety  which  first  gave  rise 
to  the  ideas  developed  in  this  essay.  It 
is  thus  that  we  are  led  to  a  new  nomen- 
clature, f 

»^ 

I      The  right  of  way  for  the  first  hundred 
I  miles  of  the  Canada  Pacific  Railway  has 
been  purchased.     It  ends  at  the  western 
■  boundary  of  the  Province  of  Winnipeg. 

♦  There  was  a  time,  when  led  by  the  very  nature  of 
the  case  to  admit  negative  values  in  the  discussion  of 
abstract  quantities,  geometers,  having  apparently 
;  some  difficulty  in  imagining  that  less  than  nothing 
could  be  anything,  applied  to  such  values  the  term 
fausses.  The  use  oi  this  word,  in  its  original  vicioas 
sense,  ceased  when  the  conception  under  which  it 
arose  was  rectified. 

t  It  Is  amost  needless  to  observe  that  we  refer  only 
to  the  coufusion  which  arises  from  the  terms,  and  that 
a  corresponding  confusion  of  ideas  is  not  implied. 
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The  object  of  this  paper  is  not  to 
bring  forward  any  new  experiments  on 
the  properties  of  steel  as  employed  in 
constructive  work,  but  to  invite  discus- 
sion on  a  few  points  which  may  occur  to 
the  engineer,  to  whom  it  seems  desirable 
to    consider  the  relative  advantages  of 
mild  "steels  and  iron  in  some  mechanical 
or  constructive  work.     For  several  years 
the  substitution  of  steel  for  iron  in  vari- 
ous  structural  work  has  occupied  the 
attention  of  engineers  and  metallurgists, 
but  the  progress  which  has  been  made, 
compared    with    the    hopes    that    were 
entertained  when    steel    made    by    the 
Bessemer  process  became  cheap  enough 
to  make  its  cost,  strength  for  strength, 
comparable  with  that  of  iron,  has  not 
been  great.     There  are  classes  of  struct- 
ures   in    which  a  reduction  in  weight 
would    be  a  material    advantage,   even 
when  attended  with  an  increased  total 
cost.     Ships,   boilers,  and  girders  may 
be  instanced  as  examples.     In  this  direc- 
tion, therefore,   engineers  turned  their 
attention,  with  a  view  to  the  application 
of  steel.    The  difficulties,  however,  which 
attended  the  manipulation  and  connec- 
tion of  steel  in  structures  largely  com- 
posed of  plates  checked  its  application. 
Many  failures  attended  the  attempts  to 
use  it,  chiefly  resulting  from  apparently 
anomalous  behavior  of  the  metal  under 
what  were  considered  similar  conditions, 
but  more,  perhaps,  owing  to  the  special 
treatment  which  it  required  as  compared 
with  iron.     Those  who  had  been  long 
accustomed  to  the  manipulation  of  iron 
were  unable  to  depart  from  past  practice 
sufficiently  to  operate    upon    the    new 
material,  with  all  the  careful  attention  to 
its  different  properties  which  these  de- 
manded.    Thus,  although  the  difference 
in  its  behavior  in  the  hands  of  the  smith 
and  plate  worker,  as  compared  with  iron, 
was  considered  in  several  of  the  details 
of  manipulation,  certain  other  peculiari- 
ties were  lost  sight  of  in  the  assemblage 
of  parts,  which  resulted  in  the  destruc- 


tion of  work  when  almost  completed. 
Even  twenty  years  ago,  before  the  mod- 
em cheap  steels  had  been  offered,  steel 
made  by  the  crucible  process  had  been 
successfully  employed  on  a  small  scale 
for  boiler  work.     Very  careful  attention 
to  the  behavior  of  steel  under  treatment 
had  no  doubt  been  observed,  as  it  might 
easily  be  on  a  small  scale;   but  when, 
some  years  after,  attempts  were  made  to 
use  Bessemer  steel  for  boiler  and  bridge 
work  difficulties    arose,  some  of  which 
were  attributed  to  the  nature  of  the  ma- 
terial and  some  to  the  want  of  thorough 
care  on  the  part  of  the  workmen.     Even 
when  plates  of  this  material  cost  more 
than  iron  for  boiler  construction,   and 
very  much  more  than  iron  for  bridge 
and  girder  work,  attempts  were  made  to 
use  it  for  the  latter  on  account  of  the 
several   advantages  which  would    arise 
from  a  decrease  in  the  permanent  load 
of   bridge    structures.      Failures,  how- 
ever, of  parts  of  these  structures  both 
before  and  after  completion,  due  to  the 
want  of  the  observance  of  the  special 
treatment  which  the  material  demanded, 
discouraged  its   employment.     The  en- 
deavors of  steel  makers  during  the  past 
few  years  have,  therefore,  been  directed 
to  the  production  of  steel  possessing 
properties    so    far  similar    to  wrought 
iron  that  no  great  departure  from  the 
methods  of  working  this  material  need 
be  made.     Apart  from  the  frequent  want 
of  uniformity  in  the  mechanical  proper- 
ties hi  the  Bessemer  steel  plates  of  a  few 
years    ago,    it    generally    exhibited    an 
absence  of  toughness,  which  not  only 
made  it  difficult  of  manipulation  in  the 
hands  of  the  plate  smith,  but  caused  its 
destruction    after    being    built    into    a 
structure.     Its  uncompromising  rigidity 
rendered  it  incapable  of  acconmiodating 
itself  to,  and  gradually  eliminating  from, 
itself,  the  residual  strains  originating  in 
unequal  heating  and  cooling,  and  also  to 
the  unequal   strains  visited  upon  it  by 
other  parts  of  a  structure,  of  which  it 
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was  made  to  form  a  part,  either  by  rivet- 
ing or  other  modes  of  connection.  It 
was  not  that  the  steel  did  not  appear  to 
possess  the  qualities  when  tested  in  the 
testing  machine,  bnt  its  behavior  was 
apparently  different  when  employed  in 
full  size  pieces  or  plates,  from  that 
exhibited  when  tested  in  small  pieces  in 
the  machine.  This  difference  indicated 
that  there  were  differential  internal 
molecular  strains  resident  in  the  whole 
plate  which  were  eliminated  when  the 
same  plate  was  cut  into  strips.  This 
elimination,  it  was  considered,  could  not 
take  place  in  the  whole  plate  on  account 
of  the  harshness  of  its  material.  Anneal- 
ing was  resorted  to,  but  only  with  par- 
tial success,  the  complex  nature  of  the 
strains  in  a  plate  of  the  material,  even 
when  cooled  slowly,  being  suficient, 
when  aggravated  by  extraneous  strains 
to  cause  its  rupture.  It  is  perhaps  not 
necessary  here  to  consider  the  nature  of 
the  strains  in  a  plate  of  iron  or  steel 
resulting  merely  from  slightly  differen- 
tial contraction  in  cooling,  but  it  may  be 
observed  that  though  small,  these  strains 
may  have  a  material  influence  on  the 
strength  of  a  plate  as  a  whole,  and  that 
they  would  be  greater  in  the  thicker 
plates.  This  may  be  referred  to  here 
after. 

The  necessity  of  imparting  to  steel 
plates  the  toughness  characteristic  of 
good  wrought  iron  has  thus  induced 
steel  manufacturers  to  devote  their 
attention  to  the  production  of  steel  pos- 
sessing great  ductility.  It  is  on  this 
point  that  much  might  be  said,  because 
in  the  search  for  toughness  the  advant- 
ages which  the  employment  of  steel  in 
some  structures  seemed  at  one  time  to 
promise,  are  being  almost  lost  sight  of. 
Not  only  are  these  advantages  likely  to 
be  lost,  but  the  great  ductility  being 
imparted  to  soft  steels  and  ingot  iron, 
in  search  for  this  necessary  toughness, 
seems  likely  to  give  us  a  material  inferior 
in  some  essential  qualities  to  much  of  the 
wrought  iron  hitiierto  in  use.  Tough- 
ness in  plates  has  not  been  obtained,  but 
instead  thereof  great  ductility  attended 
with  low  elastic  strength. 

It  may  be  premised  that  the  structural 
value  of  a  metal  will  be  proportionate  to 
the  degree  in  which  it  combines  high 
ultimate  strength  with  high  elastic  limit 
and  wide  range  of  elastic  and  ductile 


extension,  or  in  proportion  to  the  rela- 
tion in  which  it  combines  toughness 
with  strength.  Thus  a  metal  which 
possesses  high  ultimate  strength  and 
high  elastic  limit,  with  small  ranges  of 
extension,  will  not  have  great  structural 
value,  as  it  will  not  be  capable  of  with- 
standing impact  strains.  Again,  a  metal 
possessing  high  ultimate  strength  with 
low  elastic  limit  will  have  small  value  for 
structural  purposes,  as,  though  high 
ultimate  strength  is  an  essential  prop- 
erty, the  limit  of  elasticity  determines  in 
almost  all  cases  the  sectional  area,  and, 
therefore,  weight  of  metal  required  for  a 
given  duty.  A  high  elastic  limit,  with 
considerable  elastic  extension,  must  be 
obtained,  combined  with  great  tough- 
ness beyond  that  limit,  or  in  other 
words,  a  high  elastic  limit  must  be 
attended  by  a  considerable  range  of 
extension  both  within  and  beyond  that 
limit,  combined  with  high  ultimate 
strength. 

The  tendency,  however,  in  the  produc- 
tion of  the  modem  mild  steels  and  ingot 
irons,  which  will  eventually  no  doubt 
supplant  wrought  iron  made  by  the  pud- 
dling process,  is  to  make  a  metal  which 
is  far  from  combining  these  properties 
in  such  relations  that  it  is  best  suited 
for  structural  purposes,  or  so  as  to  offer 
those  advantages  which  were  at  one  time 
supposed  to  be  attainable  by  the  use  of 
steel. 

The  best  index  to  the  comparative 
structural  value  of  different  materials  is 
probably  that  obtained  by  the  applica- 
tion of  Poncelet's  formulae  as  simplified 
and  made  applicable  for  practical  pur- 
poses by  Eobert  Mallet.     This  f ormulse 

expresses  by  coefScients  rji^'^^  Tr'^ 

the  work  done  by  an  extending  or  com- 
pressing force  upon  an  elastic  prismatic 
body,  at  the  point  where  its  elasticity 
becomes  permanently  impaired,  and  its 
form  distorted,  and  at  the  further  point 
where  rupture  occurs,  or,  in  other  words, 
it  expresses  the  balance  in  any  material 
between  strength  and  toughness,  and 
was  designed  to  give  a  more  exact  index 
to  the  structural  value  of  materials  than 
was  given  by  the  early  experimenters 
down  to  the  days  of  Telford,  when  the 
force  necessary  to  produce  rupture  was 
alone  considered.  The  formulsd  are 
probably  known  to  most  of  the  members 
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of  the  sodetj,  haying  been  given  by 
Mallet  in  a  paper  ^^On  the  Coefficients  of 
Elasticity  and  of  Buptore  in  Wrought 
Iron,"  pubKshed  in  vol.  XVm  of  the 
** Proceedings"  of  the  Institution  of 
Civil  Engineers,  and  subsequently  em- 
ployed by  Dr.  Pole  in  his  book  on  "Iron 
as  a  Material  of  Construction/'  but  they 
may  be  repeated  here. 

lict  L  =  the  length  of  the  prism; 

I   =  the  unit  of  length ; 

A  =-:  the  transverse  sectional  area 
of  the  prism; 

i  =  the  extension,  or  compres- 
sion which  is  proportionate 

.      I 
to^; 

P  =  the   force  of    extension    or 
compression   which  is  pro- 
portionate to  A;  and 
e  =  the  elastic  resistance  which 
balances  P,  or  the  modulus 
of  elasticity. 
The  force  P  is,  of  course,  variable  be- 
tween o  and  ij 

.    PL      ,^     €A. 

i=— 7-andP=-=-  t, 

ek  L 

If  X  be  any  small  extension,  or  compres- 
sion less  than  the  nth  part  of  i,  P  corre- 

sponding  to  «=  ■=-x.    The  work  done  in 
Lk 

extending,  or  compressing  through  the 

infuaitely    small    additional    range    a 'a; 

eh. 
(assumed  uniform)  =  =^  a:  A  'a,   and   the 

Li 

whole  work  done  when  i=the  compres- 
sion or  extension  at  which  the  elasticity 
of  the  material  is  permanently  changed, 
or  the  elastic  limit  reached,  is 

---       eK    r*      ,        1    6A  ^ 

0 

or      T6=i€i",  or  simply =iPi; 

for  the  unit  of  length  and  section.  The 
value  of  the  coefficient  Tr  is  arrived  at  in 
the  same  way,  by  substituting  the  corre 
sponding  values  for  P  and  i  due  to  the 
moment  of  crushing  or  of  rupture.  Thus 
for  a  material  having  under  tensile  strain 
an  elastic  limit  P  of  12  tons  per  square 
inch,  and  elastic  extension  e  of  0.02  inch 
in  a  foot  of  length,  and  having  an  ulti- 
mate of  22  tons  per  square  inch  and  a 
total  extension  of,  say,  1  inch,  the  coeffi- 
cient 


T6= 


Px2240xl2 


=22.31, 


or  0.02 

T^^12x2240x   12 
2 
and  1.0 

Tr=22><2240byI2  ^2052.5, 

while  with  another  material  having  an 
elastic  limit  of,  say,  14.22  tons,  elastic 
extension  0.024  inch;  ultimate  strength, 
say,  23  tons,  and  total  extension  of  1.6 
inch  in  a  foot,  the  coefficient  T«=31.8 
and  Tr  3501. 

In  order  to  determine  the  relative 
structural  values  of  several  materials,  it 
is  thus  necessary  to  take  Te  and  Tr  sim- 
ultaneously into  consideration,  though 
Te  is  the  coefficient  of  the  greater  im- 
portance in  most  structural  work. 

About  a  dozen  years  ago  Bessemer 
metal  was  offered  for  bridge  and  ship 
construction,  which  in  the  testing 
machine  showed  an  ultimate  tensile 
strength  of  from  34  to  40  tons  per 
square  inch;  an  elastic  limit  from  20  to 
23  tons,  and  a  range  of  ductile  extension 
of  from  10  to  18  per  cent,  while  the 
tests  of  plates  considered  suitable  for 
the  shells  or  barrels  of  boilers  showed 
figures  not  much  lower  than  these.  The 
fwlures  which  occasionally  attend  the 
application  of  this  steel,  however,  dis- 
couraged the  extension  of  its  applica- 
tion by  engineers,  who  hoped  that 
greater  uniformity  in  the  mechanical 
properties  of  the  metal  would  gradually 
be  obtained  by  the  steel  makers.  A  steel 
of  somewhat  lower  tenacity  and  greater 
ductility,  attended  by  great  uniformity 
in  composition  and  behavior,  was  then 
produced,  and  this  indicated  that  steel 
makers  and  engineers  must  look  to  steel 
of  milder  character  for  the  removal  of 
the  difficulties  which  had  attended  the 
structural  application  of  cheap  steels, 
that  is,  steels  not  produced  by  the 
crucible.  The  result  of  this  was  that 
engineers  specifying  steel  for,  say, 
bridge-work,  stipulated  that  it  should 
not  possess  more  than  a  certain  maxi- 
mtmi  tenacity,  a  reversal  of  the  stipula- 
tion that  had  always  and  does  obtain 
with  respect  to  iron.  As  a  further  re- 
sult of    this,   and  to  ensure    that  the 


Digitized  by 


Google 


VAN  nostrakd's  engineebing  magazine. 


harder  steels  of  comparatively  high  tenac- 
ity, but  less  uncertain  character,  ahould 
not  be  used  in  the  construction  of 
bridges,  the  Board  of  Trade  regulations 
upon  the  subject  limited  the  tensile 
strain  on  any  part  of  a  structure  to  7 
tons  per  square  inch.  This  has  led  to 
the  endeayor  on  the  part  of  all  steel 
makers  to  produce  the  very  mild  soft 
steels  now  largely  used,  some  of  which 
afford  the  engineer  no  help  towards  pro- 
ducing the  fighter  structures  which  a 
dozen  years  ago  it  was  promised  that 
steel  would  give  them.  Boiler  shells 
must  be  made  nearly  or  quite  as  thick 
as  if  they  were  constructed  of  iron. 

As  an  instance  in  illustration  reference 
may  be  made  to  the  results  of  a  series  of 
experiments  made  on  iron  and  mild  steel, 
in  order  to  determine  their  respective 
values  for  high-pressure  boiler  construc- 
tion, and  described  by  Mr.  David  Greig 
and  Mr.  Max  Eyth  in  a  paper  read 
before  the  Institution  of  Mechanical 
Engineers,  in  June,  1879.  Amongst 
other  expenments,  the  mechanical  prop- 
erties of  mild  steel  and  Yorkshire  plates 
under  tensile  strain  was  determined. 
The  plates — ^both  iron  and  steel — ^were 
obtained  from  Messrs.  John  Brown  & 
Co.  and  Messrs.  Cammell  &  Co.  In  the 
paper  referred  to  the  mean  tensile 
strength,  elastic  limit  and  extension  are 
given  as  follows: 

Ultimate  strength.  Elastic  limit.  Extension 
Tons  per  square  inch.         per  cent. 

Iron  plates 22.27  16.06  36.2 

Steel  plates. . .  .25.80  16.74  28.3 

The  extension  given  is  in  a  length  of 
6  inches.  If  all  reference  to  the  second- 
ary elastic  limit,  which  may  be  induced 
by  repeated  application  of  strain  up  to 
and  slightly  exceeding  the  elastic  limit 
of  each  preceding  test,  be  omitted,  it 
will  be  seen  that  the  so-called  steels,  to 
which  the  above  figures  relate,  present 
scarcely  any  structural  advantage  over 
iron.  The  elastic  limit  is  nearly  the 
same,  and  though  its  ultimate  strength 
is  greater  than  i£at  of  iron,  its  ductility, 
as  shown  by  its  range  of  extension, 
renders  its  greater  ultimate  strength  of 
little  value;  for  very  long  before  it  can 
be  strained  to  that  limit,  in  any  struc- 
ture, it  stretches  so  much  that  the 
accumulation  of  strain  is  prevented,  and 
this  may  be  shown  to  take  place  in 
bridge    as    well    as    boiler    stxuctures. 


With  respect  to  the  latter,  Messrs. 
Greijg  and  Max  Eyth  observe  that  "the 
tensile  and  shearing  strength  of  the 
material  suppHed  for  these  tests  by  some 
of  the  most  experienced  makers  of  steel, 
and  by  them,  no  doubt,  considered  the 
best  for  the  purpose,  has  in  the  experi- 
ments proved  to  be  not  more  than  10 
per  cent,  above  that  of  the  iron  supplied 
at  the  same  time,  and  its  want  of  hard- 
ness, as  distinct  from  tensile  strength, 
has  proved  to  be  a  very  serious  disad- 
vautage  in  boiler  work.  What  the  trade 
now  requires  is  a  return  to  a  harder 
material  of  increased  tensile  strength 
without  losing  the  homegeneity  which  is 
as  present  obtained  at  the  expense  of 
hardness."  Again,  in  speaking  of  the 
results  of  the  test,  under  hydraulic 
pressure,  of  the  complete  boilers  made 
of  this  steel,  they  say,  "  the  compression 
of  the  rivet  and  elongation  of  the  rivet 
hole  resulted  invariably  in  leakage  which 
prevented  the  necessary  pressure  from 
being  obtained.  Each  rivet  became  its 
own  safety  valve,  and  the  strain  put  on 
the  weakest  part  never  reached  more 
than  70  per  cent,  of  the  breaking  strain. 
This  is  the  point  where  additional  hard- 
ness of  the  material  would  be  most  use- 
ful, as  it  would  prevent  the  opening  of 
the  rivet  holes,  which  now  makes  a 
boiler  useless  long  before  the  breaking 
strain  is  reached."  This  evidence  is, 
therefore,  to  the  effect  that  no  structural 
advantage  is  obtained  by  the  use  of 
these  steels  in  place  of  iron. 

If  we  turn  now  to  the  result  of  tests, 
made  by  Mr.  Kirkaldy,  of  Siemens'  mild 
steel,  we  find  that  the  mean  results  for 
plates  of  from  0.37  to  0.70  in  thickness, 
annealed  and  unannealed  are  as  follows: 

Ultimate  streniiTth.  Elastic  limit.  Extension. 
Tons  per  square  inch .         per  cent. 

Unannealed... .31.02  14.50  23.4 

Annealed 28.84  12.84  24  6 

From  these  figures  it  will  be  seen  that 
though  this  material  (like  that  used  at 
Messrs.  Fowler's  Works)  may  be  very 
safe,  it  presents  little  structural  advant- 
age over  iron  plates,  the  limit  of  elas- 
ticity being  low,  permanent  set  taking 
place  at  as  low  as  12.84  tons  per  square 
inch  when  the  plates  are  annealed.  It 
is,  however,  observable  that  though  the 
extension  of  this  metal  reaches  a  total 
of  246  per  cent,  it  is  less  than  11  per 
cent  annealed,  and  under  7  per  cent. 
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anannealed  at  a  strain  of  26.78  tons, 
thus  indicating  very  considerable  tough- 
ness and  probably  greater  yalue  as  a 
structural  material  than  that  tested  by 
Messrs.  Greig  and  Max  Eyth. 

Material  described  still  more  recently 
gives  the  engineer  even  less  of  hope  that 
the  modem  steel  for  structural  purposes 
will  enable  him  to  produce  lighter  struc- 
tures than  he  can  do  with  iron.  It 
would  even  appear  that  greater  hope  of 
obtaining  a  material  of  high  structual 
value  is  to  be  found  in  iron ;  for  it  was 
recently  stated  at  a  meeting  of  the  Iron 
and  Steel  Institute  by  a  member  that  he 
had  been  experimenting  with  puddled 
iron,  the  elastic  limit  of  which  ranged 
from  19  to  20  tons,  while  its  ultimate 
strength  was  29  tons  and  its  elongation 
between  these  strains  was  23  per  cent, 
in  a  length  of  8  inches.  The  elongation 
within  the  elastic  limit  was  not  men- 
tioned. Unless  a  higher  elastic  limit  can 
be  obtained  no  advantage  in  a  structural 
sense  is  secured.  High  ultimate  strength 
is  a  comparatively  useless  quality  if  the 
elastic  limit  is  low,  and  great  range  of 
extension  is  also  of  no  service.  In 
bridge  work  a  very  high  range  of  ex- 
tension is  useless,  because  the  members 
under  tension  would  elongate  if  strained 
beyond  the  elastic  limit,  to  a  greater 
extent  than  the  members  under  compres- 
sion would  compress,  and  thus  the  struc- 
ture would  fail  by  the  destruction  of  the 
balance  in  the  disposition  of  the  strains 
on  the  different  parts.  Even  if  the 
material  showed  a  range  of  compression 
equal  to  its  range  of  extension  this 
would  remain  equally  true,  because  in 
order  to  secure  the  necessary  resistance 
to  bending  or  buckling,  members  under 
compression  must  be  of  greater  sectional 
area  than  is  indicated  by  the  static 
strain.  Thus  a  higher  elastic  limit  is 
the  first  essential  in  steel  for  structural 
purposes.  This  it  appears  can  only  be 
obtained  by  making  the  steel  harder, 
which,  by  the  Bessemer  process  at  least, 
if  not  by  other  largely  used  processes,  it 
seems  cannot  be  secured  without  other 
attendant  qualities  or  propei*ties  wjich 
make  the  material  difficult  to  work,  and 
more  or  less  uncertain  in  its  behavior 
under  mechanical  treatment.  Whether 
this  is  really  now  so,  or  must  continue 
80,  it  remains  for  the  steelmakers  to 
show,  but  it  does  at  least  seem  plain, 


that  even  with  some  of  the  so-called 
mild  steels  a  little  misgiving  is  pardon- 
able on  the  part  of  the  boilermaker,  who 
wonders  what  he  may  find  in  a  boiler 
shop  to-morrow  where  he  has  left  a 
nearly  or  quite  finished  boiler  to-night. 
Not  only,  moreover,  is  this  mild  steel 
way  of  getting  over  the  difficulties  at- 
tending the  use  of  the  strong  steels 
likely  to  rob  engineers  of  much  that  the 
latter  material  promised;  but  by  the  still 
existing  custom  of  denominating  what  is 
really  iron  by  the  term  steel,  we  are  like 
to  lose  the  advantages  gained  by  using 
the  harder  steels  where  that  has  been 
possible,  for  already  a  good  deal  of  so- 
called  steel,  in  which  there  is  not  much 
more  carbon  than  there  is  in  a  Lowmoor 
bar,  is  being  worked  up  into  steel  rails 
and  steel  tires.  It  is  true  that  rails  of 
very  hard  steel  do  not  wear  quite  so  well 
as  those  of  a  tougher  quality,  but  it 
remains  to  be  seen  whether  some  of  the 
very  mild  metal  being  rolled  into  rolls 
to  day  may  not  soon  acquire  battered 
heads  under  the  heavy  traffic  of  modem 
locomotives.  Such  rails  will  not  lamin- 
ate, but  it  remains  to  be  seen  whether 
splitting  will  not  result  from  the  deform- 
ation by  battering. 

It  will  have  been  observed  that  in  this 
short  paper  the  attention  of  the  writer 
has  been  almost  wholly  confined  to  ref- 
erences to  plates.  This  has  been  done 
because  chiefly  in  plates  improvement 
has  to  be  lo5ked  for  from  the  steel  mak- 
ers. With  bar  steel,  the  difficulties  in 
manipulation  and  connection  in  struc- 
tures have  not  been  so  great  as  with 
plates,  and  failures,  whether  due  to  im- 
posed or  internal  differential  molecular 
strains,  have  not  been  so  frequent ;  sec- 
tions are  less  in  area  and  forms  less  ca- 
pable of  initiating  and  transmitting 
destructive  strains.  Consequently,  mild 
bar  steel  need  not  be  so  ductile  as  mild 
plate  steel,  and  hence  the  structural 
value  of  mild  bar  steel  is  much  higher 
than  that  of  plates,  and  engineers  can 
use  it  to  advantage.  In  the  course  of  a 
very  interesting  lecture  delivered  by  Dr. 
Siemens  at  the  Royal  Unit.ed  Service  In- 
stitution in  March,  1879,  he  gave  a  table 
showing  the  results  of  a  serious  of  tests 
of  mild  and  hard  steel  bars  up  to,  and 
slightly  beyond  their  elastic  limit.  This 
table  is  of  great  value  as  affording  evi- 
dence of  the  structural  value  of  these 
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bars,  and  it  is  to  be  greatly  desired  that 
similar  observations  should  be  made  on 
all  kinds  of  modem  metallic  structural 
materials.  The  mild  bars  to  which  Dr. 
Siemens'  table  refers  shows  a  mean  elas- 
tic limit  of  17.37  tons  when  annealed, 
though  the  same  bars  showed  the  lower 
mean  elastic  limit  of  16.62  before  being 
annealed,  and  curiously  the  elastic  ex- 
tension is  also  gi-eater  in  the  annealed 
bars,  the  mean  extension  in  bars  5  feet 
0  inch,  and  4  feet  11  inches,  being  0.086 
inches,  the  value  of  the  T«  of  the  bars 
being  by  the  before-mentioned  formulsB, 
respectively  57.04  and  53.348.  This  de- 
notes a  high  structural  value,  although 
this  indication  must  be  taken  with  the 
value  of  Tr  which  cannot  be  gained 
from  the  table  referred  to.  Such  mate* 
terial,  however,  is  not  to  be  had  or  can- 
not be  safely  used  in  plates,  and  even  in 
bars  has  been  very  little  used  in  bridge- 
work.  Steelmakers  have  yet  to  satisfy 
engineers  that  it  can  be  safely  used. 

The  most  of  the  recorded  experiment- 
al results  of  tests  of  mild  steels  do  not 
give  the  extension  of  the  elastic  limit, 
so  comparisons  with  other  materials  can- 
not at  present  be  made.  From  what  has 
been  said,  however,  it  will  have  been 
seen,  that  it  is  very  necessary  that  these 
figures  should  be  obtained,  and  what,has 
often  been  observed  may  be  here  re- 
peated, namely,  that  in  order  to  the  pro 
duction  of  a  satisfactory  series  of  tables 
of  the  mechanical  properties  of  different 
structural  metals,  experiments  should  be 
conducted  on  a  uniform  basis,  and  with 
uniform  lengths  of  tests  pieces,  or  if  not 
of  uniform  length,  they  should  be  of  a 
minimum  length  of  either  ten  inches  or 
one  foot. 

Such  experiments  would  be  perhaps 
costly,  but  there  is  at  least  one  wealthy 
engineering  society,  by  a  committee  of 
which  such  experiments  might  be  use- 
fully carried  out  on  the  structural  mate- 
terials  of  to-day. 

In  conclusion,  a  few  words  may  be 
said  upon  the  behavior  of  the  harder 
kinds  of  steel  plates  in  which  they  differ 
from  those  of  iron.  It  has  been  ob- 
served by  many  that  some  of  the  steel 
plates  with  an  elastic  strength  as  high 
as  18  tons  per  square  inch  combined 
with  a  ductile  extension  as  high  as  15 
per  cent,  as  obtained  by  the  tests  of 
strips  of  such  plates,  that  in  the  hands 


of  plate  smiths  or  when  built  into  struc' 
tures,  they  behave  very  differently  to 
iron  with  the  same  apparent  mechanical 
properties.  The  toughness  of  good 
iron  plates  enables  them  gradually  to 
dissipate  any  internal  differential  molecu- 
lar strains  of  tension  and  compression 
that  may  be  resident  in  them  as  they 
leave  rolling  mills,  by  differential  com- 
pression and  tension.  Steel  plates 
which  are  comparatively  hard,  but  which, 
when  torn  asunder  in  test-strips,  indi- 
cate an  ultimate  extension  of  as  much 
as  15  per  cent.,  might  be  expected  to  da 
the  same.  Such,  however,  is  not  the 
case,  for  the  plate  has  often  behaved^ 
when  built  up  into  a  structure,  as  though 
its  ultimate  extension  was  not  more  than 
one  or  two  per  cent.,  and,  like  glass,  pos- 
sessed of  a  high  elastic  limit,  but  no 
toughness.  Why  this  should  be  is  not 
known,  but  it  may  be  suggested  that 
such  being  the  behavior,  the  following^ 
may  afford  some  clue  to  the  fact  that 
thick  plates,  at  least  of  such  material, 
have  fractured  in  various  directions, 
after  the  structure  of  which  they  have 
formed  an  integral  part  has  been  com- 
pleted. Most  plates  before  being  built 
into  a  structure  are  annealed,  but  the 
following  remarks  apply  equally  whether 
annealed  or  not 

Plates  when  taken  from  the  rolls  or 
from  the  annealing  oven  are  generally 
laid  on  a  flat  surface  to  cool,  but  whether 
laid  down  or  stood  on  edge,  cooling 
takes  place  somewhat  more  rapidly  to- 
wards the  comers  and  edges  than  at  the 
middle.  At  first,  the  whole  plate  is  of 
the  same  temperature,  which  may  be 
that  of  redness.  The  exterior  parts 
first  assume  the  rigidity  of  cold  iron, 
and  contraction  takes  place  on  the  inte- 
rior parts  which  remain  at  a  higher  tem- 
perature, and  therefore  the  contraction 
has  taken  place  under  a  tensile  strain. 
Thus,  if  a  plate  of  1  inch  in  thickness  is 
considered  in  illustration,  it  will  be  seen 
that  a  comer  of,  say  6  inches-  on  either 
edge,  has  an  area  on  the  two  sides  of  36 
square  inches,  but  it  has  also  the  addi- 
tional effective  cooling  area  of  the  edges, 
which  adds  12  square  inches,  making  for 
a  surface  area  of  36  square  inches  a 
total  of  48  square  inches  of  effective  cool- 
ing area  by  radiation  and  evection.  If, 
on  the  other  hand,  an  area  on  the  ^o 
sides  at  the  center  of  the  plate,  of  36 
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square  inches  of  such  surface,  be  taken 
into  consideration,  it  will  be  seen  that 
the  edge  surface  can  only  be  considered 
as  cooling  by  conduction.  Thus,  the 
eflfective  cooling  area  of  the  outer  parts 
of  the  plates  is  much  more  efficient  than 
the  central  parts.  These  outer  parts 
having,  then,  become  rigid  and  con- 
tracted under  tension,  exert  a  corre- 
sponding compressive  strain  upon  the 
interior  parts  still  at  higher  tempera- 
ture and  thus  more  or  less  amenable  to 
compression.  This  tensile  strain  upon 
the  outer  parts  or  borders  of  the  plate 
is  gradually  eliminated  as  the  interior 
parts  cool,  and  is  finally  changed  into 
one  of  compression,  as  the  inner  parts 
<x>ntract  in  cooling  under  a  molecular 
tensile  strain,  due  to  the  incapacity  of 
the  rigid  border  to  follow  the  inner  parts 
in  their  contraction.  In  the  cold  plate 
put  into  a  structure,  there  is  thus  initial 
molecular  strain  differentiating  from  com- 
pression at  the  edges  to  tension  towards 
the  center.  K  the  plate  is  cooled  under 
circumstances  inducing  unequal  cooling 


these  internal  strains  are  aggravated, 
and  they  may  possibly  be  of  such  magni- 
tude that  extraneous  strains,  that  would 
not  materially  aflfect  a  tough  iron  plate, 
may  be  sufficient  in  a  hard  steel  to  cause 
rupture.  Further,  when  a  plate  of  such 
a  character  is  being  riveted  up,  every 
rivet  is  compressed  under  a  very  high 
strain  to  make  it  fill  the  holes,  and  thus, 
acting  as  a  viscous  fluid,  adds  to  the 
strains  already  tending  to  destroy  the 
plate. 

These  remarks  are  only  made  as  sug- 
gestions, and  should  perhaps  have  been 
put  in  the  form  of  a  question,  as  they 
are  somewhat  aside  the  object  of  this 
note,  which  is  to  invite  discussion  on 
what  seems  to  be  the  tendency  in  the 
production  of  very  mild  steel  plates, 
namely,  that  in  the  endeavor  to  remove 
the  difficulties  which  have  attended  the 
use  of  steel  plates  of  high  elastic  limit, 
we  seem  to  be  in  danger  of  losing  the 
facilties  for  producing  hghter  structures 
which  the  application  of  steel  seemed 
at  one  time  to  afford. 


THE  STRENGTH  OP  BOILER  FLUES. 

From  "The  Sngineer.** 


YxRY  high  pressures  are  now  carried 
at  sea  on  the  outside  of  tubes  of  com- 
paratively large  size.  These  tubes  are 
the  cylindrical  furnaces  of  marine 
boilers,  and  reach  in  some  cases  a  diam- 
eter of  4  ft  It  is  of  the  utmost  import- 
ance that  very  definite  rules  should  be 
laid  down  for  the  guidance  of  those  who 
design  such  furnaces,  in  order  that  no 
mistakes  may  be  mada  We  say  "  defin- 
ite rules,"  because  the  whole  subject  has 
been  fully  investigated.  There  is  appar- 
ently noUiing  more  to  learn  about  it,  and 
there  should,  therefore,  be  no  trouble  in 
constructing  a  simple  formula  which 
would  enable  an  engineer  to  tell,  with 
very  little  calculation,  what  is  the  proper 
thickness  for  a  furnace  tube  of  any  given 
length  and  diameter,  intended  to  sustain 
a  stated  pressure.  Something  of  the 
kind  will  be  found  in  almost  all  treatises 
on  steam  boilers.  The  practice  thirty 
years  ago  was  to  treat  the  flues  as  though 
the  pressure  were  to  be  exerted  inside  of 


it.    The  pressure  was  to  be  found  by  the 

well-known  rvlep=—j-,  where  s  is  the 

strain  in  pounds  per  square  inch  to 
which  the  iron  is  to  be  subjected,  t  the 
thickness  of  the  plate,  d  the  diameter  of 
the  boiler,  and  p  the  working  pressure. 
Then  the  proper  thickness  for  flues  was 
half  that  which  would  suffice  for  a  shelL 
This  practice  is,  we  are  happy  to  say,  no 
longer  followed.  It  answered  fairly  well 
while  moderate  pressures  not  exceeding 
about  45  lbs.  on  the  square  inch  were 
used,  but  it  was  totally  unfit  to  deal 
with  such  pressures  as  are  now  carried 
at  sea  and  on  land.  Wilson  gives  the 
following  formula  for  the  strength  of 

flues:  »= — = — = —  where  p  is  the  col- 
^         IXd  ^ 

lapsing  pressure  in  pounds  per  square 
inch,  t  die  thickness  of  tube  in  thirty- 
seconds  of  an  inch,  /  the  length  in  feet, 
and  d  the    diameter  in  quarter    feet; 
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other  rules  may  be  found  in  other 
treatises.  Fairbaim  has  shown  that  the 
strength  of  a  flue  to  resist  collapsing 
pressure  varies  directly  as  the  2.19 
power  of  the  thickness,  and  inversely  as 
the  diameter  and  length.     Thus : 

and  p=5.6  X  (100«)2io  ^L  X  d. 

These  are  very  ungainly  formulsB,  and 
useless  without  logarithms.  It  may  not 
be  superfluous  to  say  here,  however,  for 
the  guidance  of  those  who  would  like  to 
use  Fairbaim's  rules  as  a  check  on  their 
own  practice,  that  in  using  the  formulae 
the  thickness  of  the  plate  is  to  be  multi- 
plied by  100.  The  log.  of  the  result  is 
to  be  found  and  multiplied  by  2.19. 
This  gives  a  log.  the  natural  number  of 
which  is  the  2.19  power  of  100  f. 

It  is  not  to  be  supposed  that  the 
Board  of  Trade,  which  is  so  precise  in 
its  instruction?  and  rules  for  marine 
engine  builders,  would  allow  this  subject 
to  pass  without  consideration.  Accord- 
ingly the  Board  has  proposed  a  rule, 

u-  u  ,x.  60,000 g'  „ 

which  runs  thus:  p=-7i — rr — ^ .      Here 

60,000  is  a  constant  for  furnace  tubes 
with  longitudinal  seams,  lapped  joints, 
and  punched  holes,  single  riveted;  /  is 
the  length  of  the  furnace  in  feet;  d  is 
the  diameter  in  inches ;  and  p  the  work- 
ing pressure.  To  illustrate  the  applica- 
tion of  this  rule,  let  us  suppose  that  a 
furnace  is  40  inches  in  diameter  and  7  ft. 
long,  and  that  the  plates  are  .375  inches 


thick. 


^,       60,000X140625     ^^  ^  ., 
Then -^^-^j^^^^-  =26.3  lbs. 


as  the  working  pressure.  But  the  Board 
of  Trade  rule  is  not  the  only  one  with 
which  engineers  have  to  deal.    "Lloyd's" 

11  V,-  1.  •  89,600 x^ 

have  a  rule  also,  which  is,  jt>= — - — -3 — 

Applying  this  rule  to  the  furnace  whose 
dimensions  we  have  just  stated,  we  have 
89.600  X.140625^^g^^^^     We  thus  find 

7X40 
that  one  great  authority  on  marine  en- 
gineering allows  nearly  twice  as  great  a 
pressure  to  be  carried  as  the  other.  If 
the  Board  of  Trade  be  right,  then 
Lloyd's  must  be  wrong,  and  dangerously 
wrong.  If,  on  the  other  hand,  Lloyd's 
are  right,  then  the  Board  of  Trade  be- 


haves very  vexatiously  and  insists  on  & 
much  lower  pressure  being  carried  than 
is  necessary.  Before  any  opinion  on 
this  point  can  be  properly  pronounced 
it  is  necessary  to  call  in  some  other 
authority.  Referring  to  the  tables  given 
in  Wilson's  treatise  on  steam  boilers,  we 
And  that  the  collapsing  pressure  of  a 
flue  7  fi  long,  f  inch  thick,  and  40 
inches  in  diameter  is  nearly  400  lbs.  on 
the  square  inch.  Lloyd's  factor  of 
safety  is  consequently  about  9  to  1, 
while  the  Board  of  Trade  factor  is  nearly 
15  to  1.  If  one  margin  be  enough  then 
the  other  must  be  too  great..  Li  deal- 
ing with  this  part  of  the  question  we  can 
only  arrive  at  anything  like  a  satisfactory 
conclusion  by  resorting  to  the  result  of 
experiment.  Mr.  Wilson's  figures  refer 
to  very  perfect  tubes,  such  as  may  or 
may  not  be  met  with  in  practice.  Mr. 
D.  E.  Clark  has  investigated  many  cases 
of  collapsed  tubes,  and  he  has  prepared 
the  following  formula: 

^=,xfAooO-5oo). 

Applying  this  rule  to  the  case  stated,  we 
have  105.4  lbs.  as  the  collapsing  press- 
ure. In  this  case  the  Board  of  Trade 
factor  of  safety  is  nearly  4  to  1,  and 
Lloyd's  factor  is  a  little  over  2  to  1.  It 
must  be  remembered,  however,  that  Mr. 
Clark's  rule  applies  to  flues  of  consider- 
able length  without  any  strengthening 
rings ;  to  these  he  has  attjwhed  no  pre- 
cise value.  But  it  may  be  taken  for 
granted  that  a  marine  boiler  furnace 
tube  well  secured  at  each  end  and  not 
more  than  a  few  feet  long,  is  very  much 
better  able  to  stand  up  against  a  collaps- 
ing strain  than  a  tube  25  ft.  or  30  ft. 
long.  We  may,  we  believe,  take  a  mean 
between  Mr.  Wilsons  figures  and  Mr. 
Clark's,  and  assume  that  the  collapsing 
pressure  of  our  tube  would  be  about  200 
lbs.  on  the  square  inch.  Under  these 
circumstances  Lloyd's  formula  gives  a 
factor  of  safety  of  4.4  to  1,  while  the 
Board  of  Trade  rule  gives  7.7. 

Now,  it  is  evident  that  the  disparity 
between  the  rules  of  the  Board  of  Trade 
and  of  Lloyd's  ought  not  to  exist.  It 
places  engineers  and  shipowners  alike  in 
a  very  unpleasant  position,  and  will 
some  day  cause  a  good  deal  of  trouble. 
A  case  may  be  cited  which  recently  oc- 
curred.    Two  wing  furnaces  on  board  a 
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Norih-coanty  steamer  collapsed  with  20 
lbs.  of  steam  pressure  and  plenty  of 
water.  The  collapsed  flues  are  round 
topped,  with  flat  stayed  sides,  and  by 
the  Board  of  Trade  rules,  the  working 
pressure  was  22  lbs.  and  by  Lloyd's  42 
lbs.  It  is  probable  that  when  the  case 
comes  to  be  investigated  it  will  be  found 
that  the  metal  was  either  over-heated  by 
the  presence  of  deposit,  or  that  the  flues 
were  worn.  Be  this  as  it  may,  it  is  not 
inconceivable  that  the  engineers  of  the 
Board  of  Trade  and  those  of  Lloyd's 
may  some  day  come  into  collision  in  a 
court  of  law  over  such  questions,  and  we 
shall  then  have  anything  but  an  edify- 


ing spectacle  presented  for  considera- 
tion. 

The  engineers  of  a  great  public  de- 
partment asserting  that  a  boiler  is 
strong  enough,  while  those  of  the  Gov- 
erument  assert  that  it  is  too  weak,  will 
not  be  a  satisfactory  display  in  any 
sense  of  the  word.  The  question  at 
issue  is  one  reajly  of  very  great  import- 
ance to  engineers  and  shipowners.  Is  it 
too  much  to  ask  in  the  interests  of  com- 
mon sense  that  the  two  bodies  should 
put  themselves  in  communication  and 
agree  on  so  apparently  simple  a  matter 
as  the  preparation  of  a  rule  for  the 
thickness  of  furnace  tubes? 


INFLUENCE   OF  TEMPERATURE  IN  TUNNELING  THROUGH 

HIGH  MOUNTAINS. 


By  DR.  F.  M.  8TAPFP. 
Translated  from  Reyae  oniYerselle  des  Mines,  for  Abstracts  of  Institution  of  CTivil  Engineers. 


As  the  difficulties  encountered  from 
elevated  temperature  in  tunneling 
through  high  mountains  require  the 
adoption  of  appliances  and  resources 
very  different  from  those  hitherto  em- 
ployed, the  author,  as  Engineering 
(Geologist  of  the  St.  Gothard  Tunnel, 
Airolo,  has  during  the  past  six  years 
been  collecting  voluminous  materials  for  | 
the  purpose  of  endeavoring  to  solve  the 
two  foUowing  questions: 

Ist.  What  is  the  highest  temperature  j 
at  which  men  can  work  underground?      j 

2nd.  At  what  depth  below  surface  is; 
this  temperature  likely  to  be  reached  in  i 
tunneling? 

L — Temperature  at  whichund&r ground 
work  becomes  impossible, — The  limit  of  i 
heat  at  which  men  can  work  depends 
upon  the  length  of  their  exposure  to  it,  t 
the  amount  of  exertion  they  put  forth, ' 
their  acclimatization,  the  nature  of  thej 
atmosphere,  and,  most  of  all,  its  degree 
of  moisture.  Omitting  instances  of| 
momentary  expostire  to  exceptional  heat,  j 
it  is  certain  that  men  cannot  accustom  | 
themselves  to  stand  for  any  length  of 
time  more  than  60*^  to  75°  Centigrade  or ' 
140^   to    165°  Fahrenheit,    even    when] 


keeping  perfectly  still  and  in  quite  pure 
air.  In  the  author's  experience  on  min- 
ing and  railway  works  in  Mexico  and  the 
south  of  the  United  States  the  tempera- 
ture was  as  high  as  40°  C.  or  104°  F. 
In  tropical  seas  the  temperature  in  the 
stoke-holes  of  steamers  occasionally 
reaches  even  69°  C.  or  156°  F.,  and  is 
aggravated  by  the  dust  raised  in  the  act 
of  stoking.  Unfortunately  there  is  not 
sufficient  information  at  present  avail- 
able as  to  the  practicable  limits  of  tem- 
perature in  underground  workings.  In 
upcast  shafts  used  for  winding,  and  for 
raising  and  lowering  the  men,  a  temper- 
ature of  from  27°  to  32°  C.  or  80°  to  90° 
F.  is  allowed  for  the  air  current  in 
English  collieries ;  and  in  Belgian  from 
22^°  to  34^°  C.  or  72^  to  94°  F.  At 
Fablun  copper  mine  in  Sweden,  in  re- 
opening some  old  workings  that  had 
been  stopped  by  a  fire  twenty  years 
previously,  the  clearing  up  was  done  at 
a  temperature  as  high  as  62°  C  or  125° 
F.;  but  there  the  natural  ventilation  was 
excellent.  In  another  mine,  stoping  was 
abandoned  at  a  temperature  of  33°  C. 
or  91°  F.,  where  the  dust  from  the 
decomposed  pyrites  was  more  intoler- 
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able  than  the  mere  heat,  and  dyed  the 
miners  as  black  as  ink.*  The  highest 
temperature  observed  in  the  Mont  Cenis 
tunnel  was  30°  C.  or  86°  F.,  at  about  4 
miles  in  from  the  south  end.  In  the  St. 
Gothard  tunnel  full  work  was  carried  on 
at  about  31°  C.  or  87°  F.  on  the  south 
(Airolo)  side,  in  air  surcharged  with 
moisture ;  and  on  the  north  (Goschenen) 
side  at  29°  C.  or  84°  F.,  in  an  atmosphere 
not  quite  saturated.  The  author  gives 
detailed  particulars  of  the  air-supply  to 
each  end  of  the  tunnel,  and  of  the 
number  of  men,  animals,  and  lamps  con- 
suming it;  and  on  the  assumption  that 
the  dryness  of  the  air  is  of  eqiml  import- 
ance with  its  purity,  he  deduces  the 
ratio  of  4  to  3  as  about  representing  the 
superior  ventilation  of  the  northern  sec- 
tion over  the  southern  at  the  time  of  his 
observations,  when  each  end  had  been 
driven  about  4  miles  in. 

According  to  Professor  Dubois-Bey- 
mond  of  Berlin,  men  can  stand  50°  C.  or 
122°  F.  when  the  air  is  as  dry  as  possi- 
ble, as  in  the  case  of  blast-furnace  work- 
ers; but  in  an  atmosphere  saturated 
with  moisture  even  40**  C.  or  104°  F. 
would  almost  certainly  prove  fatal.  Air 
feels  very  dry  when  only  one  quarter 
saturated,  but  becomes  stifling  before 
complete  saturation  is  reached;  hence  a 
slight  diminution  of  moisture  may  be  of 
the  utmost  value,  and  the  principal 
means  of  rendering  high  temperatures 
endurable  would  consist  in  drying  the 
air.  A  wagon-load  of  quicklime,  not- 
withstanding the  heat  evolved  in  quench- 
ing, he  considers  would  even  give  a 
fresher  feeling  than  one  of  ice,  on  ac- 
count of  the  latter  rendering  the  air 
still  more  moist.  If  at  the  working 
place  there  were  both  a  wagon  of  lime 
and  one  of  ice,  and  also  a  supply  of 
fresh  air  direct  from  the  tunnel  mouth, 
he  is  of  opinion  that  work  could  be  car- 
ried on  even  where  the  temperature  of 
the  rock  was  as  high  as  50°  C.  or  122°  F. 
The  ice  would  indeed  be  far  more  effica- 

*In  tbe  last  workins  of  the  United  copper  mioes  in 
GweoDap,  Cornwall,  anot  spring  of  water  at  11&<>  F.  was 
met  with  in  the  bottom  level  aboat  1,600  feet  l)elow  sur- 
face,  and  the  rock  was  so  hot  that  even  with  their  thick 
clothing  the  miners  coald  not  lean  asainst  it.  (See  Pro> 
ceedings  Institation  of  Mechanical  Bngineers,  187S,  p. 
110.)  in  the  Comtttock  silver  mines.  Nevada,  the  tempera- 
tare  averages  \W  P.  at  about  8,000  feet  below  surface,  and 
sometimeii  reaches  139^  P.,  while  in  particular  places  even 
107*  F.  has  been  observed.  (See  Transactions  American 
Institute  of  Mining  Engineers,  vol.  vii..  pp.  45-76 ;  and 
Minutes  of  Proceedings  Institution  Civil  Engineers,  voL 
lvii.,p.d9S). 


cious  if  covered  with  a  layer  of  common 
salt,  whereby  not  only  would  the  tem- 
perature be  still  further  lowered,  but 
also  increase  of  moisture  would  be  pre- 
vented. The  men  would  have  to  work 
short  shifts,  and  the  heat  of  the  body 
should  not  reach  40°  C.  or  104®  F.,  the 
ordinary  bodily  temperature  being  from 
36f  °  to  38°  C.  or  98*  to  100°  F. 

The  Author  goes  minutely  into  the  ef- 
fects observed  to  be  produced  upon  the 
health  of  the  men  employed  in  the  St. 
Gothard  tunnel.  He  also  reports  at 
length  a  number  of  observations  he  made, 
as  to  how  hot  the  men  got,  and  how  much 
work  they  could  do,  according  to  the 
state  of  the  air  in  the  tunnel.  The  di- 
minished effort  instinctively  exerted  by 
them,  in  proportion  as  they  get  hotter 
from  the  heat  and  badness  of  the  air  they 
breathe  in  such  situations,  is  shown  to  be 
in  accordance  with  physiological  princi- 
ples. Taking  as  the  unit  of  bodily  exer- 
tion the  amount  of  effort  put  forth  in 
merely  walking  along  the  tunnel  at  an 
easy  pace — say  about  4,550  foot-lbs.  per 
minute — the  Author  considers  this  is 
somewhat  exceeded  by  the  ordinary  ex- 
ertion of  the  workmen  employed  in  the 
roomier  portions  of  the  tunnel,  behind 
the  advanced  heading.  Those  engaged, 
however,  in  loading  the  broken  rock  into 
the  wagons  near  the  forebreast,  in  the 
confined  space  of  the  advanced  heading 
itself,  must  in  his  opinion,  judging  from 
the  shorter  time  they  work  and  the  higher 
rate  of  their  wages,  be  working  about 
twice  as  hard  ;  and  occasional  intermit- 
tent  efforts  may  be  even  four  times  as 
great.  They  have  to  fill  the  broken  stone 
into  baskets  upon  long  narrow  lorries 
running  on  temporary  rails  of  1  foot 
guage,  laid  alongside  the  main  rails  of 
H  ^®®^  guagc  ;  the  lorries  have  to  be  run 
back  by  hand  through  a  distance  averag- 
ing about  80  yards  to  the  main  trucks, 
into  which  the  baskets  have  then  to  be 
emptied.  A  score  of  men  formed  the 
gang  occupied  in  this  heaviest  work. 
The  relative  cost  of  the  clearing  per  cubic 
yard  of  rock  in  the  two  headings  is  found 
to  be  represented  by  the  verv  same  ratio 
as  the  absolute  moisture  of  the  air  in 
them,  namely,  1  to  1.18  in  the  Groschenen 
and  Airolo  ends  respectively. 

The  highest  limit  theoretically  possible 
for  the  air  temperature  in  tunnel  work- 
ings would  be  such  as  would  induce  fever 
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heat,  of  42°  C.  or  107''  F.  in  the  body  ; 
while  the  extreme  practicable  air  tem- 
perature, still  not  free  from  the  certain 
prospect  of  impaired  health  and  prema- 
ture death,  would  be  that  under  which 
the  heat  of  the  body  should  not  rise 
above  40°  C.  or  104°  F.  The  latter  limit 
being  applied  to  the  atmospheric  condi- 
tions affecting  the  two  ends  of  the  St. 
Gothard  tunnel,  the  Author  calculates 
that  the  practicable  limit  of  air  tempera- 
ture should  not  exceed  45 J°  C.  or  114°  F. 
in  the  G6schenen  end,  and  37|°  C.  or 
100°  F.  in  the  Airolo  end,  for  the  labor- 
ers clearing  the  advanced  headings.  He 
adds,  in  a  tabular  form,  the  corresponding 
figures  for  assumed  cases  both  of  harder 
and  of  easier  work  than  that  of  removing 
the  spoil  from  the  ends  of  these  particu- 
lar headings. 

II. — Limit  to  Depth  of  Tunnel  beloto 
Summit  of  Midge, — The  scale  for  increase 
of  temperature  with  depth,  whicll  obtains 
in. mines  and  boreholes  sunk  below  level 
ground,  is  inapplicable  to  mountains, 
owing  to  the  cooling  effect  of  their  ex- 
posed sloping  sides.  From  Borelli'e 
temperature  observations  in  the  southern 
portion  of  Mont  Cenis  tunnel,  Ansted 
deduced  an  increase  of  1°  C.  per  50 
meters,  or  1°  F.  per  91  feet  depth  below 
the  summit  of  the  mountain  profile  over 
the  line  of  the  tunnel ;  but  that  rate  did 
not  hold  good  for  lower  elevations  in  the 
same  profile,  and  was  therefore  not  ap- 
plicable as  any  guide  for  other  tunnels. 
From  his  own  observations  in  the  St. 
Gothard  tunnel,  from  1873  to  1877,  for 
distances  of  4,800  yards  in  from  the 
northern  mouth  and  4,500  yards  in  from 
the  southern,  the  Author  deduced  em- 
pirical f ormulsB  for  the  temperature  to  be 
expected  during  the  further;  progress  of 
the  work.  These  having  been  found  to 
hold  good  for  the  2,000  to  3,000  yards 
next  driven,  he  now  reproduces  some  of 
the  principal.  For  the  temperature  of 
the  rock  itself,  the  general  average  result 
m  its  simplest  form  is  an  increase  of  i° 
C.  per  48.4  meters,  or  1°  F.  per  88.1  feet 
of  vertical  depth  below  the  surface  of 
the  mountain.  This  scale  ^ives  too  low 
a  temperature  for  parts  of  the  tunnel 
that  are  under  valleys  and  plains  on  the 
mountain  sides,  and  too  high  for  parts 
under  peaks;  the  variations  from  the  ac- 
tual temperatures  noted  at  individual 
points  in  the  tunnel  amount  to  nearly  as 
Vol.  XXIV.— No.  1—3. 


much  as  5°  C.  or  9°  F.  But,  for  the 
mean  temperature  throughout  any  con- 
siderable length  of  the  tunnel,  the  calcu- 
lated result  agrees  exactly  with  actual 
observation,  however  varied  be  the  mount- 
ain profile  overhead.  In  confirmation 
the  Author  reproduces  from  the  St. 
Gothard  Company's  eighth  report  a  Table 
of  observations  made  in  1&78  through 
1,500  yards'  length  of  the  southern  half 
of  the  tunnel,  between  5,000  and  6,500 
yards  in  from  the  mouth.  The  variations 
of  mountain  profile  may  even  have  the 
effect  of  producing  a  practically  uniform 
temperature  for  miles  of  tunnel,  notwith- 
standing hundreds  of  yards  difference  in 
the  height^  of  rock  overhead.  For  the 
temperatures  to  be  expected  at  the  mid- 
dle of  the  tunnel,  the  minuter  calculations 
are  given  which  had  been  made  last  year 
by  the  Author,  at  the  time  when  each 
end  had  been  driven  about  7,700  yards 
in,  leaving  then  about  1,000  yards  inter- 
vening to  be  driven.  His  estimate,  with 
a  margin  for  error  of  j-  2^°  C.  or  4^°  F. 
was  31|°  C.  or  89°  F.  for  the  rock  ;  the 
same  for  the  air  about  150  yards  behind 
either  forebreast,  prior  to  the  two  driv- 
ages  holing  through  into  each  other; 
and  33 J°  C.  or  93°  P.  for  the  water  issu- 
ing from  the  rock.  In  March,  1880,  after 
the  holing  through,  the  actual  mean  tem- 
perature of  the  rock  for  the  middle 
length  of  1,000  yards  was  found  to  be 
30^^  C.  or  87°  F.;  and  this  was  also  the 
air  temperature  150  yards  behind  the 
forebreasts  prior  to  holing  through.  At 
the  two  forebreasts  themselves  the  air 
temperature  was  brought  down  as  low  as 
27^"*  C.  or  82°  F.  while  boring,  and  30° 
C.  or  86°  F.  while  clearing  away  spoil : 
which  was  about  3°  C.  or  5°  F.  lower 
than  calculated,  the  reduction  being  due 
to  an  extra  supply  of  compressed  air 
during  the  last  1,000  yards'  drivage. 
These  several  temperatures,  though  high 
enough  to  retard  the  progress  materially 
in  the  middle  of  the  tunnel,  and  render 
the  work  more  laborious,  was  not  so  ex- 
cessive as  to  entail  either  stoppage  or 
danger. 

General  Hemarks, — Having  entered 
minutely,  and  at  great  length,  into  the 
various  conditions  affecting  the  execution 
of  the  work  in  the  two  ends  of  the  St. 
Gothard  tunnel,  the  author  refrains  from 
attempting  to  lay  down  a  fixed  limit, 
either  of  temperature  or  of  depth,  for 
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any  future  tunneling  operations  which 
may  enjoy  the  advantage  of  resources 
superior  to  those  hitherto  available.  But 
the  means  to  be  employed. for  dealing 
with  higher  temperatures  than  have 
hitherto  been  encountered  would  have  to 
be  very  carefully  matured  beforehand, 
both  theoretically  and  practically. 

Projected  Simplon  Tunnel. — The  ex- 
tent of  guidance,  furnished  by  the  light 
of  present  experience,  is  illustrated  by  the 
author's  application  of  his  calculations  to 
the  principal  projects  for  tunnelling 
through  the  Simplon.  Of  the  longer 
routes  plotted,  for  piercing  the  mountain 
nearest  its  base,  from  near  Brieg  on  the 
northern  slope,  those  of  MM.  Favre  & 
Clo,  and  M.  Lommel,  each  nearly  12 
miles,  would  appear  to  be  impracticable  of 
execution  with  the  resources  at  present 
available.  According  to  their  mountain 
profiles,  the  depth  of  these  tunnels  below 
the  ridge  would  be  about  Y,300  feet ; 
whence  the  temperatures  to  be  expected 
midway  in  the  tunnels  would  be  about 
47**  C.  or  116**  F.  for  the  rock,  and  for 
the  air  150  yards  behind  the  forebreast , 
and  about  53"*  C.  or  127°  F.  for  water 
issuing  from  the  rock.  In  the  shorter 
and  higher  tunnel  proposed  by  M.  Stock- 
alper,  about  10  miles  long,  piercing  the 
range  at  about  2,560  feet  above  sea-level 
and  beneath  a  rather  lower  portion  of 
the  ridge,  the  author  estimates  the  depth 
below  the  ridge  at  about  5,900  feet,  and 
the  rock  temperature  midway  in  the  tun- 
nel at  about  40"*  C.  or  104°  F. ;  here 
therefore  the  extreme  limit  of  practicable 
execution  would  be  reached.  In  two 
still  shorter  and  higher  tunnels,  each 
about  7i  miles  long,  proposed  by 
MM.  Clo  &  Venetz,  and  M.  Jacquemin, 
the  temperature  encountered  would  be 
much  the  same  as  has  been  met  with  in 
the  St.  Gothard  tunnel;  but  their  greater 
height  above  sea  level  would  somewhat 
detract  from  the  value  of  both  these  tun- 
nels, as  compared  with  those  nearer  the 
foot  of  the  mountain. 

Selection  of  Route, — Supposing  its 
height  above  sea  level  be  already  deter- 
mined by  commercial  or  political  consid- 
erations, the  route  selected  for  a  tunnel 
should  be  such  as  to  offer  the  greatest 
facilities  for  its  execution.  In  the  case 
of  the  St  Gothard  tunnel,  it  was  pointed 
out  by  the  author  in  1877  that,  if  the 
route  had  lain  1  mile  or  1^  miles  west- 1 


ward,  it  would  have  been  attended  with 
several  advantages,  which  he  here  re- 
capitulates. It  is  not  so  easy  from  sur- 
face indications  to  form  an  idea  about 
the  quantity  of  water  likely  to  be  met 
with,  and  the  solidity  of  the  rock  to  be 
driven  through,  as  it  is  from  the  height 
and  contour  of  a  mountain  to  calculate 
the  increase  of  temperature  likely  to  be 
encountered.  The  principles  long  estab- 
lished by  general  mining  experience  may, 
however,  be  properly  applied  to  tunnel- 
ing ;  and  in  the  longitudinal  sections 
compiled  by  the  author  for  the  St.  Goth- 
ard tunnel,  it  is  seen  how  the  surface  in- 
dications held  good  down  to  that  depth: 
fissures,  slides,  and  faults,  noted  on  the 
mountain  profile,  severally  made  their 
appearance  without  fail  in  the  tunnel, 
most  of  them  in  a  very  unwelcome  man- 
ner. A  recent  illustration  from  near  the 
middle  of  the  tunnel  is  cited.  The  author 
thinks  it  safer  and  easier  to  avoid  difi^cul- 
ties  of  this  sort  by  careful  selection  of 
route  beforehand,  than  to  try  to  get  over 
them  afterwards  during  the  execution  of 
the  work.  For  the  projected  Arlberg 
tunnel  in  Austria,  he  is  glad  to  find  the 
route  laid  down  with  a  view  to  avoiding, 
by  a  curved  course,  rock  that  seems  likely 
to  let  out  streams  of  water.  Tunnels 
through  high  mountains  should,  as  far  aa 
possible,  be  driven  in  places  where  they 
will  have  the  least  height  and  bulk  of 
mountain  overhead,  and  where  they  will 
be  likely  to  be  most  free  of  water. 

Mode  of  Driving, — The  mode  adopted 
for  driving  the  St.  Gothard  tunnel  is  not 
considered  by  the  author,  from  the  ex- 
perience there  gained,  to  be  the  most 
eligible  for  long  tunnels,  where  not  more 
than  two  ends  can  be  driven,  and  these 
not  faster  t^han  a  certain  limit  of  speed, 
and  where  it  is  impossible  to  foresee  all 
the  diflficulties  that  may  arise.  In  respect 
of  the  atmosphere  pervading  the  working 
places,  that  mode  of  driving  seems  indeed 
decidedly  objectionable.  In  the  St. 
Gothard  tunnel  the  long  succession  of 
trenches  and  steps,  by  which  the  8mall 
advanced  heading  was  gradually  widened 
and  deepened  to  the  full  size  of  the  fin- 
ished tunnel,  caused  the  working  places 
to  stretch  back  as  far  as  a  couple  of  miles 
behind  the  forebreast.  Hence,  even  ad- 
mitting the  practicability  of  artificially 
supplying  the  advance  heading  itself  with 
air  so  cold  that,  where  the  rock  tempera- 
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ture  was  from  40°  to  60°  C.  or  100°  to  120° 
F.,  the  men  could  work  a  hundred  yards 
behind  the  forebreast,  the  author  considers 
the  same  means  would  be  altogether  in- 
adequate for  such  a  length  as  a  couple 
of  miles  of  tunnel,  full  of  men  at  work 
and  smoke  from  blasting.  Moreover,  in 
the  usual  plan  of  driving  the  advance 
heading  along  the  crown  of  the  tunnel, 
the  water  issuing  from  the  forebreast  has 
to  flow  all  along  the  heading,  and  then 
down  along  all  the  following  steps  and 
trenches  of  the  successive  enlargements, 
before  reaching  the  completed  culvert  in 
the  finished  portion  of  the  tunnel.  The 
author  therefore  suggests  the  desirability 
of  proceeding  by  an  inverted  method, 
somewhat  as  in  metalliferous  mines: 
driving  the  advanced  heading  along  the 
very  bottom  of  the  tunnel,  and  carrving 
the  culvert  forwards  promptly  with  it,  so 
that  all  water  should  drain  at  once  into 
a  narrow  channel,  presenting  small  sur- 
face for  evaporation.  Less  moisture 
would  thereby  be  imparted  to  the  air, 
even  when  driving  through  very  wet 
rock,  than  is  evolved  in  drier  rock,  from 
the  vast  extent  of  wet  surface  exposed 
by  the  puddles  and  mud  that  are  inevi- 
table with  the  ordinary  mode  of  driving. 
Such  an  inverted  method  would  doubt- 
less present  difficulties  in  regard  to  ven- 
tilation; but  more  attention  might  ad- 
vantageously be  paid  in  tunneling  to  the 
improvements  that  have  already  been 
realised  in  mine  ventilation  by  the  adop- 
tion of  systematic  arrangements.  For 
long  tunnels  that  will  take  years  to  exe- 
cute, instead  of  improvising  foul-air  out- 
lets temporarily  and  at  random,  or  open- 
ing cocks  here  and  there  on  the  com- 
pressed-air main,  a  regular  system  of 
ventilation  should  be  carried  out  by 
means  of  brattices,  air-doors  and  trunks, 
and  should  be  pushed  forward  continu- 
ously to  follow  up  the  progress  of  the 
work.  A  further  suggestion  for  facil- 
itating the  execution  of  tunnels  through 
hot  rock  is  to  complete  each  end  to  the 
full  size  as  far  in  from  the  mouth  as  can 
be  done  without  the  heat  becoming  too 
oppressive,  say  up  to  30°  C.  or  86  F.; 
and  then  to  push  forward  and  complete 
the  advance  beading  alone,  without  con- 
tinuing the  work  of  enlarging  behind  it. 
The  practical  difficulty  would  then  be 
reduced  to  the  efficient,  ventilation  of  the 
heading  for  a  length  of  100  yards  back 


from  the  forebreast.  As  soon  as  the  two 
headings  met,  a  good  current  could  be 
established  right  through  from  one  end 
of  the  tunnel  to  the  other,  which  would 
be  largely  efficacious  in  keeping  down 
the  temperature  at  the  working  places, 
during  the  subsequent  enlargement  of 
the  central  length. 

Haulage, — Manual  or  animal  labor  in 
the  working  places  should  as  far  as  pos- 
sible be  replaced  by  mechanical  power; 
though  how  to  manage  this  practically 
for  the  most  fatiguing  portion  of  the 
work — the  clearing  away  of  the  spoil — 
yet  remains  to  be  found  out.  Endless- 
rope  hauling,  as  already  carried  out  at 
collieries,  would  be  more  convenient  for 
removing  the  stuff  than  the  use  of  com- 
pressed-air locomotives,  the  size  of  which 
prevents  their  penetrating  so  far  into  the 
advancing  end,  and  also  interferes  more 
with  the  ventilation. 

Artificial  Gaoling, — This  is  the  most 
difficnlt  question  of  all,  and  is  by  no 
means  solved  by  the  use  of  extensive  ap- 
pliances for  supplying  compressed  air. 
The  heat  from  the  rock  is  practically  in- 
exhaustible ;  and,  whether  all  the  air- 
cocks  at  the  forebreast  are  open,  or  all 
shut,  the  air  temperature  200  yards  back 
is  practically  constant  and  equal  to  that 
of  the  rock,  and  thenceforth  gradually 
rises  as  the  air  travels  further  back  along 
the  working  places.  The  utmost  cooling 
at  the  forebreast,  while  four  rock-drills 
are  working  together  and  discharging 
their  exhaust  air  at  2^  to  4  atmospheres 
pressure,  does  not  exceed  4^  0.  or  7°  F. 
at  most,  the  average  being  only  1°  C.  or 
2°  F.  below  the  rock  temperature;  and 
during  the  clearing  away  of  the  spoil  the 
air  may  rise  as  high  as  4°  C.  or  V*^  F. 
above  the  rock  temperature,  the  average 
being  1^°  C.  or  3°  F.  above.  A  table  is 
given  of  periodical  observations  made  by 
the  author  at  both  ends  of  the  St.  Goth- 
ard  tunnel  while  the  drivage  was  sus- 
pended for  surveying  the  line  of  driving, 
the  working  places  being  then  deserted 
and  the  air  cocks  left  open.  These  re- 
cords show  that  with  a  rock  temperature 
of  47°  0.  or  116°  F.  it  would  be  no  easy 
matter  to  keep  the  air  down  to  35°  C.  or 
95°  F.  in  the  working  places  while  work 
was  being  carried  on.  There  is  no  great 
difficulty  in  delivering  highly  compressed 
air  in  large  quantities  at  the  forebreast ; 
the  difficulty  lies  in  arranging  its  distri. 
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butioD.  Men  cannot  work  within  a  dis- 
tance of  6  or  6  yards  in  front  of  an 
aperture  not  more  than  4  inches  diameter; 
and  often  put  a  basket  over  it  to  break 
the  blast.  The  most  serious  obstacle  to 
the  use  of  compressed  air,  as  the  sole 
means  of  cooling,  lies  in  the  low  specific 
heat  of  air,  whereby  vast  volumes  become 
heated  immediately  to  the  temperature 
of  the  rock,  without  perceptibly  cooling 
the  rock  itself.  A  jet  of  cold  water  has 
very  little  cooling  effect  on  the  air,  and 
the  mist  thereby  produced  is  decidedly 
objectionable;  on  the  contrary,  indeed, 
the  compressed  air  should  itself  be  sup- 
plied as  dry  as  possible.  To  cool  the  air 
before  delivering  it  into  the  tunnel  is  of 
little  use,  because  its  cooling  effect  de- 
pends much  more  on  its  sudden  expan- 
sion ;  and  also  because,  however  cold  it 
may  have  been  at  the  tunnel  mouth,  by 
the  time  it  reaches  the  inner  end  of  a 
very  long  main,  the  air  is  found  to  have 
acquired  within  2°  to  3°  C.  or  4"*  to  6"*  F. 
as  high  a  temperature  as  the  surrounding 
atmosphere  in  the  tunnel.  As  a  means 
of  cooling  in  combination  with  other 
plans,  the  adoption  of  compressed  air 
points  to  the  use  of  compressing  appara- 
tus on  a  much  larger  scale  than  that  at 
either  Mont  Cenis  or  St.  Gothard.  A 
further  problem  will  be  to  devise  better 
methods  for  drying  the  air.  The  air  re- 
servoirs at  Mont  Cenis  and  St.  Gothard 
answered  the  purpose  to  a  certain  extent, 
and  were  supplemented  by  additional 
appliances  at  St.  Gothard.  For  com- 
pletely drying  the  air,  Professor  Dubois- 
Reymond's  suggestion  to  employ  quick- 
lime might  be  adopted;  and  the  author 
points  out  that  this  mode  of  drying 
would  be  more  efficaciously  applied  to 
the  compressed  air  before  its  delivery 
into  the  tunnel,  than  by  conveying  the 
lime  itself  to  the  working  places.  The 
cooling  mixture  of  ice  and  salt  should, 
however,  be  conveyed  in  the  spoil- wagons 
to  the  working  places,  and  there  dis- 
charged on  the  off  side;  as  it  gradually 
melted  away,  the  water  would  run  off, 
but  without  imparting  so  much  moisture 
to  the  air  as  if  there  were  no  salt  mixed 
with  it.  The  combination  of  these  two 
plans  appears  to  the  author  to  offer  the 
best  means  of  enabling  tunnels  to  be 
driven  at  high  temperatures. 

Workmen  and  /Shifts. — Italians,  used 
to  a  warm  climate,  and  taking  to  mining 


with  skill  and  perseverance,  form  as  val- 
uable a  class  of  workmen  for  European 
tunnels  as  the  Indians  of  Mexico  or  South 
America  for  tunneling  operations  in 
those  countries.  Under  such  circum- 
stances as  obtained  in  the  St.  Gothard 
tunnel,  the  author  considers  that,  having 
regard  both  to  economy  and  to  health, 
the  average  duration  of  shift  should  not 
exceed  eight  hours.  Two  hours  must  be 
allowed  for  walking  in  to  the  working 
places,  when  at  a  distance  of  4  to  4^ 
miles  in  from  the  mouth  ;  then  some  rest 
is  needed  before  commencing  work  ;  and 
two  to  three  hours'  work  is  all  that  can 
be  managed  before  starting  on  the  two 
hours'  return  journey,  which  should  also 
be  made  leisurely  on  foot.  The  men  at 
the  boring  machines,  and  those  clearing 
away  spoil  just  behind,  having  the  coolest 
and  driest  air,  often  remained  fourteen 
hours  in  the  St.  Gothard  tunnel.  The 
men  should  strip  themselves  of  clothing 
as  far  as  possible,  so  long  as  the  air  tem- 
perature is  lower  than  that  of  the  body ; 
if  ever  tunneling  came  to  be  done  at  a 
higher  temperature,  it  would  of  course 
be  desirable  to  work  with  clothes  on. 
Wherever  artificial  cooling  of  the  air  is 
required,  the  working  places  should  also 
be  followed  up  closely  by  suitable  refuges 
or  chambers,  fresh  and  well  ventilated, 
and  even  filled  with  dry  air  at  a  slight 
excess  of  pressure,  where  any  one  over- 
come with  exhaustion  can  be  promptly 
restored,  and  where  the  men  can  dry  and 
change  before  leaving  work.  Cooling 
beverages  are  recommended,  for  avoiding 
the  danger  of  drinking  too  much  cold 
water  while  at  work. 

In  conclusion  the  author  points  out 
that,  from  the  nature  of  the  work  in  long 
tunnels  under  high  mountains  and  through 
hot  rock,  the  question  of  cost,  and  even 
of  time,  may  often  become  a  considera- 
tion of  secondary  importance. 

Height  op  Waves. — From  the  result 
of  ten  thousand  observations,  it  appears 
that  the  cubes  of  the  heights  are  propor- 
tional to  the  squares  of  the  velocities  of 
the  winds.  A  wave  of  2.20  meters  in 
height  corresponds,  according  to  the 
author,  with  a  wind  of  5  meters  per 
second  velocity;  and  as  the  relation 
(2.20n^)"=a;(5)*,  .-.  aj= 0.426,  and  conse- 
quently (2  H)"=0.426  v\  Hence  2  H, 
the  total  height  of  the  wave, =0.76  v*t 
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The  maintenauce  of  refractory  linings 
in  Bessemer  converters,  in  such  a  way  as 
to  promote  regular  and  maximum  pro- 
duction, has  been  the  subject  of  more 
experimenting  than  any  other  feature  of 
the  Bessemer  system,  and  it  is  still  the 
least  perfect  and  satisfactory  feature,  ex- 
cepting perhaps  the  casting  of  steel. 
Linings  are  not  only  eroded  by  the  me- 
chanical action  of  the  charge,  but  they 
are  chemically  decomposed  by  its  various 
slags.  The  silica  linings  usually  employed 
have,  indeed,  been  so  improved,  that  an 
average  of  say  60  charges  per  24  hours 
can  be  got  out  of  a  pair  of  converters, 
and  the  shifting  of  interchangeable  con- 
verter bottoms  (containing  the  tuyeres) 
is  so  rapid  that  it  does  not  delay  produc- 
tion ;  but  the  repairing  of  the  fixed  lining 
just  above  the  tuyeres,  where  both  me- 
chanical and  chemical  action  are  most 
severe,  is  frequently  the  cause  of  delay, 
and  the  operation  rapidly  performed  be- 
tween heats  is  tedious  and  costly.  The 
accumulations  of  slag  on  other  parts  of 
the  lining  must  also  be  quarried  out,  else 
the  converter  will  become  too  small  for 
the  charge. 

These  are  the  conditions  of  maintaining 
silica  linings;  but  the  difficulties  are  in- 
creased, probably  about  threefold*,  when 
the  linings  are  made  of  lime,  for  the  basic 
process.  The  basic  process  consists  in 
removing  phosphorus  from  the  iron  un- 
der treatment,  by  retaining  the  phos- 
j>horus  oxidized  by  the  blast,  in  a  basic 
slag  formed  of  say  20  per  cent,  of  lime 
added  to  the  charge.  An  acid  (silica) 
lining  would  vitiate  the  basic  slag,  and 
would  also  be  rapidly  destroyed  by  it. 
Lime  containing  some  magnesia,  and 
produced  by  burning  magnesian  limestone 
(dolomite),  is  at  present  the  only  basic 
material  succetssfuUy  used  for  converter 
linings.  It  is  usually  made  into  bricks, 
which  are  hard-burned  and  built  up  with 
mortar  of  siihilar  material  to  form  the 
lining. 


Basic  bottoms  and  tuyeres  stand  ten 
to  fifteen  charges,  nearly  equaling  acid 
bottoms,  and  they  may  be  readily  changed; 
but  basic  linings,  near  the  tuyeres,  and 
also  in  other  parts  where  abrasion  is 
severe,  wear  rapidly  and  must  be  fre- 
quently repaired  by  cooling  the  convert- 
er and  inserting  new  bricks,  or  patching 
in  some  suitable  manner.  The  converter 
is  thus  put  out  of  use  for  at  least  twenty- 
four  hours — a  very  serious  delay  to  pro- 
duction. From  a  wide  observation  the 
author  feels  safe  in  saying  that  a  basic 
lining  is  rarely  run  above  00  charges 
without  extensive  repairs,  and  in  some 
works  repairs  are  made  every  time  a  bot- 
tom is  set.  With  some  irons  there  is  also 
an  accumulation  of  slag  around  the 
mouth  of  the  converter;  its  removal 
sometimes  also  causes  delay. 

The  output  of  a  pair  of  converters  in 
Europe  averages  about  half  that  of  a  pair 
of  converters  of  the  same  size  in  the 
United  States,  and  is  often  less  than  half. 
The  limited  endurance  of  basic  linings  in 
Europe  is  therefore  a  less  conspicuous 
defect  than  it  is  here,  where  one  con- 
verter must  make  25  or  30  charges  in  24 
hours,  80  that  the  repairs  of  basic  linings, 
as  at  present  conducted,  would  keep  an 
American  plant  idle  about  half  the  time. 
This  delay  is  really  as  important  in  Eu- 
rope as  it  is  here;  the  greater  the  output 
from  a  given  plant,  the  cheaper  the  pro- 
duct.* In  order,  therefore,  that  the  basic 
process  may  come  !nto  extensive  use, 
basic  linings  must  be  so  maintained  that 
their  output  will  nearly  equal  that  of  acid 
linings. 

There  are  two  reasonable  conditions 
of  improvement;  the  one  is  to  prolong 
the  endurance  of  basic  materials,  so  that 
their  repairs  can  be  made  with  little  de- 

*  The  statement  sometimea  made  in  Eneland  that  the 
rapid  prodactiOD  in  America  impairs  onalTtT  oi  prodnct, 
is  out  a  cover  for  inadequate  plant.  Steel  is  obvionslr 
no  better  becaose  five  honrs  instead  of  one  are  consnmed 
in  setting  a  vessel  bottom,  or  because  it  mav  take  twice 
as  long  in  an  Rngllsh  works  to  handle  materials  and  pio- 
dnct. 
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lay,  while  the  converter  is  in  position  for 
use.  There  seems  to  be  little  or  no  pro- 
gress, or  probability  of  immediate  pro- 
gress in  this  direction.  The  other  is  the 
rapid  and  complete  removal  of  a  worn 
lining  and  the  replacement  of  a  repaired 
one.  A  third  system,  seriously  proposed, 
is  to  double  or  treble  the  entire  convert- 
ing plant.  The  only  practicable  way  to 
replace  a  refractory  lining  (which  cannot 
be  handled  by  itself)  is  to  replace  the 
vessel  which  contains  it.  The  worn  por- 
tions of  the  lining  may  thus  be  repaired 
at  leisure,  in  another  part  of  the  works, 
rather  than  in  position  for  use,  where  re- 
pairs would  retard  output. 

An  obvious  way  to  replace  an  entire 
converter  lining  is  to  replace  the  entire 
converter.     This  system  is  already  under 
construction  in  Europe.     The  method  is 
also  obvious — lifting  the  converter  bodily 
out  of  its  pillow-blocks,  and  conveying  it 
to  the  repair  shed  by  means  of  an  over- 
head  traveler;  then   setting  a  repaired 
converter  in  place  by  the  same  means. 
Such  a  plant  is  doubtless  cheaper  than  a 
duplicate  plant,  and  its  output  should  be 
materially  greater  than  that  of  fixed  con- 
verters.    But  the  operation  of  changing 
an   entire   converter  must  be  slow  and 
tedious.     When  the  arrangement  is  such 
that  pillow-block  caps  are  required,  these 
must  be  loosened  by  unscrewing  heavy 
nuts;  then  they  must  be  made  fast  to  the 
crane  chain,   lifted,  traversed,  and   set 
down.     The  blast  pipe  connection  must 
be  broken,  and  possibly  some  platforms 
must  be  removed.     Then  the  traveler  is 
placed  exactly  centrally  over  the  convert- 
er, ponderous  chains  are  made  fast,  the 
mass  is  raised  high  enough  to  clear  sur- 
rounding parts,  and  drawn  laterally  to 
the  repair  shed;  then  the   converter   is 
placed  centrally  over  its  seat  and  lowered 
and  steadied  (as  it  swings  from  a  chain) 
into  its  pillow-blocks.   The  repaired  con- 
verter is  raised,  traversed,  and   set  in 
place  by  repeating  all  these  operations; 
the  blast  connexion  is  then  made,  and 
the  pillow-block  caps  are  lifted,  traversed, 
steadied  into  place,  and  screwed  down. 
If  the  converter  is  removed  in  sections, 
transferring  each  section  and  making  the 
refractory  joints  will  occupy  much  more 
time.    The  chimneys  and  the  openings 
in  the  side  of  the  building  must  be  high 
enough  to  make  passage  not  only  for  the 
traveler  but  for  the  converter  when  lifted 


out  of  its  seat,  and  for  the  chains  that 
sustain  it.  A  traveler  of  the  required 
power,  height,  and  length  is  obviously  a 
ponderous  and  costly  structure,  and  in 
work  with  reasonable  speed  it  must  have 
independent  steam  power — the  hydraulic 
system  of  the  works  cannot  well  reach 
it. 

The  method  of  replacing  the  lining 
proposed  by  the  author  and  shown  in  the 
engravings  is  removing  only  the  shell  of 
the  converter,  lowering  it  out  of  the 
trunnion  ring  easily  and  rapidly,  by 
means  of  a  simple  lift  and  car,  and  re- 
placing a  repaired  shell  by  the  same 
means.  No  pillow-block  caps,  blast  con- 
nexions, nor  other  surrounding  parts  are 
touched ;  a  dozen  cotters  are  knocked  out, 
the  shell  is  lowered  and  run  straight 
back  to  the  repair  shed,  the  new  shell  is 
run  in,  lifted,  and  cottered  on;  this  is  all, 
The  machinery  and  transference  are  on  the 
general  level,  and  not  40  ft.  or  more  up  in 
the  air.  The  car  may  be  moved  by  a  small 
reversing  engine  or  by  a  hydraulic  cap- 
stan, by  means  of  a  wire  rope  and  sheaves 
suitably  arranged.  The  car  runs  against 
a  stop,  and  the  lift  is  perfectly  vertical, 
so  that  the  shell  may  be  put  in  place  by 
two  rapid  motions  without  the  delay  of 
adjustment. 

The  lining  may  be  heated  before  the 
shell  is  put  in  place,  and  bottoms  (and 
tuyeres)  may  be  separately  removed,  as 
at  present,  or  they  may  be  taken  away 
with  the  shell  and  repaired  without  re-* 
moval  from  it.  In  the  latter  case,  the 
shell  must  be  placed  in  trunnions,  in  the 
repair  shed,  so  that  the  bottom  may  be 
turned  downward  for  repairs.  But  if 
the  bottom  is  first  removed,  the  shell 
need  not  be  placed  in  trunnions  in  the 
repair  shed;  the  shell  will  stand  mouth 
downward  on  the  car,  a  position  most 
favorable  for  repairing  both  the  mouth 
and  the  lining  about  the  tuyeres,  which 
are  the  two  places  chiefly  needing  repairs. 
This  is  doubtless  the  better  plan,  and  it 
saves  the  cost  of  supplementary  trunnion 
rings  and  turning  gear.  The  diagrams 
show  the  converter  hung  so  high  above 
the  general  level  that  the  bottom  and 
tuyere  box  can  be  hauled  out,  with  the 
shell,  under  the  trunnion  ring.  In  case 
the  bottom  is  previously  removed,  the 
converter  may  be  hung  some  3  ft.  lower. 
It  has  been  remarked  that  in  American 
works  converter  bottoms  are  changed  so 
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rapidly  that  one  is  always  ready,  even 
when  tuyeres  stand  but  eight  or  ten  op- 
erations. Changing  converter  shells  is 
much  more  rapid  than  changing  bottoms. 
The  several  operations  of  removal  and 
transportation  are  the  same,  but  the  con- 
verter lining  must  be  trimmed  out  to  re- 
ceive the  new  bottom,  and  a  refractory 
joint  must  be  made.  The  new  shell  has 
merely  to  be  cottered  on. 

The  comparative  cheapness  of  appara- 
tus to  change  the  shell,  instead  of  the 
entire  converter,  is  obvious.  The  two 
hydraalio  lifts  for  removing  the  bottoms 
are  made  heavier,  and  there  are  several 
cars  of  simple  construction ;  this  is  the 
entire  extra  apparatus.  The  increased 
cost  of  the  converters  is  not  important. 
In  the  other  case  the  traveler,  with  its 
engine  and  the  standards  and  turning 
gear  in  the  repair  shed,  and  the  trunnion 
rings  and  pinions  (the  chief  cost  of  the 
converters)  for  each  spare  shell  approach 
in  expense  that  of  a  duplicate  plant  com- 
plete. 

But  one  objection  has  been  raised,  as 
far  as  the  author  is  aware,  to  the  plan 
proposed,  and  that  is  the  possibility  of 
damage  to  the  lift  under  the  converter, 
in  case  the  charge  should  burn  through 
and  fall  upon  it.  To  avoid  such  damage, 
the  lift  table  may  be  sunk  several  inches 
below  the  pit  level  and  covered  with 
sand.  It  may  be  remarked  that  lifts  un- 
der converters  are  used  in  nearly  all  the 
American  works  with  satisfactory  results. 

The  engravings  illustrate  the  construc- 
tion and  arrangement  so  fully  that  little 
explanation  is  required.  The  trunnion 
ring  is  of  cast  iron  with  an  inch  wrought 
iron  lining ;  or  it  may  better  be  a  steel 
casting,  which  will  not  require  a  lin- 
ing. There  is  a  2-inch  annular  space 
between  the  trunnion  ring  and  the  con- 
verter shell,  and  the  shell  is  prevented 
from  shifting  laterally  by  means  of  the 
wedges.  The  car  is  raised  by  the  lift  to 
receive  the  shell ;  or  the  shell  may  be 
lowered  by  means  of  a  fork  on  the  lift 
passing:  through  the  car. 

This  construction  of  converters  has  led 
the  way  to  a  general  improvement  in  the 
design  of  the  plant.  The  shells  and  bot- 
toms may  be  run  out  laterally  into  the 
converting  house,  but  the  space  here  is 
insufficient  for  convenient  repairs,  and 
the  shells  for  one  converter  could  not  be 
well  got  to  the  other.     In   order  that 


there  may  be  one  common  place  for  re- 
pairs, and  ample  room  both  for  spare 
shells  and  spare  bottoms,  they  must  be 
run  out  in  rear  of  the  converters.  If 
blast  furnace  metal  is  brought  directly 
to  the  converters,  this  rear  space  is  not 
otherwise  wanted  ;  but  if  cupolas  are 
placed  there,  as  is  usually  the  case,  they 
must  be  so  arranged  that  the  shells  can 
pass  out  under  them. 

But  the  cupolas  (excepting  the  spiegel 
cupolas)  may  best  be  placed  elsewhere ; 
if  there  are  blast  furnaces,  the  cupolas 
may  be  so  arranged  near  them,  as  to 
utilize  the  same  system  of  transportation, 
hoisting,  blowing,  and  hot  blast.  There 
should  be  plenty  of  spare  gas  from  good 
furnaces  to  heat  cupola  blast.  These  are 
very  important  considerations,  regarding 
both  cost  of  plant  and  economy  of  work- 
ing. And  judging  from  the  experience 
at  many  works,  the  disadvantages  of 
hauling  fluid  iron  some  thousands  of  feet 
in  a  railway  ladle,  are  less  than  those  due 
to  crowding  the  melting  department 
and  its  stock  yard  and  appurtenances, 
close  behind  the  converters.  Fluid  iron 
is  hauled  from  one  to  two  miles  *  without 
chilling  :  it  need  usually  be  hauled  but  a 
few  hundred  feet ;  and  the  cost  of  the 
transporting  plant  and  service  should  be 
about  the  same  for  the  two  systems. 
There  are  two  important  advantages  in 
the  arrangement. 

1.  Placing  only  the  spiegel  cupolas, 
instead  of  the  entire  melting  department, 
close  behind  the  converting  house,  leaves 
its  rear  comparatively  open  to  free  ven- 
tilation, thus  cooling  not  only  the  space 
around  the  converters,  but  also  the  cast- 
ing pit. 

2.  This  arrangement  provides  ample 
room  for  the  convenient  removal  of  slag, 
which  in  the  basic  process  is  very  volumi- 
nous ;  one  long  dumping  car  placed  un- 
der both  the  converter  and  the  ladle 
catches  it  all,  and  as  the  bottom  of  the 
pit  is  on  the  general  level,  the  slag  is 
neither  handled  nor  lifted — the  car  is 
simply  hauled  out  by  the  yard  locomotive 
and  dumped.  Experts  well  know  the 
cost  and  inconvenience  of  breaking  up 
and  quenching  slag  in  the  pit,  and  of  lift- 
ing it  out  of  the  pit  and  then  loading  and 
removing  it. 

Iron  may  be  got  to  the  converters  in 


*  At  the  Barrow  Works  it  is  hauled  two  miles,  at  Bbbw 
Vale  some  five  miles. 
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a  ladle  by  various  means.  It  may  be 
haaled  on  the  general  level,  to  one  or 
more  hoists,  and  run  into  short  spouts  or 
directly  into  the  converter  mouths,  or  it 
may  be  drawn  up  a  gradual  incline,  or 
lifted  by  a  hoist  to  an  elevated  railway 
near  the  converters,  and  thence  tipped  or 
tapped  into  them  directly  or  through 
spouts.  The  short  elevated  railway  has 
one  conspicuous  advantage — it  is  out  of 
the  way  of  all  other  apparatus  and  oper- 
ations; it  does  not  cross  railways,  nor 
interfere  with  any  transportation  on  the 
general  level.  This  is  an  important  fea- 
ture when  a  charge  is  made  every  20  to 
30  minutes.  The  ladle  may  be  run  to 
the  converter  mouth  *  by  various  means, 
so  as  to  tip  directly  into  it,  but  the  appli- 
cation of  power  to  the  transportation  is 
awkward  and  difficult,  so  that  there  is 
more  or  less  delay.  The  ladle  is  drawn 
by  a  locomotive  to  short,  steep  spouts 
leading  to  the  converters ;  there  is  no 
lateral  nor  hand  movement,  and  hence 
no  delay.  A  spout  leads  to  each  con- 
verter, chiefly  for  the  purpose  of  leaving 
the  space  between  the  converters  (where 
the  common  spout  is  usually  placed)  quite 
free  for  the  spiegel  ladle. 

The  spiegel  cupolas  and  their  appur- 
tenances occupy  so  little  room  that  they 
are  placed,  without  interference  with 
other  apparatus,  very  near  and  above  the 
converters.  A  railway  ladle  receives  the 
spiegel  from  either  cupola  and  tips  it  di- 
rectly into  the  converter  quickly,  and 
hence  completely,  by  a  short  run  and 
without  hoisting  or  lateral  movement. 
It  may  be  weighed  in  transit  if  desired. 
The  wide  platform  between  the  convert- 
ers is  at ,  other  times  free  for  bringing 
lime,  scrap,  or  other  materials  to  the  con- 
verter mouths,  and  these  materials  are 
oonveniently  raised  by  the  cupola  hoist. 

The  floor  of  the  converting  house  is 
raised  a  few  feet,  so  that  the  pit  bottom 
may  be  on  the  general  level,  for  the  con- 
venient removal  of  slag,  as  before  ex- 
plained. The  ground  outside  of  the  con- 
verting house  slopes  gradually  to  the 
general  level;  this  facilitates  the  removal 
of  products,  and  also  the  drainage. 

The  plant  for  repairing  shells  consists 
of  two  turntables,  some  short  railways, 
and  a  shed,  also  some  platforms,  and  a 
lift  for  materials.  If  bottoms  are  to  be  re- 
moved with  the  shells,  there  must  also  be 

*  As  at  the  works  of  Bolckow,  Vanghan  A  Co» 


mounted  trunnion  rings  and  turning  gear^ 
also  a  crane,  in  the  shed ;  but,  as  before 
explained,  this  seems  unnecessary.  Room 
is  shown  for  repairing  four  shells  at  a 
time,  but  the  railways  may  be  lengthened 
to  accommodate  more.  The  plant  for 
repairing  bottoms  consists  of  short  rail- 
ways and  turn-tables,  a  space  for  ram- 
ming bottoms  under  a  shed,  and  the 
necessary  ovens  for  drying  them;  also  a 
crane  which  sets  the  bottoms  directly  on 
the  oven  cars.  If  tuyeres  of  ordinary  size 
are  used,  fewer  ovens  are  required;  if  the 
bottom  is  all  one  tuyere,  rammed  around 
rods,  it  must  be  burned  for  two  or  three 
days,  so  that  more  and  hotter  ovens  are 
necessary.  The  repairing  department 
may  obviously  be  arranged  in  other  waya^ 
to  suit  special  cases. 

The  average  output  of  the  American 
plant,  having  two  6-ton  to  7-ton  silica- 
lined  converters  in  one  pit,  is  100,000 
tons  of  ingots  per  year.  It  will  doubtless 
appear  that  the  plant  under  consideration 
should  produce  more  with  basic  linings^ 
because  it  has  l(»ton  converters,  and 
means  of  keeping  one  of  them  in  constant 
repair,  so  that  the  converting  operations 
may  fellow  one  another  without  inter- 
ruption. 

Recapitulation. — 1.  The  endurance  of 
basic  linings  is  so  small  that  the  ordinary 
system  of  repairs  would  reduce  the  out- 
put of  an  American  plant  about  one-half. 

2.  The  only  adequate  system  of  repairs^ 
with  existing  basic  refractory  materials^ 
is  to  remove  and  replace  linings  bodily 
by  removing  and  replacing  the  vessela 
containing  them. 

3.  Changing  converters,  trunnions  and 
all,  requires  very  costly  apparatus,  and 
much  labor  and  time  in  disconnecting 
parts,  and  in  making  the  transference. 

4.  Changing  only  the  shells  of  con- 
verters (leaving  the  trunnions  and  their 
connexions  undisturbed)  requires  only 
cheap  and  simple  apparatus;  and  the 
operation  may  be  performed  so  quickly 
that  basic  linings  will  give  the  maximum 
output  of  acid  linings. 

5.  Leaving  the  building  open  in  rear 
of  the  converters,  instead  of  placing  the 
melting  department  there,  gives  good 
ventilation  and  ample  space  K>r  bottoms 
and  shells  to  be  run  out  for  repairs,  and 
for  slag  to  be  removed  from  the  pit. 
The  cupolas  (excepting  the  spiegel  cupo- 
las) may  be  placed  elsewhere,  especially 
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by  adjacent  blast  furnaces  :  and  melted 
metal  may  be  transported  thousands  of 
feet  without  difficulty. 

6.  Placing  the  pit  bottom  on  the  gen- 
eral level  allows  slas  to  be  hauled  away 
directly,  without  rehandling  or  lifting. 
The  elevation  of  the  converting  house 
floor,  thus  produced,  facilitates  the  re- 
moval of  products. 

7.  The  metal  ladles  are  brought  in  be- 
hind and  above  the  converters,  and  dis- 
charged by  spouts,  in  order  to  avoid  the 
delay  of  getting  them  to  the  converter 
mouths  ;  and  two  spouts  are  used,  so  as 


to  leave  the  space  between  the  converters 
open  for  a  short  run  of  the  spiegel  ladle, 
and  of  lime  and  other  solid  materials  to 
be  charged. 

8.  The  spiegel  cupolas  are  placed  near 
and  above  the  converters,  so  that  the 
metal  may  be  run  in  quickly  and  com- 
pletely, without  vertical  or  lateral  move- 
ment, by  means  of  a  ladle  car. 

9.  The  repairing  plant  is  conveniently 
placed  in  rear  of  the  converting  house, 
but  it  may  obviously  be  modiiied  in 
extent  and  position  to  suit  local  circum- 
stances. 


EXPERIENCES  WITH  ASPHALT. 

From   Selected   Papers   of   the   InBtMntion   of   CivU   Bngineen.* 

n. 


With  reference  to  the  objection  to 
asphalt,  on  the  ground  of  slipperiness, 
the  remedy  was  to  be  found  in  good 
scavenging.  Mr.  Delano  had  received  a 
letter  from  the  manager  of  the  omnibus 
company  in  Paris  (a  company  possess- 
ing twelve  thousand  horses  and  a  large 
number  of  vehicles)  recommending  the 
Charlier  system  of  shoeing,  which  was 
well  known  in  England  amongst  veteri- 
nary surgeons  and  road  makers.  If 
asphalt  could  be  employed  in  the  courts 
and  narrow  roadways  of  large  cities, 
where  so  many  poor  children  were 
poisoned  by  the  vitiated  air  and  filth, 
he  believed  the  result  would  be  very 
advantageous.  He  hoped  that  analyses 
would  be  made  of  the  air  over  asphalt 
roadways  as  compared  with  roadways 
laid  with  sets.  The  scavenging  in  Lon- 
don was  very  bad,  and  a  person  coming 
to  the  metropolis,  after  an  absence  of 
some  years,  could  not  help  noticing  it. 
He  was  surprised  to  see  the  roadway  in 
front  of  Buckingham  Palace  in  a  vile 
condition.  Of  course,  as  asphalt  was 
impermeable,  it  had  to  be  cleansed,  there 
being  no  deodorizing  principle  in  it,  as 
partially  existed  in  macadam,  before 
saturation.  It  would  be  observed  that 
no  remarks  had  been  made  as  to  the 
comparative  cost  of  asphalt  and  maca- 
dam.    In  Paris  it  was  rather  difficult  to 


,  *  Abstract  of  the  Disoiusion  following  a  Paper  on 

,^«phalt,  by  Mr.  Delano,  pnWi^  ^  '    ^      • 
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get  the  information,  but  he  had  ascer- 
tained that  the  cost  price  of  macadam, 
including  steam  rolling,  was  6  francs  30 
centimes  per  square  meter.  The  main- 
tenance, nowever,  of  a  macadamized 
road  might  reach  the  enormous  sum  of 
17  francs  per  square  meter  per  annum; 
that  was  the  case  in  such  places  as  the 
Champs  Elys^es  and  the  Rue  Royale, 
where  there  was  a  heavy  traffic.  But 
the  cost  of  macadam  did  not  end  there; 
it  formed  banks  in  the  river,  and  at 
present  steam  dredging  was  employed  to 
remove  the  banks  of  sand  in  front  of  the 
drains  in  Paris.  He  had  a  report  by  M. 
Vauthier,  civil  engineer,  and  a  member 
of  the  Municipal  Council  of  Paris,  from 
which  it  appeared  that  the  maximum 
cost  of  granite  was  22  francs  per  square 
meter.  The  mean  cost  of  the  Paris 
roadways,  extending  over  6,000,000 
square  meters,  was  17  francs,  the  mean 
cost  of  their  maintenance  being  1  franc, 
not  including  scavenging  nor  interest 
upon  outlay  in  anv  case.  In  narrow, 
crowded  thoroughfares,  the  cost  of 
maintenance  was,  he  believed,  3^  or  4 
francs.  The  chairman  of  the  Paris  Cab 
Company  stated  that  the  traction  on 
asphalt  was  much  less  than  on  any  other 
system  of  roadway.  The  manager  of 
the  Omnibus  Company  corroborated  this  • 
opinion,  and  considered  that  the  wear 
and  tear  of  carriages,  horses,  harness, 
<fec.,  was  much  less  on  asphalt  roads 
than  on  any  other.     With  regard  to  the 
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Seyssel  and  Val  de  Travers  mines,  of 
which  drawings  had  been  sent,  he  might 
mention  that  they  contained  marine 
shells  and  shark's  teeth,  as  well  as  fresh 
water  shells. 

Mr.  E.  B.  Ellicb-Clark  had,  a  short 
time  ago,  taken  a  good  deal  of  trouble 
to  ascertain  the  cost  of  different  kinds  of 


paving.  He  had  taken  Mr.  Deacon's 
figures  for  the  wood  paving  in  Liver- 
pool, believing  that  they  were  the  only 
reliable  figures  ever  published,  and  re- 
duced them  with  the  other  calcnlations 
to  the  standard  of  100,000  tons  per 
annum  per  yard  of  width,  with  the 
result  shown  in  the  following  table: 


Original 

cost  per 

square 

yard. 

Annual  Outlay. 

In- 
terest. 

Sinking 

Fund 

8  per  cent. 

compound 

interest. 

Main, 
tenance. 

Scav- 
enging. 

GraveL 

Total. 

Wood  pavement 

s.    d. 
15    1.5 
18    0.0 

17    9.0 
4    9.0 

d. 

7.5 

9.7 

9.6 
2.1 

d. 
10.1 

0.5 

s.   d. 
0    1.0 
0    8.6 

0    1.8 
8    6.0 

8.   d, 
0    2.7 
0    0.4 

0  2.5 

1  0.0 

d, 
5.0 

f .   d. 
2    2.8 

Val  de  Travers  compressed  asphalt 

Granite  sets,  7  inches  x  3  inches 

laid  over  a  layer  of  12  inches 

of  cement  concrete 

Macadam  m  South  of  England. . 

1    1.7 

1    1.9 

4    8.1 

Those  figures  showed  that  if  the  con- 
tract entered  into  by  the  Val  de  Travers 
Company  in  London  could  be  main- 
tained, their  asphalt  was  cheaper  even 
than  granite  sets.  There  could  be  little 
question  as  to  the  many  advantages  pos- 
sessed by  asphalt  over  almost  all  other 
materials  for  road  paving.  According 
to  his  experience,  compressed  asphalt 
was  the  best  for  roadways.  In  the  City 
of  London,  he  believed,  thirteen  or  four- 
teen kinds  of  asphalt  had  been  tried 
within  the  last  nine  or  ten  years,  and 
only  three  of  them  remained  at  present 
in  streets  with  heavy  traffic.  It  was 
hardly  necessary  for  English  engineers 
to  go  thoroughly  into  the  chemical  part 
of  the  question,  because  all  that  inform- 
ation had  been  reduced  to  practice  by 
the  actual  wear  and  tear  in  the  City  of 
London.  There  were  some  curious  anom- 
alies in  the  behavior  of  compressed 
asphalt  to  which  he  desired  to  refer. 
He  had  recently  laid  a  footpath  with 
that  material,  f  inch  thick.  In  a  short 
time  a  large  number  of  cracks  appeared, 
but  the  path  had  stood  the  effects  of  the 
last  two  very  severe  winters;  and,  al- 
though the  cracks  were  unsightly,  they 
did  not  appear  to  have  injured  the 
asphalt  in  the  least.  He  believed  the 
cracks  were  due,  primarily,  to  the  use  of 
a  cement  not  sufiicientlv  purged;  the 
concrete  expanded  in  various  directions, 
and  the  asphalt  followed  it,  not  being 


sufficiently  elastic  to  extend  over  the 
fissures  without  rupture.  Another  peculi- 
arity was  that  in  humid  weather  there 
was  a  greater  accumulation  of  dirt  on 
the  C/Ompressed  asphalt  than  on  the 
mastic.  Perhaps  the  author  could 
state,  from  his  experience  in  Paris,  the 
reason  for  that  peculiarity.  No  particu- 
lars had  been  given  as  to  the  amount  of 
mud  in  the  streets.  Mr.  Ell  ice-Clark  had 
compiled  the  following  table  with  refer- 
ence to  that  point: 


Material. 


Load  of  mud 
for  area. 


Traffic  per  an- 
num per  yard 
of  width. 


Superficial  yards 

Macadam 844 

Granite  sets...'  500 

Wood I  1,666 

Asphalt 4,000 


Tons. 
25,000 
50,000 
25,000 
500,000 


So  that,  as  dirt  meant  mud  in  wet 
weather  and  dust  in  dry  weather,  as- 
phalt was  unquestionably  a  most  econ- 
omical paving.  One  of  the  greatest 
advantages  possessed  by  asphalt  for 
street  paving  was  the  facility  with 
which  repairs  could  be  executed. 

Cheapside  had  been  laid  with  asphalt 
in  December  1870,  and  the  roadway  bad 
never  been  blocked  a  single  day  for  re- 
pairs. This  alone  was  an  advantage  to 
a  city  with  great  street  traffic,  which 
could  not  be  said  of  any  other  kind  of 
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pavement.  It  would  be  hardly  possible 
to  overrate  the  importance  of  having 
streets  permanently  open  for  traffic. 
Again  the  rapidity  with  which  it  was 
originally  laid,  compared  favorably  with 
other  materials.  In  Paris,  he  believed, 
a  given  area  of  each  road  had  to  be 
opened  in  eight  days ;  in  London,  four- 
teen days  had  been  found  ample  time  to 
take  up  the  old  stones  and  lay  asphalt 
and  concrete,  and  permit  traffic.  The 
author  had  suggested  the  use  of  asphalt 
concrete  costing  SOs.  per  cubic  yard; 
this  was  too  high  a  price,  because  a  bitu- 
minous concrete  composed  of  ballast, 
coal  tar,  and  creosote  oil,  could  be  laid 
for  2 Is.  per  cubic  yard,  6  inches  in  thick- 
ness. It  had  been  tried  in  Liverpool 
under  sets  with  manifest  success.  By 
using  a  concrete  of  this  kind  the  work 
of  laying  a  road  could  be  shortened  by 
the  difference  in  time  required  for  Port- 
land cement  concrete  to  set  and  that  re- 
quired for  bituminous  concrete,  which 
was  a  few  hours  only;  so  that  a  road  fit 
for  traffic  might  be  laid  in  London  in 
eight  days.  There  was  no  ^  reason  why 
this  kind  of  foundation  should  not  be 
equal  to  Portland  cement  concrete;  and 
it  was  well  worth  the  attention  of  muni- 
cipal engineers  and  asphalt  companies. 
With  regard  to  foothold  for  horses,  or 
rather  the  absence  of  it,  the  city  engi- 
neer had  demonstrated,  by  a  series  of  ob- 
servations of  an  exhaustive  nature,  that 
saphalt  occupied  a  position  between 
wood  and  granite,  in  the  order  named : 
and  the  popular  outcry  against  the  slip- 
peri  n  ess  of  asphalt  arose  from  the  greater 
number  of  horses  falling  at  one  time. 
He  was  strongly  of  opinion  that  the  au- 
thor was  correct  when  he  stated  that 
this  absence  of  foothold  was  due  to 
want  of  cleanliness.  The  city  corpora- 
tion had  recently  put  down  a  number  of 
hydrants  all  over  the  city  area.  If  these 
were  utilized  in  cleansing  asphalt,  the  falls 
of  horses  would  be  reduced  considerably 
The  author  had  made  no  allusion  to  the 
fact  that  during  the  past  few  years  the 
new  pavements  of  Paris  in  asphalt 
were  much  inferior  to  those  formerly 
laid.  It  had  been  asserted  that  this  was 
owing  to  the  use  of  the  Lobsann  asphalt, 
which  did  not  contain  sufficient  calcare- 
ous matter  in  the  natural  rock. 

Mr.  A.  SouTHAM  remarked  that  where 
it  was  desirable  to  lay  asphalt  on  car- 


riage ways,  there  could  be  no  doubt  that 
compressed  asphalt  was  the  best  for  that 
purpose.  He  had  paved  about  25,000 
yards  of  footway  in  the  parish  of  Clap- 
ham,  since  1872.  Various  small  speci- 
mens were  first  laid.  Then  about  1,000 
yards  of  Barnett's  asphalt,  1  inch  in 
thickness,  was  tried;  the  cost  was  4«.  6d, 
per  square  yard,  and  it  was  still  in  ex- 
istence, and  might  be  considered  a  fair 
path.  It  was  afterwards  thought  desir- 
able to  make  the  best  footpath  that 
could  be  obtained  in  asphalt,  and,  after 
considerable  investigation,  the  Val  de 
Travers  compressed  asphalt  was  selected, 
and  more  than  20,000  superficial  yards 
of  that  material  had  been  laid.  A  great 
object  was  to  secure  uniformity  of  pav- 
ing throughout  the  district,  also  facility 
in  executing  repairs.  It  was  somewhat 
unfortunate  that  transverse  cracks  had 
appeared  about  every  6  or  8  yards. 
They  made  their  appearance  from  about 
three  weeks  to  twelve  months  after  the 
path  was  laid.  Some  of  the  cracks  were 
cut  out,  when  it  was  found  that  corre- 
sponding^ cracks  existed  in  the  concrete 
below.  The  whole  piece  was  cut  out,  and 
new  concrete  put  down,  which  was  kept 
exposed  for  six  or  eight  days  to  harden. 
Then  a  thin  coating  of  mastic  asphalt 
was  laid  over  it,  previous  to  the  powder 
being  restored.  Similar  cracks,  how- 
ever, appeared  again  in  the  same  line, 
and  it  was  difficult  to  account  for  them. 
He  thought  to  some  extent  they  depend- 
ed upon  the  concrete.  Great  pains  were 
now  taken  with  it,  and  6  parts  of  ballast 
to  one  part  of  cement  had  been  substi- 
tuted for  8  parts  of  the  former  to  1  part 
of  the  latter,  clean  Thames  ballast 
being  used;  it  was  mixed  with  very 
little  water,  and  was  well  beaten  with 
shovels.  The  cement  had  been  tested, 
and  had  broken  at  a  pressure  of  450 
lbs.  to  the  square  inch  after  seven 
days,  during  six  of  which  it  was  laid  in 
water.  The  concrete  for  the  last  piece 
of  paving  was  kept  open  for  fourteen 
days,  so  that  it  was  dry  before  the  pow- 
der was  laid  upon  it;  the  footpath  was 
previously  rolled  and  consolidated;  and 
this  path  had  shown  very  few  cracks. 
He  was  inclined  to  think  that  compressed 
asphalt  was  scarcely  so  durable  as  had 
been  generally  supposed.  The  mastic 
asphalt  he  believed  was  somewhat  hard- 
er, though    it  was    objectionable   from 
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the  uncertainty  of  its  mixture,  from  the 
difficulty  of  making  the  repairs  to  match 
the  rest  of  th^  paving,  and  from  the  fur- 
naces for  melting  it  having  to  be  in  the 
street.  He  had  not  yet  decided  whether 
it  was  advisable  to  continue  the  use  of 
compressed  asphalt,  or  to  resort  to  the 
mastic.  He  was  surprised  at  the  im- 
mense area  of  footway  paving  laid  in 
Paris,  but  the  author  had  not  stated  of 
what  it  was  composed.  Mr.  Southam 
presumed  that  was  chiefly  mastic.  The 
Val  de  Travers  Company  had  assisted 
him  greatly  by  their  willingness  to  lay 
the  concrete  in  any  way  that  might  be 
desired,  and  to  keep  it  exposed  for  any 
length  of  time.  Their  manager  had 
suggested  that  lime  concrete  would  pre- 
vent the  cracking,  and  accordingly  one 
line  of  path  had  been  laid  with  it.  It 
was  not  a  success;  there  were  no  trans- 
verse cracks,  but  it  had  failed  from  the 
settlement  of  the  concrete,  which  was 
not  yet  hard,  and  had  cracked  longitudi- 
nally from  the  frost.  The  concrete  in 
this  instance  was  laid  from  fourteen  to 
eighteen  days  before  being  covered  with 
asphalt.  V  ery  few  cracks  had  appeared 
in  the  city  paths.  The  foundations  were, 
perhaps,  more  solid,  and  owing  to  the 
greater  traffic  brought  to  bear  upon  them, 
the  asphalt  was  more  compressed  and 
kept  in  its  place.  The  asphalt  in  Clap- 
bam  had  suffered  from  cracks  during  the 
late  severe  winter,  but  they  had  all  been 
longitudinal  instead  of  transverse,  and 
after  the  frost  they  had  closed  and  did 
not  look  so  bad.  In  this  district  the  use 
of  asphalt  would  probably  be  largely  ex- 
tended if  a  perfect  paving  could  be  laid. 
He  would  be  glad  to  know  which  was 
the  best  description  of  asphalt  to  use  for 
footway  paving. 

Mr.  H.  C.  Scott  observed  that,  as  a  di- 
rector of  the  Val  de  Travers  Asphalt 
Company,  he  might  be  permitted  to  re- 
fer to  their  experience  of  London  road- 
ways. The  question  of  cracks  upon  com- 
pressed asphalt  footways  was  one  that  he 
frankly  confessed  had  once  given  them 
some  concern ;  but  they  were  of  opinion 
that  the  fault  would  only  last  a  short 
time.  In  going  along  the  Cheapside 
pathway,  which  had  been  laid  between 
three  and  four  years,  he  had  not  observed 
any  cracks;  and  in  Moorgate  Street, 
where  it  had  been  laid  four  or  five  years, 
there  were  very  few.     He  had  not  dis- 


covered that  the  pavement  was  affected 
by  the  humidity  of  the  atmosphere  or 
by  rainy  weather.  They  sometimes 
found,  when  the  drying  process  had  set 
in,  that  there  was  a  little  streak  through 
the  footway,  but  in  a  day  or  two  it 
entirely  disappeared.  On  the  ground* 
of  economy,  noislessness,  and  cleanli- 
ness, after  the  many  pamphlets  that  had 
been  written  and  the  many  reports  pre- 
sented, there  could  be  no  doubt  as  to  the 
superiority  of  asphalt;  and  he  believed 
that  compressed  asphalt  for  roadways 
possessed  greater  advantages  than  any 
other  material.  The  roadway  in  Cheap- 
side  had  been  laid  ten  years,  and  it  was 
still  in  existence.  The  heaviest  traffic  in 
the  world  passed  over  it,  but  it  had 
never  been  interrupted  for  an  hour.  The 
repairs  were  done  early  in  the  morning, 
and  the  result  was  that  Cheapside  pos- 
sessed a  clean,  noiseless,  and  cheap  road- 
way, which,  as  he  knew  from  the  shop- 
keepers, was  regarded  as  an  enormous 
boon.  As  to  the  objection  on  the  grounds 
of  slipperiness,  that,  as  the  author  had 
explained,  was  a  question  of  eleansing^ 
and  not  a  question  of  asphalt.  If  engi- 
neers and  district  surveyors  would  im- 
press upon  the  Vestries  of  London  the 
importance  of  spending  more  money  in 
cleansing  the  roadways,  they  would  con- 
fer an  immense  benefit  upon  the  com- 
munity. The  condition  of  the  lanes, 
slums,  and  alleys  of  London  was  deplor- 
able. The  rejected  granite  sets  and 
York  flagging  from  the  richer  districts 
were  transported  to  those  localities^ 
where  the  children  of  the  poor  were 
congregated,  and  where  they  played 
about  all  day  in  puddles.  If  the  author- 
ities would  only  give  them  asphalt,  they 
would  be  doing  something  towards  mak- 
ing life  tolerable  to  many  who  now  re- 
garded it  as  little  better  than  a  burden. 

Mr.  W.  B.  Lewis  asked  if  any  one  ac- 
customed to  lay  asphalt  upon  concrete 
had  ever  tried  the  plan  of  laying  the 
concrete  in  slabs,  with  joints,  in  order  to 
prevent  cracks.  Engineers  who  had 
used  concrete  in  large  masses  were  aware 
that  the  difficulty  of  cracks  frequently 
occurred-  At  the  Victoria  docks,  in  one 
wall  1^  mile  long,  and  33  feet  or  34  feet 
high,  of  solid  concrete,  there  was  a  hair 
crack  through  it  at  about  every  14  feet. 
He  presumed  that  this  arose  from  the 
material  being  homogeneous,   and  that 
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there  must  be  expansion  and  contraction 
somewhere.  Possibly  the  cracks  in.  the 
asphalt  pavement  arose  from  the  concrete 
being  laid  in  one  continuous  mass. 

It  must  have  yielded  somewhere  to  at- 
mospheric influences,  and  consequentlv 
cracked.  If  it  were  laid  in  slabs,  with 
joints  ever  so  small  at  intervals,  possibly 
that  would  get  rid  of  cracks  in  the  as- 
phalt. 

Mr.  John  Knight  said  that  Portland 
cement  concrete  expanded  and  contracted 
according  to  the  weather,  while  asphalt, 
if  laid  in  a  mastic  state,  neither  ex- 
panded nor  contracted,  whether  i  inch 
or  ]  inch  in  thickness.  It  appeared  that 
the  asphalt  in  Brighton  had  not  cracked 
because  it  was  in  an  elastic  state,  while 
that  laid  in  Hove  in  a  compressed  state 
had  cracked.  The  reason  for  the  crack- 
ing was  that  it  was  not  of  sufficient 
thickness— only  f  inch;  and  the  same 
reason  applied  to  other  cases  that  had 
been  mentioned.  No  cracks  had  ap- 
peared in  Cheapside  or  in  Moorgate 
Street,  because  the  asphalt  had  been  laid 
of  sufficient  thickness — 1  inch.  Com- 
pressed asphalt  should  not  be  laid  less 
than  that  thickness,  otherwise  it  would 
crack  in  every  direction.  The  first  as- 
phalt of  the  Val  de  Travers  Company 
that  he  had  noticed  was  in  a  mastic  state. 
It  did  not  last  very  long;  it  was  not 
suitable  as  a  mastic  asphalt,  but  as  com- 
pressed asphalt  it  was  very  good.  When 
a  surveyor  saw  a  piece  of  York  stone, 
he  could  express  an  opinion  as  to  whether 
it  was  good  or  bad;  but  he  could  pass 
no  such  opinion  with  regard  to  asphalt, 
whether  in  a  mastic  state  or  compressed. 
The  goodness  of  the  material  was  only 
to  be  ascertained  by  its  durability.  The 
best  piece  of  asphalt  in  the  city  was  laid 
in  a  mastic  state  in  King  William  Street, 
eight  or  nine  years  ago,  and  it  still  ex- 
isted as  when  first  laid,  with  the  excep- 
tion of  a  few  repairs  for  gas  and  water 
purposes. 

Mr.  J.  FoGERTY  observed  that  he  had 
had  some  years'  experience,  both  as  an 
architect  and  as  an  engineer,  in  laying 

favements  and  in  the  use  of  asphalt  and 
^ortland  Cement  for  the  covering  of 
roofs  and  other  structures.  He  did  not 
believe  that  a  layer  of  f  inch  of  asphalt 
of  any  kind  was  sufficient,  especially  in 
footways.  The  chief  cause  of  cracks 
was,  he  thought,  to  be  found  in  the  con- 


crete, and  there  was  only  one  way  to  get 
rid  of  them — a  plan  that  he  adopted  ten 
years  ago — never  to  lay  more  than  nine 
feet  length  of  concrete  at  once,  bringing 
straight  joints  across  the  footpaths  by 
inserting  boards,  withdrawing  them 
when  the  concrete  was  soft,  and  leaving 
the  fissures  open  for  a  considerable 
period.  The  great  trouble  in  getting 
concrete  laid  was,  to  induce  the  work- 
men not  to  use  too  much  water.  It 
could  not  be  laid  too  dry,  especially 
where  it  had  to  be  covered  with  Port- 
land cement  or  asphalt.  A  long  discus- 
sion had  recently  taken  place  at  the 
Royal  Institute  of  British  Architects 
on  Portland  cement  and  concrete,  and  it 
seemed  to  be  the  general  opinion  that 
one  of  the  chief  troul>les  connected  with 
concrete  was  the  over  use  of  water  by 
workmen.  If  it  was  laid  almost  dry, 
and  thoroughly  rammed  and  jointed  at 
intervals,  the  joints  being  left  open  until 
the  water  had  evaporated,  it  might  be 
covered  with  asphalt  without  any  fear  of 
cracks,  provided  there  was  a  solid  sub- 
stratum. But  where  it  was  laid  upon 
clay  difficulties  would  invariably  arise, 
unless  there  was  interposed  between  the 
concrete  and  the  clay  a  considerable 
amount  of  hard,  pounded,  dry  filling  for 
drainage  purposes.  The  most  difficult 
pavements  were  those  laid  upon  a  clay 
substratum,  and  he  knew  of  no  mode  of 
curing  the  difficulty  except  by  getting 
out  a  considerable  depth  of  clay,  and 
replacing  it  by  dry  material.  For  cover- 
ing roofs,  arches,  and  the  like,  he  pre- 
ferred the  mastic  to  the  compressed  as- 
phalt. For  level  roadways  and  foot- 
paths there  could  be  nothing  better  than 
the  compressed  asphalt  for  pavements, 
on  the  ground  of  cleanliness,  but  the 
danger  of  horses  slipping  in  greasy  wea- 
ther was  a  serioils  one.  He  had  often 
passed  through  Cheapside  in  muggy 
weather  and  seen  several  horses  down  at 
one  time.  Whether  that  could  be  ob- 
viated the  did  not  know.  The  question 
had  not  been  fully  dealt  with  in  the  paper, 
and  he  hoped  the  author  would  allude  to 
it  in  his  reply.  The  only  remedy  that 
could  be  suggested  was  a  thorough  cleans- 
ing, which,  so  far  as  Cheapnide  and 
similar  streets  were  concerned,  could 
only  be  done  during  the  hours  of  traffic 
by  means  of  numerous  hydrants,  and  the 
constant  use  of  hose-pipes    with   large 
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side  apertures,  such  as  those  used  in 
Paris,  to  carry  off  the  washings  into 
drains  or  reservoirs.  Allusion  had  been 
made  to  the  operations  of  gas  and  water 
companies  which  destroyed  the  roads 
and  pavements  in  cities.  Some  twenty 
years  ago,  the  parish  of  Marylebone 
offered  a  prize  for  the  best  section  of 
subway,  and  it  was  won  by  a  young 
student  in  the  engineering  class  of  Uni- 
versity College— Mr.  Davis.  Since  that 
time  very  few  subways  had  been  con- 
structed in  London,  and  even  in  those, 
gas  and  water  companies  were  very  un- 
willing to  place  .their  pipes.  The  only 
objection  he  had  heard  was  that  the  es- 
cape of  gas  in  such  enclosed  places 
would  be  dangerous.  On  that  point  he 
should  be  glad  to  hear  the  experience  of 
the  city  surveyors  who  had  charge  of 
streets  and  subways  in  which  gas  pipes 
were  laid. 

Mr.  Henry  Glbnn  attributed  the 
cracks  that  had  occurred  in  the  Val  de 
Travers  asphalt  to  the  want  of  a  suffi- 
cient quantity  of  bitumen.  Heating  the 
powder  drove  off  the  bitumen  to  a  large 
extent,  and  if  the  quantity  was  reduced, 
as  stated  in  the  paper,  to  9^  or  10  per 
cent.,  cracks  would  be  sure  to  occur  in 
severe  weather.  In  the  case  of  mastic 
asphalt,  the  difficulty  could  be  obviated, 
because  the  cauldron  was  in  the  street;  and 
if  the  asphalt  did  not  contain  a  sufficient 
quantity  of  bitumen,  an  addition  could 
be  easily  made  to  it,  and  an  experienced 
foreman  would  know  what  quantity  to 
add.  Some  reference  had  been  made  to 
mastic  asphalt  not  wearing  so  well  as 
other  kinds  of  asphalt.  A  good  deal 
depended  upon  the  size  and  quantity  of 
the  grit  put  into  it.  There  ought  not  to 
be  too  much,  and  the  size  should  not  be 
too  large.  If  it  was  too  large,  it  would 
work  out,  which  a  small  piece  of  grit 
would  not  do.  When  the  Barnett  As- 
phalt Company  was  in  existence,  it  was 
the  practice  to  use  the  large  grit,  and 
the  consequence  was  that  nearly  all  their 
work  failed.  He  had  seen  concrete  laid 
down  in  6  or  7-feet  lengths,  and  allowed 
to  get  thoroughly  dry  at  the  end;  and 
when  the  next  layer  of  concrete  was  put 
on,  it  had  not  been  sufficiently  wetted 
and  properly  jointed.  In  such  a  case 
cracks  would  arise  through  the  concrete; 
and  if  the  asphalt  did  not  contain  a 
Buffieient  quantity  of  bitumen,  it  would 


go  through  to  the  surface  of  the  asphalt. 
He  did  not  agree  with  those  who  had 
said  that  the  concrete  should  not  be  laid 
in  long  lengths.  He  thought  the  more 
men  that  were  employed,  the  more  quickly 
the  concrete  could  be  laid,  and  the  longer 
the  lengths  the  better.  The  work  was 
then  all  of  a  piece,  and  was  in  the  best 
condition  to  receive  the  asphalt. 

Mr.  E.  J.  Harrison  had  under  his 
control,  on  behalf  of  the  Val  de  Travers 
Company,  the  majority  of  the  asphalt 
roadways  in  the  (Jity  of  London.  The 
history  of  the  compressed  roadways  in 
London  was  soon  told.  The  first  laid 
was  that  in  Threadneedle  Street  in  1869. 
It  consisted  of  a  layer  of  two  inches  of 
Yal  de  Travers  compressed  asphalt  on  a 
concrete  foundation.  He  had  no  doubt 
that  many  members  had  noticed  it  when 
it  was  being  laid,  as  it  created  a  great 
sensation  at  the  time.  He  remembered 
looking  at  it  and  wondering  how  many 
weeks  it  would  last.  It  was  now  within 
two  months  of  being  eleven  years  old, 
and  was  still,  as  it  always  had  been,  in 
good  condition.  Some  new  Aberdeen 
granite  had  been  laid  beside  it  for  a 
trial  of  endurance,  and  seven  years  after- 
wards it  had  got  into  such  a  state  as  to 
require  re-dressing  and  re-setting ; 
but  that  was  not  done,  because,  when 
the  inhabitants  of  the  street  learned 
that  the  street  was  going  to  be 
closed  for  repaving,  they  expressed 
a  preference  for  an  asphalt  roadway, 
which  the  city  authorities  gave  them. 
Since  1869  the  progress  of  asphalt  road- 
ways throughout  London,  though  rather 
slow,  had  been  steady.  There  were  now 
in  the  city  of  London  alone  12,000 
or  14,000  thousand  lineal  yards  of 
paving,  covering  a  superficial  area  of 
150,000  yards.  The  Val  de  Travers 
Company  had  upwards  of  one  hundred 
roads  under  their  charge,  many  of  them 
being  the  main  thoroughfares  of  the 
city,  having  a  concentrated  and  heavy 
traffic;  and  the  area  would  be  consider- 
ably increased  during  the  present  year. 
One  noticeable  feature  with  regard  to 
the  use  of  asphalt  was  the  great  number 
of  preparations  that  had  been  tried. 
Between  1870  and  1880  more  than  fif- 
teen had  been  employed  in  London,  most 
of  which  had  proved  failures.  His  Com- 
pany bad  already  replaced  eight  or  ten 
of ,  them,  not  always  under  favorable  cir- 
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oumstances  for  the  company.  In  order  and  one  was  from  the  Poultry,  a  re-lay 
to  shorten  as  much  as  possible  the  time  which  was  only  three  years  old.  The 
daring  which  the  streets  were  closed  for  i  roadway  of  the  Poultry  was  only  three 
re-paving,  the  company  had  generally  I  years  old,  because  the  houses  on  the 
agreed  to  lay  its  asphalt  upon  the  old  I  north  side  were  set  back  several  feet 
concrete  foundations,  some  of  which  had  i  three  years  ago,  necessitating  an  altera- 
been  almost  as  bad  as  the  asphalt  that  tion  in  the  footway  and  roadway.  The 
had  been  placed  upon  them,  while  |  company  laid  down  new  concrete  where 
others  had  been  damaged  by  the  traffic  i  necessary,  and  faced  up  the  old,  and 
passing  over  them  after  the  asphalt  had  1  then  spread  asphalt   on  the  top  of    it 


worn  out.     In  main  thoroughfares  like , 
those   of    London,   where   every  hour's  j 
stoppage  of  the  traffic  affected  not  only 
the   occupiers  of  the  particular   street, 
but  more  or  less  remotely  the  traffic  of  | 
the  whole  of  London,  the  use  of  a  pav- 
ing material  which  required  constant  re- 


,  They  had  good  weather,  and  with  the 

j  assistance  of  the  authorities,  and  the 
good  will  of  all  the  inhabitants,  they 
managed  to  carry  out  the  work  in  seven- 

I  teen  days.  It  had  proved  very  satisfac- 
tory, and  they  had  never  had  occasion 

j  since  to  spend  a  penny  upon  it.  When 
newals  or  frequent  repairs  was  a  serious  '  Mr.  Deacon's  Paper  on  **  Street  Carriage- 
matter.  He  certainly  could  claim  on  I  way  Pavements"  was  read  and  discussed,* 
behalf  of  the  Val  de  Travers  Company, '  very  little  was  said  about  asphalt  road- 
that  it  had  never  closed  a  city  street  for  ways,  Mr.  Deacon  stating  that  he  had 
repairs,  and  such  repairs  as  it  had  done  had  no  experience  of  them;  the  gradients 
had  never  affected  the  traffic  in  any  ap-  in  Liverpool  not  allowing  the  use  of  as- 
preciable  degree.  A  very  little  hole,  if  phalt  He  had  been  struck  with  the 
neglected,  speedily  became  a  big  hole,  unanimity  with  which  every  speaker 
and  for  their  own  interest,  if  for  no  other  j  on  that  occasion  urged  the  necessity  of  a 
reason,  they  had  always  taken  care  of  solid  foundation  for  a  good  road.  As- 
the  little  holes;  the  repairs,  therefore,  phalters  were  especially  of  that  opinion, 
had  been  generally  done  on  a  small  area.  An  asphalt  road  was  in  reality  a  con- 
rarely  exceeding  2  or  3  square  yards,  and  ,  crete  road  with  a  surface  of  asphalt  put 
early  in  the  morning  before  the  traffic  upon  it  to  carry  out  certain  ends.  If 
commenced.  The  openings  for  gas  and  I  the  concrete  foundation  were  taken  away, 
cuttings  for  water  pipes,  which  were  or  tampered  with,  or  negligently  laid, 
generally  a  source  of  great  obstruction,  j  asphalt  itself  would  form  a  very  sorry 
were  less  serious  with  an  asphalt  road :  paving.  In  dealing  with  that  question, 
than  with  any  other  paving  material,  one  important  point  to  be  considered  was 
A  hole  could  be  cut  exactlv  the  size  re-  j  the  obligation  under  which  the  engineer 
quired,  and  when  the  work  was  done  it !  or  surveyor  was  placed  to  have  the  road 
might  be  made  good  immediately.  More- 1  closed  for  paving  for  the  shortest  pos- 
over,  leakages  in  mains  under  an  asphalt ,  sible  time.  For  that  reason  his  company 
road  were  less  frequent  than  under  any  j  had  always  urged  the  desirability  of  lay- 
other  material,  on  account  of  the  absence  |  i°g  a  concrete  composed  of  a  quick-set- 
of  vibration.  Still  those  cuttings  had  to  j  tiing  Portland  cement  with  the  best  ob- 
be  made,  and  frequently  there  was  a  trifl-  j  tainable  ballast.  As  far  as  his  experi- 
ing  settlement  of  the  new  work,  pro-  ence  went,  if  a  lime  concrete  was  sealed 
ducing  hollows  and  forming  puddles,  j  "P  hermetically  by  asphalt  on  the  top, 
which  were  more  conspicuous  on  an  as- !  there  was  no  knowing  whkt  might  hap- 

Ehalt  surface  than  on  any  other;  so  that  j  P®^  underneath;  whereas,  if  Portland 
e  should  be  glad  to  see  the  introduction  ,  cement  concrete  were  left  open  for  a  few 
of  subways  under  the  London  streets,  ^aj?  and  then  covered  with  asphalt. 
At  the  request  of  the  author,  he  had  had  |  engineers  could  form  a  pretty  good  idea 
small  samples  of  the  roadways  cut  out ,  of  what  would  happen.  In  London  they 
from  some  of  the  oldest  roadways  hav-  j  were  indebted  to  the  French  asphalters  . 
ing  the  heaviest  traffic,  and  they  were  on  |  ^or  all  that  they  had  first  learned  as  to 
the  table  for  inspection.  Two  of  them  |  the  nature  and  treatment  of  asphalt;  but 
were  from  Cheapside,  ten  years  old;  one.^e  thought  that  they  had  now  beaten 
was  from  old  Broad  Street,  and  another  \  their  instructors,  putting  down  better 
from  Gracechurch  Street,  nine  years  old ;  I  •Fi^f^iunntesof  ProceediiigBiiist.c.R,T«i.iTUL,p.i. 


Digitized  by 


Google 


48 


VAN  NOSTRANDS  ENGINEERING  MAGAZINE. 


work  and  maiotainiDg  it  better.     He  had 
been   struck  on  a  recent  visit  to  Paris, 
with  the  condition  in  which  some  of  tlie 
roads  had  been  allowed  to  get.     He  be- 
lieved that  it  had  partly  arisen  from  the 
system  there   adopted  of  requiring  the 
contractor  to  take  up  every  year,  whe- 
ther it  was  required  or  not,  one-fifteenth 
of   the   work   laid   down,  which   he  re- 
garded as  a  premium  on  bad  work.     An- 
other reason  was  the  use   of  lime  con- 
crete with  lime  mortar  on  the  top.     The 
only  failure   that   he   knew  in   Val  de 
Tra vers .  roadways  had  been  in  connec- 
tion with  the  use  of  lime  concrete  under 
lime  mortar  in  the  roadway  laid  (after 
that  in  Threadneedle  Street)  in  Holborn, 
opposite  Gray's  Inn.    It  had  been  laid  by 
Englishmen  who  were  novices,  and  who 
followed  slavishly  the  specification  pre- 
scribed by  the  French  engineers.     That 
specification  prescribed  a  layer  of  about  9 
inches  of  lime  concrete  with   f  inch  of 
lime  mortar.     When  the  concrete   was 
ready  to  receive  the  asphalt,  a  fire  broke 
out  in  Holborn,  and  the  barriers  protect- 
ing the  concrete  were  broken  down;  the 
place   was  flooded  with   water,   the  en 
gines  drove  over  the  concrete,  and  the 
population  of  Gray's  Inn  Lane  trampled 
it    down.     It  was    subsequently    made 
good;  the  asphalt  was  spread,  and  some 
time  afterwards   the    Val    de    Travers 
Company  succeeded  by  inheritance,   to 
its   maintenance,   and   certainly   it  had 
been  a  "  heritage  of  woe."     For  five  or 
six  years  they  had  kept  up  the  road  at 
oonsiderable  expense  and  trouble,  and  at 
the  end  of  that  time  they  received  the 
permission  of  the  road  authorities  to  re- 
lay the  whole  in  two  longitudinal  strips, 
so  as  not  to  stop  the  trafiic.     On  remov- 
ing the  asphalt  it  was  found  that  the 
lime  concrete  had   never  set,  that  the 
mortar  floating  had  never  adhered  to  the 
concrete,  but  was  mostly  in  powder,  pro- 
duced either  by  the  action  of  the  ram- 
mers, or  by  the  traffic  afterwards.    They 
broke   up  the  concrete,  sifted   out   the 
lime,  relaid  the  foundation  with  Portland 
cement,  and  put  fresh  asphalt  on  the  top. 
That  was  done  about  four  years  ago,  and 
the  work  had  since  provea  satisfactory. 
Some  of  the  workmen  now  in  his  employ, 
who  had   been    previously  engaged  in 
Paris,  had  told  him,  that  in  several  of 
the  roads  there  the  asphalt  had  been  laid 
upon  the  existing  macadam.    The  author 


had    referred    to   certain    roadwavs   of 
asphalt  with   granite   channels.     It  ap- 
peared to  Mr.  Harrison  that  granite  chan- 
nels were  superfluous.     As  between  an 
asphalt  roadway  with  a  granite  channel, 
and  a  granite  roadway  with  an  asphalt 
channel,  qua  channel  asphalt  would  be 
the   preferable  material.     The    Val   de 
Travers  Company  had  laid  a  great  many 
footpaths  in  England,  both  in  mastic  and 
in   compressed  asphalt,  and   he  was   of 
opinion  that  it  was  not  desirable  to  have 
the  material  of  a  less  thickness  than  f 
inch.     Some  years  ago  they  laid  ^-inch 
mastic  footpaths,  but  the  result  had  not 
been  such  as  to  encourage  that  mode  of 
construction.     It  had  even  been  adopted 
in  some  of  the  streets  in  the  City  of  Lon- 
don having  the  heaviest  traffic,  such  as 
Gracechurch  Street  and  King  William 
Street;  but  in  four  or  five  years  the  foot- 
paths had  become  so  much  worn  that  it 
was  thought  desirable  to  take  up  the  2\ 
inch  mastic  and  lay  down  f  inch  com- 
pressed, which   had    stood    fairly   well. 
He  had  been  surprised  to  hear  that  his 
company  had  been  credited  with  a  pre- 
ference for  lime  concretes  over  cement 
concretes  for  footpaths.     That  was  far 
from  being  the  case.     The  footpath  re- 
ferred to  was  laid   as  a  sample  under 
some  special  conditions.     It  was  a  fact^ 
that    in   certain  footpaths,   particularly 
those  in  the  suburbs,  where  there  was 
little  traffic,   transverse  hair  cracks  ap- 
peared from  time  to   time.      The   first 
cracks  to  which  his  attention  had  been 
directed,  were  in  the  footway  round  the 
garden  in  Leicester  Square,  and  appeared 
six  years  ago.    The  cracks  were  there  to 
the  present  time;  they  had   not  in  any 
way  affected  the  stability  of  the  work, 
but  they  were  unsightly,  and  he  should 
be  glad  to  be  able  to  prevent  them.    He 
had  noticed  that  the  better  the  concrete 
on  which  the  footpaths  were  laid,  the 
greater  the  number  of  cracks  appearing 
in  them,  and  the  worse  the  concrete  the 
fewer  the  cracks;  indeed,  if  they  laid  the 
concrete  bad  enough  there  were  no  cracks 
at  all.     He  had  found  it  impossible  to 
lay  a  horizontal  riband  of  good  cement 
concrete  3  inches  thick  without  finding 
a  hair  crack  at  every  10  or  20  feet.     The 
crack  in  compressed  asphalt  followed  the 
oraek  in   the  concrete.     Of  course  the 
footpaths  were  not  subject  to  that  hard- 
ening effect  which  was  produced  by  the 
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rolling  of  wheels  on  roadways.  He  never 
remembered  seeing  a  crack  in  an  asphalt 
roadway,  although  he  had  little  doubt 
that  cracks  might  be  found  in  the  con- 
<5rete  underneath.  Mastic  asphalt  being 
more  elastic  tha^  compressed  asphalt,  the 
tracks  were  not  so  numerous  in  it. 
Nevertheless  he  was  of  opinion  that, 
C€Bteris  paribus^  a  compressed  footpath 
was  a  more  desirable  one  than  a  mastic 
footpath.  It  was  pleasanter  to  walk 
upon,  owing  to  the  absence  of  grit;  it 
was  handsomer,  and  it  was  also  cheaper 
til  lay;  moreover,  it  had  not  the  disa- 
greeableness  of  mastic  footpaths,  arising 
from  the  smell  of  the  burning  asphalt  in 
the  cauldron.  With  regard  to  the  sur- 
face duration,  he  believed  that  the  com- 
pressed asphalt  was  better  than  the 
mastic.  He  was  not  surprised  that  very 
little  had  been  said  on  the  subject  of 
slipperiness  in  connection  with  asphalt. 
The  matter  really  lay  in  a  nutshell. 
Roads  when  dirty  were  slippery,  whether 
paved  with  granite  or  asphalt;  but  in  the 
Kjase  of  granite,  a  slipping  horse  might  be 
pulled  up  by  the  joint  of  the  second  or 
third  stone,  whereas  on  an  asphalt  road 
there  were  no  joints  to  prevent  a  fall. 
The  true  remedy  was  to  Keep  the  roads 
clean,  as  was  done  in  Paris,  where  the 
asphalt  road  was  a  favorite  one  with 
cabmen  and  omnibus  drivers.  He  was 
glad  to  find  that,  quite  recently,  the  City 
authorities  had  arranged  to  have  a  cer- 
tain number  of  hydrants  used  for  wash- 
ing the  streets.  He  hoped  that  the  ex- 
periment would  be  carried  out  carefully, 
and  that  the  streets  would  be  washed 
«very  morning  before  the  traffic  com- 
menced. 

Mr.  H.  S.  Copland  said  that  the  paper, 
although  its  title  was  "  On  the  use  of 
Asphalt  in  Engineering,"  dealt  only  with 
one  kind  of  asphalt,  the  Val  de  Travers, 
and  of  its  use  chiefly  in  the  construction 
of  roads,  or  rather  in  the  coating  of  road 
surfaces,  which  was  only  a  small  branch 
of  a  large  and  important  subject.  He 
maintained  that  asphalt  was  wrongly 
used  if  employed  as  the  surface  or  a 
roadway.  Engineers  had  to  consider 
other  things  besides  the  cleanliness  of 
the  material  and  its  noiselessness.  As  to 
the  latter,  though  asphalt  was  free  from 
one  class  of  noise,  it  was  attended  with 
another — the  clatter  of  the  horses'  hoofs, 
which  was  very  irritating  to  persons  of 
Vol.  XXIV.-No.  ^      ' 


nervous  temperament.  Nor  was  it  enough 
to  pay  attention  to  the  durability  of  the 
road;  they  had  also  to  take  into  account 
the  foot-hold  given  to  horses,  and  the 
amount  of  tractive  effort  required,  not 
only  to  draw  the  vehicles  along  the  road, 
but  to  start  them;  and  they  had  further 
to  consider  the  cost  of  construction, 
maintenance,  and  cleansing.  In  regard 
to  cleanliness,  a  good  asphalt  road  was 
undoubtedly  the  best  that  could  be  con- 
structed, and  as  to  its  impermeability  to 
water,  thus  affording  a  protection  to  the 
foundation,  it  was  also  an  excellent  mate- 
rial; but  for  slipperiness  and  deficient 
foot-hold  it  was  about  the  worst  road  in 
existence.  As  laid  by  the  Val  de  Travers 
Company,  it  was  exceedingly  durable, 
but  it  was  costly  in  the  first  instance  as 
compared  with  other  materials.  Taking 
all  the  requirements  into  consideration, 
he  had  arrived  at  the  conclusion  that  for 
the  surface  of  a  road  no  material  was 
equal  to  wood.  But  in  order  to  obtain 
a  good  foothold  on  wood,  it  was  neces- 
sary to  leave  spaces  between  the  courses, 
principally  for  the  want  of  which  the  old 
wood  roads  of  twenty  years  ago  had 
fallen  into  disuse.  Other  reasons  for 
their  discontinuance  were  that  they  had 
not  been  placed  upon  a  proper  founda- 
tion, and  the  blocks  were  not  properly 
cemented  or  keyed  together.  He  be- 
lieved that  the  proper  mode  of  using 
asphalt  was  to  lay  a  damp-proof  course 
of  that  material  (to  prevent  the  infiltra- 
tion of  water)  on  a  foundation  of  con- 
crete, and  then  to  place  wooden  blocks 
upon  the  asphalt  layer  to  take  the  sur- 
face wear  of  the  traffic.  The  blocks 
were  not  only  keyed  to  the  concrete,  but 
they  were  keyed  to  each  other  by  the 
asphalt  running  into  the  joints,  thus 
forming  a  monolithic  slab  of  material, 
which  aff6rded  a  good  foothold,  could 
be  readily  kept  clean,  and  was  compara- 
tively noiseless.  As  such  a  slab  extended 
from  one  side  of  the  road  to  the  other, 
the  weight  of  the  traffic  was  transmitted 
over  a  large  area,  and  was  not  confined 
to  one  block;  the  road  being  elastic, 
would  wear  uniformly;  it  would  not 
press  too  directly  upon  the  concrete 
foundation,  and  particularly  on  one  part 
of  it,  and  a  smaller  depth  of  concrete 
would  suffice.  Such  a  surface,  if  the 
wood  were  properly  selected,  would  re- 
main perfect  for  a  number  of  years.     In 
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Boulogne,  four  and  a  half  years  ago,  he 
had  laid  down  blocks  only  half  the  depth 
of  those  used  in  London,  for  a  traffic  ex- 
ceeding 120,000   tons  per  annum  in  a 
street  20  feet  wide.    The   surface  was 
still  perfect,  and  there  were  no  depres- 
sions.    The  wear  was  solely  from  surface 
attrition,  and  had  amounted  to  about  -^ 
inch  per  annum.     The  London  company 
formed  to  work  his  English  patent  had 
laid  60,000  square  yards  in  London  roads 
which   had  not  in  some  cases  worn  quite 
so  well  as  the  road  in  Boulogne,  in  con- 
sequence of  the  wood  not  having  been  so 
well  selected.    The  cost  of  such  a  road, 
fit  for  the  heaviest  traffic  in  Paris,  would 
be  from  12  to  15  francs  per  square  meter 
(the  amount  given  for  the  road  described 
by  the  author  being  17  francs),  and  the 
average  cost  of  maintenance  would  not 
exceed  Is.  per  square  meter  per  annum. 
He  therefore   maintained   that  his  road, 
while  offering  all  the  advantages  of  free- 
dom from  noise,  and  being  a  better  road 
for  traction,  would  cost  the  municipality 
of  Paris  less,  over  a  term  of  years,  than 
asphalt     With  regard  to  slippery ness,  it 
appeared  from  the  report  presented  by 
Mr.  Haywood  to  the  City  Commissioners 
of  Sewers  in  1873,  that  on  granite  pitch- 
ing one  horse  fell  for  every  182   miles 
traveled.  On  Val  de  Travers  asphalt  one 
horse  fell  for  every  191  miles  traveled; 
and  on  wood   pavement  (not  asphaltic 
wood  pavement,  but  the  nearest  approach 
to  it),  one  horse  fell  for  every  446  miles 
traveled.     But  the  nature  of  the  falls 
ought  to  be   taken   into  consideration. 
Of  the  total   number  of  falls  on  wood 
pavement,    only    one-eighth    might    be 
called   dangerous,   whilfe  three-sevenths 
of    those    on   asphalt   were    dangerous. 
The  danger  was  not  simply  from  broken 
knees  and  from  directly  observable  dam- 
age done  to  the  horse,  but  from  sprains 
in  the  attempt  to  regain  a  foothold.     In- 
jury of  that  kind  was  far  more  serious, 
more  insidious,  and   less   easy  of  cure. 
He  concluded  that,  in  all  crowded  streets, 
asphalt  as  a  surface  pavement  should  be 
given  up.     He  agreed  with   Mr.   Scott, 
that  it  might  be  used  with   advantage 
for  the  paving  of  narrow  courts,  alleys, 
and  play-grounds  for  children ;  but  the 
safety  of  grown-up  people  ought  also  to 
be  considered,  who,  in  crossing  crowded 
thoroughfares,  were  constantly  run  over 
by  horses,  which  on  asphalt  ro^ds  trot- 


ted at  a  great  speed,  and  were  pulled  up 
with  difficulty.  The  durability  of  all 
roads  depended  to  a  great  extent  upon 
the  character  of  the  concrete.  He  found 
that  lias  lime,  properly  used,  was  as  good 
as  cement,  but  it  was  necessary  that  it 
should  be  ground  to  a  fihe  powder,  and 
that  it  should  be  fresh  and  uniformly 
mixed,  care  being  taken  not  to  use  too 
much  water. 

Mr.  E.  A.  CowPER  observed  that  no 
one  had  touched  upon  the  cheap  method 
of  making  footpaths  in  the  neighborhood 
of  London,  with  tar  and  gravel,  as  now 
practised.  A  few  years  ago  the  material 
was  mixed  with  stones  and  gravel,  form- 
ing a  sort  of  pudding,  the  whole  thick- 
ness being  put  in  at  once,  and  as  soon  as 
the  hot  weather  came,  the  tar  exuded 
from  the  top,  making  a  very  bad,  soft 
footpath.  Of  late  years  large  stones 
alone  had  been  put  at  the  bottom,  which, 
having  received  a  coating  of  tar  or  pitch, 
just  touched  each  other  at  points  with 
their  tarry  surfaces.  Above  that  a  thin 
coating  of  finer  material  was  placed,  with 
a  thin  coat  of  fine  stuff  on  the  top.  This 
made  a  splendid  path;  no  tar  exuded 
from  the  top,  as  any  surplus  drained 
down  to  the  bottom,  and  the  path  was 
firm,  hard,  durable  and  clean. 

Mr.  J.  LovBGBOYB  desired,  having  had 
some  experience  in  the  use  of  asphalt  on 
public  footways,  to  make  a  few  remarks, 
In  the  year  1869,  when  in  Paris,  he  ob- 
served the  peculiar  condition  of  the  road- 
way opposite  the  Tuileries;  the  asphalt 
appeared  to  have  worked  up  into  leaf -like 
layers,  in  a  plastic  state,  and  those  layers 
occurred  at  distances  of  about  100  feet. 
He  had  little  doubt  that  the  cause  was 
that  the  road  had  been  repaired  with  as- 
phalt too  rich  in  bitumen.  In  the  same 
year  he  also  observed,  the  paving  of  the 
road  along  the  Rue  St.  Honor6;  the  pro- 
cess appeared  to  be  different  from  that 
which  was  now  adopted.  There  was  first 
a  layer,  4  inches  thick,  of  hydraulic  lime 
concrete,  and  then  a  layer  of  about  1  inch 
of  mortar  troweled.  The  concrete  was 
beaten  with  instruments  similar  to  the 
tools  used  by  gardeners  for  beating  turf. 
On  the  top  was  a  3-inch  layer  of  pow- 
dered asphalt;  the  channels  were  pressed 
into  form  by  a  rammer  about  9  inches 
long  and  2  inches  thick,  and  were  well 
rammed;  then  a  heated  roller  was  applied 
over  the  whole  surface.     A  roller  with 
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eight  or  ten  carriage  wheels,  working 
upon  a  common  axle,  was  also  passed 
over  it  in  various  ways  for  a  considerable 
time.  Before  he  left  Paris  a  considerable 
portion  of  the  asphalt  had  to  be  taken 
up,  and  he  believed  the  whole  was  rein- 
stated He  well  remembered  the  care 
with  which  the  concrete  used  in  Thread- 
needle  Street  was  mixed,  and  the  quiet, 
steady  way  in  which  the  foreigners 
worked  upon  the  asphalt.  It  was  a  unique 
piece  of  work,  and  he  would  urge  upon 
all  asphalt  representatives  to  endeavor 
to  repeat  it  elsewhere.  Great  difficulty 
had  been  experienced  in  keeping  in  order 
a  short  piece  of  asphalt  roadway  oppo- 
site Hackney  Town  Hall,  divided  into 
three  slips  by  tram  lines,  the  tram-rail 
and  the  asphalt  being  too  unlike  to  be 
kept  together.  He  had  recently  tried  a 
rough  course  of  granite  pitching  at  the 
aide  of  the  rails,  which  seemed  to  promise 
well.  If  well-dressed  stones  were  laid  in 
bond  course,  he  thought  they  would 
answer  very  well. .  In  1872  a  sample  of 
asphalt  had  been  laid  along  the  footpath 
at  Dalston  Junction  for  a  length  of  550 
feet,  by  the  Val  de  Travers  Company, 
and  a  second  length  was  laid  by  the  Lim- 
mer  Company.  The  first  sample  near 
Dalston  Junction,  being  subjected  to  the 
gi^ater  wear,  was  renewed  eighteen 
months  ago;  the  other  length  was  now 
wearing  near  the  fence  line,  the  concrete 
being  exposed  in  patches.  In  1874,  a 
layer  of  f  inch  of  compressed  asphalt 
was  put  along  the  busy  part  of  Kings- 
land,  and  a  path  was  also  laid  in  a  quiet 
street  in  Stoke  Newineton.  Shortly  after 
cracks  appeared  at  mtervals  of  about 
every  12  feet,  which  he  attributed  to  the 
contraction  of  the  material  during  cool- 
ing. He  did  not  believe  that  the  con- 
crete was  affected.  He  had  that  day 
gone  over  a  portion  of  the  work  and 
tested  one  of  the  cracks,  and  found  the 
concrete  quite  sound.  He  had  placed 
upon  the  table  rubbings  of  three  worn- 
out  places;  they  looked  more  like  a  rep- 
resentation of  the  craters  of  the  moon 
than  a  worn-out  asphalt  path,  but  it  was 
an  interesting  mode  of  showing  the  con- 
dition of  the  footpath.  Since  1876  about 
160,000  superficial  yards  of  gritted  mastic 
asphalt  had  been  laid  in  Hackney;'*'  it 
was  f  inch  thick,  and  rested  upon  a  bed 
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of  3  inches  of  concrete.  The  work  had 
been  executed  partly  by  the  Limmer 
Company,  the  French  Company,  and 
Leopold  Stiebel.  Where  tlie  paths  were 
narrow  and  the  stream  of  traffic  persist- 
ent in  one  track,  the  concrete  was  mak- 
ing its  appearance  in  small  patches. 
Sometimes  iu  wide  paths  the  stream  of 
traffic  was  persistent  next  tne  fence  line, 
and  in  these  cases  the  path  was  apt  to 
wear  out.  He  would  suggest  tihat  it 
would  be  advisable  in  such  instances  to 
lay  an  extra  thickness.  Of  course,  the 
fall  would  influence  the  traffic;  if  too 
much  fall  the  traffic  would  be  almost  sure 
to  keep  to  the  fence  Une.  It  had  been 
said  that  the  quality  of  the  Val  de  Trav- 
ers asphalt  was  proved  by  its  wearing  to 
a  film,  but  that  was  not  peculiar  to  that 
asphalt,  as  the  Limmer  Company's  asphalt 
behaved  in  precisely  the  same  way. 
Common  asphalt  was  more  easily  frac- 
tured, and  would  not  wear  to  a  fine  film. 
Mr.  Alfred  Davis  observed  that  the 
compressed  asphalt  blocks  used  in  Paris 
were  stated  to  have  been  unsuccessful. 
In  the  United  States  a  block  was  made 
of  refined  and  tempered  Trinidad  asphalt 
and  finely  crushed  limestone,  thoroughly 
heated  and  mixed  in  about  equal  propor- 
tions, and  afterwards  subjected  to  a  uni- 
form pressure  of  1  ton  to  the  square  inch, 
or  about  50  tons  to  the  block.  The 
standard  size  was  12  inches  long,  by  4 
inches  wide,  by  5  inches  deep.  The 
blocks  had  been  laid  in  several  of  the 
New  England  States,  and  he  believed 
were  being  extensively  used  in  New 
York,  Philadelphia,  and  other  American 
cities.  He  had  seen  a  piece  of  this  road- 
way in  Philadelphia,-  after  six  years' 
wear,  and  it  appeared  in  first  rate  condi- 
tion, although  the  blocks  were  inferior 
to  those  now  produced.  In  laying 
the  compressed  asphalt  block  road,  a 
concrete  foundation  at  least  4  inches 
thick  was  provided,  over  which  a  thin 
coating  of  gravel  was  spread;  upon  this 
bed  the  blocks  were  set  close  together 
and  heavily  rammed.  The  great  advant- 
age of  this  roadway  was  that  it  afforded 
a  good  foothold  for  horses,  and  at  the 
same  time  possessed  all  the  other  advant- 
ages of  asphalt  roads  as  constructed  in 
this  country.  The  press  employed  in  the 
manufacture  of  these  blocks  had  a  steam 
cylinder  of  40  inches  in  diameter,  worked 
with  a  pressure  of  90  lbs.  per  square  inch. 
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There  was  an  ingenioas  aatomatic  ar- 
rangement for  forcing  the  block  out  of 
the  mould,  and  carrying  it  away  to  any 
desired  spot  for  storage. 

Mr.  Frederick  Cox,  Chairman  of  the 
Streets  Comn^ittee  of  the  City  of  London, 
said  he  had  no  connection  with  asphalt 
companies  or  wood  paving  companies; 
he  was  not  an  engineer,  and  he  had  no 
scientific  knowledge  whatever,  but  per- 
haps he  might  be  permitted  to  make  a 
few  remarks  as  to  the  use  of  asphalt, 
past,  present  and  future,  in  the  City  of 
London.  The  administrators  of  the  City 
Commissioners  of  Sewers  gave  encour- 
agement to  every  projector  to  send  in  any 
kind  of  asphalt  or  wood  pavement  that 
was  likely  to  be  permanently  useful. 
About  thirty  different  kinds  had  received 
a  fair  and  proper  trial;  most  of  them 
crumbled  into  dust  or  proved  to  be  ut- 
terly worthless,  but  there  were  a  few 
that  had  stood  a  severe  test.  In  his 
opinion  the  Val  de  Travers  was  the  fav- 
orite company;  but  other  companies  had 
laid  down  asphalt  with  good  results. 
Mr.  Haywood,  the  engineer  of  the  Com- 
missioners, who  probably  had  had  more 
experience  in  roadways  than  any  other 
person  in  the  kingdom,  reported,  five 
years  ago,  that,  after  trying  the  various 
kinds  submitted,  he  found  that  good 
compressed  asphalt  was  the  cheapest, 
dryest,  cleanest,  and  most  agreeable  for 
the  general  purposes  of  traffic,  and  Mr. 
Cox  ventured  to  say  that  if  Mr.  Haywood 
were  giving  his  opinion  now,  it  would  be 
expressed  in  still  stronger  language. 
The  Commissioners  had  carried  out  large 
paving  works  both  with  asphalt  and 
wood,  and  probably  the  main  reason  that 
guided  them  in  putting  down  so  much 
wood  was  that  the  asphalt,  especially 
when  put  down  in  great  lengths,  was 
found  to  be  extremely  slippery.  In  very 
•dry  or  very  wet  weather  the  foothold  of 
the  horses  was  good,  but  when  the  pave- 
ment was  muddy  it  was  extremely  incon- 
venient. It  had  been  suggested  that  all 
that  was  necessary  was  to  clean  the 
streets,  but  what  could  be  done  with  a 
place  like  Cheapside,  when  ten  or  twelve 
thousand  vehicles  passed  over  it  every 
day  ?  After  eight  o'clock  in  the  morn- 
ing it  was  useless  to  attempt  to  do  any- 
thing of  the  kind.  At  six  o'clock  that 
very  morning  Cheapside  had  been  thor- 
oughly cleansed;  at  nine  o'clock  it  had 


not  dried,  and  it  was  in  that  peculiar 
state  that,  although  quite  clean,  it  was 
very  slippery.  Grit  had  to  be  thrown 
upon  it  in  order  to  enable  the  horses  to 
stand,  and  that  state  of  things  continued 
until  the  afternoon,  when  the  rain  came 
on  and  converted  the  grit  into  mud, 
which  was  probably  so  still,  unless  the 
heavy  rain  that  had  since  fallen  had 
washed  it  into  the  gullies.  If  cleanliness 
could  be  accomplished,  in  his  opinion 
asphalt  would  be  the  best  roadway  for 
all  the  main  streets;  its  use  had,  however, 
been  attended  with  great  difficulties,  and 
the  authorities  had  not  yet  decided  which 
plan  to  adopt.  To  show  the  difficulties 
that  were  experienced,  he  might  mention 
that  three  years  ago  the  Commissioners 
commenced  washing  the  streets,  but  they 
were  threatened  with  an  injunction  from 
the  Court  of  Chancery  for  washing  con- 
crete down  the  sewers.  The  Metropolitan 
Board  of  Works,  who  had  the  care  of  the 
main  sewers,  said,  "  It  is  all  very  well  to 
wash  your  grit  into  our  main  sewers,  but 
we  must  be  careful  what  we  do,  because 
the  Conservancy  Board  are  threatening 
an  injunction  against  us  for  raising  shoals 
in  the  bed  of  the  river."  That,  however, 
did  not  frighten  the  authorities  in  the 
City,  who  went  to  an  expense  of  £10,000 
in  providing  large  catch-pits  to  the  gullies 
in  the  City  in  order  that  the  deposits  might 
be  removed,  which  was  done  almost 
daily.  Then  arose  a  question  about  the 
water  carts,  which  caused  so  much  ob- 
struction in  the  crowded  streets  that  the 
police  interfered.  The  authorities  had 
endeavored  to  deal  with  that,  and  they 
had  spent  £20,000  during  the  last  two 
years  in  erecting  hydrants  m  every  street 
and  court  in  the  City,  both  for  the  pur- 
pose of  extinguishing  fire  and  of  watering 
the  streets.  Those  hydrants  were  just 
completed,  but  had  not  been  set  to  work. 
With  regard  to  wood  pavement,  he  be- 
lieved it  was  one  of  the  dirtiest  and 
greasiest  pavements  ever  put  down  in 
the  City  of  London.  Dirt  was  carried 
from  it  over  100  or  200  yards  of  the 
asphalt,  and  rendered  that  which  was 
previously  clean  excessively  dirty.  He 
believed  if  the  Commissioners  could  suc- 
ceed in  getting  clean  asphalt,  so  as  to 
avoid  slipperiness,  wood  pavement 
would  make  very  little  progress  in  the 
City  of  London,  exept  up  gradients  that 
were  not  suitable  for  asphalt. 
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Mr.  W.  H.  Delano,  in  reply,  said  his 
experience  in  reference  to  scavenging 
was  confined  to  Paris,  where  the  work 
was  effectually  done  both  in  wet  and  dry 
weather.  Gangers  were  constantly  at 
work,  and  they  were  paid  about  S^d  an 
hour.  The  gully  holes  placed  under  the 
curbs  were  large  and  the  drains  were 
roomy,  so  that  the  slush  was  easily 
passed  down  them.  Hydrants  had  been 
erected  all  over  the  city,  and  after  heavy 
rains  they  were  used  to  flush  the  road- 
ways and  carry  the  mud  into  the  drains. 
Of  course  it  got  into  the  river  and 
formed  banks,  but  that  was  the  affair  of 
other  authorities.  He  would  suggest 
that  the  catchpits  to  which  Mr.  Cox  had 
alluded  might  be  emptied  by  a  pneu- 
matic system  of  pumping  into  carts.  For- 
merly mud  carts  were  employed  with  re- 
volving brushes  to  take  up  the  slush;  but 
he  believed  they  had  been  superseded. 
It  was  evident  that  scavenging  could  not 
be  done  in  Tjondon  without  considerable 
expense;  but  probably  London  mud,  like 
Paris  mud,  contained  fertilizing  qualities, 
so  that  some  set- off  might  be  obtained. 
With  regard  to  the  granite  sets  in  Paris 
to  which  Mr.  Ellice-Clark  had  referred, 
he  had  given  particulars  of  the  cost,  and 
also  of  the  cost  and  maintenance  of  the 
macadam,  in  the  appendix  to  his  paper, 
and  an  interesting  report  had  been  pre 
sented  upon  the  subject  by  M.  Vauthier. 
As  to  the  cracks  which  had  been  so  fre- 
quently mentioned,  he  believed  they  re- 
sulted in  nine  cases  out  of  ten  from  the 
concrete.  If  mastic  asphalt  was  placed 
on  wet  concrete  it  would  blister  and 
sometimes  crack,  especially  if  the  bitu- 
men used  as  a  flux  to  melt  it  was  not 
well  purified.  Some  engineers  used 
straight  joints  to  prevent  cracks.  He 
had  also  seen  hoop  iron  put  in  between 
the  concrete  at  certain  distances  when  it 
was  not  too  thick.  It  was  always  well 
that  the  asphalt,  liquid  and  mastic  as 
well  as  compressed,  should  be  sufficiently 
thick.  Unfortunately  Municipal  Boards 
often  required  things  to  be  done  cheaply, 
and  hence  the  thickness  of  the  asphalt, 
was  less  than  it  ought  to  be.  In  Paris, 
where  a  fifteenth  part  had  to  be  renewed 
every  year,  thickness  was  not  such  a 
desideratum.  In  the  case  of  gritted 
mastic,  the  thinner  the  mastic  the  finer 
the  grit  should  be.  Where  the  mastic 
was  thick,  a  coarse  grit  might  be  used, 


as  shown  by  the  specimen  of  asphaltic 
concrete  on  the  table.  There  were  few 
compressed  footpaths  in  Paris.  In  1«74 
he  laid  on  the  Pont  Royal  about  200 
square  meters  of  this  material,  under  the 
orders  of  M.  AUard,  now  Chief  Engineer 
of  the  City  of  Paris,  and  it  was  now  in 
good  order.  At  one  part  it  was  laid  ^ 
inch  thick,  in  other  parts  f  inch,  and  m 
others  1  inch.  It  had  a  better  appear- 
ance than  mastic,  but  it  cost  more,  be- 
cause the  thickness  was  greater.  The  spe- 
cific gravity  of  compressed  and  mastic  as- 
phalt was  about  the  same,  but  the  grit  put 
into  the  mastic  made  it  harder  than  the 
compressed  material.  The  statement  that 
asphalt  neither  contracted  nor  expanded 
was  certainly  an  error.  Of  course  the 
laying  down  of  footpaths  with  gritted 
mastic  depended  a  great  deal  upon  the  cli- 
mate. In  Marseilles  the  workmen  would 
put  into  the  cauldrons  as  much  grit  as  they 
did  asphalt,  making  a  stiff  mixture,  which 
required  great  muscular  strength  to  lay 
down  :^  inch  in  thickness,  but  when  it 
was  laid  it  answered  very  well.  No  prac- 
tical worker  of  asphalt  would  ever  use 
compressed  asphalt  as  a  coating  for 
masonry,  because  it  had  not  sufficient 
elasticity.  Coatings  of  masonry  were 
generally  put  down  ^  inch  thick,  and 
they  required  a  good  deal  of  bitumen; 
sometimes  the  layers  were  vertical,  at 
other  times  convex,  and  frequently  had 
to  be  inserted  in  recesses  in  the  mansonry 
prepared  for  the  purpose.  Portland 
slabs  had  been  suggested  as  a  concrete, 
but  he  did  not  think  they  would  answer, 
because  they  would  require  concrete  un- 
derneath to  keep  them  level.  He  had 
been  reproached  for  not  having  alluded 
to  asphalt  as  a  covering  for  roofs,  but 
his  experience  having  been  limited  to 
France,  where  such  applications  were 
well  known,  particularly  in  the  south,  he 
supposed  that  engineers  in  London  who 
were  familiar  with  such  applications 
would  themselves  refer  to  them.  The 
applications  of  asphalt  were  almost 
endless.  He  had  just  seen  a  veteran 
asphalter  in  London  who  had  shown  him 
some  work  that  he  had  done  at  the  Horse 
Guards  stables  forty  years  ago.  Up  to 
the  31st  of  December,  1877,  the  chief 
cause  of  the  want  of  stability  of  the 
compressed  asphalt  roadways  in  Paris 
was  owing  to  the  hydraulic  lime  concrete 
being  only  4  inches  thick,  covered  with  a 
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lime  mortar  floating,  whereas  a  layer  of 
6   to  9  inches  of  Portland  cement  with- 
out floating   was  indispensable.     Since 
the  1st  of   January,   1878,  Lobsann  as- 
phalt had  been  used  instead  of  Val  de 
Travers  and  Seyssel,  as  heretofore,  which, 
according  to  the  report  of  the  Paris  en- 
gineers, had  not  sufficient  stability.  Seys- 
sel   mastic    was     chiefly    employed    in 
France  for  footpaths   and  coatings  for 
masonry,  whereas  Val  de  Travera  had 
been  more  largely  used  for  compressed 
asphalt  roadways,  although  by  no  means 
exclusively.      Wood  pavement  had  not 
succeeded    in   Paris,  the  only  important 
specimen  on  the  patent  plank  foundation 
being  the  Kue  St.  George's,  which  was 
partially  in  a  bad  state,  although  subject 
only  to  light  traffic.     In  several  cases 
wood  pavements  had  been  taken  up  in 
Paris  within   the  last  eight  years,  and 
replaced    with    granite   sets    and    com- 
pressed    asphalt.      Wood     was    not     a 
material  of  invariable  density  like  com- 
pressed   asphalt,    the    heart    being    al- 
ways harder    and    less    absorbent  than 
the  outer  rings.     It  had,  however,  the 
great  advantage  of  comparative  insonor- 
ity,  though  vibration    was  perceptible, 
and  it  was  excellent  for  inclines  exceed- 
ing 1   in  50.      He    thought  that  sound 
oaken  sets,  with  beveled  edges  carefully 
laid  on  good  cement  concrete,  with  J  inch 
joints  filled  in  with  pure  asphalt  mastic, 
would  render  good  service  for  roadways 
in  dry  climates,  but  he  doubted  if  any 
pure  wood  pavements  would  last  in  Paris 
or  in  London    much    over   three  years 
without  costly  repairs.     The  smell  from 
rotting  wood  pavements  saturated  with 
the  filth  of  large  towns  must  be  deleteri- 
ous.    It  was  well  known  in  Paris  that 
Sicilian  asphalt  had   been  tak«n  out  of 
the  list  of  asphalts  approved  by  the  city 
eng^ineers  for  roadways  since  1872.     He 
had  been    prohibited    from    employing 
about  1,500  tons  from  Ragusa,  Sicily,  for 
roads  in  Paris,  and  had  used  a  good  deal 
of  it  as  ashlar.     This  rock  was  available 
for  flags,  staircases  and  balconies;  it  was 
susceptible  of  delicate  carving  for  archi- 
tectural ornaments.      There  were  three 
qualities,  one  rich  in  bitumen,  the  second 
medium,  and  the  third  poor,  the  latter 
being  a  coarse-grained  yellow  stone  with 
the    appearance    of     sandstone.      If    it 
would    last    three    years    under    heavy 
traffic  in  London  without  repairs,  such  a 


test  would  class  it  as  a  material  for  road- 
ways.    It   was    quite   possible  to  make 
bad  work  with  good  materials,  though 
the  converse  was  not  true.     Still,  when 
good     asphalt,     properly     ground    and 
heated  and  well  laid   by  careful  work- 
men, did  not  stand,  it  was  almost  always 
the  fault   of  the  concrete.      Laying  on 
wet  concrete,  or  using  burnt  powder  was 
sometimes  a  cause  of   failure.     Sets  of 
pure  Seyssel  and  Val  de  Travers  powder, 
compressed  in  a  mould  4  inches  square 
and  2  inches  deep,  had  been  successfully 
used  in  Paris,  but  there  would  be  a  diffi- 
culty in  repairs;  it  was  also  cheaper  to 
lay  hot  powder  in  large  towns.      Some 
artificial  sets,  8  inches  cube,  composed, 
he    believed,    of    gas    tar    mastic    and 
gravel,   had   been   laid  last  autumn    in 
the  Rue  Neuve    des   Petits-Cbamps,  at 
the  angle  of    the  Rue  Vivienne.      The 
piece  had    been   frequently  repaired,  as 
the  surface  wore  away  and  crumbled  un- 
der the  traffic,   which  was    not   heavy. 
He  had  no  confidence  in  bituminous  con- 
crete for  roadways,  except  when  used  as 
a  foundation  for  compressed  asphalt,  in- 
stead of  Portland  cement  concrete^  With 
reference  to  the  Seyssel  and  Val  de  Tra- 
vers mines,  he  had  hoped  that  the  engi-, 
neers  who  had  worked  them  would  have 
been  present  and  given  personal  explana- 
tions.   He  might  mention  that  the  mines 
were  easily  worked;  there  was  no  choke- 
damp   in  them,  and  little  water.      The 
rock  was  blasted  with  powder,  dynamite 
not  being  used  because  the  asphalt  was 
tenacious  in    its   nature.     It    had    been 
stated  that  the  test  of  asphalt  was  its 
durability.     His    object    in  writing  the 
paper    was     that     any     engineer,    sur- 
veyor,     or      architect,      in      specifying 
asphalt   might    have    some    other   test. 
Asphalt  might  be  adulterated;  but  the 
tests  he  had  given  would  enable  an  archi- 
tect or  engineer  to  satisfy  himself.    With 
reference  to  the  question   of  nomencla- 
ture, "asphalt concrete"  had  been  allud- 
ed to  in    Mr.  Deacon's    paper;   but  he 
was  sure  from  the  context  that  gas-tar 
concrete  was  meant,  which  was  a  diflFer- 
ent  thing.     Mr.  Cowper  also  had  referred 
to  pitch   and  tar  pavements;  but  pitch 
and  tar  were  not  asphalt.     It  was  most 
important  not  to  confound  them  in  speci- 
fications, as  their  respective  values  and 
properties  were  widely  different.     Con- 
siderable areas    of  compressed    asphalt 
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had  been  laid  in  Berlin,  Vienna,  Pesth, 
Bmssels,  and  New  York,  and  he  regret- 
ted that  no  engineer  had  described  the 
mode  of  laying. 

COBBESPONDBNCK. 

Mr.  Mauriob  Bixio,  President  of  the 
Paris  General  Cab  Company,  owning 
about  twelve  thousand  horses  and  six 
thousand  vehicles,  gave  the  results  of  his 
experience  as  to  the  most  suitable  ma- 
terial for  roadways  for  vehicular  traffic. 
The  worst  pavement  was  porphyry  (grey 
Belgian  granite  sets,  4  inches  by  six 
inches).  Falls  of  horses  were  much  less 
frequent  on  asphalt,  macadam,  or  rough 
pitching  (sets  of  Fontainebleau  gritstone 
8  inches  cube).  For  the  horses,  falls 
on  asphalt  were  less  dangerous  than  on 
any  other  material.  Beyond  all  doubt 
traction  was  less  on  asphalt  than  on  any 
other  pavement.  His  company  had  made 
many  experiments  on  this  subject,  from 
which  he  would  quote,  at  random,  the 
following,  relating  to  the  French  four- 
wheeled  cab,  weighing  658  kilogrammes 
(1,447  lbs.): 

Kilogrammes. 
Traction  on  rough 

pitching? 16.37  (36  lbs.) 

Traction  on  small 

sets 14.79  r83.51b8.) 

Min.    Max. 

Traction  on  mac- 
adam  140  to  20.6    (80.8  to  45  lbs.) 

Traction  On  com- 
pressed asphalt 
(Val delivers)      •       12.79  (28  lbs.) 

It  was  probable,  though  difficult  to  es- 
tablish otherwise  than  by  comparison, 
that  the  wear  and  tear  of  the  different 
parts  of  a  vehicle  was  less  rapid  on  as- 
phalt than  on  other  pavements.  But  the 
comparison  did  not  apply  in  its  entirety 
to  macadam,  in  which  case  the  tires  of 
the  wheel  and  the  horse  shoes  were  the 
only  parts  that  wore  out  more  rapidly 
than  on  asphalt.  The  difference  of  wear 
was  due  to  the  jolting  produced  by  sets, 
which  naturally  induced  friction  between 
all  parts  susceptible  to  that  action.  He 
thought  that  traction  being  less,  fatigue 
to  the  horse  would  also  be  less;  but  that 
was  only  an  opinion,  and  not  based  on 
actual  experiment.  Asphalt  was  excel- 
lent also  for  granaries  and  for  lining 
wooden  mangers.  For  the  paving  of 
stables  his  company  had  made  few  ex- 


periments with  the  material,  but  as  far 
as  they  had  gone  they  were  well  satisfied. 
Mr.  Ebnbst  Ohabbibb  wished  to  de- 
precate a  practice  which  had  been  tolera- 
ted for  some  time  in  the  depots  of  the 
City  of  Paris,  viz.,  the  mixture  of  sev- 
eral kjnds  of  asphalt,  with  a  view  to  ob- 
tain an  average  quality  which  would  be 
supposed  capable  of  meeting  general  re- 
quirements.    The  principal  quality  to  be 
sought  for  in  rock  asphalt  for  laying  on 
roads  was,  the  greatest  possible  homo- 
geneity in  the  grain  of  the   limestone, 
and  equal  regularity  in  the  amount  of 
the  bituminous  matrix.    The  greater  this 
uniformity  the  longer  would  be  the  endur- 
ance of  the  asphalt  roadway.     He  would 
illustrate  this  by    referring  to  the  fact, 
well  known  by  all  engineers  concerned 
with  roadmaking,  that  a  mixture  of  hard 
with  soft  metal  formed  a  less  enduring 
surface  than  one  of  the  softer  material 
alone.      The  uniform  wear  of  all   parts 
maintained  cohesion,  which,  on  the  con- 
trary, was  rapidly  destroyed  when  a  piece 
of  hard  stone  was,  from  continual  vibra- 
tion, displaced,  without  being  crushed, 
thereby  leaving  a  hole.     When  asphalt 
rock  was  not  suitable  for  road  surfaces 
it  was  either  too  poor  or  too  rich.    In  the 
first  case  the  particles  did  not  cohere;  in 
the  second  the  carriage  wheels  sunk  into 
the  material.     The  practice  had  been  al- 
lowed of  mixing  these  two  kinds  of  rock 
in  proportions  impossible  to  be  accurate- 
ly determmed,  the  process  being  left  to 
the  rule  of  thumb  of  the  workmen.     It 
was  only  reasonable  to  suppose  that  the 
requisite  care  was  not  always  bestowed, 
and   in   case  of  bad   mixing  bad  w(»rk 
would  result,  and  a  much  more   rapid 
deterioration  must  be  expected,  on  ac- 
count of  the  non-homogeneity  of  the  ma- 
terial.    It  was,  therefore,  most  important 
that  persons  proposing  to  lay  down  as- 
phalt roadways  should,  above  all  things, 
get  the  particular  rock  best  suited  for 
the  purpose,  and  further,  should  seek  to 
obtain  it  of  as  even  texture  as  possible. 
Mr.  Lavallabd,  Director  of  the  Stock 
and   Foraoje  Department  of   the   Paris 
General  Omnibus  Company,  gave  some 
information    relative  to  the   traction  of 
heavy  vehicles  on  asphalt  carriageways. 
The  standard  omnibus  of  the  Paris  Com- 
pany weighed  from  1.67  to  1.77  ton  emp- 
ty, and  from  3  to  3.6  tons  when  full.  The 
diameter  of  the  fore- wheels  was  4j  feet, 
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of  the  hind- wheels  5  feet,  the  width  of 
the  tires  being  2  J  inches.  The  new  three- 
horse  omnibus  weighed,  when  full,  from 
6  to  5^  tons;  the  diameter  of  the  fore- 
wheels  was  3f  feet,  and  of  the  hind 
wheels  6  feet,  the  width  of  tires  be- 
ing 8^  to  3^  inches.  The  company's 
tramway  omnibus*  weighed,  wheh  full, 
6  tons,  and  the  diameter  of  the  wheels 
was  3^  feet  throughout.  The  result  of 
daily  experience  showed  that  when  the 
weather  was  not  very  warm  and  the  as- 
phalt remained  hard,  traction  on  this 
material  was  less  than  on  ordinary  road- 
ways; but  that  when  the  asphalt  became 
softened,  by  the  heat  of  a  fierce  san, 
traction  became  considerable  and  aug- 
mented with  the  rise  of  the  thermometer 
and  the  weight  of  the  vehicle.  When  the 
asphalt  was  either  dry  or  wet  it  afforded 
a  good  foothold  for  the  horses.  But 
when  the  asphalt  was  beginning  to  get 
wet  or  beginning  to  dry  the  horses  had 
much  difficulty  in  keeping  up.  Under 
such  conditions  the  asphalt  was  slippery, 
and  the  fall  of  the  horses  became  fre- 
quent. This  did  not,  however,  affect  the 
traction  of  the  vehicles,  which  still  re- 
mained less  than  on  other  roadways. 
The  wear  and  tear  of  tires,  axles,  har- 
ness, &o,y  was  less  on  asphalt  because 


shocks  were  imperceptible.  Although, 
under  the  conditions  named,  hordes  fell 
more  frequently  on  asphalt  than  on  gran 
ite  sets,  the  injuries  received  were  les* 
serious.  It,  however,  resolved  itself  into 
a  question  of  shoes,  and  he  thought  the 
adoption  of  the  Charlier  horse  shoe  had 
met  the  difficulty.  His  company  had 
found  that  asphalt  succeeded  perfect- 
ly as  a  flooring  for  granaries  and  for- 
age stores,  but  not  so  well  for  stables,, 
where  it  had  in  most  qases  to  be  aban- 
doned, owing  to  the  weight  of  the  horsea 
(from  10  to  12cwt.  each)  causing  depres- 
sions in  the  material  when  softened  by 
the  warmth  of  the  recumbent  animaL 
The  urine  collected  in  these  holes,  and^ 
moreover,  the  asphalt  was  too  smooth  for 
the  straw,  which  was  always  found  kicked 
out  behind  the  stall.  Perhaps  for  horses 
of  a  lighter  build  the  inconvenience 
would  not  be  so  great.  Latterly  they 
had  had  reason  to  believe  that  the  con- 
sistence of  the  subsoil  had  some  influ- 
ence on  the  question,  because  they  had 
stables  wherein  asphalt  floors  laid  ten  or 
twelve  years  ago  were  still  in  good  con- 
dition. '  The  cost  of  maintaining  the 
asphalt  laid  along  their  tramways  was  1 
franc  20  centimes  per  square  metre  per 
annum. 


PROPOSED    SYSTEM    OP    INCLINED    PLANES    FOR 
MOUNTAIN    ROADS. 

By  ED.  Ht.  ROGERS. 
Contrtbated  to  Van  Nostrand^s  Enoinisbino  Maoazinb. 


At  present  the  railroad  system  of  the 
world  has  reached  an  extent  of  123,000 
miles,  involving  in  its  construction  an 
expense  of  $11,255,000  and  the  con- 
sumption of  more  than  one-half  the 
total  iron  production.  This  excessive 
cost  is  due,  in  a  great  measure,  to  the 
necessity  of  using  comparatively  light 
grades  rather  than  making  the  roads 
conform  to  the  surface  of  the  ground. 

With  a  view  of  obviating  this  diffi- 
culty many  ingenious  systems  of  gravity 
railroads  have  been  proposed,  with  vary- 
ing success,  but  they  are   all   open   to 

*  The  vehicle  used  on  the  tramwavB  of  the  Paris 
Omnibus  Company  is  not  a  oar  as  usually  understood, 
but  merely  a  big  omnibus  on  flanged  wheels.  The  tram- 
"way  companies  use  cars  of  the  same  character  as 
^oae  in  London. 


serious  objections  which  have  heretofore 
prevented  their  general  introduction. 
With  very  few  exceptions  the  overcom- 
ing of  steep  gradients  is  confined  to  the 
friction  of  smooth  drivers  on  smooth 
rails. 

At  a  very  early  date  in  the  history  of 
railroads,  the  discovery  of  coal  in  the 
Lackawanna  Valley  directed  the  attention 
of  engineers  to  the  problem  of  its  trans- 
portation, across  the  mountains,  to  a  sea- 
board market.  The  result  of  their  in- 
vestigations was  the  construction  of  the 
noted  gravity  system  of  the  Delaware  & 
Hudson  Canal  Co.  This  system  involves 
two  independent  sets  of  inclined  planes,, 
each  set  being  arranged  in  the  order  of  a 
short,  but  isteep  plane,  followed   by  a 
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loDg  one,  the  inclmation  of  which  is 
reversed  and  is  only  sufficient  to  over- 
come the  friction  of  the  cars.  At  the 
summit  of  these  planes  are  situated  sta- 
tionary engines,  provided  with  suitable 
drums  and  endless  wire  ropes.  Arriving 
at  the  foot  of  a  steep  inchne,  the  trains 
are  attached  to  the  rope  and  elevated  to 
the  summit  by  the  action  of  the  engines, 
being  then  in  position  to  descend  the 
long  inclines  in  virtue  of  their  potential 
energy. 

The  second  set,  which  is  in  some 
places  several  miles  distant  from  the 
first,  has  its  planes  reversed  and  is  in- 
tended for  the  return  of  the  empty  cars. 

This  is,  doubtless,  the  cheapest  method 
of  transportation,  through  mountainous 
districts,  provided  there  is  traffic  enough 
over  the  line  to  keep  the  stationary  en- 
gines in  constant  use;  for  what  would 
represent  the  friction  of  a  train  for  a 
long  distance  on  a  supporting  grade  is 
concentrated  in  overcoming  the  gravity 
of  a  short  plane. 

Yet,  notwithstanding  the  utility  of 
this  method,  in  special,  and  the  entire 
railroad  system,  in  general,  there  is  still 
a  want  felt  which  calls  for,  and  has,  in 
some  measure,  received  the  attention  of 
engineers  of  to-day.  I  speak  of  lateral 
roads  through  mountainous  districts  in- 
tended as  feeders  of  main  trunk  lines, 
over  which  the  traffic  is  not  sufficient  to 
warrant  the  expense  attending  the  con- 
structioil  of  long  lines,  with  light  grades, 
or  the  operation  of  gravity  roads  with 
stationary  engines  and  rope  haulage. 

Since  it  is  the  purpose  of  this  paper  to 
propose  and  discuss  a  system  of  planes 
for  lateral  roads,  perhaps  it  will  be  well 
to  mention  some  of  the  kindred  devices 
alrt-ady  in  operation,  in  order  to  bring 
them  into  comparison  with  the  proposed 
plan. 

In  June,  1876,  an  article  appeared  in 
this  Maoazinb  by  Mr.  Henry  Handy- 
side,  stating  the  problem  of  inclined 
roads,  and  proposing  to  solve  it  in  the 
following  maiint^r: 

The  greater  portion  of  the  line  was  to 
be  constructed  with  such  a  grade  that 
the  ordinary  locomotive  might  be  able 
to  draw  over  it  trains  sufficiently  large 
to  accommodate  the  traffic  of  the  region 
through  which  it  passed.  But,  in  order 
to  overcome  the  required  elevation,  oc- 
casional planes,  not  exceeding  one  in  six, 


were  to  be  thrown  in  at  such  places  as 
the  character  of  the  country  might  war- 
rant.  A  plane  of  one  in  six  is  the  maxi- 
mum inclination  over  which  a  locomotive 
can  proceed,  without  a  load,  and  in  all 
kinds  of  weather.  Since,  then,  none  of 
the  planes  were  to  exceed  this  limit,  the 
locomotives  could  always  climb  them^ 
and  it  only  remained  to  provide  suitable 
means  of  elevating  the  trains.  To  ac- 
complish this,  each  locomotive  was  to  be 
provided  with  winding  gear  and  steel 
wire  rope,  driven  by  auxiliary  engines. 
In  addition  to  this  they  were  to  carry 
powerful  gripping  struts  which,  by  their 
action  on  the  rails,  might  be  capable  of 
holding  the  entire  train.  Arriving  at 
the  foot  of  a  plane  the  engine  was  to  be 
uncoupled  and  proceed  up  the  hill,  at 
the  same  time  playing  out  the  wire  rope 
from  its  winding  drum.  At  the  summit 
it  was  to  be  anchored  by  means  of  tho 
gripping  struts,  thus  virtually  changing 
the  entire  machine  into  a  stationary 
winding  engine,  by  the  action  of  which 
the  train  might  be  elevated. 

This  method  was  practically  tested  in 
England,  and  met  with  some  success, 
though  its  introduction  was  very  limited, 
and,  I  believe,  it  has  since  been  aband- 
oned. 

Another  method  which  has  received 
some  attention,  but  which  has  not,  as  yet^ 
been  practically  tested,  is  briefly  as  fol- 
lows: 

The  grade  of  the  road  is  arranged 
like  that  of  Mr.  Handy  side;  that  is  to 
say,  there  are  no  inclines  so  steep  but 
that  a  locomotive,  detached  from  its 
train,  can  climb  them.  The  method  of 
operation  is  also  similar  to  that  above 
described,  the  only  essential  difference 
being  in  the  manner  of  changing  the 
locomotive  into  a  winding  engine.  In 
this  case,  upon  arriving  at  the  summit  of 
a  plane  the  locomotive  is  anchored  over 
a  pair  of  friction  drums  on  which  the 
drivers  act,  causing  them  to  rotate  and 
put  in  motion  a  set  of  winding  gear,  by 
the  action  of  which  the  train  is  elevated. 

The  main  advantage  which  this  sys- 
tem  offers  over  that  of  Mr.  Handyside 
is,  perhaps,  the  difference  in  expense 
between  the  equipment  of  the  planes 
with  suitable  drums  and  gear  in  the  one 
case,  and  providing  each  locomotive 
with  the  necessary  appliances,  in  the 
other  case.     This  would,  of  course,  vary 
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under  different  circumstances,  and  per- 
haps there  can  be  no  general  comparison 
between  the  two. 

The  toothed-rail  system  used  on  the 
Mt.  Washington  and  the  Rigi  Railways 
is  so  familiar  that  mere  mention  of  those 
celebrated  roads  will  stand  in  lieu  of  a 
full  description.  The  name  "  third  grip 
rail"  used  on  the  Mt.  Cenis  Railroad, 
explains  itself. 

Many  other  ingenious  methods  of 
overcoming  elevation  have  been  pro- 
posed, but  explanations  of  them,  al- 
though perhaps  interesting,  would  not 
be  compatible  with  the  limits  of  this 
paper.  Let  us,  therefore,  proceed  to 
explain  the  device  proposed  in  this 
paper. 

in  order  to  make  plain  the  problem 
under  consideration,  it  may  be  repeated 
in  a  more  specific  form.  Let  us  suppose 
that  a  trunk  line  wishes  to  extend  a 
branch  into  some  mining  district  where 
the  elevation  to  be  overcome  is  great, 
but  the  character  of  the  country  such 
that  most  of  it  may  be  mastered  in  one  or 
two  short  inclines,  if  safe  and  economical 
means  of  climbing  them  can  be  devised. 

In  overcoming  ordinary  grades,  and  in 
all  attempts  to  climb  steep  gradients, 
the  real  process  is  a  change  of  kinetic 
energy,  or  energy  of  motion  into  poten- 
tial energy,  or  energy  of  position.  In 
all  locomotive  systems  now  in  operation, 
no  attempt  is  made  to  utilize  this  poten- 
tial energy  after  it  has  been  attained. 
On  the  contrary,  outside  of  the  mere 
descent,  it  is  a  troublesome  element 
whidi  has  to  be  overcome  by  brakes. 
If  it  can  be  put  to  practical  use  its 
superiority  over  kinetic  energy,  which 
must  be  generated  for  the  occasion, 
is  manifest. 

Let  us  suppose  that  we  have  a  train 
of  loaded  cars,  whose  weight  is  P,  at  the 
summit  of  a  steep  incline,  and  let  it  be 
xjonneeted  with  a  counter  weight,  enough 
lighter  than  itself  to  provide  for  friction. 
The  train  descends  and  the  counter 
weight  ascends,  and  is  then  in  position 
to  eert  its  potential  energy  in  elevating 
Another  train,  provided  it  is  lighter  than 
the  first.  When  the  traflic  down  the 
plane  is  greater  than  in  the  opposite 
direction,  the  system  may  be  operated 
without  the  aid  of  an  outside  motor.  It 
is,  indeed,  a  method  very  often  used  in 
mining  operations  where  ore  or  coal  is  to 


be  transported  from  a  higher  to  a  lower 
evel. 

If  to  the  train  at  the  summit  of  the 
incline  a  locomotive  is  attached  whose 
weight  is  W,  and  if,  for  the  moment, 
friction  is  neglected,  it  is  evident  that 
the  entire  train  will  be  capable  of  elevat- 
ing a  counter  weight  weighing  P-|- W-h 
W',  W'  being  an  additional  weight,  due 
to  the  traction  of  the  locomotive,  and 
depending  upon  the  inclination  of  the 
plane.  The  counter  weight  will,  in  turn, 
be  capable  of  elevating  a  dead  weight 
P  +  W  -h  W'  or  a  train  weighing  P  -I-  W  4- 
2W'  provided  it  is  also  drawn  by  a  loco- 
motive. By  properly  choosing  the  in- 
clination of  plane  and  weight  of  counter 
weight,  the  system  will  be  under  the 
full  control  of  the  locomotive,  and  en- 
tirely independent  of  the  preponderence 
of  the  traffic  down  the  plane.  But  be- 
fore discussing  this  case  let  us  determine 
the  value  of  W'. 

The  adhesive  power  of  a  locomotive  is 
evidently  the  limit  of  its  tractive  power, 
and  may  be  substituted  for  it  in  deter- 
mining the  maximum  load.  It  varies 
greatly  according  to  the  condition  of  the 
track,  but  may  be  safely  taken  at  one- 
fifth  the  insistent  weight  on  drivers  mul- 
tiplied by  the  cos.  angle  of  inclination. 


Let  us  now  investigate  the  load  which 
a  locomotive  will  draw  on  a  level,  and 
then  extend  the  investigation  to  inclines 
suitable  for  systems  intended  to  over- 
come great  elevation. 

Let  W"=total  weight  of  train. 
"    T     =  traction   of  locomotive,  on 

level. 
"     a     =  angle  of  inclination. 
"    f     =  coefficient    of    friction,    of 

train. 
"    T'    =  traction   of    locomotive   on 

plane. 

Projecting  all  the  forces  upon  the  axis 

Digitized  by  VjOOQ IC 


SYSTEM  OF  INCLINED  PLANES  FOB  MOUNTAIN  ROADS. 


XX'y  the  general  equation  of  motion 
will  be 

(1)     2X=d(W"ain&+Wyoo8a) 

— TC08A=0 

6  being  a  variable  whose  value  deter- 
mines the  direction  of  the  motion.  That 
is  to  say, 

When  6=1  there  is  equilibrium. 
"      0>1    there  is  motion   up   the 

plane. 
"      d<l  there  is  motion  down  the 
plane. 

If  6= weight  of  locomotive  and  ten* 

der,     p=  percentage     which     rests     on 

drivers,  and  we    take  friction  at  8  lbs. 

er  gross  ton,  T'-=T  cos  a  and  eq.  (1) 

comes 

W'sin  a  +  W" -^  cos=-t  pQ  COS  a 
2240  ^^ 


or      W'lan  a  + 


8W"     pG 


2240 


(2) 


When  a=o  and  /o=.6  (which  will  be 
the  case  if  the  locomotive  has  four  driv- 
ing wheels)  tan  a=o.    Then  (from  eq.  2) 

W"=33.6  G. 

That  is,  under  the  assumed  data,  the 
locomotive  will  pull  33.6  -I-  its  own 
weight  on  a  level.  This  is  a  superior 
limit  since  d>l. 

The  load  which  the  locomotive  will 
pull  on  any  grade  may  be  found  by  sub- 
stituting the  proper  value  for  tan  a  in 
(eq.  2),  and  to  find  the  maximum  grade 
over  which  the  locomotive  will  travel 
when  detached  from  its  train,  it  is  only 
necessary  to  substitute  W"=6  in  the 
same  equation 

G      .6G 

whence,  tan  a=.  11642  which  corresponds 
to  a  grade  of  1  in  8.5. 

If  the  locomotive  is  so  constructed 
that  the  entire  weight  is  thrown  upon 
the  drivers, /o=l  and  the  grade  may  be 
increased  to  1  in  5. 

Assuming  the  inclination  to  be  one  in 
nine,  and  supposing  the  locomotive  to  be 
at  the  summit,  it  will  (according  to  what 
precedes)  elevate  a  counter  weight,  the 
weight  of  which  may  be  determined 
from  the  formula 


T=G-I-W"-2F-F' 


.    (3) 


In  which 

T  =  weight  of  counter  weight 
G  =     "        "  locomotive  and  tender. 
F=friction«        "  "        « 

F'=     "        •*  sheave  journals,  ropes, 

etc. 
W^= total   load  which    locomotive 
will  draw  upon  the  incline. 

W^  may  be  determined  from  eq.  (2)  by 
making  tan  a=:^ 


iW'-l- 


280  5 


or  W"=1.06  G. 

Since  we  have  assumed  8  lbs.  per  gross 
ton  to  be  the  amount  absorbed  by  fric- 
tion of  train, 

F=„^^2F=.007  6. 
2240 

In  determining  the  last  member  (F')  it 
is  only  necessary  to  obtain  the  initial 
friction,  or  that  which  must  be  overcome 
in  order  to  set  the  system  in  motion. 
Since  the  pressure  on  journals  is  2  sin  a 
=.14  T,  and  the  coefficient  of  axle  fric- 
tion for  wrought  iron  on  brass  is  .075, 
the  initial  friction  will  be  .14  Y  X  .075= 
.105  Y.  Now  suppose  diameter  of 
sheave =10  diameter  journals,  then  the 
force  at  circumference  of  sheave  neces- 
sary to  overcome  friction  of  journals 
=.1  X.105  Y=.0105  Y. 

Substituting  these  values  of  F,F',  and 
W"  in  eq.  (3) 

Y=6-f-1.06G— .007  G— .0106  Y 
or     Y=2.02G. 

This  calculation  does  not  take  into 
consideration  either  the  weight  or  rigidi- 
ty of  the  rope,  but  is  sufficiently  accu- 
rate to  show  that  the  system  will  be  un- 
der full  control  of  the  locomotive,  provi- 
ded the  inclination  does  not  exceed  one 
in  nine,  and  the  counterweight  is  no 
heavier  than  2  G,  for  it  can  always  pro- 
ceed up  the  plane  and  manage  the  coun- 
terweight unassisted.  Bearing  this  in 
mind,  the  reasons  for  the  following  plan 
for  a  lateral  road  will  be  manifest: 

Let  the  mean  portion  of  the  line  be 
built  on  an  ordinary  supporting  grade, 
but  at  such  places  as  the  character  of 
the  country  may  warrant,  let  occasional 
planes,  not  exceeding  one  in  nine,  be 
thrown  in,  and  let  each  of  these  be  provi- 
ded with  suitable  counterweights,  weigh- 
ing no  more  than  2  G.    Then  all  trains 
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weighing  less  than  8  G  may  proceed  over 
the  planes  without  delay,  but  should 
they  exceed  this  limit  it  will  be  necessary 
to  divide  them,  and  make  two  trips  over 
the  plane.  If,  however,  the  traffic  can 
be  arranged  so  that  the  counterweight 
will  always  be  in  position  for  the  next 
train,  that  is,  if  the  trains  alternate  in 
direction,  it  may  be  made  much  heavier 
and  the  angle  of  inclination  may  also  be 
increased. 

To  illustrate  this  let  us  take  an  ex- 
treme case.  For  instance,  take  a=45° 
then  tan  a=l,  and  from  eq  (2)  we  obtain 
the  value  of  W"=.12  G,  which  may  be 
interpreted  thus:  On  a  plane  whose  in- 
clination is  45°,  a  counterweight  weigh- 
ing .88  G  will  be  required  to  elevate  a 
locomotive  weighing  G,  provided  the  full 
traction  of  the  engine  is  utilized.  As 
Boon  as  the  inclination  has  passed  the 
limit  one  in  nine,  the  system  is  no  longer 
under  control  of  the  locomotive,  and 
there  is  no  further  necessity  of  limiting 
the  weight  of  counterweight.  But  (in  the 
case  a =46°)  the  trains  passing  down  the 
plane  must  weigh  at  least  Y— .12  G,  and 
those  passing  up  the  plane  will  be  limited 
to  Yh-.  12  G. 

In  most  cases  these  conditions  would 
be  found  inconvenient  if  not  impossible, 
and  the  use  of  inclinations  greater  than 
the  angle  of  adhesion  would  be  expedi- 
ent only  under  very  exceptional  circum- 
stances. 

The  construction  and  equipment  of 
planes  suitable  for  this  system  would  be, 
m  most  cases,  neither  difficult  nor  expen- 
sive. Perhaps  it  will  be  well  in  this  con- 
nection to  give  a  few  details.  However, 
before  doing  so  it  will  be  necessary  to 
assume  data  for  a  particular  case. 

Since  the  value  of  p  exerts  so  great  an 
influence  upon  the  maximum  grade  which 
may  be  given  to  the  plane,  it  is  very  es- 
sential to  use  a  locomotive,  the  weight 
of  which  is  well  concentrated  upon  the 
drivers.  This  effect  is  best  produced  in 
what  is  knownr  as  a  "  tank  engine;"  and 
in  the  following  details  it  will  be  assumed 
that  such  an  engine  is  used. 

Now,  since  the  track  is  exposed  to  all 
kinds  of  weather,  a  poor,  though  not 
absolutely  the  worst  condition,  of  the 
rails  must  be  taken  to  compute  the  incli- 
nation of  the  plane.  For  frost,  the  ad- 
hesive power  is  -J^  G  cos  a,  while  for  thor- 
oughly wet  rails  it  is  J  G  cos  a  and  for 


dry  rails  it  rises  as  high  as  ^  G  cos  a. 
To  obtain  the  maximum  utility  it  would, 
of  course,  be  inexpedient  to  assume  a 
factor  of  adhesion  providing  for  snow, 
for  since  the  planes  are  short  it  would, 
doubtless,  be  more  economical  to  clear 
the  rails  than  submit  the  system  to  such 
unfavorable  and  extreme  conditions.  In 
the  previous  discussion  the  factor  \  was 
used,  and  the  value  of  p  was  taken  at  .6, 
thus  providing  for  frosty  rails  and  a  tank 
locomotive.  Under  these  suppositions, 
the  inclination  was  found  to  be  about 
one  in  nine.  This  is  a  somewhat  smaller 
inclination  than  that  assumed  by  Mr. 
Handyside  and  others,  which  is  probably 
due  to  the  fact  that  it  was  derived  under 
the  assumption  that  the  rails  are  in  poor 
condition. 

In  order  to  illustrate  the  problem  let 
it  be  proposed  to  overcome  an  elevation 
of  200  feet,  and  assume  available  ground 
for  a  straight  incline  which  will  be  1800 
feet  long,  since  the  inclination  is  one  in 
nine. 

From  what  has  proceeded  it  will  appear 
that  when  the  rails  are  covered  with 
frost  the  weight  of  the  counterweight  is 
limited  to  2  G,  or  in  this  case,  80  tons. 
If,  however,  the  rails  are  thoroughly  wet 
this  weight  may  be  increased  to  120  tons, 
and  for  dry  track,  to  126  tons.  To  pro- 
vide for  this  difference  and  always  ob- 
tain the  maximum  effect  of  the  system, 
it  is  only  necessary  to  divide  the  counter- 
weight into  sections  weighing  respect- 
ively 80,  40  and  5  tons.  In  good  weath- 
er the  total  weight  may  be  elevated  by 
the  locomotive,  but  when  the  rails  be- 
come slippery  the  sections  must  be  un- 
coupled, and  the  80-ton  weight  alone 
used.  A  good  form  of  counterweight, 
and  one  which  would  combine  economy 
in  first  cost,  compactness,  and  durability, 
would  be  simply  pig  iron  cylinders, 
roughly  cast  around  axles  and  fitted 
with  ordinary  car  wheels.  These  cylin- 
ders might  be  connected  together  in 
groups  of  two,  by  means  of  side  beams 
carrying  suitable  boxes  for  the  axle 
journals,  and  the  groups,  in  turn,  coupled 
into  a  train  of  the  requisite  weight. 

In  cases  where  the  proper  excavations 
could  be  cheaply  made,  counterweight 
might  be  made  less  with  a  somewhat  nar- 
rower tread  than  the  cars,  and  run  on  a 
track  in  a  covered  trench,  underneath  the 
main   track,  thus    reducing,  in  a  great 
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measure,  liability  to  accident,  and  secur- 
ing the  counterweight  against  all  ob- 
structions. 

COMPABISON. 

In  the  absence  of  accurate  data  it 
would  be  a  difficult  matter  to  make  a 
close  comparison  between  the  cost  of  a 
road  built  on  this  plan,  and  one  in  which 
the  same  elevation  is  overcome  by  an  or- 
dinary supporting  grade;  but  the  follow- 
ing is  a  rough  approximation  to  the  com- 
parative merits  of  one  plane  of  the 
gravity  system,  and  a  corresponding  por- 
tion of  the  common  road. 

As  before,  let  it  be  required  to  over- 
come an  elevation  of  200  feet,  and  as- 
sume available  ground  for  incline  of  one 
in  nine,  and  also  for  the  development  of 
a  supporting  grade.  The  length  of  the 
former  will  be  1800  feet,  while  that  of 
the  latter  will  depend  upon  the  grade 
assumed.  As  a  gravity  system  would  be 
adopted  only  in  mountainous  districts, 
curvature  would  exert  considerable  re- 
sistance, and  should  be  taken  into  ac- 
count. This  is  easily  done,  in  case  of  the 
plane,  by  assuming  the  weight  of  coun- 
terweight to  be  enough  greater  than  that 
of  the  maximum  train,  to  overcome  all 
resis'tances.  Five  tons  difference,  which 
has  been  assumed  in  the  following  discus- 
sion, is  not  only  sufficient  to  do  this,  but 
would  also  render  some  assistance  to  the 
locomotive.  In  the  case  of  the  support- 
ing grade,  however,  these  resistances 
must  be  overcome  by  the  locomotive  and 
must  be  considered. 

There  is  a  custom  of  equating  or  com- 
pensating for  curvature  on  supporting 
grades,  by  deducting  from  the  rate  of 
inclination  an  amount  equal  to  from  y^^ 
to  Y^-g^  of  one  per  cent,  of  the  distance 
for  each  degree  of  curvature.  Thus,  if 
we  assume  a  nominal  grade  of  100  feet 
per  mile  (1.9  feet  in  100  feet,  or  a  1.9  per 
cent,  grade)  it  must  be  flattened  ^It  to 
y^  (an  average  of  .06)  feet  in  every  100 
feet  for  each  degree  of  curve,  or  .06 
X  52.8=3.168  feet  per  mile,  for  each 
degree  in  100  feet.  Now,  let  us  assume 
something  like  the  ordinary  characteristic 
of  alignment  in  a  mountainous  country, 
sajr  a  total  deflection  of  180°  in  each 
mile  of  distance  or  3.03**  in  each  100  feet. 
This  will  call  for  a  reduction  of  3.03  X 
3.168=9.6  feet  per  mile. 

The  absolute  grade  is  then  100  —  9.6= 


90.4  feet  per  mile,  and  the  distance  re- 
quired to  overcome  200  feet  elevation  is 
^=2.2  miles.  This  means  that  over- 
coming an  elevation  of  200  feet  and  a 
total  curvature  of  180°  per  mile  is  equiv- 
alent to  overcoming  100X2.2=220  feet 
on  a  straight  track.  We  may  therefore 
consider  our  grade  as  100  feet,  and  dis- 
tance as  2.2  miles,  and  pay  no  further 
attention  to  curvature.  In  this  case  the 
length  of  the  supporting  grade  is 

2.2X6280     «  ,^     . 

=6.45   times    as   long  as  the 


1800 
equivalent  gravity  plane. 

This  will  enable  us  to  roughly  approx- 
imate to  the  relative  cost  of  the  two  sys- 
tems, but  in  order  to  make  a  fair  compari- 
son of  their  merits,  we  must  also  take  into 
consideration  the  amount  of  work  which 
can  be  done  on  each  in  the  same  time. 

To  arrive  at  this  result,  let  us  first  de- 
termine the  time  required  to  take  the 
maximum  train  over  the  plane,  and  also 
the  time  in  which  the  same  locomotive, 
drawing  the  same  load,  can  climb  the 
grade. 

Let  H  =  the  absolute  horse  power 
which  the  locomotive  is  capable  of  im- 
parting on  a  level  road.  (If  the  cylinder 
power  is  large  enough,  H  is  dependent 
upon  the  adhesive  power,  which  varies 
as  the  cosine  of  the  angle  of  inclination. 
On  an  incline,  therefore,  the  power  = 
H  cos  a) 

Let  a   =  inclination  of  plane. 
**     8   =length  of  plane,  in  feet. 
"     t   =time  required  to  pass  over 

the  distance  s. 
"8lbs.= friction   per  gross  ton,  on 

level  track. 
"     W=load,  including  locomotive, 

in  tons. 


We  may  derive  a  general  expression 
for  t  from  the  following  consideration: 
Resolving  W  in  the  direction  AB  and 

^  1  •       x  •  X*  8     XT       W  cos  a 

takmg  friction =:::7-7::  N= 


2240 


280 


we 
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have  for  the  force  which  the  locomotiv 
must  overcome 

W  008  a 


W  sin  a  + 


280 


Now  since  work  is  pressure  into  dis' 
tance,  the  work  absorbed  in  taking  the 
load  up  the  plane  is, 

foot  tons,   or  if  the   ascent  requires   t 
minutes. 

(-—  .  Wcosa\ 

280     / 


foot  tons  per  minute. 

Since  one  horse   power  =38000  foot 

,       .33000-     ^^  •     *     .* 

pounds  =  ^^^^  foot  tons,  per  mmute,  it 


2240 


requires 


33000 « 

horse  power  to  draw  the  load  up  the 
plane.  But  the  actual  horse  power  ex- 
pended by  the  locomotive  is  H  cos  a. 
Consequently 

(,rrr  .  Wcosa\ 

Wsina+  ) 


33000 « 


=Hcosa 


or 


t=' 


/Wsir 


22405  (Wsina  + 


Wcosa\ 
280    / 


33000 H cos a 


2240.(wtana+-^) 

33000 H 
If  H  is  constant  we  may  substitute 
2240 


A= 


33000H 


whence 


«=a( 


Wtana  + 


W 

280 


(a) 


In  this  formula  no  account  is  taken  of 
the  pressure  of  the  air;  but,  since  the 
velocity  on  the  grade  must  be  greater 
than  that  on  the  plane,  this  omission  will 
favor  the  sapportmg  grade.  If  the  same 
condition  of  track  is  assumed  in  both  cases, 
it  makes  no  difference  whether  it  be  wet  or 
dry,  for  the  power  of  the  locomotive  will 
be  equally  limited  by  slippery  rails.    Let 


us  then  assume  that  the  entire  counter- 
weight (125  tons)  is  used,  and  that  the 
maximum  train  weighs  120  tons,  exclu- 
sive of  locomotive.  The  extra  five  tons 
of  the  counterweight,  will  easily  over- 
come the  friction  of  the  system  and  keep 
the  train  pressing  against  the  locomotive. 
Therefore,  in  the  case  of  the  plane,  it  is 
only  necessary  to  find  the  time  in  which 
the  locomotive,  uncoupled  from  its  load, 
will  ascend  the  plane.  This  may  be 
found  in  terms  of  H;  by  substituting  in 
eq  (a),  W=40  tons  IS=1800  ft.  and  tan 
a=i. 

Making  these  substitutions  and  reduc- 
ing we  find  t=8267  A. 

In  the  case  of  the  supporting  grade, 
however,  the  locomotive  must  elevate, 
not  only  itself,  but  also  the  train  (120 
tons),  making  a  total  load  of  160  tons. 
Therefore, 

^n^  1.9 

W=160  tons— tan  a=— -, 

and  «=2.2X5280. 

From  these  values  we  obtain  ^,=41957 
A. 
Hence 


4196YA 


8257  A 


=5.08  or  ^ =5. 08^ 


That  is — the  time  required  to  ascend 
the  grade  is  5.08  times  as  much  as  that 
required  to  ascend  the  plane.  Now  let 
us  suppose  that  the  descent  of  the  plane 
occupies  just  as  much  time  as  the  ascent, 
and  that  2.08  ^  is  consumed  in  delays  at 
the  top  and  bottom.  The  train  can  pro- 
ceed  up  the  plane,  the  locomotive  de- 
scend, elevating  the  counterweight,  and 
re-ascend  with  another  train,  in  the  time 
that  it  would  require  for  one  train  to 
pass  over  the  grade. 

Thus,  at  least  twice  as  much  i;vwight 
can  be  transported  over  the  gravity 
plane,  in  the  same  time,  as  over  the  sup- 
porting grade. 

Let  us  now  assume  an  average  cost  of 
construction,  exclusive  of  equipment,  in 
a  mountainous  country,  say  $30,000  per 
mile,  and  endeavor  to  arrive  at  the  rela- 
tive expense  of  the  two  systems.  At 
this  rate  the  cost  of  the  supporting  grade 
would  be  $66,000.  If  we  assume  that 
the  cost  of  grading  and  tracking  the 
gravity  plane  to  be  one  and  a-half  times 
as  much  as  the  same  length  of  main  line, 
we  will  have  1,800  feet  of  inclined 
plane  to  construct  at  a  cost  of  $45,00 
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per  mile.  The  following  is  a  rongh  esti- 
mate of  the  cost  of  a  gravitjr  plane.  As 
it  is  made  for  comparison  with  the  cost 
of  an  equivalent  supporting  grade,  the 
items  are  assumed  very  high  in  order  to 
be  sure  of  covering  the  expense. 

1,800  feet  of  track  @  $45,000 

per  mile $15,840 

Counterweight  about 6,000 

Steel  wire  rope 2,000 

Extra  work  at  top  and  bottom 

of  plane 1,500 

Sheaves,  frames,  etc 1,000 

25,840 
For  contingencies,  etc 7,160 

$33,000 
Cost  of  supporting  grade 66,000 

The  result  of  the  above  comparison 
may  be  briefly  stated  thus:  Under  the 
assumed  data,  the  gravity  plane  is  capa- 
ble of  doing  twiee  the  amount  of  work 
in  the  same  time,  while  its  original  cost 
of  construction  is  only  one-half  as  much 
as  an  equivalent  supporting  grade. 


It  will  be  noticed  that  very  liberal  al- 
lowances have  been  made  for  delays  at 
the  head  and  foot  of  the  incline,  and  for 
the  friction  of  the  gravity  system.  The 
friction  of  train,  sheaves,  etc.,  has  been 
allowed  for  in  determining  the  inclina- 
tion. And  the  extra  five  tons  weight  of 
counterweight  over  that  of  the  maximum 
train  is  not  only  sufficient  to  overcome 
any  resistance  due  to  curvature,  but 
would  render  some  assistance  to  the  loco- 
motive. 

In  conclusion,  it  may  be  added  that  in 
the  construction  of  such  a  system  due 
reference  should  be  paid  to  the  arrange- 
ment of  the  grades  so  that  the  maximum 
train,  on  that  portion  of  the  line  which 
is  arranged  as  a  supporting  grade,  should 
be  able  to  pass  over  the  planes.  Or  the 
arrangement  might  be  made  with  refer- 
ence to  the  division  of  the  trains  at  the 
foot  of  the  planes,  in  which  case  it  would 
be  necessary  to  make  two  or  more  trips 
over  the  planes  for  each  train. 


THE  RIVERS  OP  CHINA. 

THE  TANGhTSE,    THE  YELLOW  BTVEB,   AND   THE  PEI-HO.* 
From  "Nature." 


Thssb  three  rivers  form  conjointly  the 
great  river  system  of  China.  Although 
at  the  present  day  each  of  them  runs  its 
separate  course  to  the  sea,  there  is  good 
reason  to  believe  that  several  centuries 
since  they  were  united  by  a  number  of 
connecting  branches,  in  a  manner  some- 
what resembling  the  junction  of  the 
Ganges  and  the  Brahmapootra  in  our 
own  time.  Such  is  the  inference  to  be 
drawn  from  an  ancient  Chinese  map, 
copied  by  Alvarez  Semedo,  a  Portu- 
guese Jesuit,  and  which  must  be  assigned 
to  a  time  preceding  that  of  the  con- 
struction of  the  Grand  Canal  by  Gbenghis 
Ehan  in  the  beginning  of  the  thirteenth 
century.f     Linked  together  as  these  riv- 

*  The  author.  Surgeon  fl.  B.  Gnppy,  of  H.M.S.  **  Hor- 
net," writing  from  Yokohama,  February  11,  says:  "  I 
toward  to  you  by  this  mail  a  paper  containing  the  re- 
tnlts  of  obterratfonB  I  have  made  durin^r  the  last  two 
▼ears  on  the  subject  of  the  Yang-tee  and  the  Pei-ho, 
together  with  similar  information  as  regards  the  Yellow 
BlTer.  Looking  on  these  three  rivers  as  in  realitir  one 
river  8Trt«m,  I  have  embodied  in  one  paper  all  the 
*'data'*coucenilnff  them;  and  have  treated  them  both 
Mparately  and  in  tneir  conjoint  character.  I  can  answer 
for  the  accuracy  of  the  various  estimationp,  and  have 
enployed  the  usual  methods  in  obtaining  them." 

t  Vidt  a  paper  by  Mr.  8.  Mossman  on  the  "  Double 
Delta  of  the  Yeilow  River,"  published  in  the  Oeograph-' 
iMlJCdyiuiiM  for  April,  1878. 


ers  were  in  the  past,  a  brief  consideration 
of  their  present  condition  will  prove 
that  they  are  laboring  towards  the  same 
end  in  our  own  day.  But  before  pro- 
ceeding to  examine  them  in  their  con- 
joint character,  it  will  be  necessary  to 
consider  briefly  their  leading  hydrolog- 
ical  features. 

I. — The  Yang-tse — the  largest  and  most 
important  of  these  three  rivers — has  a 
course  of  about  3,000  miles,  and  drains 
an  area  which  is  variously  estimated  be- 
tween 760,000  and  660,000  square  miles; 
for  my  own  calculations  I  will  adopt  the 
mean  of  these  two  estimates,  namely, 
630,000  square  miles.  Its  waters,  com- 
mencing to  rise  in  February  and  March, 
reach  their  highest  level  in  the  month  of 
June  or  July;  and  here  they  remain 
with  occasional  fluctuations  till  the  end 
of  August  or  the  beginning  of  Septem- 
ber, finally  reaching  their  lowest  level 
towards  the  close  of  January. 

With  regard  to  the  discharge  of  water 
of  this  river,  Capt.  Blakiston*  has  esti- 


*■  Five  months  on  the  Yang-tse. " 
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mated  the  average  amount  carried  past 
T-chang,  which  is  situated  at  about  960 
miles  from  the  sea,  at  56o,000  cubic  feet 
per  second  ;  he  founded  this  estimate  on 
observations  made  during  the  months  of 
April  and  June.  When  stationed  at 
Hankow  in  the  winter  1877-T8,  a  place 
distant  about  600  miles  from  the  sea,  I 
set  to  work  to  make  a  similar  estimate  of 
the  water  carried  past  that  city  for  the 
twelve  months  included  between  May 
1877  and  May  1878.  Having  taken  a 
line  of  soundings  across  the  river  and 
having  ascertained  the  river's  breadth 
(1,450  yards  by  sextant  measurement)  at 
a  point  below  the  union  of  the  Han  with 
the  main  stream,  I  commenced  a  series 
of  observations  on  the  rise  and  fall  of 
the  river  water  and  on  the  force  of  the 
current,  which  combined  with  informa- 
tion received  from  the  Custom-house  and 
from  other  sources,  supplied  me  with 
the  necessary  data  for  my  calculation. 
The  results  are  contained  in  the  follow- 
ing table  : 

Surface  .'Average       Water-discharge- 

1877.          current.  depth.  Cubic  feet 

EnotB  per  hour.  Feet.  per  second . 

May  81..      2i  ..  64  ..         846,336 

June  30..      2i  ..  61  ..         896.293 

July  31..      8  ..  58  ..  1,022,656 

Aug.  31..      8J  ..  62  ..  1,275,381 

Sept.  80..       2}  ..  63  ..  1,018,248 

Oct.   81..      2  ..  58  ..         622,997 

Nov.  30..      IJ  ..  42  ..         808,560 

Dec.  31..      1  ..  36  ..         211,584 

1878. 

Jan.  31..    ♦  ..  80  ..  141,085 

Feb.  28..  l|  ..  89  ..  412,620 

Mch.  31..  li  ..  45  ..  896  720 

ApL  30..  2  ..  57  ..  670,016 

12)7,822,502 


651,875 
We  may  therefore  place  the  average 
water-discharge  for  the  year  at  Hankow 
at  650,000  cubic  feet, per  second.  Now, 
estimating  the  area  of  drainage  above 
Hankow  to  be  about  ^  of  the  whole 
area,  and  assuming  that  the  portion  of 
the  Yang-tse  valley  below  Hankow  drains 
off  its  waters  at  the  same  rate  as  the  re- 
mainder of  the  river-basin,  it  follows 
that  the  average  water- discharge  for  the 
whole  river  may  be  placed  at  770,000 
cubic  feet  per  second. 

With  reference  to  the  amount  of  sedi- 
ment carried  by  the  Yang-tse  past  the 
same  city,  I  found,  as  much  as  seven 
grains  in  the  pint  (nearly  one  drachm  in 
the  gallon)  in  the  month  of  July,  when 


the  river  was  at  its  height;  while  in 
March,  when  the  river  was  low,  I  found 
as  little  as  three-fifths  of  a  grain  per 
pint.  The  average  proportion  of  sedi- 
ment during  the  twelve  months  in  ques- 
tion I  estimate  at  four  grains  in  the  pint 
(a  little  over  half  a  drachm  per  gallon). 
This  represents  a  proportion  of  ytVff  ^7 
"  weight,"  or  (taking  the  specific  gravity 
of  the  dried  mud  at  1.9)  of  ^t^t  ^7 
"  bulk "  of  the  average  discharge  of 
water.  It  is  thus  easy  to  obtain  the 
total  amount  of  sediment  carried  during 
the  twelve  months  past  Hankow,  namely, 
4,945,280,250  cubic  feet  :  but  to  allow 
for  the  amount  of  mud  a  river  pushes 
along  its  bed,  one-tenth  must  be  added 
according  to  the  principle  laid  down  by 
Messrs.  Humphreys  and  Abbot  in  the 
case  of  the  Mississippi.  This  will  bring 
the  total  annual  discharge  of  sediment 
at  Hankow  up  to  5,439,808,275  cubic 
feet,  or  at  the  rate  of  172  cubic  feet  per 
second.  Now,  assuming  that  the  drain- 
age area  below  Hankow  supplies  the  same 
relative  amount  of  sediment  as  the  re- 
mainder of  the  catchment  basin,  I  esti- 
mate the  total  amount  carried  down  to 
the  sea  annually  at  6,428,858,255  cubic 
feet. 

The  removal  of  this  amount  of  sedi- 
ment from  an  area  of  drainage  of  650,000 
square  miles  represents  a  lowering  of  the 
surface  at  the  rate  of  one  foot  (of  rock) 
in  3,707  years.  This  is  therefore  the 
rate  of  "  subaerial  denudation  "  of  the 
valley  of  the  Yang-tse  as  far  as  concerns 
the  quantity  of  sediment  removed.  Of 
the  proportion  of  solids  in  solution,  I 
have  had  no  opportunity  of  judging,  but 
that  the  soluble  matter  is  in  considerable 
quantity  is  rendered  probable  from  the 
extensive  limestone  districts  traversed  by 
this  river. 

11. — The  Yellow  River  or  the  Hoang-ho 
has  derived  the  appellation  of  "China's 
Sorrow"  from  its  frequent  destructive 
inundations.  It  runs  a  course  of  about 
2,500  miles;  but,  unlike  the  Yang-tse, 
its  lower  course  has  frequently  shifted  in 
the  course  of  ages,  and  although  it  opens 
at  the  present  day  into  the  Gulf  of  Pe- 
chili,  only  a  quarter  of  a  century  has 
passed  since  it  emptied  its  waters  into 
the  Yellow  sea.*  Ihe  mountainous  dis- 
trict of  the  province  or  Shantung  has  in 
truth  been  the  chief  means  in  deflecting 

*  Fid«  Mr.  MoMinan'8  paper,  already  referred  to. 
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the  waters  of  this  great  river  on  more 
than  one  occasion  during  the  historical 
era  from  the  Gulf  of  Pe-chili  to  the  Yel- 
low Sea  and  vice-versa. 

With  reference  to  the  quantity  of 
water  discharged  by  the  Hoang-ho  I 
have  had  no  opportunity  of  personal 
observation.  We  have,  however,  an  es- 
timate not  only  of  the  water  discharge, 
but  also  of  the  sediment,  which  Sir 
George  Staunton  supplies  us  in  his  ac- 
count of  Lord  Macartney's  embassy  to 
China  in  1792.  It  was  calculated  that  at 
the  place  where  the  British  embassy 
crossed  the  Yellow  River — ^its  junction 
with  the  Grand  Canal — the  water  was 
carried  past  at  the  rate  of  418,176,000 
cubic  feet  per  hour,  or  11 6,000  cubic  feet 
per  second.  The  method  employed  in 
ascertaining  the  quantity  of  sediment 
was  the  measurement  of  the  amount  of 
mad  deposited  from  a  gallon  and  three- 
quarters  of  water  when  allowed  to  stand. 
From  this  experiment  it  was  concluded 
that  the  sediment  was  in  the  proportion 
of  YiiF  ^^  ^^®  original  bulk  of  the  water, 
and  the  annual  discharge  of  sediment  was 
assessed  at  17,620,000,000  cubic  feet. 

However  carefully  these  observations 
may  have  been  made,  and  however  near 
they  may  approach  the  actual  discharge 
of  water  and  of  sediment  at  the  time  in 
question,  it  seems  to  me  that  one  is  hardly 
justified  in  accepting  the  result  of  a  single 
observation  as  typical  of  the  average 
state  of  things  throughout  the  year; 
and  yet  Sir  George  Staunton's  estimate 
has  never,  as  far  as  I  am  aware  of, 
been  questioned.  A  single  glance  at  the 
foregoing  table  will  convince  one  of  the 
little  dependence  that  can  be  placed  on  a 
solitary  estimation  ;  it  will  be  there  seen 
that  the  Yang-tse  discharged  nine  times 
as  much  water  when  at  its  highest  level 
in  August  as  it  did  during  the  month  of 
January,  when  its  waters  occupied  their 
lowest  level.*  Or  if  the  question  of  sedi- 
ment is  considered,  to  which  the  same 
objection  would  apply,  I  have  the  great- 
est diffidence  in  accepting  Sir  Gleorge 
Staunton's  estimate  as  being  of  any 
value,  except  as  a  trustworthy  result  o 
a  single  experiment;  and  yet,  even  con- 
sidered as  the  maximum  of  the  whole 
year,  the  result  is  rather  a  startling  one. 
While  the  greatest  amount  of  sediment 

^  In  the  case  of  the  Qanget  at  Qhaiepoor  the  propor^ 

YoL.  XXIV.— No.  1—6. 


I  found  in  the  water  of  the  Yang-tse  was 
seven  grains  in  the  pint,  and  in  the  case 
of  the  Pei-ho — as  will  subsequently  be 
noticed — fifteen  grains  in  the  pint,  Sir 
George  Staunton  estimates  the  sediment 
of  the  Yellow  River  at  over  eighty 
grains  in  the  same  measure  of  water. 
Even  the  muddy  waters  of  the  Ganges 
do  not  contain  more  than  twenty  grains 
of  sediment  in  the  pint  of  water. 

It  is  therefore  not  with  any  surprise 
that  I  find  the  ''  subaerial  denudation  " 
of  the  Hoang-ho  is  estimated*  at  less 
than  half  that  of  the  Yang-tse,  namely, 
one  foot  in  1,464  years.  This  estimate 
only  refers  to  the  amount  of  sediment  re- 
moved, and  yet  I  cannot  but  consider  it 
as  very  liable  to  correction  by  some 
future  observer.  As  this  is  the  only  cal- 
culation that  has  ever  been  made,  as  far 
as  I  am  aware,  with  reference  to  the 
quantities  of  sediment  aad  of  water  dis- 
charged by  the  Yellow  River,  I  am  per- 
force obliged  to  accept  it  as  pro  tanto, 

IIL — ^The  Pei-ho  drains  the  great  plain 
which  constitutes  the  province  of  Pe- 
chili.  Its  length  is  said  to  be  about  300 
miles,  but  the  lower  part  of  its  course 
below  the  city  of  Tientsin  is  so  tortuous 
that  a  distance  of  thirty  miles  overland 
is  converted  into  fifty  by  the  river.  It  is 
at  Tientsin  that  the  Pei-ho  proper  and 
the  Yu-ho  unite  together  to  form  the  main 
stream;  the  latter  is  generally  known  by 
Europeans  as  the  Grand  Canal,  but  as  a 
matter  of  fact  the  canal  joins  the  Yu- 
ho  about  150  miles  to  the  southward. 
During  the  three  winter  months — De- 
cember, January,  and  February — the  Pei- 
ho  is  usually  frozen  over,  the  ice  having 
a  thickness  of  about  eighteen  inches  ;  in 
the  same  season  there  is  generally  a  large 
quantity  of  ice  in  the  uulf  of  Pe-chili, 
which  may  completely  fill  up  the  head  of 
thegulf. 

With  reference  to  the  water  discharge 
of  this  river,  I. was  enabled  while  winter- 
ing at  Tientsin  during  the  season  1878- 
79,  to  collect  some  **'data*'  for  its  estima- 
tion during  the  four  months  from  Decem- 
ber to  March.  Although  my  estimate 
strictly  applies  to  but  a  third  of  the  year, 
still  from  the  limited  rise  and  fall  of  the 
water  during  the  different  seasons  l(it 
never  exceeds  six  feet)  I  feel  pretty  con- 
fident that  it  fairly  represents  the  aver- 
age rate  of  discharge  during  the  whole 


•  VidM  Natur$^  Yol.  18,  p.  888. 
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year.  The  breadth  of  the  river  at  the 
place  of  observation  below  the  city  of 
Tientsin  was  280  feet.  The  following 
table  contains  the  results  of  my  calcula- 
tions : 


Snrfaoe 

Average 

Water  discharge. 

1878.          current. 

deptC 

Cubic  feet 

Knots  per  hoar. 

Feet. 

per  second. 

December      14 

U 

6,355 

1879. 

January..        | 

.       141 

4,889 

February.      If 

16 

9,684 

March.  ..2 

14 

10,592 
4)81,020 

7,755 
We  may  thus  place  the  average  dis- 
charge of  water  for  the  whole  year  at 
about  7,700  cubic  feet  per  second. 

Now  with  regard  to  the  amount  of 
sediment  carried  past  the  city  of  Tient- 
sin :  I  found  the  average  quantity 
during  the  four  months  in  question 
to  be  about  five  grains  per  pint.  (It 
varied  much  at  different  times,  for  I 
found  as  much  as  fifteen  grains  in  the 
middle  of  March,  while  in  the  months  of 


January  and  February  it  did  not  equal  a 
grain  in  the  pint.)  This  represents  a 
proportion  of  -rf^ir  ^7  "weight,**  or 
3  3^g  by  "  bulk  "  of  the  average  discharge 
of  water;  and  following  the  same  method 
of  calculation  as  was  employed  in  the 
case  of  the  Yang-tse,  I  estimate  the  an- 
nual discharge  of  sediment  for  this  river 
at  80,000,000  cubic  feet. 

Now  the  removal  of  this  bulk  of  ma- 
terial from  an  area  of  drainage,  which  I 
estimate  at  65,000  square  miles,  repre- 
sents the  lowering  of  the  surface  of  one 
foot  in  26,218  years.  This  is  the  rate  of 
"subaerial  denudation"  of  the  Pei-ha 
basin,  omitting  of  course  the  question  of 
the  solids  in  solution. 

To  show  the  rank  that  these  three 
rivers  hold  in  the  fluvial  system  of  the 
globe,  I  have  subjoined  a  list  of  fourteen 
other  rivers  which  gives  the  quantities 
of  water  and  sediment  discharged  by 
each,  as  well  as  the  rate  of  subaerial  de- 
nudation, as  far  as  I  have  been  able  to 
ascertain. 


Water  discharged 
per  second. 


Sediment  per 
annum. 


Suhaerial  denuda- 
tion. 


Amazon 

Congo 

Yang-tse 

Plate 

Mississippi 

Danuhe 

Shat-el-Arab 

Ganges,  at  Ghazi>oor 

Indus 

Atrato 

Nile 

Yellow  River 

Rhone 

Rhine 

Po 

Pei-ho 

Thames,  at  Kingston. 


Cubic  feet.* 

2,458,026 

1,800,000 

(By  Behm  and  Capt. 

Tuckey.) 

770,897 

(By  myself.) 

700,000 

(By  Mr.  Higgin  and 

Mr.  Bateman.) 

618,000 


(By  Messrs.  Humphreys  (By  Messrs.  Humphreys 


and  Abbot.) 
800,321 

295,461 

208,485 

(By  the  Rev.  Mr. 

Everest.) 

199,476 

185,274 

130,032 

116,000 

(By  Sir  George 

Staunton.) 

91,985 

69,741 

61,263 

7,755 
(By  myself.) 
2,300 
(By  Prof.  Prestwich.) 


Cubic  feet 


6,428,800,000 

^y  myself.) 

1,543,500,000 

(By  Mr.  Higgin.) 

7.474,000,000 


and  Abbot.) 

1,255,500,000 

(By  Mr.  Ch.  Hartley.) 

6,868,000,000 

(By  the  Rev.  Mr. 

Everest.) 


17,520,000,000 

(By  Sir  Gkorge 

Staunton.) 

594,000,000 

405,420,000 

(By  M.  Lombard  ini) 

80,000,000 

(By  myself.) 

1,865,900 

(Huxley's  "Physio- 

graphy.") 


Ifootin8,707vear8^ 

(By  myself.) 

1  foot  in  29,400  years. 

(Calculated  from  Mr. 

Higgin's  estimate.) 

1  foot  in  6,000  years. 

(By  Mr.  CroU.) 

1  foot  in  6,846  years. 


1  foot  in  2,858  years. 


1  foot  in  1,464  years. 

1  foot  in  1,528  years. 

1  foot  in  729  years. 

1  foot  in  25,218  years. 

1  foot  in  9,600  years-f 

(Huxley's  *'Phy8io- 

graphy.") 


*  Where  not  otherwise  menUoned  I  have  obtained  my  information  of  the  discharge  of  water  and  sediment  ttom. 
the  *'  Earth,"  by  Blieee  Reclos. 
t  This  estimate  also  inclades  the  solids  held  in  solution. 
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We  have  now  the  neoesBary  "  data  "  f  o^ 
oonsidering  these  three  rivers  in  their 
conjoint  character.  Together  they  drain 
an  area  of  1,105,000  square  miles;  they 
discharge  a  body  of  water  equal  to 
894,000  cubic  feet  every  second;  and 
they  carry  down  every  year  to  the  sea 
24,028,800,000*  cubic  feet  of  sediment, 
which  represents  a  rate  of  subaerial  de- 
nudation equal  to  the  removal  of  one 
foot  of  solid  rock  in  1,687  years. 

If  we  look  upon  the  Yang-tse,  the 
Yellow  River,  and  the  Pei-ho  as  labor- 
ing, with  the  assistance  of  the  gradual  ele- 
vation of  the  sea  border,  which  is  at 
present  going  on,  to  extend  the  territory 
of  China  seaward  towards  her  ancient 
coast-line — represented  by  a  line  running 
from  Kamtschatka  through  the  Kurile 
Islands,  Japan,  the  Loo-choo  group,  For- 
mosa, down  to  the  Malay  Archipelago;  f 
and  carry  ourselves  forward  into  the 
future  when  such  task  is  completed  and 
the  waves  of  the  Pacific  beat  once  more 
against  this  old  sea  border,  we  shall  not 
have  much  difficulty  in  picturing  to  our- 
selves what  will  then  be  the  state  of 
matters.  In  the  place  of  the  gulf  of 
Pe-chili  and  the  Yellow  Sea  there  will 
be  vast  alluvial  plains  traversed  by  the 
waters  of  the  Yang-tse,  the  Yellow 
River,  and  the  Pei-ho;  but  before 
the  ancient  coast  line  is  reached  they 
will  have  joined  to  form  one  great  river 
and  one  united  delta.  If  the  Yellow 
River  confines  itself  mostly  in  future 
ages  to  its  course  into  the  gulf  of  Pe-chili, 
that  gulf  will  be  filled  up  in  process  of 
time;  and  the  Hoang-ho  winding  along 
through  the  bed  of  this  obliterated  sea 
will,  after  being  joined  by  the  Pei-ho, 
turn  its  course  southward,  deflected  by 
the  Corean  peninsula,  until  it  meets  at 
length  its  sister  stream.  On  the  other 
hand,  should  the  Yellow  River  be  mostly 
occupied  in  future  in  advancing  its 
southern  delta  it  will  join  the  Yang-tse 
at  a  period  much  less  remote  from  the 
present;  and  their  united  waters  will 
pursue  an  easterly  direction  subsequently 
to  be  joined  by  the  Pei-ho,  which  will" 
have  been  graduallv  finding  its  way 
through  the  gulf  of  I*e-chili  and  the  Yel- 


•  In  "  Pace's  Advanced  Text-book  of  Geology." 
SUonton's  estimate  of  the  eediment  discharffed  by  tne 
TeOow  River  has  been  erroneonsly  applied  to  all  ^' the 
great  Chinese  liTers." 

t  Vide  a  paper  on  this  sabject,  by  If  r.  A.  S.  Blckmore, 
read  before  the  North  China  branch  of  the  Asiatic  So- 
ciety in  November,  1867. 


low  Sea  during  the  preceding  ages.  In 
either  event  the  union  of  these  three 
rivers  would  follow. 

Such  being  the  case,  it  may  be  interest- 
ing to  speculate  on  the  time  required  by 
these  rivers  to  fill  up  the  seas  into  whicn 
they  discharge  their  sediment.  Sir 
George  Staunton  estimated  that  at  the 
rate  the  Hoang-ho  was  discharging  sedi- 
ment it  would  fill  up  the  Yellow  Sea  and 
the  gulfs  of  Pe-chili  and  Lian  Tung  in 
24,000  years;  but  M.  Elis6e  Reclus  is  of 
opinion  that  this  estimate  ought  to  be 
doubled,  as  the  Yellow  Sea  is  much 
deeper  than  Sir  George  Staunton  stated 
it  to  be  (20  fathoms).  On  carefully  ex- 
amining the  latest  charts  of  these  seas  I 
am  inclined  to  consider  that  this  estimate 
cannot  be  assailed  on  this  point,  as  my 
own  determination  of  the  average  depth 
is  22  fathoms. 

We  will  now  attempt  to  gauge  the 
the  time  that  the  three  rivers  in  question 
would  require  to  fill  up,  by  the  sediment 
they  deposit  the  portion  of  the  sea  which 
is  included  by  the  gulfs  of  Pe-chili  and 
Lian  Tung,*  the  Yellow  Sea,  and  the 
Eastern  Sea  north  of  the  29th  parallel 
and  west  of  the  126th  meridian.  I  have 
placed  the  total  surface  area  at  200,000 
English  square  miles,  and  the  average 
depth  at  26  fathoms;  and  following  sir 
George  Staunton's  mode  of  estimation  I 
find  that  it  would  take  sixty-six  days 
to  form  an  island  a  mile  square  reaching 
up  to  the  surface  of  the  sea.  At  this 
rate  it  would  require  36,000  years  to  form 
all  the  sea  in  question  into  dry  land,  sup- 
posing of  course  that  there  was  no  ele- 
vation or  depression  of  the  sea-bottom 
during  that  period.  But  the  recent  for- 
mation of  several  islands  and  shoals  in 
the  Yang-tse  estuary,  the  occurrence  of 
raised  beaches  and  marine  remains  at 
Hang-chau,  Wusung,  and  Chefoo,  with 
other  similar  evidences,  demonstrate 
that  there  is  an  elevation  of  the  coast 
going  on  at  present;  and,  in  that  case,  it 
will  require  considerably  less  than  36,000 
years  to  form  the  sea  into  terra firma. 

Perhaps  Sir  George  Staunton's  original 
estimate  for  the  Yellow  River  may  not  be 
far  wrong  when  applied  to  the  whole  sea 
in  question. 

In  Western  Australia  the  construction 
of  a  telegraph  line  to  Roebnme  is  under 
consideration. 
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THE   PRINCIPLES    INVOLVED    IN    THE    CONSTRUCTION 
OP   THE   TELESCOPE. 

By  THOMAS  NOLAN,  B.  S. 
Written  for  Yak  NosTRAim^s  Enginxebotg  Magaxinx. 


The  Telescope  is  certainly  one  of  the 
noblest  monuments  of  human  genius, 
and  its  invention  will  always  be  con- 
sidered as  among  the  most  remarkable 
in  the  whole  circle  of  human  knowledge. 
It  is  a  work,  in  which,  by  following  un- 
consciously the  plan  of  nature  in  the 
formation  of  the  eye,  we  have  come  the 
nearest  to  the  construction  of  a  new 
organ  of  sense,  and  by  means  of  which, 
we  have  extended  our  views  and  re- 
searches far  beyond  the  limits  of  our 
own  globe — that  sphere  which  nature 
seemed  to  have  designed  for  our  in- 
quiries. Enabling  us  to  penetrate  into 
the  immensity  of  space,  and  to  become, 
as  it  were,  familiar  with  other  worlds 
placed  at  almost  immeasurable  distances 
from  us,  the  telescope  has  revealed  an 
infinitude  of  celestial  bodies,  whose  ex- 
istence must  forever  have  remained  un- 
known to  us,  but  for  its  invention.  Its 
history,  like  that  of  every  complicated 
instrument,  has  been  a  lustory  of  im- 
provements. The  question  of  the  origin 
of  the  invention,  although  abundantly 
inquired  into,  has  never  met  with  a  satis- 
factory answer;  and  the  question — who 
made  the  first  telescope  ?  will  probably 
never  be  conclusively  settled.  For  the 
invention,  in  its  original  form,  we  are 
indebted  to  accident,  or  to  the  trials  of 
men  who  had  little  knowledge  of  the 
principles  of  the  science  upon  which 
they  were  conferring  so  great  a  favor. 
Not  a  single  thing,  but  a  combination  of 
things,  the  telescope  in  its  earliest  forms 
was  a  simple  combination  of  certain 
kinds  of  convex  and  concave  lenses, 
known  and  used  as  spectacles  many 
years  before;  and  whether  the  credit  of 
the  invention  should  be  given  to  Metius, 
Lipperhey,  Jansen,  Baptista  Porta,  Gali- 
leo, or  to  others  whose  names  are  un- 
known, it  is  a  most  difficult  and  invidi- 
ous task  to  decide.  But  interesting 
though  these  inquiries  may  be,  it  is  not 


my  purpose  in  this  dissertation  to  enter 
into  the  discussion  of  the  question  as  to 
who  was  the  inventor  of  the  first  "  optick- 
tube,"  or  to  describe  minutely  and  his- 
torically all  the  several  successive 
changes  and  improvements  which  it  has 
undergone  in  the  hands  of  difi^erent 
philosophers  ;  but  rather,  to  examine  the 
theory  of  those  forms  of  refracting  and 
reflecting  telescopes  which  have  been  of 
more  general  application. 

THE     OPTICAL    PRINCIPLES     INVOLVED    USf 
THE  CONSTRUCTION  OP  THE  TELESCOPE. 

A  telescope,  in  general,  consists  of  a 
tube  containing  a  system  of  glass  lenses, 
or  a  speculum  in  combination  with  such 
lenses;  and  is  used  to  render  distant  ob- 
jects more  clearly  visible;  (1)  by  enlarg- 
ing their  apparent  angular  dimensions, 
and  (2)  by  introducing  into  the  eye  a 
superior  quantity  of  their  light. 

Those  constructed  with  glass  lenses 
only,  are  called  dioptric  or  refracting, 
and  the  others  catoptric  or  reflecting  tel- 
escopes. In  the  refracting  telescope, 
rays  of  light  coming  from  the  object  are 
made  to  converge  by  a  convex  lens,  and, 
if  not  intercepted,  form  an  image  at  its 
focus.  In  the  reflecting  telescope,  the 
image  is  formed  by  the  reflection  of  the 
rays  which  impinge  upon  upon  the  con- 
cave surface  of  a  speculum. 

We  will  first  consider, 

I.   THE  SIMPLE  REFRACTING  TELESCOPE. 

In  exhibiting  the  principles  on  which 
the  refracting  telescope  is  constructed, 
we  must  first  explain  the  formation  of 
the  image  of  an  object  at  the  focus  of  a 
lens. 

When  a  convex  lens  is  placed  before 
an  object,  an  image  of  the  latter  is 
formed  at  a  certain  distance  behind  or 
before  the  refracting  surface,  whose  mag- 
nitude is  greater  or  less,  according  as  it 
is  formed  farther  from,  or  nearer  to  the 
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surface.  The  one  partioalar  distance  at 
which  the  image  is  distinct,  is  called  the 
focus.  At  every  other  distance  it  is 
hazy  and  confused.  By  the  use  of  the 
telescope  the  image  is  produced  on  the 
retina  of  the  eye  itself,  and  its  office  is 
to  prepare  the  rays  of  light  for  forming 
on  the  retina  an  image  larger  and  clearer 
than  would  be  formed  without  its  help. 
In  (Fig.  1)  two  rays  proceeding  from 


came  from  some  point  F,  called  the  vir- 
tual focus. 

The  first  condition  which  a  telescope 
must  fulfill  is,  that  it  shall  so  dispose  all 
rays  emanating  from  any  point  in  an  ob- 
ject, that  they  may  emerge  from  the  instru- 
ment parallel  to  each  other,  in  the  usual 
or  medium  situation  of  the  mechan- 
ism. 

The  second  condition  is,  that  the  me- 


Jl^»-j 


the  top  and  bottom  of  the  object  AB 
are  represented  separately.  The  ray  Aa, 
passing  through  the  center  of  the  lens 
O,  is  unaffected,  because  the  surfaces 
through  which  it  passes  are  parallel  to 
each  other,  and  from  the  property  of  the 
lens,  all  other  rays  from  A,  on  passing 
through  it,  are  brought  to  a  focus  some- 
where on  Aa,  depending  upon  the  curva- 
ture of  the  lens.  In  like  manner,  all 
rays  from  B  are  brought  to  a  focus  at  5, 
each  point  of  AB  having  its  correspond- 


chanism  itself  shall  be  adjustal'le,  so  as, 
by  a  movement  of  the  parts  inter  se^  to 
convert  this  parallelism  into  a  slight 
divergence  or  convergence,  to  suit  the 
eyes  of  near  or  long-sighted  persons. 

The  third  condition  is,  that  the  pencils 
of  parallel  rays  coming  into  the  eye 
from  different  points  of  the  object,  shall 
be  inclined  to  each  other  at  greater  an- 
gles than  those  actually  subtended  at  the 
eye,  by  the  respective  intervals  between 
the  points  themselves.    The  number  ex- 


Fiff.  I. 


ing  focus  in  ab.  The  latter  is  smaller 
than  AB  in  proportion  as  cO  is  less  than 
CO;  and  if  we  increase  the  focal  length 
of  O  till  ab  is  twice  the  distance  away, 
it  becomes  double  its  present  size.  The 
place  of  an  image  depends  upon  the  dis- 
tance of  an  object,  and  when  the  latter 
is  considered  at  an  infinite  distance,  as  is 
the  case  with  the  heavenly  bodies,  the 
image  is  formed  at  the  principal  focus  of 
the  Tens,  or  the  focus  of  parallel  ray. 

If  rays  ABC  &c.,  pass  through  a  con- 
cave lens,  as  in  (Fig.  2),  they  are  not 
brought  to  a  focus,  but  diverge  as  if  they 


pressing  this  ratio  is  the  measure  of  the 
magnifying  power  of  the  telescope,  and 
the  apparent  linear  dimensions  of  an  ob- 
ject being  in  proportion  to  its  magnify- 
ing power,  the  apparent  enlargement  of 
its  superficial  area  is  as  the  square  of  the 
magnifying  power. 

The  simplest  construction  of  the  re- 
fracting telescope  is  that  in  which  the 
image  formed  in  the  focus  of  a  convex 
lens,  or  object-glass,  is  viewed  through  a 
second  lens,  or  eye-glass^  so  placed  as  to 
have  the  image  in  its  focus  for  parallel 
rays  incident  in  the  contrary  direction, 
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and  its  axis  coincident  with  that  of  the 
first  lens. 

Three  cases  arise  by  applying  this 
principle,  which  afford  telescopes  of  dif- 
ferent characters: 

1.  The  Galilean  telescope,  with  doable 
concave  eye-glass,  showing  objects  erect. 

2.  The  Astronomical  telescope,  first 
suggested  by  Kepler,  with  double  con- 
vex eye-glass,  showing  objects  inverted. 

3.  The  Terrestrial  telescope^  suggested 
by  Rheita,  with  three  double  convex  eye- 
glasses, showing  objects  erect. 


pupil  is  small,  and  since  it  involuntarily 
contracts  in  proportion  to  the  quantity 
of  light  impinging  upon  the  eye,  the 
field  of  view  is  so  much  the  less  as  the 
focus  of  PQ  is  greater. 

(3.)  Since  the  nature  of  light  will  not 
admit  of  an  eye-glass  whose  focus  is 
diminished  beyond  a  certain  limit,  and 
since  the  focus  ought  to  be  longer  in 
proportion  to  the  length  of  the  focus  of 
the  object-glass,  the  field  of  view  will  be 
less  the  greater  the  length  of  the  instru- 
ment,   which     inconvenience,     together 


1.   THE   GiULBAN  TBLBSCOPB. 

In  this  instrument,  the  eye-glass  PQ 
(Fiff .  3)  is  plnced  between  the  object-glass 
MN  and  its  focus  O',  so  that  the  axes  of 
both  glasses  are  in  the  same  line  AO', 
and  their  foci  in  the  same  point  O'. 

(1.)  The  object  OB  being  supposed 
infinitely  distant,  incident  parallel  rays, 
as  AD,  A'D',  A"D",  are  first  rendered 
converging  towards  0'  by  MN,  and  af- 
terwards parallel  by  PQ.  They  are  also 
much  denser  than  before  their  first  refrac- 
tion, and,  when  received  by  the  eye,  paint 
an  image  of  the  object,  so  much  the  more 


with  those  above  described,  render  this 
instrument  almost  useless  for  purposes 
of  astronomical  observation. 

(4.)  The  pencil  of  rays  c,  from  B, 
under  the  axis,  meets  the  eye  in  the 
direction  cF,  answering  to  a  point  also 
below  the  axis;  and  in  the  same  manner, 
a  ray  issuing  from  any  point  of  the 
object,  above  the  axis,  has  a  similar 
direction  on  emerging  from  the  eye- 
glass. Consequently,  objects  and  their 
images  have  like  positions  with  respect 
to  direction,  when  viewed  through  a 
telescope  of  this  construction. 


vivid,  as  the  density  of  the  pencil  of  rays 
is  then  greater  than  before  it  fell  upon 
MN. 

(2.)  The  point  B  sends  forth  parallel 
rays  as  CD  and  its  two  parallels,  which 
are  refracted  towards  some  point  h,  and 
then  rendered  parallel  by  PQ.  Since 
this  pencil,  in  emerging  from  PQ,  diver- 
ges from  that  formed  by  the  point  O,  a 
greater  number  of  the  parts  of  the  ob- 
ject will  be  seen  as  the  eye  is  placed 
nearer  to  PQ,  and  as  the  pupil  is  more 
dilated.     But  since  the  dilation  of  the 


(5.)  To  determine  the  field  of  view, 
we  let  MN  (Fig.  4)  be  the  diameter  of 
the  object-glass,  AB  that  of  the  pupil  of 
the  eye  whose  center  is  in  the  axis  of  the 
telescope,  and  join  M  and  B,  the  oppo- 
site extremities  of  these  diameters,  and 
let  MB  meet  the  axis  in  x,  and  the 
image  in  p.  We  draw  also  LB  and  L/>, 
and  suppose  joL  and  qL  to  be  produced 
till  they  meet  the  object  in  P  and  Q, 
PM  is  refracted  to  the  pupil  in  the  direc- 
tion MB,  but  every  other  ray  in  the 
pencil,   as    PL,   and    every   ray   which 
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comes  from  a  point  more  distant  from 
the  axis,  falls  below  the  pupil.  There- 
fore, PQ  is  half  the  linear  magnitude  of 
the  greatest  visible  area.  Qr  is  meas- 
ured by  the  angle  QLP,  or  by  its  equal 

qlp=ELB-\-BLp,  and 

BLp=LBM-LpM. 
.-.    2'Lp=ELB +LBM— LpM. 
And  2QP  is  measured  by 

2ELB  +  2LBM-  2LpM. 


diverging  from  o,  and  falling  on  PQ 
emerge  parallel  to  each  other,  and  are  so 
much  the  more  dense  as  the  focal  length 
of  PQ  is  less  than  that  of  MN.  They 
therefore  paint  on  the  retina  a  new 
image  of  O,  which  is  so  much  the  more 
vivid,  as  the  surface  of  MN  is  greater — 
that  is,  as  it  admits  a  greater  quantity  of 
light. 

(3.)  Rays  from  B  form  in  5,  an  image 
of  this  point,  and  falling  afterwards  on 
PQ,  emerge  parallel  and  more  inclined  to 


That  is,  the  linear  magnitude  of  the  field 
of  view  is  measured  by  the  angle  which 
the  diameter  of  the  pupil  subtends  at 
the  center  of  the  object-glass,  increased 
by  the  difference  between  the  angles 
which  the  diameter  of  the  object-glass 
subtends  at  the  pupil  and  at  the  image. 

2.  THE  ''astronomical"  tblbsoopb. 

This  instrument,  represented  in  (Fig.  5) 
differs  from  the  Galilean,  in  having  a 
convex  instead  of  a  concave  eye-lens, 
which  is  so  placed   with   regard  to  the 


AF  as  the  curvature  of  PQ  is  greater;  so 
that  the  axis  of  the  pencil  which  they 
form,  cuts  the  common  axis  o(  the  two 
lenses  in  F,  the  focus  of  PQ.  Conse- 
quently, to  see  all  of  ob  at  the  same 
time,  the  eye  must  be  placed  at  F,  the 
common  intersection  of  all  rays  emitted 
from  each  point  of  ob,  or  of  OB. 

(4.)  by  the  image  of  B,  is  refracted  to 
the  eye  in  the  direction  PF,  and  has  a 
different  direction  from  that  in  which  it 
is  emitted  from  B;  and  the  ray  which 
renders  visible  a  point  above   the  axis 


object-glass  that  their  foci  coincide  in 
the  axis  of  the  telescope  between  the 
two  glasses,  instead  of  being  beyond  the 
eye-glass  as  in  the  Galilean  telescope. 
PQ  is  the  eye-glass^  MN  the  object- 
glass,  KJy  the  axis,  and  o  the  common 
focus. 

(1.)  The  rays  AD,  A'D',  A'^D"  from 
O  in  the  object  OB,  infinitely  distant, 
are  refracted  to  the  focus  o  where  they 
form  an  image  of  O. 

(2.)  This  image  o  is  considered  as  an 
object  placed  in  the  focus  PQ,  and  rays 


reaches  the  eye  as  if  it  proceeded  from 
below  the  axis ;  and  thus  the  entire 
image  is  reversed. 

(5.)  To  find  the  field  of  view,  we  let 
MN  (Fig.  6)  be  the  diameter  of  the  ob- 
ject-glass, AB  that  of  the  eye-glass,  and 
draw  NB,  letting  it  cut  the  image  p^r  in 
p.  We  draw  also  /?L,  and  conceive  pit 
and  EL  to  be  produced  until  they  meet 
the  object  in  P  and  Q;  and  draw  pE  and 
NP,  and  also  BO  parallel  topE.  Then 
the  eye  at  O  receives  the  ray  NBO, 
which  comes  from  a  point  in  the  object  at 
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the  greatest  visible  distance  from  the 
axis  of  the  telescope.  For  rays  from 
any  point  above  P,  converge  to  a  point 
below  J9,  and  fall  below  AB;  consequent- 
ly  P  is  the  exteme  visible  point  in  the 
object,  and  QP  is  half  the  linear  magni- 
tude of  the  visible  area. 

(6.)  To  find  the  brightest  area^  we 
draw  MB  cutting  pqr  in  «,  and  the  axis 
LE  in  x'y  and  draw  L«,  and  conceive  it 
produced  till  it  meet  the  object  in  S. 
Then,  (a)  if  aj'E  be  greater  than  ^E,  all 
rays  from  S  falling  upon  MN,  are  refract- 
ed to  AB;  for,  SM  is  refracted  in  the 
direction  MsB,  and  any  other  ray  of  the 
pencil,  as  SL,  crosses  MB  at  «,  and  falls 


an  infinitely  distant  object,  the  parallel 
rays  from  0,  in  the  axis  produced,  from 
an  image  in  the  focus  o,  whence,  falling 
on,  PQ  they  emerge  parallel  to  each 
other  and  to  the  axis.  Falling  upon  KS, 
they  are  refracted  to  the  focus  o  ,  where 
a  second  image  is  formed,  and  then  di- 
verging, and  falling  on  TV,  they  are  re- 
fracted to  the  eye  in  directions  parallel 
to  the  axis.  In  like  manner,  rays  from 
B  form  in  b  an  image  of  that  point, 
whence,  falling  in  PQ  they  are  rendered 
parallel  to  each  other,  but  oblique  to  the 
axis  till  they  meet  RS,  by  which  they  re- 
fracted to  the  second  focus  b'\  whence, 
falling  on  TV,  they  are  again  rendered 


somewhere  between  A  and  B.  In  like 
manner,  rays  from  any  point  between  S 
and  Q,  are  refracted  to  AB.  {fi)  If  x 
and  q  coincide,  the  brightness  of  the 
field  increases  to  the  center,  (c)  If  q 
fall  between  L  and  a;',  all  the  rays  belong- 
ing to  any  one  pencil  incident  upon  MN, 
are  not  received  by  AB. 

3.   THE  TEBBBSTBIAL  TBLESCOPE. 

The  nature  of  this  construction  is  easi- 
ly comprehended  by  reference  to  (Fig.  7). 
The  four  lenses  have  one  common  axis 
A  f.  and  each  contiguous  two  are  so  sit- 
uated that  their  foci  coincide.     If  OB  be  / 


parallel  to  each  other,  but  so  inclined  to 
the  axis  as  to  meet  it  again  with  all  the 
other  rays  in  the  focus  /,  where  the  eye 
is  placed  to  receive  the  final  impression, 
which  is  that  of  an  image  correspondinfr, 
as  to  its  direction,  with  the  object  itself. 
For  the  ray  b'Yf^  which  carries  the  image 
of  the  point  B,  has  a  similar  direction 
with  respect  to  the  axis,  as  the  ray  pro- 
ceeding immediately  from  B. 

As  the  properties  of  this  instrument 
are  analogous  to  those  of  the  astronomi- 
cal telescope,  it  is  unnecessary  to  enter 
into  further  discussion  of  the  principles 
of  its  construction. ' 


PILTEATION  THEOUGH  SPONGY  IRON. 

Prom  "Engineering/* 


It  is  now  some  years  since  Mr.  Gustav 
Bischof  demonstrated  the  remarkable 
properties  of  spongy  iron  as  a  filtering 
material  for  the  purification  of  water  for 
drinking  purposes,  and  spongy  iron  filt- 
ers are  already  in  extensive  use  for  do- 
mestic purposes.  Notwithstanding  this, 
however,  and  notwithstanding  also  the 
testimony  to  the  powers  of  spongy  iron 
which  has  been  afforded  in  the  sixth  re- 
port of  the  Royal  Commission  on  Rivers 


Pollution,  in  the  reports  of  the  Regis- 
trar General,  in  the  Army  Medical  Re- 
port for  1877,  and  elsewhere,  the  ma- 
terial has  not  yet  been  employed  on  a 
large  scale  for  the  filtration  of  water  at 
any  of  our  water  works,  a  fact  which  is 
to  be  regretted  when  the  remarkable  ef- 
fect of  the  material  on  Thames  water  ia 
taken  into  consideration. 

Although,  however,   spongy  iron  haa 
not  yet  been  introduced  at  water  works 
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in  this  country,  it  is,  we  understand, 
about  to  be  employed  by  Messrs.  Easton 
and  Anderson  for  the  filters  at  the  Ant- 
werp Water  Works,  which  they  are  now 
in  course  of  construction.  To  determine 
the  suitability  of  the  spongy  iron  for  ef- 
fectually dealing  with  the  Nethe  water 
which  18  to  be  used  for  the  supply  of 
Antwerp,  Messrs.  Easton  and  Anderson 
have  recently  carried  out  a  series  of  ex- 
periments on  a  considerable  scale,  and 
these  have  yielded  results  of  much  inter- 
est. The  arrangement  employed  con- 
sisted of  two  cast-iron  tanks,  each  hav- 
ing a  horizontal  area  of  342  square  feet, 
while  the  one  was  about  11  ft.  amd  the 
other  1i  ft.  in  depth.  In  the  larger  tank 
there  was  placed  on  a  suitably  construct- 
ed brick  bottom,  a  depth  of  3  ft.  of 
spongy  iron  and  gravel  mixed  in  the  pro- 
portion of  1  to  3,  while  above  this  was 
placed  a  bed  of  Harwich  sand  18  in.  in 
thickness.  From  the  bottom  of  this  fil- 
tering tank,  the  water  was. drawn  off  to 
the  second  tank,  this  latter  containing, 
as  filtering  material,  a  bed  of  gravel 
about  a  foot  thick  with  2  ft.  of  Harwich 
sand  above. 

The  object  of  the  second  filter  is  as 
follows:  In  passing  through  the  spongy 
iron  a  small  quantity  of  iron  is  dissolved 
in  the  form  of  protoxide,  and  if  not  re- 
moved it  would,  when  converted  into 
peroxide  by  the  contact  of  the  water  with 
the  air,  be  thrown  down  in  the  form  of 
a  brownish  deposit.  In  the  spongy  iron 
filters  for  domestic  use  the  further  oxida- 
tion of  the  protoxide  is  effected  by  an 
admixture  of  manganese  binoxide,  the 
peroxide  of  iron  being  thus  formed  and 
retained  in  the  filtering  material.  This 
use  of  the  manganese  binoxide  would  not 
be  convenient  on  a  large  scale,  and  in  the 
ariHngement  we  are  describing  the  water 
after  passing  through  the  spongy  iron  in 
the  first  tank  is  allowed  to  come  in  con- 
tact with  the  ai-rin  the  second  tank, when 
the  peroxide  of  iron  is  thrown  down  and 
arrested  by  the  filtering  material  which 
that  tank  contains,  thus  allowing  the 
water  to  be  delivered  perfectly  clear. 

With  the  arrangement  we  have  de- 
scribed, Messrs.  Easton  and  Anderson 
found  that  they  could  eflSciently  filter 
the  Nethe  water  at  the  rate  of  150  gal- 
lons per  8quare  foot  of  filtering  surface 
per  24  hours,  or  6j  gallons  per  square 
foot  per  hour.      At  the    Metropolitan 


Water  Works  the  rate  of  filtration  with 
the  ordinary  filter  beds  varies  from  about 
1 J  gallons  per  square  foot  per  hour  in  the 
case  of  the  East  London  and  the  West 
Middlesex  Works  to  as  much  as  4  gallons 
in  the  case  of  the  Lambeth  Works,  but 
the  average  rate  for  all  the  woTks  is  de- 
cidedly under  2  gallons  per  square  foot 
per  hour,  so  that  the  results  which 
Messrs.  Easton  and  Anderson  have  ob- 
tained with  spongv  iron,  and  with  a  water 
greatly  in  need  of  filtration,  point  to  the 
possibility  of  employing  filter  beds  very 
materially  smaller  than  those  ordinarily 
necessary. 

So  far  as  experience  at  present  goes, 
the  spongy  iron  in  filters  requires  no  re- 
newal. Its  action  appears  to  be  to  pro- 
duce an  oxidation  of  the  organic  matters 
in  the  waters  traversing  it,  the  result  be- 
ing a  discharge  from  time  to  time  of 
carbonic-dioxide.  We  have  referred  to 
the  testimony  of  the  Registrar  General 
to  the  effect  of  spongy  iron,  and  we  can- 
not do  better  than  quote  from  his  report 
for  1877  the  following  paragraph  re- 
specting it.  He  says:  "The'lhames 
was  in  high  flood  during  nearly  the 
whole  of  December,  and  its  water  was 
loaded  with  organic  impurities  of  the 
most  disgusting  origin.  It  may  be  in- 
teresting to  those  who  can  afford  the  cost 
of  domestic  filters,  to  know  that  even  this 
polluted  water  can  be  chemically  purified 
by  filtration  through  spongy  iron.  I  have 
inserted  in  the  analytical  table,  for  the 
purpose  of  comparison,  the  results  yield- 
ed by  the  Grand  Junction  Company's 
water,  after  passing  through  a  spongy 
iron  filter,  which  had  been  in  use  for 
more  than  a  year.  The  filter  removed 
nearly  nine-tenths  of  the  organic  matter, 
and  more  than  one-half  of  the  hardness 
from  the  water."  The  table  here  referred 
to  is  annexed,  the  quantities  being  given 
in  parts  per  100,000. 

The  manufacture  of  spongy  iron  on  a 
largo  scale  is  an  interesting  process,  and 
we  may  hereafter  have  something  to  say 
concerning  it.  Meanwhile,  however,  we 
may  state  that  Mr.  Bischof  has  taken 
Dr.  Siemens'  well-known  experimental 
works  at  Towcaster,  and  is  making 
spongy  iron  there  in  the  Siemens  revolv- 
ing furnace,  which  has  proved  admirably 
adapted  for  the  purpose.  Considering 
the  results  which  have  been  gained  with 
domestic  filters,  and   the  promising  data 
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afforded  by  Messrs.  Easton  and  Ander- 
son's experiments  at  Antwerp,  the  appli- 
cation of  the  system  of  spongy  iron  fil- 
tration at  the  Antwerp  Water  Works  will 


be  watched  with  much  interest,  and  we 
hope  in  due  time  to  be  able  to  place  full 
information  regarding  the  results  before 
our  readers. 


WEIGHT  IN  LOCOMOTIVE  CONSTEUCTION. 

From  "  The  Engineer." 


The  **  Links  in  the  History  of  the 
Locomotive,"  which  we  publish  from 
time  to  time  as  we  succeed  in  picking 
them  up,  even  if  worked  into  a  continu- 
ous chain,  extending  from  1829  to  1880, 
would  be  complete  only  for  a  day  or  a 
month.  At  the  end  of  some  such  period 
a  new  type  of  engine  would  be  built,  and 
a  new  link  would  have  to  be  added  to 
the  chain.  Put  in  another  way  it  may  be 
stated  that  locomotive  engine  construc- 
tion ia  a  thing  of  continual  progress. 
It  is  difficult,  indeed,  to  find  any  branch 
of  mechanical  engineering  in  which 
changes  in  design,  and  form,  and 
proportion,  so  rapidly  succeed  each 
other.  There  is  not  a  railway  in  the  king- 
dom which  is  now  worked  by  engines  of 
precisely  the  same  pattern  as  those  in 
favor  ten  or  even  five  years  ago,  and  it 
is  to  be  assumed  that  novel  types  are 
adopted  not  simply  for  the  sake  of 
change,  but  because  some  advantages 
are  supposed  to  be  gained.  A  glance  at 
the  direction  which  progress  in  locomo- 
tive construction  is  taking  may  not  be 
found  uninteresting. 

The  most  prominent  feature  in  the 
modern  1  British  locomotive  of  the  most 
improved  type  is  its  great  weight. 
English  and  Scotch  locomotive  superin- 
tendents have  gone  on  year  by  year 
making  their  engines  heavier  and  heavier. 


and  we  have  no  reason  whatever  to  think 
that  finality  has  been  reached  in  this 
direction.  Locomotives  are  not  made 
heavier  for  the  sake  of  securing  adhesion 
alone,  but  in  order  to  secure  immunity 
from  breaking  down.  In  other  words, 
they  are  made  much  stronger  than  they 
used  to  be.  Thin  boilers,  and  frame 
plates  seven-eighths  of  an  inch  thick, 
have  given  place  to  1 J  in.  plates ;  cyl- 
inder castings  are  heavier,  motion  bars 
have  increased  dimensions,  pins  are  made 
larger.  In  short,  engines  are  made 
stronger  all  over  than  they  were  made  a 
few  years  ago,  and  for  the  same  reason 
they  have  risen  from  a  maximum  weight 
of  30  tons  or  thereabouts  to  a  maximum 
of  36  tons,  or  even  more.  We  speak  now 
of  tender  engines.  In  tank  engines  the 
change  is  still  more  marked  ;  up  to  about 
fifteen  years  ago  a  tank  engine  which 
weighed  more  than  30  tons  was  an  ex- 
ception. At  the  present  moment  there 
are  bogie  tank  engines  working  the  Til- 
bury and  Southend  Railway  which  we 
understand  weigh  56  tons  in  running 
order.  Mr.  Kirtley's  Crystal  Palace 
tank  engines  weigh  about  50  tons  in 
working  order,  and  various  other  exam- 
ples of  heavy  engines  could  be  cited. 
We  may  be  excused,  perhaps,  if  we 
digress  here  for  a  moment,  to  say  that 
I  it  is  by  no  means  easy  either  to  escertain 
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the  weight  of  an  engine  in  working 
order  or  the  distribution  of  weight  on 
the  wheels.  Locomotive  superintendents 
do  not  always  possess  the  means  of 
weighing  their  engines  as  a  whole,  and 
they  even  less  often  can  weigh  them 
wheel  by  wheel.  For  this  reason  rather 
yague  statements  get  into  circulation, 
some  of  which  are  not  quite  true,  while 
others  may  be  true.  We  recently  heard 
it  asserted,  for  example,  that  8ft.  driving 
wheels  of  the  single  outside  cylinder 
engines  of  the  Great  Northern  Railway 
carry  19  tons  or  a  little  over  now,  or 
about  four  tons  more  than  they  did  at 
first,  as  they  were  found  to  lack  adhe- 
sion. The  extra  weight  has  been  ob- 
tained, of  course,  by  a  readjustment  of 
the  springs.  Whatever  uncertainty  may 
exist  as  to  precise  weights,  there  can, 
however,  be  no  doubt  that,  as  we  have 
said,  weight  has,  on  the  whole,  aug- 
mented and  is  augmenting.  Not  a  few 
experienced  locomotive  superintendents 
hold  that  we  are  in  this  respect  pro- 
gressing in  the  wrong  direction,  and  that 
engines  are  now  made  heavier  than  they 
need  be  made,  and  that  just  as  good  re- 
sults could  be  obtained  from  lighter 
machines.  The  question  ought  to  admit 
of  being  readily  settled.  The  modern 
engine  is  in  many  cases  called  upon  to  do 
more  work  and  harder  work  than  its 
predecessors.  This  may  be  granted  , 
out  it  is  by  no  means  clear  that  it  must 
be  made  heavier  to  enable  it  to  do  this 
additional  duty.  The  adoption  of  steel 
rails  opened  up  new  possibilities  to  the 
locomotive  designer,  and  he  has  not  been 
slow  to  avail  himself  of  his  chances  ;  but 
we  may  ask,  what  has  really  been  gained 
in  this  way  ?  Locomotive  improvement 
means  less  first  cost  or  less  cost  for 
repairs,  or  less  cost  for  fuel  or  more  haul- 
ing power.  Is  it  certain  that  increased 
weight  will  entail  anyone  of  the  advant- 
ages we  have  named?  We  think  not. 
One  man  builds  an  engine  with  17in.  cyl- 
inders, 24in.  stroke,  and  llOOft.  of  heat- 
ing surf  ace,  which  weighs  28  tons;  another 
man  builds  an  engine  with  the  same 
stroke  and  cylinder  and  heating  surface, 
and  it  weighs  34  tons.  Does  it  follow 
that  the  last  must  be  the  best  engine  of 
the  two  ?  We  doubt  it.  The  difference 
between  them  will  probably  be  very 
small.  They  will  both  be  four-coupled, 
one  wUl  have  6ft.  and  the  other  6ft.  6in. 


drivers,  perhaps,  but  the  hauling  power 
of  both  will  be  practically  the  same,  and 
in  the  long  run  it  will,  we  venture  to 
think,  be  found  that  the  light  engine  will 
not  require  more  repairs  than  the  heavier 
engine.  It  may  seem  a  hard  thing  to 
say — and  we  say  it  with  some  reluct- 
ance— that  the  modem  designers  of  loco- 
motives do  not  manifest  as  much  inge- 
nuity of  skill  in  scheming  as  those  who 
Lave  gone  before  them.  The  locomotive 
superintendents  of  to-day  have  an  enor- 
mous stock  of  accumulated  knowledge 
to  draw  upon,  which  was  not  possessed 
by  the  men  of  the  last  generation,  and 
they  have,  besides,  tools  and  materials  of 
the  highest  perfection,  and  there  are 
comparatively  few  demands  made  on 
their  inventive  powers.  The  best  fea- 
tures in  the  modern  locomotive  are  its 
simplicity  and  its  workmanship.  The 
display  of  a  little  more  originality  would, 
we  have  no  doubt,  materially  improve 
the  engine.  The  essence  of  success  lies 
in  putting  weight  into  the  right  place, 
and  in  so  disposing  our  materials  that 
they  may  be  loaded  and  worked  to  the 
best  advantage.  In  this  way  a  great 
deal  of  weight  may  be  saved.  Let  us 
cite  as  an  example  of  what  we  mean,  the 
staying  of  fire-box  crowns.  The  bridge 
stays  for  a  fire  box  will  weigh  with  studs, 
nuts,  etc.,  15  cwt.  or  16  cwt.  We  have 
heard  of  cases  in  which  they  weighed  30 
cwt.  The  weight  of  vertical  sling  stays, 
doing  the  same  work  much  better,  would 
not  exceed  5  cwt.  or  6  cwt. 

It  should  by  this  time  be  well  known 
that  engines  have  to  go  into  the  shops 
for  repairs  to  wearing  surfaces  more  fre- 
quently than  for  any  other  cause.  Axle 
brasses  and  axles  are  a  fruitful  source 
of  trouble,  and  it  is  much  to  be  regretted 
that  all  railway  lines  are  not  laid  for  a 
gauge  of  5  ft.  This  would  have  given 
3^  inches  more  space  for  bearings.  Four 
bearings  would  have  been  improved, 
namely,  the  two  crank  pins  and  the  two 
crank  shaft  journals.  The  two  first 
could  have  each  been  made  about  4j 
inches  long  instead  of  3^  inches,  and  the 
latter  could  have  been  about  8  inches,  or 
even  a  little  more,  instead  of  7  inches. 
To  get  increased  surface  in  these  bear- 
ings should  be  the  great  aim  of  the 
engineers*  life;  if  he  can  succeed  he  will 
keep  his  engines  out  of  the  sheds.  Mr. 
Webb  is  apparently  more  fully  impressed 
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with  the  importance  of  this  truth  than 
any  other  engineer  in  Great  Britain,  and 
it  IS  for  this  reason  that  Joy's  valve  gear 
promises  to  prove  so  valuable.  There  is 
much  about  Mr.  Webb's  practice  of 
which  we  cannot  approve,  and  he  is  con- 
tent with  a  want  of  finish  and  style  in 
his  work  which  is  not  paralled  on  any 
great  railway  in  Great  Britain;  but  we 
willingly  concede  that  he  does  not  waste 
metal,  and  that  he  knows  as  well  as  any 
man  living  just  what  to  put  in  a  locomo- 
tive, and  no  engineer  better  understands 
what  are  the  causes  which  send  locomo- 
tives into  the  shops,  and  how  best  to 
deal  with  those  causes.  There  is  we 
fear  a  tendency  among  too  many  design- 
ers of  locomotive  engines  to  produce 
something  which  shall  be  grand  and  im- 
posing, and  this  is  accompanied  by  a 
certain  degree  of  carlessness  concerning 
the  eflfect  which  an  engine  may  produce 
on  permanent  way.  Nor  is  there  quite 
so  much  solicitude  to  keep  down  repair 
expenses  as  desirable.  When  everything 
has  been  made  very  big  and  very  strong, 
and  very  heavy,  the  designer  fancies  he 
has  done  all  that  is  needed;  and  if  his 
engines  make  but  12,000  or  14,000  miles 
in  the  year  he  does  not  take  himself  to 
task ;  and  yet  had  a  little  more  care  been 
taken  to  make  the  proper  things  big  and 
nothing  else,  weight  might  have  been 
kept  down,  first  cost  reduced,  and  the 
staying  powers  of  the  engine  greatly  in- 
creased. We  hear  every  now  and  then 
of  engines  which  have  made  their  90,000 
miles  or  so  without  going  into  the  shops 
for  repairs.  We  heard  only  a  few  days 
since  of  an  engine  which  had  made 
251,000  miles.  If  we  examine  them  we 
shall  find  that  the  secret  of  their  success 
lies  in  large  bearing  surfaces,  efficient 
lubrication,  and  the  disposition  of  metal 
in  the  proper  place.  We  are  writing 
now  not  for  the  experienced  locomotive 
superintendent,  who  fully  recognize  the 
truth  of  what  we  are  saying,  and  for 
whom  indeed  we  speak,  but  for  younger 
and  less  experienced  men,  and  these  can- 
not too  strongly  impress  on  their  mind^ 
the  truth  that  weight  as  weight  is  as  a 
rule  objectionable  in  a  locomotive;  and 
that  it  cannot  be  made  to  compensate 
for  want  of  care  and  skill  in  proportioning 
the  various  parts  of  the  whole  machine 
to  the  discharge  of  the  special  duties  to 
be  performed  by  each. 


The  augmentation  in  the  weight  of  the 
modern  British  locomotive  with  which 
we  have  been  dealing  is  due  in  same 
measure  to  the  extended  adoption  of  the 
bogie.  It  was  originally  invented  in  this 
country,  and  went  thence  to  the  United 
States.  Here  the  earlier  lines — like  the 
Manchester  and  Liverpool,  the  London 
and  Birmingham,  and  the  Great  Western 
— were  nearly  level  and  very  straight. 
On  such  roads  the  bogie  was  a  super- 
fluity, augmenting  weight  and  doing  no 
good  ;  but  in  the  IJnited  States  matters 
were  different.  Their  roads  were  bad, 
steep,  and  crooked  ;  rigid  engines  CQuld 
not  traverse  them,  and  speeds  were  slow, 
so  bogies  carried  the  leading  ends  of  the 
engines  and  balance  beams  the  trailing 
ends.  In  process  of  time  we  began  to 
make  crooked  and  hilly  roads,  and  it  was 
found  advisable  to  adopt  the  bogie,  which 
is  rapidly  growing  in  favor  in  this 
country.  It  is  now  in  use  on  the  Mid- 
land, the  North  British,  the  Lancashire 
and  Yorkshire,  the  Great  Northern,  the 
North-Eastern,  the  London,  Chatham, 
and  Dover,  the  London  and  Brighton, 
and  many  other  important  railways  in 
Great  Britain.  Equalizing  beams  are 
not  so  much  in  favor.  It  is  not  easy  to 
say  why.  Mr.  D.  K.  Clark's  dictum 
that  they  make  an  engine  unsteady  did 
much  at  one  time  to  stop  their  adoption, 
and  they  have  not  since  increased  in  fa- 
vor. They  are,  however,]in  use  on  several 
lines.  The  London,  Chatham,  and  Dover 
and  the  Metropolitan  Railways  may  be 
cited  as  examples.  The  bogie  is  no  doubt 
of  value  in  saving  permanent  way, 
because  it  consolidates  it  and  brings  it 
to  its  bearings  before  the  heavily  loaded 
wheels  reach  any  given  spot ;  but  the 
bogie  is  by  no  means  free  from  defects. 
It  adds  a  good  deal,  as  we  have  said,  to 
the  weight  of  a  locomotive,  and  yet  more 
to  its  first  cost.  It  is  a  noteworthy  cir- 
cumstance, that  as  our  railways  departed 
from  the  original  perfection  given  to 
them  by  such  men  as  Brunei  and  Steph- 
enson, and  we  have  adopted  the  bogie, 
so  in  the  United  States,  since  track  has 
been  improved  there  a  tendency  has 
grown  up  to  abandon  the  bogie  and  adopt 
the  English  system.  The  change  has 
begun  with  cars.  Experiments  have 
been  made  which  show  that  the  resistance 
of  bogies  with  a  very  short  wheel  base  is 
much  greater  than  that  of  bogies  with 
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the  axles  far  apart  ;  and  four-wheeled 
goods  wagons  of  the  English  type  are 
now  being  tried  on  American  lines,  and 
we  have  very  little  doubt  that  locomo- 
tives without  bogies  will  soon  be  built. 
Some  of  the  Pullman  cars  are  carried  by 
bogies  with  six  wheels  iu  each,  and  a 
wheel  base  of  about  1 5ft.,  and  it  is  obvi- 
ous that  if  these  can  get  round  the 
curves  met  with  a  locomotive  properly 
designed  and  without  any  bogie  can  have 
no  difficulty.  It  is  also  noteworthy  that 
American  engineers  are  following  Eng- 
lish pracrlce  in  another  respect,  and  are 
building  locomotives  with  one  pair  of 
driving  wheels  only — a  thing  hitherto 
unheard  of  in  the  United  States. 

We  have  said  that  weight  is  objection- 
able in  locomotives,  and  we  feel  that  it  is 
necessary  before  concluding  to  explain 
precisely  what  we  mean,  for  so  far  as  ad- 
hesion is  concerned  a  locomotive  cannot 
weigh  too  much,  and  the  heavier  it  is  the 
better.  But  the  locomotive  and  the  per- 
manent way  ought  always  to  be  regarded 
as  parts  of  a  whole;  just  as  much  one 
with  each  other  as  the  table  of  a  plan- 
ing machine  and  the  V  grooves  which 
carry  it.  As  regards  the  rails,  the  lighter 
an  engine  can  be  made  the  better.  Now, 
if  the  locomotive  superintendent  did  all 
in  his  power  to  keep  down  weight,  he 
could  not  get  rid  of  it  so  far  as  to  re- 
duce the  efficiency  of  a  four-coupled  en- 
fine.  He  might,  it  is  true,  diminish  the 
auling  powers  of  a  single  engine;  but  as 
these  have  or  ought  to  have  m  all  cases 
large  driving  wheels,  their  power  of  pull- 
ing is  never  very  great.  Of  the  five  or 
six  tons  unnecessary  weight  now  and 
then  put  into  an  engine,  only  a  portion 
reaches  the  driving  wheels,  and  it  will  be 


generalljr  found  that  a  four-coupled  en- 
gine which  weighs  more  than  30  tons  is 
very  severe  on  the  road,  unless  it  has  a 
bogie;  nominally  30  tons  means  5  tons  a 
wheel,  not  too  much  for  a  steel  rail;  really 
it  means  7  tons  or  even  8  tons  per  wheel 
on  one  pair  of  wheels,  which  is  too  much. 
In  practice  it  will  not  be  found,  we  re- 
peat, practicable  to  make  a  four-coupled 
engine  too  light,  but  it  will  be  very  easy 
to  make  it  too  heavy  by  putting  metal 
where  it  is  not  wanted.  Every  engine  is 
too  heavy  which  possesses  more  weight 
than  just  enough  to  enable  it  to  perform 
its  work  with  efficiency.  Drivers,  we 
know,  like  heavy  engines,  because  they 
do  not  slip  in  bad  weather;  but  a  few 
pounds  of  sand  will  as  a  rule  do  the  work 
of  some  tons  of  iron,  and  much  better, 
and  locomotive  superintendents  should 
not  permit  themselves  to  be  too  much 
guided  by  the  utterances  of  their  men. 
The  American  engineers  first  taught  us 
the  real  value  of  sand,  and  Mr.  Adams, 
when  on  the  North  London  Railway, 
showed  us  how  to  use  it.  A  little  con- 
sideration should  be  shown  for  permanent 
way.  Working  expenses  have  of  late 
been  increasing  on  all  our  railways,  and 
it  is  worth  considering  whether  some  of 
this  augmentation  may  not  be  due  to  the 
growing  use  of  heavier  and  heavier  en- 
gines. It  may  be  that  the  demands  of 
traffic  are  so  importunate  that  they  can- 
not be  dispensed  with,  yet  the  running 
of  20  or  25  ton  locomotives  over  75  lb. 
steel  rails  presents  a  tempting  picture. 
Such  a  road  under  such  engines,  once 
made,  ought  to  last  almost  for  ever;  we 
cannot  have  20  ton  engines,but  the  nearer 
we  can  keep  to  that  weight  the  better 
for  the  road  and  the  shareholders. 


BEICKS  AND  THEIR  HISTORICAL  INTEREST. 

From  "The  BuUder." 


In  the  antiquity  of  the  brick  as  a  build- 
ing material  it  is  needless,  nor  is  it  indeed 
our  intention,  to  insist.  The  great  na- 
tional collections  of  Europe,  the  British 
Museum  foremost  in  the  number,  show 
us  bricksy  sun  dried  and  baked,  from  the 
ruins  of  Nineveh,  and  from  the  days  of 
that  city  to  the  present  moment  bricks 
have  nerer  ceased  to  be  an  important  in- 


strument in  the  hands  of  the  builder* 
That  throughout  Asia  Minor  they  were 
largely  employed  we  have  seen,  only  very 
recently,  proved  in  these  columns  ;  M. 
Rayet,  in  his  work  on  Miletus,  having 
shown  that  the  far-famed  palace  of 
CroBsns  was  built  of  no  more-  costly  ma- 
terials than  honest  bricks.  What  those 
bricks  were,  and  their  quality,  are  even 
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to  this  day  appreciated  by  the  natives, 
who  for  many  centuries,  have  plundered 
the  ruins  to  build  or  to  patch  up  their 
own  even  more  ruinous  houses.  The  use 
of  bricks  among  the  Romans,  who  largely 
employed  them  as  building  materials, 
as  we  see  in  the  familiar  instance  of  the 
Temple  of  Concord,  has  been  more  than 
once  the  subject  of  the  inquiry  of  indus- 
trious antiquaries,  for  the  Romans  were 
not  content  with  producing  the  flat,  tile- 
like brick  which  is  so  often  to  be  met  with 
in  the  lower  portions  of  antique  struc- 
tures scattered  over  the  Empire,  and  that 
are  known  in  England,  but  their  bricks 
were  indelibly  stamped  with  the  mark  of 
their  maker,  the  names  of  the  reigning 
consuls,  and  sometimes  the  year.  From 
this  source,  then,  more  than  one  patient 
archaeologist  has  gathered  a  rich  store  of 
information.  But  few  inquirers  have 
ventured  far  on  the  apparently  arid  and 
difficult  road,  which  has  hence  remained 
little  explored.  Some  curious  informa- 
tion has,  however,  been  lately  thrown  on 
the  question  by  the  researches  of  a 
French  antiquary,  M.  Descemet,  who  has 
published  in  a  recent  number  of  the 
Bihlioth^ue  des  icoles  d*  Athines  et  de 
Home — ^au  excellent  publication,  founded 
in  1877  and  now  at  its  seventeenth  num- 
ber— an  article  on  the  "  Inscriptions  do- 
liaires  latines"  or  Roman  brick-marks, 
more  especially  relative  to  the  gens  Do- 
mitiay  in  antique  Rome  the  most  renowned 
brick-makers. 

From  an  epigraphical  point  of  view 
the  brick  marks  of  the  JEtomans  have 
aroused  the  attention  of  more  than  one 
archeeologist,  but  the  difficulties  which 
have  stood  in  the  way  of  procuring  the 
stamps,  added  to  the  enigmatical  nature 
of  the  inscriptions  themselves,  have  led 
the  inquirers  to  fields  where  the  results 
were  more  showy  and  more  easily  ob- 
tained. M.  Descemet  has  long  been 
known  to  the  antiquarian  world  ;  as  far 
back  as- 185 7  his  "  Fouilles  de  St.  Sabina" 
attracted  no  little  attention,  as  also,  in 
1870,  his  study,  **Sur  quelques  Regies 
de  Briques  antiques,"  published  in  the 
BiiUetin  de  Correspondence  ArchoBolo- 
gique.  In  possession  of  a  valuable  col- 
lection •f  stamps  of  his  own,  together 
with  copies  from  the  brick  stamps  of  the 
Vatican  Museum,  M.  Descemet  had  at 
his  disposition  more  than  ordinary 
sources  of   reference,  and  the  result  of 


his  study  has  been  the  work  the  title  of 
which  is  above  given. 

The  Italian  antiquaries  of  the  seven- 
teenth and  eighteenth  centuries,  Nardini^ 
Giampini,  and  their  contemporaries,  had 
not  largely  drawn  on  the  store  of  histori- 
;  cal  information  afforded  by  the  Latin 
brick  inscriptions  ;  Fabretti  was,  indeed, 
!  the  first  to  set  into  any  order  the  more 
remarkable  of  these,  but  his  efforts  were 
I  merely  tentable;  his  collection  of  inscrip- 
I  tions  was  unclassified  and  incomplete.  It 
I  was  reserved  to  the  worthy  Abate 
Gaetano  Marini,  the  curator  of  the  Vati- 
can Museum  at  the  close  of  the  last 
century,  to  put  together  in  a  methodical 
manner  the  stamped  bricks  of  the  choice 
collection  under  his  control;  thistask  he 
admirably  performed,  preparing  a  learned 
catalogue  which  however  remained  at 
his  death  in  an  incomplete  and  manu- 
script form  ;  but,  such  as  it  is,  this  manu- 
script preserved  in  the  Vatican  Library,, 
has  proved  a  mine  of  information  to  all 
subsequent  writers.  Marini's  catalogue 
was  arranged  with  admirable  order  and 
carefully  classified,  each  brick  of  the  col- 
lection  being  the  subject  of  numeroaa 
commentaries. 

In  spite  of  Marini's  method,  M.  Desce- 
met has  adopted  another  system  more 
suited  to  the  requirements  of  the  day,  as 
rendered  necessary  by  the  considerable 
additions  made  to  the  list  of  brick  in- 
scriptions since  the  recent  excavations. 
In  his  introduction,  M.  Descemet  has 
carefully  shown  the  importance  of 
the  study  of  these  brick  inscrip- 
tions, by  which  the  date  of  the  erec- 
tion of  a  building  may  be  approximately 
ascertained.  But  as  the  author  hastens 
to  add,  the  fact  of  bricks  bearing  dates, 
or  stamps  being  found  in  certain  spots, 
is  not,  of  course,  conclusive  evidence  to 
the  archaeologist.  Thus,  in  1844,  at  Aix, 
in  Provence,  a  brick  of  the  year  123  was 
found,  stamped  with  the  mark  of  a  Roman 
workshop,  but  the  presence  of  this  brick 
can  alone  be  accounted  for  by  the  effect 
of  accident,  as  it  was  scarcely  possible 
that  a  town  near  Marseilles,  so  long 
famous  for  its  pottery,  should  receive  its 
bricks  from  Rome.  On  the  shores  of  the 
Adriatic,  at  Fola  and  Zara,  and  in  other 
towns  of  Istria  and  Dalmatia,  the  exist- 
ence of  a  large  number  of  bricks  bearing 
the  stamp  of  Rimini  would  tend  to  show 
that  the  brick  trade,  which  still  exists  on. 
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both  sided  of  the  Adriatic,  can  be  traced 
back  at  least  eighteen  centuries. 

But  apart  from  the  geo^aphical  infor- 
mation these  stamped  bricks  afford,  the 
inscriptions  they  bear  throw  not  a  little 
light  on  an  ill-known  state  of  Roman 
society — the  education  of  the  slaves,  who 
though  we  have  classic  evidence  proving 
that  they  were  placed  under  school- 
masters, would  seem  to  have  little  pro- 
fited by  this  education,  as  the  inscriptions 
it  was  their  duty  to  stamp  could  only 
have  had  their  letters  placed  upside  down 
or  transposed  (as  they  are  often  found) 
by  persons  unable  to  read,  who  copied 
as  well  as  they  could  a  model  under  their 
eyes. 

How  these  stamps  and  brick  inscrip- 
tions were  made  is  a  point  of  some 
uncertainty.  Had  the  ancients  moulds, 
or  did  they  use  movable  types  ?  This 
latter  method  would  suppose  a  great 
invention  of  the  fifteenth  century  to  have 
been  forestalled.  M.  Descemet,  who  de- 
votes some  pages  to  the  discussion  of  the 
question,  concludes  in  favor  of  the  mould, 
such  as  we  see  examples  of  in  more  than 
one  national  collection.  The  stamp  was 
cut  in  relief,  or  incised,  and  then — like 
the  butter-print  of  the  present  day — 
made  use  of.  As  for  the  character  of 
the  spelling  to  be  met  with,  this  would 
naturally  arise  from  the  want  of.  educa- 
tion of  the  workman. 

Among  the  various  other  points  con- 
sidered by  M.  Descemet,  the  reason  why 
the  Roman  bricks  bear  the  date  of  their 
production  is  not  the  least  curious  ;  but 
when  Pliny's  advice  to  the  architect  is 
remembered,  only  to  make  use  of  bricks 
when  two  years  old — "  OBdificiis  non7iisi 
bimos  prooant^^^ — an  explanation  may, 
perhaps,  be  found.  A  point  has  been 
omitted  by  M.  Descemet — one  to  which 
attention  is  drawn  in  a  recent  able  article 
in  the  Revue  des  Questions  JBzstoriques 
— in  his  neglecting  to  refer  to  the  palms, 
pine  cones,  and  animals  so  often  found 
stamped  on  the  Roman  bricks.  It  is  now 
known  that  with  the  potters  whose  name 
represented  or  recalled  any  object  or 
animal,  this  object  he  stamped  on  the 
pottery  or  brick  of  his  make.  Thus, 
where  we  meet  with  the  stamped  image 
of  a  wolf  we  may  be  sure  that  the  work- 
man's name  was  Lupus. 

As  the  title  of  the  work  shows,  it  is 
alone  to  the  brick  inscriptions  relative  to 


the  gens  JDomitia  that  attention  has  been 
paid.  Why  this  gens  has  been  chosen 
the  author  explains.  It  would  appear 
that  the  gens  Domitia  possessed  the 
largest  and  most  important  of  the  brick 
manufactories  of  ancient  Rome.  Apart 
from  this,  the  gens  take  no  mean  place  in 
the  history  of  Rome  ;  in  the  person  of 
the  virtuous  Marcus  Aurelius,  it  ascended 
the  imperial  throne.  From  the  brick 
inscriptions  gathered,  the  wealth  of  the 
emperor  would  appear  to  have  been 
enormous,  as  we  learn  by  the  large  num- 
ber of  workshops  his  gens  employed,  in 
company  with  those  of  the  gens  'Aria 
which  he  inherited  through  his  marriage 
with  Faustina. 

The  interest  of  this  quiet  and  appar- 
ently little-inviting  study  would  be  thus 
seen  to  be  great.  Its  historical  value  is 
no  less  appreciable.  We  are  compara- 
tively far  from  the  days  when  the  history 
of  ancient  times  was  merely  gathered 
from  former  texts  ;  the  aid  afforded  by 
numismatics  and  epigraphy  is  largely 
called  into  requisition  by  the  more  serious 
modern  historians.  This  little  work  of 
M.  Descemet  shows  us  how,  even  from 
the  humble  sources  of  the  brick  inscrip- 
tions, important  facts  may  be  gathered. 
The  careful  and  beautifully  cut  Roman 
stone  inscriptions,  so  easy  to  read,  are 
not  sufficient;  the  research  can  be  carried 
further,  as  we  see  for  instance,  in  the  stu- 
dy by  M.  Mumont  on  the  ceramic  inscrip- 
tions of  Greece,  and  even  more  strikingly 
in  the  delightful  study  which  M.  Dressel 
published  some  time  since  on  the  shat- 
tered dibris  of  Monte  Testaccio.  M. 
Descemet's  inquiry  into  the  brick- marks 
of  ancient  Rome  has  already  yielded  some 
curious  information  ;  it  is  to  be  hoped 
that  his  success  will  encourage  him  to 
further  study  in  this  yet  far  from  ex- 
hausted field  of  archaeological  research. 


The  invention  of  binocular  glasses  has 
usually  been  attributed  to  Father  de 
Rheita,  who  died  at  Ravenna  in  1660. 
A  printed  placard  has  lately,  however, 
been  discovered  in  the  Biblotheque  by 
Signer  Govi,  which  indicates  that  the 
credit  of  the  invention  is  due  to  one  D. 
Chorez,  who  lived  at  the  sign  of  the 
"  Compass"  on  the  island  of  Notre-Dame, 
and  who  made  the  "lunettes" in  1626. 
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AN  INSTRUMENT  FOR  GAUGING  THE  FLOW. OP  STREAMS. 

By  M.  DB  PBRRODIL. 
From  the  "Abstracts "  of  the  Institution  of  CiyU  Bngineers. 


This  instrument,  which  is  called  a 
hydro-dynamometer,  measures  the  veloc- 
ity of  a  current  by  means  of  the  torsion 
produced  on  a  wire  by  the  pressure  of 
the  water  against  a  disc  fastened  to  the 
€nd  of  the  wire. 

A  narrow  frame,  resembling  in  form 
the  longitudinal  section  of  a  tube  termi- 
nating in  a  bulb  at  the  top,  is  immersed 
vertically  in  the  water,  and  turns,  near 
its  upper  extremity,  on  a  vertical  pivot 
at  the  end  of  the  horizontal  bar  which 
encircles,  at  its  other  end,  an  upright 
pole  driven  into  the  bed  of  the  stream. 
A  little,  short,  hollow  cylinder,  fastened 
to  the  under  side  of  the  bar  exactly  be- 
low the  pivot,  receives  the  end  of  the 
vertical  wire,  which  can  be  secured  by  a 
screw.  The  wire,  which  is  situated  in 
the  axis  of  the  frame,  passes  through  the 
center  of  the  horizontal  graduated 
circle,  fastened,  above  the  water-level, 
across  the  widest  part  of  the  frame,  and 
is  secured  to  the  bottom  cross-stay  of  the 
frame.  A  needle,  fastened  to  the  wire 
just  above  the  graduated  circle,  serves  to 
measure  the  torsion  of  the  wire.  A  disc, 
placed  in  the  same  plane  as  the  frame, 
projects  from  the  end  of  a  horizontal 
arm  fastened  to  the  bottom  of  the  frame. 

The  instrument  having  been  fixed  with 
the  disc  at  the  desired  depth,  and  on  the 
up-stream  side  of  the  post,  the  disc  as- 
sumesa  position  paralled  to  the  current  be- 
tween the  frame  and  the  post,  the  needle 
and  the  frame  are  in  the  same  plane,  and 
the  needle  at  the  zero  of  the  circle.  On 
turning  the  needle  by  hand  a  torsion  is 
produced  on  the  wire,  and  the  frame  and 
disc  may  be  thus  made  to  assume  a  posi- 
tion perpendicular  to  the  current.  As 
the  needle  oscillates  inconveniently, 
owing  to  variations  in  the  velocity  of 
the  current,  the  wire  is  secured  at  the  top 
by  the  screw  as  soon  as  the  frame  and 
disk  are  exactly  perpendicular  to  the 
current,  and  the  needle  being  fixed,  the 
observer  is  free  to  note  the  oscillations 
of  the  graduated  circle,  and  can  read  off 
the  mean  anele  of  torsion,  which  is  inde- 
pendent of  friction. 


The  velocity  of  the  current  is  obtained 
by  the  equation  «  =  c  \/  a  ;  where  a  is 
the  angle  of  the  torsion,  and  the  value  of 
c  can  be  determined,  either  approxi- 
mately from  the  coefficient  of  torsion  of 
the  material,  or  actually  by  experiment 
The  Author  determined  by  experiment 
the  value  of  c  for  the  three  different- 
sized  discs  he  employed.  The  instru- 
ment was  placed  under  one  end  of^  a  small 
footbridge  revolving  round  a  central 
axis,  and  it  moved  in  an  annular  trough, 
2  feet  wide,  containing  water.  By  turn- 
ing the  footbridge,  any  desired  velocity 
could  be  imparted  to  the  instrument,  and 
the  motion  was  so  regulated  as  to  keep 
the  angle  of  torsion  constant.  The 
motion  imparted  to  the  water  by  the 
instrument  passing  through  it  was  also 
observed,  so  that  the  actual  velocity  of 
the  instrument  through  the  water  might 
be  accurately  ascertained. 

A  brass  wire,  6^  feet  long  and  J  inch 
in  diameter,  was  employed.  A  disc  with 
a  radius  of  2 J  inches  was  used  for  veloci- 
ties not  exceeding  1  foot  4  inches  per 
second,  with  a  radius  of  Ij  inch  for 
velocities  between  1 J  and  3 J  feet  per 
second,  and  with  a  radius  of  f  inch  for 
velocities  between  3 J  and  10  feet  per 
second.  The  distances  in  these  three 
cases  between  the  center  of  the  wire  and 
the  centre  of  the  disc  were  respectively 
8  inches,  4  inches,  and  2  inches.  The 
Author  considers  Woltmann's  hydrome- 
tric  mill  inferior  to  his  instrument,  as 
errors  may  occur  in  registering  the  num- 
ber of  turns  of  the  mill,  and  also  in 
marking  the  time,  and  as  it  has  to  be 
drawn  out  of  the  water  to  be  read.  Also 
the  true  equation  for  deducing  the  veloc- 
ity from  the  results  of  observations  with 
Woltmann's  mill  has  not  been  thoroughly 
agreed  upon,  M.  Chasles  considering  it  to 
be  an  equation  to  a  straight  line,  and 
Herr  Baumgarten  an  equation  to  a  para- 
bola ;  but  experiments  conducted  by 
the  Author,  and  recorded  in  the  last 
article,  confirm  the  correctness  of  M. 
Chasles'  view.  A  superiority  is  claimed 
for  the  instrument  over  Pitot's  tube,  on 
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aooount  of  its  indicating  the  mean  velo- 
city with  greater  accuracy.  Morever, 
the  instrument  actually  employed  can 
indicate  a  velocity  of  f  inch  per  second  ; 
whereas  Woltmann's  mill  ceases  to  re- 
volve in  a  current  whose  velocity  is 
reduced  to  4  inches  per  second,  and  a 
Pilot's  tube  is  even  less  suited  to  measure 
accurately  low  velocities. — Annales  des 
Fonts  et  Chaussies. 


REPORTS  OF  ENGINEERING  SOCIETIES. 

AMEBicAN  Society  of  Civil  Enginebrs. 
The  last  issue  of  Transactions  contains 
the  following  papers : 

No.  205.  The  location  of  the  Chimbote  Tun- 
nels, by  O.  F.  Nichols. 
*'  206.  Practical  Consequences  of  Variation 
of  the  Wet  Section  of  Rivers  under 
General  and  Special  Conditions,  by 
Robt.  E.  McMather. 
**    207.  Wind  Pressure  against  Bridges,  by 

Ashbel  Welch. 
"    208.  Cheap  Transportation  versus  Rapid 
Transit  and  Delivery,  by  Martin  Cory- 
ell. 
"    209.  The  Crippling  Strength  of  Wrought- 
Iron  Columns,  by  C.  L.  Gates. 

ENOiKEBBs'    Club    of    Philadelphia.-- 
The  latest  number  of  Proceedings  con- 
tains : — 
L    The  Light-House  System  of  the  Dela- 
ware River,  from  the  Head  of  the  Bay 
to  Philadelphia.    By  £dward  Pabrish. 
IL    Rock  Drills.    By  Frahcis  L.  Miller. 
HL    A  Machine  for  the  Solution  of  the  Equa- 
tion of  the  Nth  Degree.    By  F.  T.  Free- 
LA)n>. 
rV.    The  Mexico  and  Vera  Cruz  Railroad.  By 

Coleman  Sellers,  Jr. 
V.  Quantitative  Determination  of  Combined 
Carbon  in  Cast  Iron  and  Steel.  By 
'David  Townseito. 
VL  The  Future  Sewerage  Requirements  of 
the  City  of  Philadelphia.  JBy  Rudolph 
He  ring. 


IRON  AND  STEEL  NOTES. 

WBLDiNO  Cast  Steel. — Two  points  must 
be  taken  into  consideration  chiefly  in 
effecting  the  welding  of  steel :  It  is  necessary 
to  render  the  film  oi  oxidized  iron  on  the  sur- 
faces to  be  united  by  welding  as  fluid  as  possi- 
sible,  and  some  means  must  be  found  to  restore 
to  the  steel  the  carbon  eliminated  during  the 
process  of  heating  to  the  welding  temperature. 
According  to  the  Betue  InduatrieUe,  M.  Rust 
considers  boric  acid  the  most  effectual  in  per- 
forming the  former,  and  ferrocyanide  of  potas- 
sium in  doing  the  latter.  M.  Rust  considers 
the  functions  of  the  ferrocyanide  to  be  also  to 
restore  to  the  steel  nitrogen,  upon  which  he 
looks  as  an  important  constituent  of  the  metal. 
In  1850  a  workman  of  Mulhouse,  Alsace,  sold 
Vol.  XXIV.— No.  1.— 6. 


the  following  receipt  for  a  welding  compound : 
64  parts  of  borax,  20  parts  of  sal-ammoniac,  10 
parts  of  ferrocyanide  of  potassium,  and  5  parts 
of  colophonium.  M.  Rust  changed  it  as  fol- 
lows :  61  parts  of  borax,  17J^  parts  of  sal-am- 
moniac, 16|  parts  of  ferrocyanide,  and  6  parts 
of  colophonium.  He  states  that  with  the  acid 
of  this  compoimd,  welding  may  be  accom- 
plished at  a  yellow  red,  or  at  a  temperature  be- 
tween the  yellow  red  and  white,  and  that  no 
treatment  is  necessary  after  welding.  The  borax 
and  sal-ammoniac  are  powdered,  mixed  and 
are  slowly  heated  until  they  melt.  Heating  is 
continued  until  the  strong  odor  of  ammonia 
ceases  almost  entirely,  a  small  quantity  of 
water  being  added  to  make  up  for  that  lost  by 
evaporation.  The  powdered  ferrocyanide  is 
then  added,  together  with  the  colophonium, 
and  the  heating  is  continued  until  a  slight 
smell  of  cyanogen  is  noticed.  The  mixture  is 
allowed  to  cool  by  spreading  it  out  in  a  thin 
layer.  During  the  process  given,  boric  acid 
and  chloride  of  sodium  are  formed,  ammonia 
being  expelled.  The  same  product  may,  there- 
fore, be  obtained  by  mixing  41.5  parts  of  boric 
acid,  85  parts  dry  chloride  of  socfium  or  salt, 
15.5  to  26.7  parts  of  ferrocyanide  of  potassium, 
7.6  parts  of  colophonium,  and  3  to  5  parts  of 
dry  carbonate  of  soda.  The  only  trouble  with 
this  mixture,  which  gives  the  same  results,  is 
that  it  decomposes  easily  unless  it  is  kept  in  a 
dry  place. 


ENGINEERING  STRUCTURES. 

rpHB  St.  €k)THARD  RAILWAY. — The  eighl^- 
_L  fourth  monthly  oflScial  report  on  the  St. 
Gothard  Tunnel  works  affords  some  interesting 
information  as  to  the  condition  of  this  under- 
taking at  the  end  of  September  last.  From  it 
we  learn  that  as  regards  the  main  tunnel  the 
enlargement  to  the  full  size  of  the  arch  had 
been  carried  out,  through  the  whole  distance, 
With  the  exception  of  a  length  of  181  ft.  while 
the  entire  excavation  had  been  completed  for  a 
length  of  30,260  ft.  The  masonry  of  the  lining 
of  the  arch  was  also  completed  for  a  length  of 
42,880  ft.,  and  that  the  eastern  and  western 
sides  for  lengths  of  82,440  ft.  and  80,981  ft. 
respectively.  Moreover,  the  portion  of  the  tun- 
nel completely  finished,  with  waterways,  re- 
fuges, etc.,  reached  80,504  ft.,  or  about  two- 
thirds  of  the  whole  length.  The  heading  for 
the  curved  entrance  tunnel  at  the  Airolo  end 
has  also  been  made  for  a  length  of  288  ft.,  only 
46  ft.  remaining  to  be  pierced.  Dunng  the 
month  of  September  the  number  of  men  em- 
ployed on  the  main  tunnel  averaged  8051,  while 
the  total  value  of  the  works  executed  up  to  the 
end  of  the  month  reached  49,885,545  francs,  or 
nearly  two  millions  sterling.  The  average 
temperature  of  the  air  in  the  central  part  of 
the  tunnel  averaged  during  the  month  84.2 
deg.  Fahr.,  while  the  maximum  temperature 
was  89  deg.  The  daily  consumption  of  oil  in 
the  tunnel  averaged  1274  lbs.,  and  of  dynamite 
518  lbs.  As  regards  the  railways  which  are 
being  made  in  connection  with  the  main  tunnel, 
there  has  been  executed  up  to  the  end  of  Sep- 
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tember  on  the  line  between  Immensee  and  charges  more  than  from  about  40  to  50  cubic 
Pluelen  63  per  cent,  of  the  earthworks  and  59  |  feet  per  second,  for  then  the  current  has  suffi- 
per  cent,  of  the  masonry  structures  ;  on  the  i  cient  velocity  to  carry  off  along  with  it  all  the 
length  between  Fluelen  and  Goschenen,  75  I  gases  which  it  sets  Ireo.— Translated  papers  of 
and  67  per  cent.  ;  between  Airolo  and  Biasca,  i  me  institution  of  Civil  Engineers. 
77  and  88  per  cent.  ;  between  Cadenazzo  and  I 

Pirro,  67  and  73  per  cent.  ;  and  between  Giubi- 1  O  ANirART  CoiroinoN  op  the  St.  Gothard 
asco  and  Lugano,  63  and  39  per  cent,  of  the  two  '  Ci  Tunnel.— Such  alarming  account!^  have 
classes  of  works  respectively.  Altogether  in  been  made  public  of  the  sufferings  of  the 
the  five  lengths  of  line  named  there  had  been  men  employed  in  this  work,  that,  at  the  in- 
finished  an  average  of  73  per  cent,  of  the  earth-  stance  of  the  Italian  Government,  the  Swiss 
works  and  67  per  cent,  of  the  masonry.  Of  |  Federal  Council  appointed  a  committee  of 
the  49  tunnels  on  the  lines  of  approach  to  the  |  medical  men  to  inquire  into  the  matter, 
main  tunnel  the  direction  headings  have  been  i  They  have  reported  that  there  is  no  epidemic 
driven  from  end  to  end  in  the  case  of  84,  there ,  disease  as  was  supposed,  but  that  the  unhealthy 
being  included  in  this  latter  number  all  the  ,  conditions  under  which  the  laboris  carried  on, 
tunnels  on  the  Immensee-Fluelen  section,  I  induce  chest  complamts  and  other  internal 
while  in  the  Airolo-Biasca  section  the  headings  !  diseases,  lower  the  general  health,  and  above 
are  pierced  in  eight  tunnels  out  of  thirteen,  all  produce  anaemia,  or  deficiency  of  red  par- 
The  value  of  the  works  executed  on  the  ap-  tides  in  the  blood.  The  temperature  rises  as 
proach  lines  up  to  the  end  of  September  was,  they  penetrate  into  the  tunnel  frcm  13  deg. 
according  to  the  prices  paid  to  the  contractors,  Cent,  to  31  deg.  Cent.  ;  the  air  is  loaded  with 
39,537,800  francs,  or  about  £1,181,490.  During  aqueous  vapor,  carries  a  large  proportion  of 
the  month  of  September  the  average  number  carbonic  acid,  and  is  rendered  additionally  im- 
of  workmen  employed  on  these  approach  lines  pure  by  miasma  from  stagnant  water,  smoke  of 
was  18,430,  of  which  number  6,040  were  en-  lamps,  and  human  exhalations;  there  is  little 
gaged  in  the  tunnels.  light,  the  ventilation  is  deficient,  and  the  men 
I  are  often  working  in  water.     In  winter  matters 

SIPHON  Over  the  Saint  Marten  Canal— In  become  still  worse,  as  the  frost  prevents  the 
order  to  carry  out  the  new  drainage  effectual  working  of  the  air  pumps.  From  the 
works  of  the  Bercy  district,  it  was  necessary  commencement  of  the  work  up  to  March  of 
to  connect  the  sewers,  which  used  to  discharge  this  year,  the  deaths  among  the  employes  have 
into  the  Seine,  with  the  main  sewer  on  the  been  123,  of  which  47  were  by  accidents  ;  and 
opposite  side  of  the  St.  Martin  canal.  This  in  the  first  three  months  of  1880,  90  men  were 
was  accomplished  by  constructing  an  arched  dismissed  with  anaemia.  The  habit  so  general 
siphon  over  the  canal,  which,  besides  possess-  among  Continental  workmen  of  working  all 
ing  the  interest  of  novelty,  was  not  liable,  like  seven  days  of  the  week  must  be  counted  as 
a  reversed  siphon  going  under  the  canal,  to  one  of  the  sanitary  disadvantages;  for  those 
collect  deposit  in  its  central  portion.  The  rise  who  took  days  of  rest  were  found  to  resist  best 
of  the  siphon  is  36  feet  3  inches,  which  renders  |  the  unhealthy  influences.  The  company  pro- 
the  entire  exhaustion  of  the  air  more  difiScult  i  vides  medical  and  hospital  accommodation, 
tomaintain,  as  thepressure  inside  the  siphon, be-  and  seems  to  do  what  is  in  its  power  for  the 


ing  only  about  one-fiftti  of  an  atmosphere,  some 
of  the  gas  contained  in  the  water  is  set  free. 
Tromps  were  adopted  for  removing  the  air  and 
gas.  Two  tromps  with  an  inlet  orifice  of  1 
inch  diameter,  and  an  outlet  of  4  inches, 
sufficed  to  make  a  vacuum    in  six  minutes 


health  of  its  men,  and  the  help  of   the  fami- 
lies of  those  who  succumb. 

ANEW  Railway  Bridge  Across  the 
Tees.  For  some  time  past  the  direct- 
ors of  the  North  Eastern  Railway  have  felt 
which  one  tromp  was  then  able  to  maintain.  In  that  the  existing  railway  bridge  which  crcsf^es 
order  to  reduce,  as  far  as  possible,  the  con-  the  river  Tees  at  Stockton  is  not  sufficient  for 
sumption  of  water  in  working  the  trompe,  the  the  increasing  traffic  of  the  district.  They 
flow  through  the  supply  pipe  is  controlled  by  have,  therefore,  recenthr  decided  to  construct 
a  float.  The  float  closes  a  valve  whenever  the  a  new  bridge,  and  the  Tees  Side  Iron  and  En- 
vacuum  is  complete,  and  opens  it  again  as  soon  gine  Works  Co.  [limited],  Middlesbrough — 
as  a  further  exhaustion  is  needed.  By  thus  formerly  Messrs.  Hopkins,  Gilkes  &  Co.,  who 
regulating  the  supply,  or  by  using  a  third  built  the  Tay  Bridge — have  been  entrusted 
tromp  with  an  inlet  orifice  of  only  J  inch,  and 


an  outlet  of  4   inches,  the   consumption  of 
water  was  only  from  10,600  to  13,800  cubic 


with  the  work.  The  erection  of  this  bridge 
will  form  only  a  part  of  several  prop^osed  al- 
terations, which  will  also  include  the  diversion 


feet  In  twenty-four  hours.    The  siphon  has  of  the  existing  lines  of  rails,  and  the  erection 
been  surmounted  by  a  chimney,  raised  to  a  of  a  new  iron  station,    which    will    be    ap- 


height  of  34J  feet  above  the  level  of  the  sewers, 
at  the  top  01  which  the  tromps  work.  As  the 
waters  or  the  sewer  cannot  possibly  be  drawn 
up  to  this  height,  the  tromps  are  by  this  means 
removed  from  all  danger  of  obstruction.  One 
important  advantage  of  the  method  adopted  is, 
that  whereas  lifting  pumps  might  be  unable  to 
discharge  the  waters  delivered  after  a  great 
rainfall,  the  tromps  are  relieved  from  the  ne- 
cessity of  working  as  soon  as  the  siphon  dis- 


proached  from  Maudale  road  and  Stockton 
Bridge  road.  The  site  of  the  new  bridge  will 
be  a  little  to  the  east  of  the  present  one,  and 
the  structure  will  be  so  erected  that  it  will 
carry  the  diversion  of  the  Thornton  road  over 
the  railway  at  a  point  where  it  intersects  Dar- 
lington and  Cleveland  streets,  thus  giving  im- 
proved facilities  to  the  road  traffic  in  these  two 
important  thoroughfares.  The  plans  for  the 
station  have  not  yet  been  matured,but  they  will 
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embody  all  the  facilities  that  the  public  can 
reasonably  require.  The  new  bridge  will  imme- 
diately abut  upon  the  existing  one,  and  lili.e  it, 
will  consist  of  three  large  water  spans  and  one 
smaller  land  span  on  each  side  of  the  river; 
each  of  the  large  spans  will  be  about  89  ft.  8 
in.  long,  while  the  smaller  ones  will  measure 
28  ft.  The  level  of  the  bridge  wUl  be  35  ft  6 
in.  above  low  watermark,  and  23  ft.  6  in,  above 
high  water  spring  tides.  The  superstructure 
will  consist  of  wrought  iion  plate  web  girders 
with  wrought  iron  cross  bars,  and  the  rail-bear- 
ing girders  are  of  the  usual  North  Eastern 
type.  The  main  girders  measure  27  ft.  9  in. 
centers,  7  ft.  6  in.  deep  and  2  ft.  6  in  wide, 
while  the  cross  girders — thirty  of  which  are 
required  for  the  bridge — are  8  it.  centers,  1  ft. 
9  in.  deep  and  1  ft.  6  in.  wide.  The  girders 
will  be  carried  on  four  piers,  each  pier  being 
composed  of  two  cast-iron  cylinders  carrying 
a  plate  brick  filling-  which  is  surmounted  by  a 
massive  stone  capstone.  These  cylinders  will 
be  sunk  to  a  depth  of  30  ft.  below  the  bed  of 
the  river.  The  lower  portions  of  the  cylinders 
will  be  10  ft.  6  in.  in  diameter,  but  about  half 
way  up  it  is  reduced  to  8  ft.,  and  flnishes  with 
a  regular  tapering  to  7  ft.  at  the  top,  upon 
which  is  placed  a  simple  moulded  cap.  The 
metal  will  vary  from  1 J  in.  at  the  bottom  of 
the  cylinder  to  li  in.  at  the  top.  The  whole 
structure  is  characterized  by  a  neatness  and  ! 
simplicity  of  design  which  makes  it  admirably 
suited  for  the  position  in  which  it  is  placed, 
and  the  traffic  it  is  designed  to  carry.  The 
scantlings  in  all  cases  are,  as  in  all  North  East- 
em  work,  amply  sufficient  to  carry  the  heavi- 
est loads  that  can  possibly  be  brought  upon  the 
bridge.  — Engineer, 

THE  following  particulars,  descriptive  of  the 
Craigentinny  system  of  sewage  disposal,  | 
were  recently  given  inaletterby  an  Edinburgh  | 
firm  of  ciyilian  engineers:  1.  The  acreage  of 
Irrigated  ground  at  Craigentinny  is  250.  2. 
The  population  draining  into  the  stream  is ! 
fully  100,000.  3.  The  average  quantity  of 
sewage  applied  per  acre  was  till  last  year  about 
11,000  gallons  daily,  but  the  Edmburarh  water 
supply  has  been  increased,  and  probably  15,000 
galloas  would  be  more  correct  now.  "  4.  The 
sewage  is  only  applied  to  the  land  about  once 
every  three  weeks  in  rotation,  and  it  is  also 
used  during  the  greater  portion  of  each  winter 
as  well  as  in  summer.  5.  The  sewage  is  applied 
for  several  hours  each  time— depending  on  the 
nature  of  the  soil— four  to  eight  hours  or  so  at 
a  time.  6.  The  cost  is  infinitesimal  compared 
with  the  production,  two  or  three  men  doing 
the  whole  work  of  flooding  the  land.  7.  The 
produce  consists  entirely  of  grass,  which  is 
sold  in  plots  by  public  roup  each  spring  to  the 
cowfeedersor  dairymen,  and  is  cut  and  carted 
away  by  them.  8.  The  average  produce  is  30 
to4<Jtons  per  acre,  and  the  price  per  acre  va- 
ries fromf  about  £25  to  £45.  9.  A  great  por- 
tion of  the  now  irrigated  meadows  formerly 
consisted  of  stretches  of  land  worth  perhaps 
lOa.  per  acre.  10.  It  is  an  error  to  assume,  as 
many  seem  to  have  done  in  England,  that  only 
flandy  stretches  are  suitable  for  irrigation;  as 
a  rale,   the   better  the   soil   the    better  the 


result  obtained.     11.  The  notion  of  the  irri- 
gated meadows  creating  any  nuisance  of  con- 
I  sequence,  or  being  a  source  of  any  specific  dis- 
ease, has  long  been  abandoned  as  untenable  by 
I  our  most  distinguished  medical  men  who  have 
,  considered  the  subject,  and  bv  Dr.  Littlejohn, 
I  medical  officer  of  health  for  Edinburgh.    Irri- 
I  gation,  like  everything  else,  is  a  subject  that 
requires  careful  consideration  in    each  case, 
combined  with  some  practical  knowledge  and 
experience,  and  it  is  probably  the  want  of  such 
caution  that  has  caused  so  mau^  disappoint- 
ments and  failures  in  dealing  with  the  ques- 
tion. — Engineer. 


RAILWAY  NOTES. 

WKirrNG  on  railway  accidents  in  Germany, 
.the  Berlin  correspondent  of  the  Bauy 
7^ew%  draws  attention  to  the  condition  of  the 
German  railways  under  State  management.  He 
says:  "Another  serious  railway  accident  has  oc- 
curred on  the  Belgian-German  Frontier,  near 
Herbesthal,  on  the  direct  ('ologne  and  London 
line.  A  collision  look  place  between  a  passenger 
train  and  a  goods  train  with  great  violence. 
Eight  persons  were  killed  on  the  spot,  and  a 
large  number  severeljr  injured.  The  frequency 
of  serious  accidents  m  Belgium,  and  especially 
in  Germany,  is  at  last  beginning  to  attract  at- 
tention here;  and  the  English  traveling  public 
should  not  forget  that  the  lines  they  mostly 
use  are  at  present  the  most  dangerous.  On  re- 
turning from  Cologne  last  week,  I  was  lucky 
enough  to  miss  my  train  to  Berlin,  which! 
heard  on  the  following  day  had  been  smashed 
up  near  Dortmund,  with  a  large  number  of 
killed  and  wounded,  Now  that  the  Prussian  rail- 
ways have  become  state  property,  the  goverur 
ment  adopts  the  principle  of  economy  in  every 
branch  of  the  railway  service.  For  instance, 
the  number  of  the  line  inspectors  has  been  re- 
duced to  a  minimum,  one  chief  inspector  being 
made  responsible  for  so  many  hundred  miles 
of  line,  over  which  it  is  practically  impossible 
to  give  the  necessary  supervision  under  only 
one  head.  Secondly,  when  a  railway  accident 
does  occur,  such  secrecy  is  observed  that  a  long 
time  elapses  before  the  public  are  made  aware 
of  the  exact  number  of  dead  or  injured,  and 
the  matter  is  hushed  up  as  soon  as  possible; 
and  the  press  having  no  means  of  obtaining  a 
true  account,  pays  exceedingly  little  attention 
to  these  terrible  disasters— that  is  to  say,  unless 
they  happen  in  England,  and  then  as  much  is 
made  of  them  as  possible.  For  the  past  fort- 
night not  one  single  day  has  elapsed  but  an  ac- 
cident more  or  less  serious  has  been  curtly  re- 
ported in  the  German  papers  as  happening  on 
German  railways.  I  hear  that  the  Progressists 
are  going  to  interpellate  the  Prussian  Parlia- 
ment concerning  the  new  state  management  of 
the  railways.  One  thing  certainly  is  striking, 
that  under  the  new  regime  pointsmen  only  get 
Is.  Od.  tol.Od.  per  day." 

FUNiCDLAR  Rail  WAY. — La  Nature  gives  an 
interesting  account  of  the  funicular  rail- 
way lately  brought  into  use  at  the  Giessbach, 
for  conveying  passengers  between  the  pier  and 
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the  hotel  on  the  mountain  side.  This  line  is  more,  for  whereas  the  estimates  show  a  neces- 
worked  on  the  same  principle  as  the  conve-  sity  foir  a  capital  of  only  60,000,000f . ,  the  com- 
ment trams  at  Scarborou/?h,  by  which  people  pany  is  to  be  formed  with  a  capital  of  100,- 
are  carried  up  and  down  the  cliff,  i.e.,  two  car- 1  000,000f.  This  has  given  rise  to  the  supposi- 
riages  are  connected  by  a  rope,  so  that  one  as-  j  tion  that  there  is  a  design  of  eventually  extend- 
cends  while  the  other  descends;  the  excess  of   ing  the  network  in  Bulgaria.    The  negotiations 


weight  being  supplied  to  the  descending  car- 
riage  in  the  form  of  water.  At  the  Giess- 
bacn,  the  line  is  a  single  one,  except  in  a  small 


with  the  Roumanian  and  Bulgarian  govern- 
ments are  said  to  be  already  so  far  advanced, 
that  in  both  legislatures  the  law  authorizing 


portion  at  the  middle,  where  the  two  carriages  the  company  to  build,  and  insuring  it  a  hand- 
pass  each  other.     This  crossing  is  effected  au-  some  guarantee  per  mileage,  is  to  be  brought 


tomatically.  Six  wheels  of  one  carriage  hav- 
ing all  their  flanges  exterior,  whilst  those  of 
the  other  have  theirs  interior,  the  rails  being 
adapted  in  accordance,  to  give  the  desired  re- 
sult. A  wagon  for  luggage  is  worfled  with- 
out the  came,  by  means  of  a  toothed  wheel 
catching  in  a  rack-rail;  this  is  driven  by  four 
men.  The  carriages  have  a  pinion  on  the  front 
axle,  catching  in  the  rack-rail;  also  brakes, 


in  shortly,  so  that  the  work  may  begin  next 
spring.  The  anticipation  may,  perhaps,  not  be 
realized,  but  there  seems  little  doubt  that  the 
scheme  of  this  railway  connection  is  now  seri- 
ously  entertained. 


SPEAKiNO  of  a  train  which  was  blown  over  a 
precipice  on  the  Wellington  and  Gray- 


and  a  catch  which  is  raised  by  a  counter  weight '  town  Railway,  New  Zealand,  on  the  12th  Sep- 
while  the  cable  is  tense,  but  acts  in  case  of  rup-  tember  last,  the  following  particulars  are  ^ven 
ture.  The  water  is  from  a  reservoir,  supplied  ^^  ^^^  Melbourne  Argus,  and  are  more  defimte 
by  the  Giessbach  fall.  This  railway  is  846  I  ^'"^  any  previous  account  which  has  reached 
meters  long,  and  the  slope  in  some  parts  is  as^s:  The  train  was  composed  of— first,  two 
much  as  28ctm.  per  meter.  A  rising  carriage  composite  carnages,  then  the  ordinary  guard  s 
filled  with  (40)  passengers  may  weigh  9,500kg. ;  brake- van,  then  the  Fell  engine,  then  two  lu^ 
and  the  excess  of  weight  for  the  other  carnage  gage  vans  filled  with  furniture,  produce  and 
is  1,300kg.  The  velocity  is  about  1  meter  per  t  sundry  goods,  and,  last,  the  inchne  brake  van, 
second,  so  it  takes  346  seconds  (about  6  min- 1  ^^^  »  guard  in  it.  The  wind  on  the  plain  was 
utes)to  make  the  journey.  '  not  stronger  than  usual,  there  being  only  an 

ordinary  breeze;  but  as  the  train  went  up  the 

A.  ,,,  ^    ,    ,^  ,     mountain's  side  very  strong  gusts  were  felt  at 

LARGE  meeting  at  Victoria  (Vancouver's  different  spots,  wheie  the  configuration  of  the 
Island)  has  passed  a  resolution  declar- ,  hjug  ^n^,^^  ^y^^^  ^^  g^jj^e  ^^%  ^in.     Noth- 


ing that  separation  from  the  Dominion  would 
be  the  best  course  if  the  government  of  the 
latter  fails  to  cany  out  its  obligations  with  re- 
gard to  the  Pacific  Railway. 

ATRIAL  was  made  in  Berlin,  in  November, 
in  the  presence  of  Count  Moltke,  of  a 
new  traction  engine,  adapted  to  military  pur- 
poses. This  engine  drew  five  heavy  gims  of 
15  centimeter  bore,  through  the  streets  for  over 
two  hours,  at  the  cost  of  two  marks  an  hour. 
The  trial  was  considered  by  Count  Moltke  and 
the  staff  very  satisfactory.  Probably,  the  Daily 
News  Berlin  correspondent  says,  the  traction 
engine  will  become  an  institution  in  the  Ger- 
man army. 


ing,  however,  happened,  and  the  train  went  on 
all  right  through  the  firat  tunnel,  and  had 
emerged  through  a  cutting  within  fifty  or  sixty 
yards  of  the  second  or  middle  tunnel.  This 
spot  is  called  Siberia,  on  account  of  the  violent 
and  piercing  blasts  that  sweep  down  the  hol- 
low of  the  hill.  The  line  runs  along  a  sort  of 
embankment,  formed  from  the  stuff  taken  out 
in  making  the  tunnel ;  but  on  the  right  side  the 
hollow  formed  by  the  embankment  side  and 
the  adjacent  hill  is  only  a  few  feet  deep,  while 
on  the  other  side  there  is  a  steep  declivity  of 
over  100  feet,  running  down  to  a  creek.  The 
train  was  going  slowly  along  this  embank- 
ment, when  the  wind,  catching  it  broadside 
with  enormous  force,  without  an  instant's 
warning,  lifted  the  two  front  carriages  and  van 
clean  off  the  rails,  and  swung  them  around 
A   ccoRDiNO  to  intelligence  from  Paris  in  the  |  and  down  the  deep  embankment,  one  hanging 


JlJL  Presse,  which  is  Confirmed  from  other 
quarters,  the  project  of  direct  railway  com- 
munication with  Constantinople,  Via  Roumania 
and  Bulgaria,  has  been  taken  up  very  serious- 
ly. The  report  of  M.  de  Serres,  the  engineer- 
inchief  of  the  Austrian  Staatsbahn,  who  was 
sent  last  summer  at  the  instance  of  the  late  M. 
Isaac  Pereire,  the  president  of  the  Paris  Com- 
mittee of  the  Austrian  Staatsbahn,  to  open  ne- 
gotiations with  the  Roumanian  and  Bulgarian 
governments,  convinced  those  who  had  taken 
up  the  idea,  and  also  the  late  M.  Isaac  Pereire, 
of  the  feasibility  of  the  scheme.  It  seems  that 
a  separate  company,  mostly  composed  of 
French  capitalists,  is  to  take  in  hand  the 
scheme,  and  that  the  necessary  capital  needed 
has  already  been  secured  by  subscription — ^nay 


to  the  other.  The  carriages  were  swimg  round 
farther  than  what  would  have  been  at  right- 
angles  with  the  rails,  and  as  they  were  then 
motionless,  formed  an  acute  angle  with  the  en- 
gine. The  first  carriage  as  it  swung  overwent 
on  its  side,  and  the  shock  started  the  body 
from  the  bed  and  wheels.  The  body  rolled 
away  down,  breaking  to  pieces  as  it  went,  and 
the  wind  carried  the  pieces  in  every  direction. 
The  second  carriage  was  turned  s(juare  on  its 
side,  and  so  remained,  all  the  windows,  of 
course,  being  shattered  in.  The  van  was  partly 
thrown  over,  and  rested  obliquely,  two  wheeis 
being  sunk  in  the  embankment,  and  the  other 
two  in  the  air.  The  engine,  the  two  goods 
vans,  and  the  other  brake  retained  their  posi- 
tion on  the  rails. 
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ORDNANCE  AND  NAVAL. 

THBlNCBEAsmG  PowBR  OF  QuN8. — A  re- 
markable result  has  recently  been 
achieved  by  Sir  W.  Armstrong  and  Co.  in 
the  production  of  a  gun,  weighing  95  cwt., 
discharj^ng  a  projectile  weighing  120  lbs.,  with 
a  velocity  of  2064ft.  per  second— that  is  to  say, 
having  8545  foot-tons  stored-up  energy,  or 
746.3  foot-tons  per  ton  weight  of  guns.  The 
gun  is  an  experimental  one,  and  we  should 
suppose  that  such  a  result  must  be  exceptional, 
being,  of  course,  very  extraordinary,  and  a 
stride  io  advance  even  of  the  613.5  foot-tons 
per  ton  of  gun  obtained  by  the  6in.  Armstrong, 
reported  in  Ihe  Migineer  of  November  5th. 
At  present  we  speak  of  this  as  an  abnormal 
individual  result.  How  much  the  gun  is  able 
to  bear  as  a  regular  service  round  we  cannot 
say.  The  fact,  of  course,  indicates  something 
unprecedented.  In  recording  this  we  would 
take  the  opportunity  of  correcting  an  expres- 
sion which  may  mislead  a  reader  m  the  article 
of  November  5th  above  referred  to.  We  there 
spoke  of  a  delicate  point,  namely,  the  question 
of  priority  of  Armstrong  6in.  and  Krupp's  15- 
centimeter  guns,  whose  results  we  compared 
together.  Speaking  from  the  reports  of  each 
lying  before  us,  we  considered  that  the  two 
pieces  dated  from  about  the  same  time.  In 
doing  so  we  unconsciously  did  injustice  to  the 
Armstrong  gun;  for  while  E^pp's  pamphlets, 
issued  at  the  Meppen  trials,  as  we  understand 
Uiem,  contain  the  records  obtained  of  their 
earliest  private  trials,  which  took  place  on 
December  17th,  1878,  the  report  of  the  Arm- 
strong results  dealt  only  with  a  certain  series 
of  Government  trials.  Previous  to  this,  we 
have  now  ascertained,  a  Government  trial  had 
taken  place  on  May  2nd,  1878,  and  private 
trials  as  early  as  December,  1877.  This,  it  will 
be  seen,  argues  a  year  precedence  for  Arm- 
strong as  compared  with  Krupp,  which  in  a 
question  of  this  kind  may  mean  everything, 
and  should  certainly  be  clearly  stated. 

Roberts's  Rajjge  Finder  at  Woolwich. 
Captain  Roberts,  R.A.,  recently  de- 
scribed a  range  finder  designed  by  himself  to 
an  Artillery  audience.  General  Turner,  C.B., 
the  commandant  of  the  garrison,  and  his  staff 
being  present.  This  range  finder  mainly  con- 
sists or  a  telescope  with  large  field,  such  as 
it  is  proposed  to  issue  to  field  batteries, 
mounted  on  a  tripod  stand,  with  cross  lines 
and  prism.  The  glass  is  directed  at  tne  ob- 
ject, and  the  prism  then  applied  so  as  to  cause 
the  line  of  vision  to  be  defiected  at  a  right  angle 
to  a  staff  carried  on  the  shoulder  of  an  as- 
sistant, and  correctly  placed  by  means  of  a 
second  small  glass  and  optical  square.  Num- 
bers are  read  off,  for  the  use  of  which  the 
range  can  be  read  off  a  slide  rule.  The  opera- 
tion is  a  rapid  one  for  intelligent  men.  It 
would  not  here  be  fair  to  compare  it  with 
Watkins'  or  Nolan's  systems.  It  is,  at  all 
events,  a  matter  for  congratulation  that  so 
much  interest  should  be  displayed  in  range 
finding  by  combatant  officers.  The  best  con- 
ceivable range  finder  might  be  introduced  to 


the  committtee,  without  after  all  achieving 
much,  unless  an  efficient  system  of  instruc- 
tion is  set  on  foot  by  the  Adjutant-General. 
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This  excellent  work  maintains  the  excellent 
character  exhibited  in  the  first  issue.  The 
style  of  the  designs  and  the  finish  in  execution 
make  this  work  mvaluble  to  the  young  archi- 
tect. 

Suburban  cottages  In  wood  form  the  illus- 
trated subjects  of  the  two  numbers  before  us. 
The  minuteness  of  detail  leaves  nothing  to  be 
desired  in  the  way  of  completeness. 
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ALL  Nations.  By  Ivan  C.  Michels. 
Ph.  D.,  M.  a.  Philadelpha:  R.  S.  Menamin. 
For  sale  by  D.  Van  Nostrand.    Price,  $  3.00. 

This  is  an  illustrated  quarto,  giving  by  pic- 
torial illustration  and  tables  all  that  can  be  de- 
sired in  the  way  of  information  about  gold  and 
and  silver  coins. 

Weights,  fineness  and  intrinsic  values  are  re- 
duced to  United  States  standard. 

The  entire  history  of  United  States  coinage 
is  ^iven  from  1792  to  the  present  time. 

To  facilitate  the  use  of  this  work  a  complete 
alphabetical  index  is  added. 

A  Physical  Treatise  on  Electricittand 
Magnetism.  By  J.  E.  H.  Gordon,  B. 
A.     New  York:  1880.    Price,  $7.00. 

In  the  present  time  of  rapid  progress  in  prac- 
tical electrical  science,  every  new  treatise  is 
scanned  in  expectation  that  it  contains  some- 
thing new  in  the  way  of  exposition  of  the  later 
recognised  phenomena.  The  great  need  has, 
however,  been  of  late  a  treatise  that  should 
discuss  collectively  the  phenomena  of  electrici- 
ty and  magnetism  from  the  physical  standpoint 
only,  as  distinguished  from  the  mathematical, 
and  should,  moreover,  regard  the  work  of  the 
practical  electricians  as  something  within  the 
province  of  accepted  theories. 

The  present  work  seems  to  accomplish  this. 
Under  the  head  of  Electro  Statics,  all  the  or- 
dinarv  experiments  of  the  lecture  room  in  fric- 
tional  electricity  are  discussed,  together  with 
all  the  elaborate  devices  of  the  philosophers 
used  in  their  researches.  Under  magnetism 
all  that  relates  to  magnets,  terrestrial  magnet- 
ism and  the  delicate  methods  of  measuring  and 
recording  the  latter. 

Electro  kinetics  covers  a  wider  field ;  and  be- 
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ginning  with  battery  cells  the  author  passes  to 
the  consideration  of  the  units  of  measure  and 
their  application  in  practical  uses.  Electro 
magnetism  and  magneto  electricity  are  dis- 
cussed under  this  heading;  also  the  various 
phenomena  produced  by  the  induction  coil, 
secondary  batteries  ana  the  laws  of  electro- 
lysis. 

Electro-optics  forms  part  four  and  closes  the 
work. 

.  Throughout  the  treatise  the  works  of  the 
leading  philosophers  are  described  and  their 
opinions  quoted.  All  varieties  of  instruments 
of  research  are  fully  illustrated  and  their  ob- 
jects and  uses  described. 

This  work  is  undoubtedly  the  most  complete 
compendium  of  electrical  science  in  the  Eng- 
lish language. 

t_  RACTICAL  BlOWPE?E  ASSAYING.        Bv  GeO. 
Attwood,  a.  I.  C.  E.     New  York;    D. 
Van  Nostrand.     Price,  $2.00. 

Quantitative  assaying  with  the  mouth  blow- 
pipe is  a  difficult  process.  Plattner's  volumi- 
nous treatise  has  been  followed  by  the  few  who 
have  acquired  enough  proficiency  to  feel  confi- 
dence in  their  results,  but  even  with  the  most 
enthusiastic  students,  the  success  under  this 
guidance  is  so  out  of  proportion  to  that  at- 
tained with  similar  effort  in  qualitative  deter- 
minations that  but  few  have  patience  to  ac- 
quire any  considerable  skill  in  determiningthe 
quantities  in  their  essay. 

The  present  treatise,  recognizing  fully  the 
difficulties  of  the  process,  proceeds  in  the  most 
concise  way  to  inspire  confidence  in  the  learner 
and  lead  him  to  adopt  sure  and  available  meth- 
ods to  insure  success. 

First,  the  elementary  bodies  are  mentioned 
and  directions  given  for  their  determination 
separately.  This,  with  the  description  of  the 
apparatus  and  reagents  constitute  the  first  two 
parts  of  the  work. 

Part  III  is  devoted  to  the  assaying  of  silver, 
gold,  mercury,  copper,  lead,  bismuth,  tin, 
iron,  oickle,  cobalt  and  coal. 

The  author  suggests  a  useful  check  in  the 
way  of  s\'-nthetic  assays,  which  consists  in  the 
preparation  of  weighed  quantities  of  the  pure 
element  or  elements  to  be  determined,  mixed 
with  materials  resembling  as  nearly  as  possi- 
ble the  ore  to  be  determined.  Any  loss  of  the 
element  sought  in  the  artificial  mixture  serves 
as  a  guide  to  correct  the  regular  assay. 

Part  IV.  contains  useful  tables.     The  illus- 
trations and  typography  are  excellent. 
*  ^The  book  is  designedly  of  convenient  size 
for  carrying  while  prospecting. 

A  Treatise  on  Meteorological  Instru- 
MENT8#  By  Negretti  &  Zarabra:  Lon- 
don. For  sale  by  D.  Van  Nostrand.  Price, 
$2.00. 

The  fame  so  justly  earned  by  these  makers 
of  scientific  apparatus  gives  weight  to  their 
8tatein?nt-«  regarding  the  instruments  employ- 
ed in  any  department  of  scientific  labor. 
I*F  »r  the  proper  care  and  use  of  meteorologi- 
cal instruments,  an  instruction  book  is  indis 
pensnble.  such  a  treatise  is  provided  with  this 
minute  discription  of  the  construction  of  the 
'instruments. 


Five  chapters  are  devoted  to  barometers 
alone,  fiv^  chapters  to  thermometers;  then  fol- 
low chapters  on  hygrometers,  rain-gauges, 
anemometers,  electroscopes  and  ozonometers. 

Tables  for  barometers  and  boiling-point 
thermometers  are  added. 

The  text  is  embellished  with  ninety-eight 
wood  cuts. 

NEGRETTI  &  ZaMBRA*S  DESCRIPTIVE  CATA- 
LOGUE OF  Philosophical  iNSTRrMENTa 
Negretti  &  Zambra:  London.  For  sale  by  D. 
Van  Nostrand.     Price,  $2.50. 

The  peculiarity  of  this  catalogue  is  that  the 
construction  of  the  apparatus  is  so  far  de- 
scribed, and  the  range  of  subjects  so  compre- 
hensive, that  the  so  called  catalogue  becomes 
an  exceedingly  convenient  encyclopedia. 

An  occasional  essay  on  the  progress  in  some 
department  of  scientific  research  iacreases  the 
usefulness  of  this  handy  volume. 

There  are  several  hundred  illustrations  dis- 
tributed through  640  pages  of  royal  octavo 
text. 


MISCELLANEOUS. 

Lehmann's  Hot  Air  Engine.— The  risks 
and  trouble  incidental  to  the  application 
of  steam  to  engines  of  small  power  are  now 
generally  recognized.  A  steam  boiler  must  al- 
ways have  close  and  personal  attention  by  a 
fairly  skilled  or  practiced  hand.  These  needs 
for  attention  and  possible  dangers,  are  avoided 
by  the  use  of  heated  air  as  a  source  of  power 
instead  of  steam.  The  elasticity  and  expan- 
sion of  air  heated  to  600''  or  800<^  Fahrenheit  is 
sufficient  to  develop  an  apprecialile  pressure, 
and  thus  to  enable  a  small  engine  to  be  driven 
up  to  a  moderate  power,  such  as  that  of  a  half 
or  one  horse.  Larger  powers  may  of  course 
be  obtained,  but  will  require  larger  diameters 
of  cylinders,  as  the  effective  pressure  to  be  ob- 
tained by  the  expansion  of  the  hot  air  is  not* 
capable  of  any  great  increase.  The  engine  we 
illustrate  herewith  is  Lehmann's  patent,  manu- 
factured by  Messrs.  W.  H.  Bailey  &  Co.,  of 
Salford,  Manchester,  and  is  a  very  well  designed 
and  effective  specimen  of  its  class.  The  con- 
struction of  the  engine  is  horizontal,  the  heat- 
ing apparatus  consisting  of  a  brick-built  fur- 
nace. In  this  is  fitted  a  steel  air  heater  which 
may  be  raised  to  a  dull  red  heat.  The  work- 
ing cylinder  is  fixed  outside  the  furnace,  and 
its  front  part  is  jacketed  by  water  jacketing. 
A  cold  chamber  is  thus  provided  in  which  the 
expanded  air  is  condensed  and  contracted  to 
its  original  volume.  The  working  piston  is  an ' 
open  plunger,  which  is  made  air  tight  by  a 
cup  leather  packing.  As  this  packing  is  fixed 
in  the  cold  porticm  of  the  engine  it  does  not 
suffer  from  the  heat,  and  will  last  a  long  time 
without  attention,  whilst  at  the  same  time  it 
forms  a  tight  and  frictionless  method  of  pack- 
ing. It  has  always  been  difficult  to  apply  a 
piston  packing  in  these  engines  which  will 
stand  the  heat  of  the  air.  Any  class  of  pack- 
ing, which  must  be  packed  by  a  gland,  would 
also  offer  on  a  large  plunger  far  too  great  a 
proportion  of  frictional  resistance  in  engines 
of  such  small  power  as  those  worked  by  hot 
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air.  The  workiog  plunger  operates  directly 
upon  a  rocking  lever,  to  the  end  of  which  is 
attached  the  connecting  rod  driving  a  crank 
and  fly -wheel  carried  in  bearings  on  the  top  of 
the  cylinder.  A  circulating  pump  to  supply 
the  water  jacket  is  Hxed  on  the  bed-plate,  and 
driven  from  a  rocking  bar  by  a  return  crank 
and  connecting  rod.  The  hot  air  is  first  ex- 
panded in  the  hot  chamber  which  causes  the 
piston  to  drive  forward,  the  air  then  escapes  at 
the  end  of  the  stroke,  and  by  passin^j:  through 
a  cold  chamber  is  reduced  to  its  former  bulk, 
and  may  be  thus  returned  to  the  hot  cham- 
ber without  much  back  pressure  on  the  piston 
or  plunger.  The  same  volume  of  air  is  thus 
used  continuously,  first  being  expanded  and 
then  contracted  for  the  working  and  back 
strokes  respectively.  No  foul  heated  air  is  thus 
discharged  by  the  engine,  to  which  there  is  no 
exhaust. 

It  is  somewhat  surprising  to  note  the  im- 
mense rapidity  with  which  ihe  air  can  absorb 
heat  and  give  it  up  again,  as  we  find  that  as 
many  as  1000  revolutions  per  minute  have 
been  obtained  from  the  smaller  sizes.  This 
power  of  speed  will  no  doubt  depend  upon  the 
skillful  arrangement  and  extent  of  surface  of 
the  heating  and  cooling  chambers.  This  engine 
appears  to  be  very  economical,  as  the  makers 
state  that  a  1-horse  engine  will  run  for  twelve 
hours  at  a  consumption  of  60  lbs.  of  coke.  A 
great  advantage  also  is  that  such  an  engine 
may  be  safely  left  to  run  itself  down,  since  no 
damage  can  ensue,  to  it,  as  it  will  only  stop 
when  the  fire  gels  to  low.  In  this  way  Leh- 
mann's  engine  may  be  left  to  run  all  night 
without  any  attendance  or  the  fear  of  a  mis- 
hap. When  applied  to  farm  or  domestic  pur- 
poses the  engine  need  cost  little  or  nothing  to 
work,  as  the  heat  of  the  stove  may  be  utilized 
for  warming  purposes,  and  even  the  hot  water 
from  the  cooling  jacket  would  be  found  ser- 
viceable. A  pumping  apparatus  may  be  at- 
tached to  the  bed  plate  of  the  engine  so  as  to 
form  a  compact  and  serviceable  pumping 
engine. 

SoiCBTiMB  ago  the  executive  committee  of 
the  Citizens'  Association  of  Chicago  ap- 
pointed a  sub-committee  to  consider  the  sub- 
ject of  house  drainage.  That  committee  con- 
hisied  of  Frederick  Baumann,  James  R.  Wil- 
lettand  Bryan  Lathrop.  After  considerable 
investigation  and  prolonged  deliberation  the 
conunittee  has  embodied  its  ideas  in  a  report, 
of  which  the  following  is  a  brief  summary  of 
the  recommendations  made : 

1.  Concrete  the  ground  under  the  entire 
building. 

2.  Ventilate  the  main  sewers  by  a  perforated 
cover  on  every  man-hole. 

8.  Bvery  house  to  have  a  cast  hon  soil  pipe, 
not  less  than  four  inches  in  diameter  and  one- 
quarter  inch  in  thickness,  tarred  inside  and 
outside,  running  from  sewer  to  roof,  without 
a  trap,  accessible  for  inspection  throughout  its 
entire  length,  and  with  as  great  a  fall  as  possi- 
ble; the  openings  for  waste  and  soil  pipes  in 
the  house  walls  to  be  larger  than  the  pipes,  to 
allow  for  settling. 

4.  Svery  sink,  washbasin,  bath  tub  and 


water  closet  (except  the  "  trapless"  closets;  to 
be  trapped. 

5.  Every  trap  to  be  ventilated  from  its  high- 
est point  into  a  pipe  running  out  above  tne 
roof,  and  disconnected  from  the  soil  pipe. 

6.  Joints  in  iron  pipes  to  be  leaded  and 
caulked  to  rust  joints.  Joints  between  iron 
and  lead  pipes  to  be  made  with  tinned  iron  or 
brass  ferules,  soldered. 

7.  Catch-basms  to  be  built  outside  of  the 
house  wherever  possible,  and  ventilated  by  a 
special  pipe. 

8.  Water  closets  to  connect  with  the  outer 
air  by  a  window  or  light  shaft,  and  to  have  a 
venlilaling  flue. 

9.  Avoid  pan-closets,  and  use  hopper  or  im- 
proved closets. 

10.  On  the  upper  floor  each  water  closet  to 
be  flushed  from  a  separate  tank  through  a  pipe 
not  less  than  one  and  one  quarter  inch  in  di- 
ameter. 

11.  Catch-basins  to  be  periodically  cleaned 
by  tlie  city  authorities. 

Sanitary  Legislation. — It  is  the  custom  of  all 
cities  to  control,  by  municipal  ordinance  and 
by  supervision,  matters  affecting  the  public 
hc«lth.  Nothing  can  more  properly  come 
within  the  scope  of  municipal  legislation  than 
measures  regulating  house  drainage,  in  order 
to  prevent,  as  far  as  possible,  the  generation 
and  spread  of  infectious  diseases.  It  is  ob- 
viously necessary  to  make  the  precautions  ob- 
ligatory upon  all  the  people,  as  their  efficacy 
depends  on  the  general  use  of  them,  and  it  is 
to  the  interest  of  all  ihat  they  should  be  uni- 
versally adopted.  Your  committee,  therefore, 
recommend  that  an  ordinance  be  passed  by  the 
common  council  of  Chicago  embodying  the 
most  important  of  the  foregoing  recommenda- 
tions, as  follows: 

1.  That  every  house  which  shall  be  con- 
nected with  the  city  sewers,  after  this  ordinance 
goes  into  effect,  shall  have  a  continuous  pipe 
of  not  less  than  four  inches  inside  diameter, 
running  from  the  street  sewer  to  at  least  two 
feet  above  the  roof  of  the  house,  without  any 
trap  throughout  its  entire  length;  the  opening 
at  the  house  wall  to  be  larger  than  the  soil 
pipe,  to  allow  for  settling. 

[Note. — As  there  may  be  some  who  will 
prefer  to  use  a  trap  on  the  house  drain  or  soil 
pipe,  this  vent  pipe  may  in  that  case  be  made 
independent  of  the  house  drainage,  and  be 
carried  through  the  house  without  any  open- 
ing into  it.] 

2.  Every  sink,  basin,  bath  tub  and  water 
closet  (except  **trapless**  closets)  to  be  trap- 
ped, and  every  trap  to  have  a  vent  pipe  from 
its  highest  point. 

8.  Joints  in  iron  pipes  to  be*  leaded  and 
caulked  or  rust  joints.  Joints  between  iron 
and  lead  pipe  to  be  made  with  tinned  iron  or 
brass  ferules,  soldered. 

4.  Soil  pipes  to  be  of  iron. 

5.  All  water  closets  to  be  connected  with 
the  outer  air  by  a  window  and  ventilating  flue 
or  a  light  shaft. 

6.  Sanitary  inspectors  to  be  appointed,  un- 
der the  direction  of  the  health  commissioners, 
to  enforce  the  observance  of  the  foregoing  pro- 
visions. 


Digitized  by 


Google 


88 


VAN  nostband's  engineebing  magazine. 


THE  Earth's  Maonbtibm.— The  great  physi- 
cal problem  of  terrestrial  magnetism  has 
engaged  the  attention  of  numerous  physicists 
lately,  and  it  is  well  known  that  several  inge- 
nious solutions  of  it  have  been  propounded. 
Professors  Ayrton  and  Perry,  for  example, 
conceived  the  happy  thought  that  the  earth 
was  charged  with  static  electricity,  which 
being  carried  round  on  the  surface  by  the  diur- 
nal rotation,  acted  like  a  circulating  current 
and  magnetized  the  core.  A  severe  blow  was 
dealt  to  this  hypothesis,  however,  by  the  math- 
ematical criticism  of  Professor  Rowland,  who 
pointed  out  that  the  surface  charge  required 
was  competent  to  send  a  spark  from  earth  to 
moon.  A  theory  based  upon  the  existence  of 
electric  currents  flowing  in  the  atmosphere 
around  the  earth  was  promulgated  later;  and 
now  we  have  another  supposition,  which  has 
a  better  claim  to  serious  attention  than  any  of 
the  rest  because  it  is  supported  by  direct  ex- 
periment. Starting  from  the  idea  of  M.  Ed- 
fund  that  an  electric  current  is  really  an  ether 
current  flowing  in  the  circuit,  and  that  electro- 
static effects  are  due  to  rarefactions  and  con- 
densations of  the  ether,  M.  Selim  Lemstr5m 
considered  that  he  might  produce  this  ether 
current  by  mechanical  action.  He,  therefore, 
made  a  paper  tube  having  two  concentric  walls 
and  mounted  on  an  axle .  A  core  of  soft  iron 
was  placed  within  the  tube,  and  on  rotating 
the  latter  the  core  was  found  to  be  magnetic, 
as  demonstrated  by  two  fine  astatic  needles. 
Reversing  the  rotation,  reversed  the  magnetic 
poles ;  and  M.  Lemstr6m  concludes  that  the 
relative  motion  of  the  ether  in  the  revolving 
tube  and  the  stationary  core  was  the  cause  of 
the  polarity.  It  follows  that  if  the  tube  be 
stationary  and  the  core  revolved  a  similar  ef- 
fect will  be  produced;  and  heuce  if  a  mag- 
netic body  like  the  earth  be  rapidly  rotated 
round  its  axis  in  an  insulating  medium  like 
the  air,  it  will  exhibit  magnatism.  Pursuing 
this  idea  into  mathematics  M.  LemstrDm  ar- 
rives at  an  expression  for  the  magnetic  moment 
of  the  which  agrees  very  well  with  the  for- 
mula of  Gauss,  g 

AN  Electro-Dynamic  Paradox.— Dynamo- 
electric  machines  like  M.  Gramme's  are 
reversible,  and  can  either  generate  a  current 
from  mechanical  work  or  from  a  current  pro- 
duce mechanical  work.  Under  the  same  con- 
ditions continuous  current  magneto-electric 
machines  do  the  same  thing.  But  if  the  cur- 
rent from  a  dynarao-electric  machine  is  sent 
into  a  magneto-electric  machine  a  very  strange 
effect  results.  This  effect  is  signalled  by  M. 
Girard-Lescuyer,  who  calls  it  an  electro-dyna- 
mic paradox.  Soon  as  the  circuit  is  closed  the 
magneto-electric  machine  begins  to  move,  and 
tends  to  acquire  a  speed  proportional  to  the 
intensity  of  the  current  actuating  it.  But  sud- 
denly it  slackens  speed,  stops,  and  then  begins 
to  rotate  in  the  contrary  direction,  only  to  ar- 
rest itself  anew  and  begin  again  as  before.  In 
a  word,  it  exhibits  a  regular  alternative  mo- 
tion, lasting  as  long  as  the  current  which  actu- 
ates it.  What,  asks  M.  Lescuyer,  is  the  cause 
of  this  phenomenon?  Evidently  the  motive 
current  changes  its  direction  ;  and  a  galvano- 


meter introduced  into  the  circuit  proves  it. 
But  how  does  it  produce  itself  when  the  speed 
of  the  prime  mover,  be  it  steam  or  other  engine, 
does  not  vary  ?  The  effect  must  be  due  to  an 
exterior  cause  reversing  the  polarity  of  the  in- 
ductors of  the  dynamo-electric  generator  so  as 
to  cause  it  to  ^ve  birth  to  a  reversed  current. 
This  reversal  is  proved  by  placing  a  compass 
near  the  inductors,  and  this  reversal  keeps 
time  with  the  reversal  of  the  current,  as  shown 
by  the  galvanometer  in  circuit  with  the  ma- 
chines. Let  us  suppose  that  the  ma^eto-elec- 
trie  receiver  has  periodic  increases  of  velocity. 
These  will  give  rise  to  a  current  of  its  own  m 
the  magneto-electric  machine,  which  will  tra- 
verse the  dynamo-electric  machine,  and  as  it 
will  be  a  contrary  current  to  that  coming  from 
the  latter  it  will  tend  to  reverse  the  polarity  of 
the  inductors  of  the  dynamo  machine.  Hence 
a  reverse  current  will  proceed  from  the  latter. 
To  test  this  hypothesis  it  is  sufficient  to  prevent 
the  increase  of  the  velocity  in  the  magneto- 
electric  receiver  by  means  of  a  brake,  i^soon 
as  the  brake  is  put  in  play  the  paradoxical  ef- 
fect vanishes,  and  the  receiver  goes  uniformly 
in  the  same  direction,  whilst  the  galvanometer 
and  compass  are  unaffected.  The  experiment 
is  well  shown  by  a  Siemeps  dynamo-electric 
continuous  current  machine  for  generator,  and 
a  small  laboratory  Gramme  with  ordinary  per- 
manent magnets,  as  constiiicted  by  M.  Breguet, 
for  receiver. — The  Electrician. 

ASTRONOMY  IN  ROCHESTER.  —The  nCW 
Warner  Observatory  which  is  beins 
erected  at  Rochester,  N.  Y.,  is  attracting  much 
attention  in  social  and  literary  as  well  as  scien- 
tific circles.  The  new  telescope  will  be  twen- 
ty two  feet  in  length,  and  its  lens  sixteen  inches 
in  diameter,  thus  making  it  third  in  size  of  any 
instrument  heretofore  manufactured,  while 
the  dome  of  the  Observatory  is  to  have  some 
new  appliances  for  specially  observing  certain 
portions  of  the  heavens.  It  is  to  be  the  finest 
private  observatory  in  the  world^nd  has  been 
heavily  endowed  by  Mr.  H.  H.  Warner.  Pro- 
fessor Swift  has  labored  under  numerous  dis- 
advantages in  the  past,  and  the  new  comet 
which  he  recently  found  was  in  spite  of  many 
obstacles;  but  as  the  new  institution  is  to  be 
specially  devoted  to  discoveries  there  are  good 
reasons  to  expect  very  many  scientific  revela- 
tions in  the  near  future  from  the  Warner  Ob- 
servatory at  Rochester. 

A  MAN  on  board  the  Livadia  was  asked  on 
Saturday  evening  last  to  support  an 
electric  lamp  temporarily,  while  arrangements 
were  being  completed  for  hoisting  it  to  its  po- 
sition, and  by  mistake  placed  his  hand  in  such 
a  position  as  to  divert  the  current  from  the  can- 
dle through  his  body.  He  was  kiUed  instan- 
taneously. 

THE  coal  beds  on  the  Souris  River,  Manito- 
ba, a  southern  affluent  of  the  Assini- 
boine,  have,  it  is  said,  turned  out  rich,  and  will 
be  developed  during  the  coming  winter.  The 
Souris  being  only  navigable  in  the  spring  time, 
it  is  proposed  to  float  the  coal  down  in  flat- 
bottom  scows. 
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In  1881  Thb  LnriNO  Age  enters  upon  Hs  fhirty-elghth  year,  admlttodly  imriTaned  and  < 
A  Wbbxlt  Magazinb  of  sixty-four  pages,  it  gives  more  than 

donble-oolnmn  octavo  pages  of  reading-matter  yearly,  forming  fonr  large  yolmnes.  It  jpresents  in  aa  lnaB> 
pensive  form»  considenDg  its  great  amount  of  matter,  with  freshness,  o-wlng  to  its  weexly  issue,  and  with  a 
mU^feurtorv  completene$$  attempted  by  no  other  publieation,  the  best  Essays,  Reviews,  Critlciams,  TaleSp 
Bkeichea  or  Travel  and  Discovery,  Poetry,  SdenUlio,  Biographical,  Historical,  and  Political  Infonnatlsa» 
fKwn  the  entire  body  of  Foreign  Periodical  Uteratnre. 

Daring  the  comiDg  year.  Serial  and  Short  Stoilea  by  the  Moat  Bminent  Foreign  Authors  will  ha 
given,  together  with  an  amoont 

In  the  world,  of  the  most  valosble  literary  and  Bdentlilo  matter  of  the  day  ftom  the  pens  of  the  foremaat 
Essayists,  Scientists,  Critics,  Diseoverers,  and  Editors,  above  named  and  many  othara,  representing  entf 
department  of  Knowledge  and  Progress. 

The  importance  of  The  Limvo  Ass  to  every  Ameiiean  reader,  aa  the  only  aatlafaistorlly  f^esh  aaA 
•complete  complUUion  of  a  generally  Inaeesssible  but  indispensable  eorrent  literature,— liMKQMfiaaMt 
becanse  it  embraces  the  prodnotions  of 


In  an  branches  of  literature,  Bdenoe,  Art,  and  Politics,— is  soffidently  indicated  by  the  following  reoeat 


**  In  BO  titbar  farm  can  so  mDch  thomo^ti]/  good  read- 
ing be  sot  for  to  llizie  mozM;;  Id  no  other  form  oui  k 
mdft  tatlnHtlaa  and  ratertalzms^Qat  Im  got  in  bo  &mall  n 
^aoe.**  -  PMktddfAiaTfmu. 

**lti3a*Jxo  rtTttl  in  m  <a)E]«Q  fleW."  —  ff€»-  York  Even- 
iiiffPast. 

^*lUi  frc^^nent  liiae  m]d  ample  epnoQ  tio^bla  tt  to  clTti 
tJl  thnt  tbd  V6tf  Atd6i!t  of  living  irritfliv  fumloh  (o  pfltiodi' 
cal  llienitiin  on  ickfioa*  hbtorTr  blcwnph/ipliUosopby, 
pQ^trv.  tnuoloeyi  poLJUa,  anA  eriydimt  ojul  to  add  to 
iMi  tlie  rull  eomptemoDt  of  the  best  tbat  there  lain  flo- 
Uaa  "  —  The  Inirri^r,  Chfets^. 

**  Tbefe  1*  no  iJMnJnuUon  In  Cms  mlae  and  tnterea  of 
IbiB  now  vpnf  mhin  kcIvh'Mc.  or  la  the  ikll)  and  (UftcrimlEia- 
CioD  tJjowo  111  luj  editing.'* — B^^ifi^  Jiiu.r7tiil 

"It  rem  1  ins  altogijlber  the  Iiqei  caii^UoD  of  the  Und." 

"  ft  ifl  PL  t]j,rjr</[ii:li  cmnpllalioci  of  vt^bnt  li  beet  la  the  Ut- 


ttalurs  of  il^a  d£iy,  wbeinu  relfttiDg  ta  hl»b)iy,  bltigniphr. 
tetion ,  poetry,  ^li,  eotsue^  poLillca,  tliwk^g;,  oilUcUm,  or 
MiU^—Jiariford  Cbmnnl. 

**ll  tMSlae  A  weekly  putiUcatlon.  la,  cgmparatlvfily 
■peaking,  tli«  cbeiLpfvt  mng^slao  r"  <  bU^iied.  I  la  con  tenia 
Mn  er  the  Oawt  litemturg  in  <iiar  Uu^aaga."  —  Coimn&r^ 
fial  Adftrriitn;  fMnH(. 

*^  Id  U  wofludtba  beti  pttidiicrllaTiii  of  tbs  beat  wrltera 
tippn  hlH  pabjiucu  tenAf  to  our  biuicL"  —  Philadelphia  In* 

"  Tlie  ttader  finan  Utrle  occswilon  to  rd  b^jond  itaool- 
amofl  for  tuatniciiive  or  t'nteriJiLning  arLlciea  of  imy  de- 
scdpUon."  —  Ihfton  Evmmg  Tra^tUer. 

**IiielaitTftlameDf  Tub  UTij>ra  aoi  pr^enta  a  fre^b 
eamplfl  of  Iba  JtifT^neut  lu  fielcetloii  and  odaptiitloii  to 
Bii  dEninodi  of  Ibe  bc«t  popular  Uteracore.  wblch  bavia 
•eecml  «oi  wide  a  dfculauou  to  that  pezJookaL^'  ^  Nc^ 

"  We  bare  »  of  tea  nscominefid&i  The  I^iyiko  Agi  to 
ow  f»dtn  OHVt  we  nro  only  at  a  Inna  tor  fn»h  leiraaln 
vblc&  !•  dc* crllMj  its  mprttfl,    1 1  ti  Btlil  in  our  opinion  ibe 
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49-TO  NEW  8UBS0KIBERB  for  the  year  1881,  remitting  before  Jan.  1,  the  weekly  nnmbera 
«f  1880  issued  after  the  reception  of  their  snbsoriptbns,  will  be  sent  ^rcmt. 

CLUB  PRICES  FOR  THE  BEST  HOME  AND  FOREIGN  LITERATURE. 

**  Foeeessed  of  *  Littbll's  Livino  Aoe/  and  of  one  or  other  of  oar  vivaeions  American  monthlies, » 
AdMerlber wUl find himself<n commando/ Me toAofo«<teation.*'—PA</<i4e^AiaJE^^  _  ^^ 

For  810^,  Ths  LmNO  Aoe  and  any  one  of  the /our^do/tor  monthly  magasines  (or  Ean$r$  IFaeUir 
"      rO.  will  be  sent  for  a  year,  vtUh  pottage  prepaid  on  both  ;  or,  for  $0.60,  Thb  Litx««  An  and  tha 
^$  Journal,  or  l4ppinootfi$Motithfytpo§^paUL 


'*  Tbia  periodical  to  one  of  tbow  mre  irrulnetiQit!!  wbioh 
Mcm  to  iriCTKMifle  In  vnluo  wiUi  Lbelr  lucTBaalog  yeari,"  — 
AeiP-Ttffk  0*#tfneer. 

"  Tbem  I9  no  Dtb«r  TmbUeatloti  Uke  IL  It  ft  known  a.at. 
read  bT  all  who  d^lro  to  k»p  abruKt  wtlb  tbe  culU- 
^^^te^J  tliousrht  of  the  LugU£b^4tp«akliig  world."—  ^pittcpal 
Uf]fiii^r,  Pliilad^ijfhia, 

■^It  enables  lUu  reftieTn  »l  trlfllne  cjp^nie,  oonBlderii]^ 
the  quAntlty  AUd  nihility  of  tbe  readlnff  f  iimiiibcfl»  to  keep 
[iw»  vrlLb  tb(^  best  thonijjliL  and  ni^f&rj  work  of  our 
lime."—  Chr(*{iiin  Uttiofti  A'cu?  rprt.  ^     ^ 

"  With  it  nl(>no  a  E«fldcr  toAj  folily  keep  ap  with  idl 
tbnl  Ifl  Important  in  tlie  tltemlure,  bisiory.  poutlos,  and 
Ad.«noe  of  t»je  dav."  *-  Thf  Mrthoditi,  Wm  York. 

"We  Itnow  of  no  (uTCPUncnt  of  <;lsht  dollAtti,  In  tb* 
worici  of  JltemtHTp,  fluit  wiU  yicJd  ^qiial  retoina.^—  TTWf 
Presbyterian^  yinlu,UJj}hiti. 

*•  TUB  LiTiKo  AcB  mainlAlns  IM  cbamder  aa  iins  old- 
est und  moat  «uiiiprelioh6lTe  edecUc  weekly  roai?iulne 
Ju  tke  world.  It  pnewfow  from  wwK  to  week,  all  the 
vear  inuncl,  Ibo  CT&ani  0!  ftll  llift  nuiiifariao  lltamUire  vt 
Hm^m.'' —  luiheran  OLvrrr^,  PMiadefphia. 

"U  rsprodtiOM  &>  fully  Lha  tliolceaturtldea  frotn  the 
foret^  miigiidties,  that  one  who  takea  ltdc>04  not  f«l  tha 
need  of  any  tblng  4>liw  in  tbe  WAy  uf  foii:lgii  perludiral 

"  U  octntaln?  th«  beat  results  of  the  world's  thkiMnv.** 
—  Tftt  Chiirchviaa.  I^'ets  l^rk. 
"  Givpii  the  beftt  of  all  at  tlie  i)xi™  of  nae.'^  —  JV^c»-|o^J^ 

**  rt  l3,  tiv  all  odds.  UiP  brat  Oolwtlc  pQbllsbod,"* 
^^icMfTRi  Vharchmdn^  HichTiUrf^U. 

"  Wii  ciiti  only  nes*it  whitt  we  huve  already  bjUc!,  ih&t 
The  LiTiJfo  AUTt  leadnall  other  puhbcnUonfi uf  luildndp 
not  only  tn  year*,  but  Jn  merit."  ~  irnJcAfnan,  i/fl^;i>n. 

"  One  czknaq^t  road  evi  rj  iblnff*  *  .  *  No  man  wUl  bt^  be- 
hUid  ibn  litenimra  of  Uio  Uines  wbO  rusfidi  Tds  Livmo 
AcEp"  —  iiTuMi**  ikratd^  £iofitm^ 

"  Ti\c  moft  ciomplwLa  df  all  t^o  mugasbita."  —  fitttngsf^ 
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THE  POPULAR  SCIENCE  MONTHLY, 

Condncted  by  £•  L«  asd  1¥.  J.  TOUMAHS. 


BEGINNING  OF  A  NEW  VOLUME. 


Important  New  Series  of  Papers  by  Herbert  Spencer. 


A  series  of  articles  by  JETerbert  Spencer  was  commenced  in  "  The  Populab 
SoiENOB  Monthly  "  for  November  of  the  present  year^  on  "  The  Development  of 
JPolitical  Institutions"  applying  the  doctrine  of  evolution  to  political  govern- 
ment as  a  branch  of  sociology,  JETerbert  Spencer  is  now  the  atJcnowledged  mas- 
ter in  this  field  of  investigation,  and  these  papers  on  the  natural  genesis  of 
political  institutions  wiU  be  a  contribution  to  knowledge  of  immense  value, 
Ths  discussion  will  likewise  be  of  great  theoretical  and  practical  importance  to 
students  of  the  science  of  society  and  the  philosophy  of  government^  because  a 
knowledge  of  the  way  political  institutions  originated,  have  grown  up,  and  are 
still  advancing,  must  form  the  futu/re  scientific  basis  of  political  action. 


The  Populab  Soiencb  Monthly  has  been  often  pronounced  by  first-class 
judges  "the  best  periodical  in  the  world.'*  This  is  because  it  represents  the 
most  valuable  thought  from  the  most  advanced  scientific  men  of  the  age  in 
all  countries. 

Its  articles  and  abstracts  of  articles,  original,  selected,  and  illustrated,  give 
accounts  of  all  important  discoveries  and  applications  of  science  that  are  of 
general  interest. 

Its  pages  will  also  be  f oimd  faithfully  to  represent  the  progress  of  scientific 
ideas,  as  it  affects  the  higher  questions  of  human  interest,  sudi  as  those  of  the 
statesman,  the  philanthopist,  tiie  jurist,  the  financier,  the  educator,  the  divine, 
the  artist,  the  historian,  and  the  social  reformer. 

Prominent  attention  has  been  given,  and  will  be  given  in  these  pages  to  the 
various  sciences  which  help  to  a  better  understanding  of  the  nature  of  man,  as 
affecting  all  private,  domestic  and  public  relations — ^in  short,  to  the  comprehen- 
sive science  of  htmian  nature. 

The  Populab  Soienoe  Monthly  is  adapted  to  the  wants  of  thoughtful,  in- 
quiring people.  It  is  addressed  to  the  intelligent  classes  of  society,  but  treats 
its  topics  in  a  popular  style,  as  free  as  possible  from  technicalities,  and  suited  to 
the  capacity  and  tastes  of  general  readers. 

The  Populab  Soienoe  Monthly  begins  its  eighteenth  volume  with  the  num- 
ber for  November  1880. 


Tebms  :  Five  dollars  per  anntmi,  postage  prepaid ;  or,  fifW  cents  per  number. 
A  club  of  five  will  be  sent  one  year  to  any  address  for  ^20.00. 
The  Populab   Soienob   Monthly  and  Applbton's   Joubnal,  one  year,  for 
$7.00  (full  price,  $8.00.) 

Subscriptions  may  begin  at  any  time  for  any  period. 

D.  APPLETON  &  00,,  Publishers, 

1,  3,  ^fc  G  Soncl  Ht.,  New  Yor^ 
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PRACTICAL 

Blow-Pipe  Assaying. 


CONTENTS. 
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ELECTRO  MAGNETIC 

TELEGRAPH, 


A  Practical  Tblbgrafrbk. 


INTRODUCTION. 


It  has  been  the  aim  of  the  author  in  the  prepar- 
ation of  this  litUe  book,  to  present  the  prmdplet 
of  the  Electro  Magnetic  Telegraph,  in  a  brie( 
concise  manner,  for  the  benefit  of  practical  oper* 
ators  and  students  of  telegraphy.  The  wwks  on 
telegraphy  which  have  thus  fiur  been  presenfed, 
besides  being  expensive,  have  contained  much  that 
is  useless,  or  which  is  not  in  a  form  to  be  readily 
understood  by  young  and  inexperienced  telegraph- 
ers. Although  this  little  work  must  be  acniowl- 
edged  incomplete,  it  is  hoped  tliat  it  may  so  hi 
toward  supplying  the  deficiency  which  has  existed ; 
or,  at  least,  serve  as  a  stepping-stone  to  the  study 
of  the  more  complete  works  on  electricity  and 
telegraphy. 

THE  AUTHOR. 


Inteiialty 


CONTENTS. 

Part  I.— BLRCTRicrrv  amd  Magnbtism.^B 
PositiTe  and  NentiTe.  Conductors  and  Non-Conouo- 
tors.  Galyanic  Batteries.  Galvanic  Circnits.  Elec- 
trical Quantity  and  Intensity.  Resistance.  Blectro- 
MoUve  Force.  Hasldn'i  Galvanometer  and  its  Uses. 
Ohms  Law.  Measurement  of  Currents.  Measure- 
ment of  Resistance.  Speed  of  the  Current.  Divided 
Circuits.  Blectro-Marnets.  Residual  Masner' — 
Proportion  of  Electro-Magnets  to  Circuits.  Intei 
and  Quantity  Magnets. 

Part  n.— Thb  Morss  Tblbgraph.— Fundamental  Prin- 
ciple. Telegraph  Circuits.  Intermediate  ofl&ces.  The 
Local  Circuit.  Groupd  Wires.  Tlie  Key.  The  Relay. 
The  Sounder.  Main  Line  Sounders.  The  Box  Relay. 
Cut  Outs.  The  Switch  Board.  Other  Switches. 
Lightning  Arresters.  Loops.  Arrangement  of  Offices. 
Arrangement  of  Batteries.    Repeaters. 

Part  III.— Battbribs.— Grove  Battery.  Carbon  Bat- 
tery. Amalgamation  of  Zincs.  Daniell  Battery.  Hill 
Battery.  Other  Forms  of  Battery.  Battery  Insu- 
lators. 

Part  IV.— Practical  Tblbgraphv.— Alphabet  and  Nu- 
merals. Adjustment  of  Instruments.  Testing  Tele- 
graph Lines.    Brealcs.    Escapes.    Grounds.    Crosses. 

Part  V.— Construction  or  Linbs.— The  Conductors. 
The  Insulators.  Fitting  up  Offices.  Grouad  Wire 
Connections.    Private  and  short  Lines. 

Apprndix.— Suggestions  and  Exercises  for  Learners. 


Paper  Boards,  50  emU;  doth,  75  eotUtp 
Moroeco,  $1,00, 
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23  Murray  Street,  New  Yofk. 
%*CoplM  tent  by  mail,pott  paid,  on  receipt  of  price. 


Digitized  by 


Google 


VAN  NOSTRAND'S  ENGINEERING    MAGAZINE. 


NEGRETTI  AND  ZAMBRA. 

45  Cornhall,  122  Begent  St.  London,  &  Crystal  Palace,  Sydenham. 


Encyclopoedic  Catalogue 

OF 

MATHEMATICAL    PHILOSOPHICAL,    OPTICAL,    PHOTOGRAPHIC 
AND   STANDARD   METEOROLOGICAL   INSTRUMENTS. 

Royal  8vo.,  1200  Illustrations,  563  pp.  Cloth.     Price,  5s.  6d. 


A    TREATISE   ON  METEOROLOGICAL    INSTRUMENTS. 

Explanatory  of  their  Scientific  Principles,  Method  of  Construction  and 
Practical  Utility. 

8  vo.,  100  Illustrations,  cloth.    Price.  5s. 


THE 

Journal  of  the  Franklin  Institate, 

BEVOTED  TO  SCIENCE  AND  THE  MECHANIC  ABTS. 

ESTABI4ISBEB  IN  1836. 

The  only  Technological  Journal  published  in  the  United  States, 
without  private  pecuniary  interest. 

Its  oblect  is  to  encourage  origiDal  research,  and  disseminate  useful  knowledg^e  in  all 
matters  relnting  to  the  practical  application  of  science,  but  more  especially  to  engineering 
and  the  mechanical  arts. 

The  Journal  is  issued  in  monthly  numbers,  of  sevens-two  pages  each,  largely  iUua- 
trated,  forming  two  volumes  annually.  The  number  for  June,  186^,  completes  the  One 
Hundred  and  Fourth  volume. 

Hereafter  its  value  will  be  greatly  increased  by  its  containing  more  original  matter  :  by 
more  attention  and  space  beine  given  to  the  publication  of  articles  condensed  from  foreign 
and  domestic  scientific  and  technical  periodicals,  with  ample  references. 

More  space  will  also  begi7en  to  the  transactions  of  the  Institute,  thus  rendering  it  <rf 
special  interest  to  members. 

sTJssoRrPTPioyr    i^rioss. 

To  Membera,  aS^OO  per  Tear.  Slncle  CJopieSf  35  ceMta* 

To  NoB-Bleiiibon,      5.00  per  Tear.  SiMgle  CJopiee,  M  oenta* 

Communications  for  the  Journal,  and  business  letters,  should  be  addressed  to  tbe 
Becreta^  of  the  Frankhn  Institute,  Philadelphia,  Pa. 
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Manual  of  Practical  Chemistry; 

THE  ANALYSIS  OF  FOODS, 

THE  DETECTION  OF  POISONS- 
By  ALEXANDER  WYNTER  BLYTHE,  M.R.C.S.,  F.C.S. 


CONTENTS. 


First  Division — Analysis  of  Food. 

1.  Introdactorv. 

2.  ynieaten  Floor  and  Bread. 

3.  Batter — Cheese. 

4.  Tea— Coffee— Cocoa. 

i.  Alcohol — Alcoholic  Liquors. 

a  Vinegar. 

7.  Mustard — Pepper,  &c 


Second  Division — Detection  of  Poisons. 

1.  Introductory. 

2.  Poisons   detected   mainly  by    methods  of 

distillation. 

3.  Alkaloids  and  Poisonous  vegetable  principles 

separated  for  the  most  part  by  alcoholic 
solvents. 

4.  Animal  PoisoK. 

5.  Inorganic  Poisons. 


One  Volume,  Crown  8vo.,  568  Pa^es.  Price,  $3.50. 
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Combustion  &,  Economy. 

ConsiBtiDg  of  Abridgements  of 

'•  Treatise  on  the  Combustion  of 

Coal  and  the  Prevention  of 

Smoke,*' 

By  O.  W.  WILLIAMS,  AL C. £. 

••The  Economy  of  Fuel/' 

By  T.  8TMB8  PRIDBAUX. 

WITH  BZTSHBX7V  ADDITIOHB  ON 

Recent  Practice  in  the  Combustion 
and  Economy  of  Fuel : 

COAL,  COKE,WOOD,  PEAL  PETROLEUM  &c 

BT  THB  EDITOB, 

D.  KINNEAR^ARK.  C.  E.. 

l2mo.  Qloth,  Illustrated.  Prioe,  $1,60. 

D.  TAN  NOSTRAND, 

Publisher, 

tt  Muny  A  87  Warrea  Streets, 

NEW  YORK. 
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WHALE'S 


These  highly  popular  and  cheap  series  of 
books,  now  comprising  over  Two  Hundred 
distinct  works  in  almost  every  department  of 
Science,  Art  and  Education,  are  recommended 
to  the  notice  of  Engineers,  Architects,  Build- 
ers, Artisans  and  Students  generally,  as  well 
as  to  those  interested  in  Workmen's  Libraries, 
Free  Libraries,  Literary  and  Scientific  Insti« 
tutions.  Colleges,  Schools,  Science  Classes, 
&c.,  dfc "  ~ 

FuUy  illustrated  by  wood-cuts  where  neces- 
sary. Full  list,  with  prices,  sent  on  applica- 
tion. 
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ON 


BY 

J.  E.  H.  GORDON,  B.  A. 


CONTENTS. 

liiOTUBE  L  Introduotory  Prdiminarj  Experiments,  Oonduotors  and  Insa- 
lators  Induction,  Mechajiical  Illastration. 

LiOTUBB  IL  Leyden  Jar,  Besidoal  Charge,  Mechanical  Experiment,  Hopkin- 
Bon's  Experiment,  Faraday's  Study  of  Induction,  Theory 
of  Lateral  Pressure,  Delarue*s  Lateral  Pressure  in  Vacu- 
um Tubes. 

LiotubbIIL  Faraday's  Measurements  and  his  Results,  Recent  Measurements 
and  Experimental  Details,  Table  of  Results. 

LiOTUBE  lY.  Specific  InduQtiye  Capacities  of  Gases,  Clerk  Maxwell's  Electro- 
Magnetic  Theory  of  Light,  Electric  Induction  and  Velo- 
city of  Light,  Table  of  Velocities,  Actions  of  Electric- 
ity on  Light,  Electro-Magnetic  Action  on  Polarized 
Light,  Electro-static  on  Polarized  Light,  discoyered  by  Dr. 
Kerr,  Effect  of  Light  on  Seleniun,  Etc,  Etc. 


I>.  V^N    ISrOSTR^ISTD,   I>ubHslier, 

23  Murray  and  27  Warren  Streets.  NEW  YORK. 

%*  Oopies  sent  by  mail,  post  paid,  on  receipt  of  price. 


Digitized  by 


Google 


VAN  nostrand's  engineeeing  magazine. 


One  Volume,  ISmo,  fine  Cloth.     108  pp.      Price,  $1.00. 


MANUAL 


OP 


HYDRAULIC  MINING. 

FOB  THE  USB  OF 

THE  PEACTICAL  MINER. 

BY 

T.  F.  VAN  WAGENEN,  E.  M. 


OOiTTEO^TTS. 


Ihtroduotobt  Remabkb.  Chafteb  I.~G6nera]  Physical  Conditions.  Ohaptbb  IL 
— Cteneral  Methods  of  Flacer-Miaing.  Ohaptbb  IH— Directions  for  the  Miner.  Chaftbb 
IV.— The  Properties  of  Water.  Chaftbb  V.— Construction  of  Water- Ways.  Chaftbb 
VL— Flow  of  Water  in  Plumes  and  Ditches.  Chaftbb  Vn.— Iron  Piping.  Chaftbb 
VnL— Nozzles  and  Discharge.    Chaftbb  IX.— The  Sluice. 


The  following  pages  are  written  solely  for  the  use  of  the  practical  and  working 
miner,  who,  while  rarely  deficient  in  common  sense,  is  generally  unacquainted  with  the 
principles  of  physics  and  more  or  less  rusty  in  arithmetical  methods.  In  the  daily  discharge 
of  his  business  he  is  continually  confronted  with  engineering  problems  of  more  or  less 
tomplexity,  and  compelled  to  depend  for  their  solution— trained  engineering  advice  being 
mnobtainable  or  two  ezpensiye— upon  his  own  limited  experience  or  upon  that  of  his 
eo-laborers. 

Under  these  circumstances,  errors  in  construction  and  operation  are  frequently 
repeated.  The  author  yentures  the  hope  that  the  study  and  use  of  the  following  pages 
will,  to  some  extent  at  least,  obviate  the  necessity  for  costly  experimenting,  now  so 
•ommon. 

The  Manual  does  not  claim  to  cover  the  whole  subject,  nor  to  answer  all  questions  in 
kydranlic  engineering.  Nor  will  it  take  the  place  of  an  experienced  and  competent 
engineer  in  important  enterprises.  On  the  contrary,  no  miner  who  is  not  himself  an  expert 
and  who  can  afford  it,  should  be  without  such  advice  and  assistance  as  can  be  afforded  bf 
a  weD-educated  and  practiced  hydraulic  engineer. 
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STEAM  BOILERS: 


THEIB 


DESIGN,  CONSTRUCTION  and  MANAGEMENT. 


BY 

WILLIAM  H.   SHOOK, 

Efngin^fr^n-OhAtf  U,  8,  K;  OJUef  of  Bwreau  of  Steam  Engineering  U,  8.  If. 


This  important  work  by  the  Chief  of  the  Bureau  of  Steam  Engineering,  United  States 
Navy  Department,  is  one  upon  which  some  four  years  of  labor  have  been  spent  in  the 
preparation.  It  is  intended  to  be  the  most  exhaustive  work  in  the  English  language  upon 
Boiler  Engineering,  and  all  steam  engineers,  constructors  of  engines  and  boilers,  professors 
in  our  schools  of  technology  and  scientific  institutes,  and  libraries  generaUy,  should  imme- 
diately possess  a  copy  on  publication.  It  will  be  used  as  a  text-book  at  the  United  States 
Naval  Academy,  and  will  be  a  work  of  great  value  to  all  young  men  who  may  be  preparing 
for  that  institution. 


SYNOPTICAL  INDEX. 


L — ^Introductory  Remarks. 
XL — Combustion. 

in. — ^Transmission  of  Heat  and  Evaporation. 
IV. — Materials, 
v.— Testing  the  Materials. 
VI. —Principles  of  the  Strength  of  Boilers. 
Vn. — Design,  Drawings  and  Specifications. 
VnL— Laymgj)ff,  Flanging,  Riveting.  Welding,  &c. 
EL— Shell,  Furnaces  and  Back-Connections. 
X. — Stays  and  Braces. 
XL— Flues  and  Tubes. 

XIL— Uptake,  Chimney,  Steam  Jets,  Fan-Blowers,  &c. 
SHI. — Steam  Room  and  Super-Heaters. 
XrV.— Setting  and  Erection  of  Boilers. 
XV.— Boiler-Mountings  and  Attachments. 
XVI.— Tests,  Inspections,  and  Trials  of  Steam  Boilers. 
XVIL — ^Management  of  Boilers. 

XVIIL— Causes  and  Prevention  of  the  Deterioration  of  Boilers. 
XIX.— Boiler  Explosions. 
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By,  K.  ArmaifQitg,  C.  E. 


lllnsimltfd. 


Bv  I'rof,  tieii,  U  Vose.      lUos* 


Illustrated. 


Chimneys  fur  FuniatJes,  Firr  Pbct^  and  Steam  Boilers. 

Steam  Boiler  fcstpb&ions,     By  Zerab  Colbtirn, 

Pracdcal  Des^igtiiiig  of  keutiniog  Walls.     By  Anhtir  Jacob,  C.  E, 

Proportion  of  Pms  U>ed  10  Bridi^es,,     By  Chas.  I-l  Bender,  C.  F, 

V en t i ktion  of  Building s.     Uv  W.  ?\  Builer.     Illustrated. 

On  ihe  Designing  and  Construclion  of  Storage   Reservoirs     By  AliImT  Jacob,  C,  E     lllufe- 

haled. 
Surcharged  atid  liifferi^rii  Form^  of  RciaifiUig  WaH^.     Bv  J  as,  S.  Tile,  t:   E.     IlJusirdtetl. 
A  Treatise  on  the  Compound  Engine,     By  John  Tyrftbull     IHusirated. 
Fuel.    By  C  William  Siemexis.     To  which  i?  appended  the  value  of  Ariificial  Fuels  as  cant* 

pared  with  Coa.1,  hy  John  Wormold,  C.  E. 
Compoimd  Engines^      From  the  French  of  A.  Mallets     Hlniatrated. 
Theory  of  Arches.     By  iVof,  W    Allan.     Illustrated. 

A  Pracii<!al  Theory  of Vou5,^ir  Arches.     By  Wm.  Cain,  C,  E.     Illustrated. 
A  Practical  TreatiW  oiv  the  GaH^s  met  with  in  Coal  Mine^.     By  the  lare  J.J    Atkitif^n. 
Friction  of  Air  in  Mine?^.     By  J.  J,  Atkinson, 
Skew  Areheii.     By  Prof.  E,  Hyde,  C.  E.     Illustrated- 
A  Graphic  Method  of  Solving  Certain  Algebraic  Etjuatjori'i. 

trated* 
.Water  and  Water  Supply,     By  Prof.  W.  H.  Corfield. 
Sewerage  and  Sewage  Urili£ation.     By  Prof*  W.  H.  Corfield. 
Strength  uf  Beams  under  Transverse  Loads.      By  Prof,  \V-  H 
Bridge  and  Tunnel  Centers.     By  John  B,  McMa.ster^  C-  E. 
i>afeiy  Valves.     By  Richard  !r  Buel,  C  E.     Illustrated. 
High  Masoiir^'  Da'ms.     By  John  B,  McMaster»  C.  E.      Illustrated, 

The  Fatigue  of  Metals  under  repeated  Strains,  with  various  Tabk-s  ol  Re.=jults  of  Fxpenmcnts* 
F^rom  the  German  of  I'rof.  Ludwig  Spangenburgh,  with  a  Preface  by  S.  JT.  Shreve.  A,  M, 
lllustjaied. 
A  Priacrica!  Treaii?^  on  the  Teeth  of  Wheels,  with  the  Theory  and  Use  of  Roblnson*s  Odon- 
tograph.  By  S.  W.  Robinson,  Professor  of  Mechanical  Engineering,  Illinois  Indusjtrml 
University.  Illustrated* 
On  the   Theory  and  Calculation  of  Continuous-  Bridget.     By  Mansfield  Merrimau,   Ph.   Dp 

Illustrated. 
Practical  Treatise  on  the   Properties  of  Continuous  Bridges.     By  Charles  Itendcrj  C    E* 

lUustrated. 
On  Boiler  Incrustation  and  Corrosion.     By  F,  J.  Rowan. 

Transmission  of  Power  by  Wire  Ropes,     By  Albert  W.  Siahl,  l\  S.  N.     BUis^trated, 
Steam  Injectors  i  Translated  from  'he  French  of  M,  Leon  Pochet, 
Terreslrial  Magnetism  and  the  Magnetism  of  Iron  Vessels.     By  Prof,  Fair  ma  rj  Rogers. 
The  Sajiitary  Condition  of  Dwelling  i!oti$es  in  Town  and  Country.     By  Geo,  E.  Waring,  jr. 

With  Illustrations. 
Cable  li'lakJllg  of  Su^yjension  Mtidges,  as  EKemplihed  in  the  East  River  Bridge* 

l^ilden brand,  C  E.     With  HI ust rations. 
Mechanics  of  V  en  I  tlntion.     By  Geo,  W,  Rafter,  C  t. 
Foundations*     By  Prof  Jules  (jaudard*  C.  !■,.     Translated  from  the  PVencb,  by  L 

Harcourt.  M  I*  C,  E. 
The  *\neroid   Baromeren   h^   Construction   and    Cise,      Compile*!   by   Geo,  W, 

Uhistratefl. 

Matter  and  Motion.     By  J.  Clerk  Maxwell,  M.  A. 

Geographical  Surveying.    Its  Uses,  Methods  and  Results^    By  Frank  Pe  Yeaux  Carpeiuer,  C,  E. 
Majcimum  Stresses  in  Framed  Bridges.     By  VmL  Wm.  Cain,  A.  M,^  C*  E.     Illustrated. 
A  Hand  Book  of  the  Electro- Magnetic  Telegraph,     By  A.  E.  Eoring.     IHustraied. 
Tninsniisston  of  Power  by  Compressed  Air*     By  Robert  Zahuer,  ^t.  E,     niu>in\led, 
Sirength  i>f  Materials,     By  William  Kent,  C.  E.     Illustrated. 
Vou5isojr  Arches  Applied  to  Stone  Bridges,  Tunnels  Culverts,  Groined  Arches  and  Dorae^. 

By  Prof.  Wm.  Cam.  C,  E. 
Wave  and  Vortev  Motion,     By  Dr.  Thomas  Craig,  of  Johns  Hopkins  University* 
Turbine  Wheels      By  Prof.  W,  p,  Trowbridge,  Coi^ur^bia  Colleije.     Illustrated, 
Thermodynamics,     By  Prof.  H*  T,  Eddy,  University  of  Cincinnati. 
I ce- Making  Machines.     From  the  French  of  M*   Le  Doux.      Illustrated* 
Linkftgei^ ;  the  Different  Fonns  and  Uses  of  Ariiculate^i  Links,     B)'  J*  D,  C    Dc  Roos, 
Theory'  of  Solid  and  Braced  Arches.     By  Wm.  Cain,  C*E, 
fJn  the  Motion  of  a  Solid  in  a  Fluid.     By  Thoma5  Craig,  Ph.D. 
Dwciti^g  Housesr  their  Sanitary  Conj^truction  and  Arrangements.     By  Prof.  W.  H,  Corfieid. 
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The  Januar)  number  oi  this  Magazine,  for  the  yeat  i8Si,  be^fins 
the  Twenty-fourth  Volume,  Bifginniog  as  an  Eclectic  Journal,  and  prea^ntmg 
almost     exclusively     matter     selected     from    current     literature,     it     has  *     " 

become   the  chief  medium    through    which    tiic    leading  writers   on   engines ri.^ 
jccts  can    best  present  their  original  essays  to  American  readciis. 

The  attitude  of  the  MAOAismE  has  been,  and  will  cotUinue  to  be.  that  of  :: 
of  original  and  selected  pajiers  upon  subjects  relating  to  modern  advanced  Ktij. 
Theoretical   and  Practical  Essays  are  alike  presented  in  its  pages,  although  the    Utter 
largely  out-number  the  former^  as  best  suited  to  the  taates  and  demands  of  the  American 
Engineers.       Some  of  the  most   valuable   contributions  to  the  literature    of  technical 
science  within  the  last  few  years  have  h^m  first  presented  m  these  pages. 

Among  the  more  extended  original  contributions  to  the  later  %^olumee  may  be  r^**-** 
new  contributions  to  Graphical  Statics — Transmission  of  Power  by  Wire  Ropes— ^ 
mum  Stresses  in  Framed  Bridges— Momentum  and  Vis  Viva— Kapid  Methods  of  La>  i^ 
out  Gearing — Transmission  of  Power  by  Compressed  Air— Geographical  Suneyiftg  — 
Mathematical  Theory  of  Fluid  Motion  —Thermodynamics— Practical  Theory  of 
Voussoir  Arches— Cable   Making   for   Suspension    Bridges^   &c.,  &c. 

To  the  above  may  be  added  the  following  valuable  essays,  translated  from  foreign 
sources,  which  have  first  appeared  in  these  pages  i  Linkages  and  their  Applications— 
The  Origin  of  Metallurgy— «nd  The  Theory  of  Ice  Machines. 

The  plans  for  future  volumes  comprehend  many  improvements  in  the 
direction.  The  wants  of  the  educated  practical  engmeer,  who  desires  to  keef>  m  the 
foremost  rank  of  his  profession  w-ill  be  steadily  kept  in  view*  and  our  constantly  ino^asiog 
resources  for  supplying  the  best  of  scientific  information  will  be  employed  to  secure  sudi 
re^dt. 


B^  Cloth  covers  for  Volumes  I/to  XXIU.  ioelufeive,  elegantly  .*ljiinfM?d  In  j?;lt 
will  be  furnished  by  the  publisher,  for  fifty  c«nti  mch. 

If  the  back  numborg  be  seni,  the  volumes  will  be  bound  neatly  m  Uiu 
and  lettered,  for  seventy-liTe  c*?nts  each.  The  expense  of  carriage  mu^^t  be  i 
the  subscribi^r. 
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n. 


It  is  to  be  observed  that  while  there 
exists  an  infLnite  variety  of  directed 
lines,  practicaUy  they  are  aJl  referred, 
as  will  be  shortly  shown,  to  KA,  KC, 
KB,  KD,  the  position  unit  being  KA 
the  negative  KC  and  the  means  KB  and 
KD  (Fig.  4). 


It  is,  furthermore,  convenient  to  classify 
any  two  opposite  directions  under  one 
head,  to  which  we  shall  apply  the  term 
order.  The  primitive  KA  with  its  nega- 
tive KC  we  shall  designate  as  the  prime 
order,  and  the  means  K^B  and  KB  as  the 
medial  order.  We  shall  speak  of  a 
prime  quantity  or  medial  quantity 
when  we  refer  to  one  of  a  prime  or 
medial  order,  respectively.  i'hese 
terms  are  derived  itom.  the  mode  of 
generation  of  these  quantities,  and  from 
Vol.  XXIV.~No.  2.-7. 


the  conception  under  which  they  are 
regarded  real.  We  might  apply  the 
general  term  intermedials  to  all  others 
which  it  is  not  necessary  to  designate 
specially.* 

8.  In  accordance  with  what  precedes, 
we  may  also  modify  the  language  of 
so-called  imaginaries  in  such  a  way  as 
to  render  this  part  of  the  subject  more 
simple.  In  writing  +  a V— 1  or-aV— 1, 
we  indicate  explicitly  the  way  in  which 
the  quantity  is  generated,  which  in  cer- 
tain cases  may  be  useful ;  but  ordinarily 
we  leave  the  mode  of  generation  out  of 
consideration,  and  y'— 1  is  only  a  par- 
ticular kind  of  tmit  to  which  the  number 
a  is  referred.  It  is,  therefore,  not  abso- 
lutely essential  to  keep  the  mode  of  gen- 
eration in  view.  Again,  the  expression 
a^Z—l  shows  a/— 1  to  be  a  multiplier 
of  a;  but  really  ^/ —1,  in  aV— 1?  is  no 
more  a  factor  than  is  +1  in  4-c/,  or  —  1 


♦It  has  been  ah'eady  remarked  that  the  relations 
said  to  exist  between  lines,  when  we  take  their  di- 
rections into  aocount.  cannot  as  yet  be  regarded  other 
than  hypothetical.  It  is,  therefore,  very  far  from  our 
purpose  to  propose  the  substitution  of  the  nomencla- 
ture above  described  for  that  commonly  employed ; 
but  to  make  use  of  it  only  because,  in  general,  it  is 
desirable  to  avoid  the  employment  of  terms  whose 
real  meaning  is  at  variance  with  the  ideas  we  wish  to 
express,  even  when  we  are  concerned  with  an 
hypothesis. 
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in  —a.  Now  we  do  not  write  +  1.  a,-* 
1.  a,  but  simply  +  a,  —  a,  and  the  sign 
which  precedes  a  itself  indicates 
what  kind  of  a  unit  this  number 
expresses.  We  may  then  apply  a 
similar  method  to  imaginary  quanti- 
ties, writing  for  example  ^a  and  ^a 
instead  of  +aV— 1  and  — aV— 1,  the 
signs  ^  and  x  being  reciprocally  posi- 
tive and  negative.  To  multiply  these 
signs,  we  observe  that  either  multiplied 
by  itself  gives  —,  and,  consequently, 
multiplied  by  each  other  they  give  +. 
Moreover,  a  single  rule,  applicable  to 
any  number  of  factors,  may  be  estab- 
lished; let  every  straight  line,  horizontal 
or  vertical,  in  the  signs  to  be  multiplied, 
have  a  value  2,  and  every  curved  one  a 
value  I ;  we  shall  have  for  the  four  signs 
the  following  values: 

-=1,  -=2,a:=3,  +=4. 
Then  take  the  sum  of  the  values  of  all 
the  factors  and  subtract  as  many  times  4 
as  is  necessary  to  make  the  remainder 
one  of  the  numbers  1,  2,  3,  4;  this  re- 
mainder will  be  the  value  of  the  sign  of 
the  product;  and  so,  for  division,  sub- 
tract the  sum  of  the  sign  values  of  the 
divisor  from  that  of  the  dividend,  hav- 
ing added  if  necessary  a  multiple  of  4  to 
the  latter,  and  the  remainder  will  indi- 
cate the  sign  of  the  quotient.  It  is  to 
be  noticed  that  these  operations  are 
those  of  multiplication  and  division  by 
logarithms;  this  analogy  will  be  brought 
more  fully  into  view. 

These  new  signs  would  abridge  the 
notation,*  and  perhaps  render  the  calcu- 
lus of  imaginaries  more  convenient, 
errors  of  sign  being  sometimes  easily 
made.t  We  shall  employ  them  in  what 
follows,  without  implying  on  that  ac- 
count that  they  should  be  adopted. 
Doubtless  to  every  innovation,  even  a 
rational  one,  there  is  an  intrinsic  objec- 
tion ;  but  no  progress  would  be  made  if 
they  were  rejected,  for  the  only  reason 

♦The  qnantity  m  ±n  V— i  being  denoted  by  tn'^n^  or 
bymxn,  the  single  sign  ~,  or  x.  replacing  the  four 
signs  +,  V  ,  _,  1. 

t  For  example,  let  it  be  required  to  multiply  -m  *^-c 
l,y  j^  V—cd,  The  product  of  the  two  coefficients  is 
—mn ;  that  of  the  two  radicals  is  -c  ^^d ;  and  the  final 
product  is  -fmn<j*rf.  In_the  new  notation  the  two 
factors  are  ~m<^  x^^'cd,  or  xP^Yc^^n^d^tLad  by 
.  the  rule  we  at  once  obtain  -j-mik?  ^d.  This  advantage— 
if  it  be  one— would  not  exist  for  an  experienced  calcu- 
lator, who  by  a  simple  inspection  of  the  factors  would 
read  the  product ;  but  not  every  one  possesses  this 
faculty. 


that  they  are  contrary  to  usage,  and 
their  trial,  at  least,  is  permissible. 

9.  We  are  now  to  examine  the  variouB 
ways  in  which  directed  lines  are  com- 
bined by  addition  and  multiplication, 
and  to  determine  the  resulting  construc- 
tions. Suppose,  first,  that  we  have  to 
add  to  the  positive  prime  line  KP 
(Fig.   5)  the  line  KQ,  also  a  positive 


Fig.  5. 


we 

same    direction, 
this    direction, 


prime;  the  construction  would  not  difTer 
from  that  of  finding  the  sum  of  the 
absolute  lines  EP,  EQ;  it  consists  in 
laying  off  the  distance  PR=EQ  on  the 

prolongation  of    EP. We  then   have 

EP  +  EQ=EP  +  PR=ER  To  add  a 
negative  prime  line  QE  to  another  PK, 
the  construction  is  the  same,  but  in  the 
opposite  direction,  and  we  should  have 
PEh-QE=PE+RP=SE.  In  general, 
if  we  are  to  add  two  lines  of  the 
AB,    AC,  we  take    in 

PQ=  AB,  QR  =  AC, 

and  we  have  PQ  +  QR  =  AB  +  AC=PR, 
If  we  are  to  add  to  the  positive  line  EP 
the  negative  QE,  we  take  a  distance 
PS=QE  in  the  negative  direction  from 

P,  and  obtain"EP  +  QE=^ES=;QR  The 
same  course  is  pursued  for  any  other 
order. 

Now,  the  principle  underlying  these 
constructions  is  that  we  regard  P,  the 
final  point  of  EP,  as  the  initial  point  of 
the  line  to  be  added,  and  that  we  take 
respectively  for  the  initial  and  final 
points  of  the  sum,  the  initial  point  of 
EP  and  the  final  point  of  the  added 
line.  Applying  this  same  principle  to 
lines  of  other  orders,  we  conclude  that 
EL,  P,  B,  being  any  points  whatever,  we 
always  have  EP  +  PR=ER ;  and  as  each 
of  the  lines  EP,  PR  may  also  be  the 
sum  of  two  lines,  asEM+SOP,  PN  +  NR, 
M  and  N  being  arbitrarily  chosen,  we 
conclude  that,  in  general.  A,  B;  M,  N, 

O, ,  R,  S,  T  being  any  points 

whatever,  AB="AM+MN4^N0  +  0  .  .  . 
+  .  .  .  +  .  .  .  R  +  RS  +  ST+TB.  The 
points  A,  B,  M,  .  .  .  .  may  coincide  or 
be  so  situated  that  the  lines  AM,  MN, 
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Coincide,  intersect,  etc.     These  circnm- 
Btances  are  matters  of  indifference.* 

10.  Every  directed  line  may  thus  be 
decomposed  in  an  infinite  number  of 
ways.  To  decompose,  for  example,  the 
line  KP  (Fig.  6)  into  two,  one  of  an 


order  KA^  the  other  of  an  order  K^B ; 


draw,  through  P,  PN  parallel  to  BK,  6ind 
we  have  KP=^KN  +  NP.  Or  we  might 
draw  PM  parallel  to  KA,  and  then 
KP=KM+MP;  but  these  two  express- 
ions are  identical  because  KM=NP  and 
KN=MPr  As  there  is  no  other  way  to 
effect  the  proposed  decomposition,  we 
conclude  that,  if  A  and  A  are  of  the 
order  a,  B  and  B'  of  another  order  i,  and 
we  have  the  equation  A  +  B=A'4-B', 
then  A=A',  B=B'. 

11.  Let  us  now  pass  to  the  multipH- 
cation  of  directed  lines,  and  let  us  first 
construct  the  product  KB xKC  (Fig.  7), 


the  factors  being  units,  but  not  prime 
imits.  Construct  the  angl  e  CKB = AKB. 
Prom  what  was  said  in  No.  4,  Note  I, 
we  have  ~KA  ;  KB  ;  :"KC  :  KB^ whence 
KA  X  KP=KBx  KC;  but  KA=  +  1, 
hence  KB  X  KC  =  KD.  Therefore,  to 
construct  the  product  of  two  directed 
radii,  lay  off,  from  the  origin  of  arcs,  the 
sum  of  the  arcs  corresponding  to  each 
radius,  and  the  extremity  of  the  arc  thus 
laid  off  vdll  determine  the  position  of  the 
radius  of  the  product ;  this,  as  before,  is 
logarithmic  multiplication.  It  is  un- 
necessary to  show  that  this  rule  applies 
to  any  number  of  factors.    If  the  factors 

*  This  role  Is  reached  by  induotion,  and  what  was 
Htld  In  the  note  to  No.  4,  on  the  geometrical  ratio  of 
Greeted  Unea,  Is  here  applicable. 


are  not  units,  they  can  be  put  under  the 
form  m.KB,  n.KC, .  .  . ,  m  and  n  being 
coefficients  or  positive  prime  lines,  and 
the  product  would  be  {mn  .  .  .  .) .  (KB . 

KC )  =  {mn  .  .  . )  .  KP.     Now,  the 

product  of  the  positive^  prime  line 
(mn  .  .  . )  by  the  radius  KP  is  this  very 
line,  drawn  in  the  direction  of  this 
radius.  Division  is  the  inverse  of  this 
operation,  and  its  explanation  in  detail 
is  unnecessary. 

12.  By  means  of  these  rules  we  may 
operate  on  directed  lines  as  on  absolute 
ones.  We  now  proceed  to  some  appH- 
cations  of  the  principles  already  laid 
down,  and  we  shall  first  state  some  im- 
mediate consequences  which  are  of  most 
frequent  use. 

Fig*  8« 


§1.  If  AB,  BC,  .  .  .  .  ,  EN  (Fig.  8) 
are  equal  arcs,  n  in  number,  and  we 
make  KB=i/,  we  shall  have  KC  =w", 
KD=u\     ....     ,  KN=w». 

§  2.  If  we  lay  off  the  arcs  below  KA,  as 


AB',  B'  C, 
have 


E'N',  we  shall 


KB  ^  — ,  KC  =  — r , 

u  u 

§3.  Hence 


.,KN'=^. 


KC 
KC' 


-=W', 


KN 
KN' 


KB 

KB'" 

§4  If,  on  corresponding  radii,  we  take 
K/3=K/3\  Kx=Kv',  K6=K6',  .  .  .  .  , 
the  distances  K/?,  Ky,  KcJ,  .  .  .  being 
arbitrary,  we  obtain 


K/S'        '  Ky'         'K6' 
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§5.  If  on  the  radii  EA,  EM,  EN  as 
bases,  similar  and  equal  figures  be  con- 
structed, a,  m  and  n  being  homologous 
lines,  then  m^  a  X  EM,  w  =  a  X  EN, 

whence  -=rz=z-=ri  or  m.EN=n.EM. 
EM       EN 

§6.  MN  being  any  arc  of  the  circum- 
ference, it  may  at  times  be  convenient 
to  denote,  in  general,  by  E.MN  the 
directed  radius  drawn  though  the  ex- 
tremity B  of  the  arc  AB=MN,  A  always 
being  the  origin  of  arcs.  We  should 
thus  have 


E.MNxE.PQ=:E.(MN-hPQ), 


and 


E.MN 


E.PQ 


;-=E(MN-PQ). 


§7.  If  EB  has  the  same  direction  as  PQ, 
we  have  PQ=PQxEB;  for  the  abso- 
lute line  PQ  may  be  regarded  as  positive 
prime. 

§8.  If  we  hav^  the  equation  r'.PQ= 
r".  MN;  r',  r"  being  unknown  directed 
radii,  and  PQ^  MN  lines  of  the  same 
direction,  or  absolute  lines,  it  follows  that 
r':=^r'\  and  consequently  PQ=MN,  or 
PQ=MN. 

13.  Now  let  AB,  BC,  .  .  .  .  ,  EN 
(Fig.  9)  be  equal  arcs,  n  in  number; 

Fig*  9i 


thenEN=EB>*;  but  EN=Ev  +  i^N,  and 
EB=E/^4-pB;  hence 

ET-h  kN  =  (E^-hy^)'». 

Let  the  arc  AB=a,  and^^  therefore, 
AN=na;  then  E/:^=cosa,  EK=coswa, 
y&B='^sina,  KN='^sinna;  and  the 
above  equation  becpmes 

cos  na '^sin  na= (cos  a'^ sin  a)**. 


This  theorem,  expressed  in  the  ordi- 
nary notation  by 

cos  na  ±  V— 1  si^  na^=^ 

(cos  a-t  V— 1  sin  a)**, 

is  a  fundamental  one  in  the  theory  of 
circular  functions ;  among  its  uses  is  the 
expansion  of  sin  x  and  cos  x  into  series. 

Developing  the  binomial,  equating 
separately  the  terms  of  the  same  order, 
and  dividing  by  '^1  the  equation  be- 
tween the  medials,  we  have  the  expres- 
sions for  cos  na  and  sin  na;  then  making 
na^x,  and  supposing  n  to  increase  and 
a  to  diminish,  x  remaining  constant,  we 
have,  at  the  limit, 


smx=a.-^3  +  2:3^g- 


2.3.45.6 

x' 


2.3.4.6.6.7 


+  ..., 


+  .. 


14.  From  EN=EB'»  we  have  EB= 

1 

EN**,  whence 

Kp-h  /MB=(Er  4-  ;^)'»=:Ev« 


1  ^  1-1 
-f-  Er  » 
n 


i^N-f-- 


-Er**    y^ 


l(l_l)(l_2)       , 

n\n        /\n       / --8  — 

-Ek'*    .kN'-H 


2.3 


I        nKv  2         VEv' 

^a-')(~^)./w)v  [. 

2.3  K|/  J 

Substituting  the  preceding  values  of 


Kr  and  i^N,  and  noticing  that 
yN        '^sin  na 
g^  """    cos7*a 


=  '^  tan  710, 


equating  separately  the  terms  of    the 

same  order,   multiplying  the    equation 

n 
between  the  medials  by  — r-  =  ;(f  n,  and 

making  the  same  supposition  as  before, 

there  results 

tan'2;    tan*x    tan^aj 
x=t^x 3-+-g ^+  .   .   .. 
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15.  Let   (Fig.  10)   the  arcs   AB  =  a, 

Fig.  10. 


^    r    P 


AC=:^,  and  let  CD  be  taken  equal  to 
AB.  Then  (No.  11),  KB  ="KBxKa 
But 


KD=K<y  +  <yD=coB(a  +  ^)-^Bm(a+fe), 

KB=Kyg+/yB=coBq^8ina, 

KC^'Ky  +  yG=coab'^miib;  hence 

coB(a + ^) '^  sin  (a + ^) 

=  (cosa'^Bina)(cosft'^sinft). 

Exx>aiiding  the  Becond  member  and 
equating  the  orderB  Beparately,  we  have 

COB  (a  -4-  b)  =zcoBa  cob  ^— Bin  a  Bin  ft, 
Bin  (a+ ft)=coBa  Binft  +  Bina  coBft. 

16.  IietAC=a,AB-ft(Fig.ll);  draw 


the  chord  BC,  and  the  radiuB  KD,  biBCct- 
ing  the  angle  BEG.    Make  AE=BD= 

?^,  and    draw   KE    and    Ee.      Then 

£^4.^—  (Kytf + y^B)  =  cob  a  '^  Bin  a  — 

(cos  b  ^  Bin  b)  =  COB  a—coB  b  '^  (Bin  a  — 

sin  b)  =KC  -  KB=KC+BK  ="60  =  2dC 

=[No.  12,§5]2eExKD= 

b/      a  +  b      .    a  +  ft\ 
.^cos-^-'-'Bin-^-j; 

whence 


^   .    a—b/      a  +  b 
^^2  Bin— iT— (cos-77— '^ 


_  -   .  a— ft    .   a  +  ft 

COB  a— COB  ft=  —2  sm— ^ — .  Bm-^— , 

sma— smft=  +  2Bin-^— .  cob— ^. 

17.  Divide  the  arc  AN  (Fig.  J^)  into 
n  equal  partB.     The  radii  KA,  KB,  KC, 

. . ,  EIN  are  in  geometrical  progreBsion, 
bat  the  corresponding  arcs  are  in  arith- 
metical progression,  and  may  therefore 


be  taken  for  the  logarithms  of  those 
radii.  Put  ?wAN=log  KN,  m  being  the 
arbitrary  modnlns ;  we  then  have  log  KN 
=m.  AN =9nnAB.    Making  n  infinity,  so 


that  the  arc  AB  may  be  regarded  asja 
right  line  perpendicular  to  KA,  we  have 
AB='-AB,  or  AF— ;tAB,  and_log"KN 
=  ^f7in.AB,  or  log  KN=f?in.  AB;  for 
since  m  is  arbitrary,  we  may  substitute 
m  in  place  of  ^m.     Now  AB=:AK+KB 

1^ 

=— 1  +  KN  «;  hence 

log  KN=mn  |  — 1  +  KN  ^)>  ^^^  putting 
KN=1+JC,  log  (l+a;)=mw 


-l  +  l+-a5+- 
n 


-«'  + 


2.  3  "^ 


3 


X' 


). 


18.  Let  us  now  divide  the  two  equal 
arcs  AN,  AN'  (Fig.  13)  into  n  equal 
parts;  draw  the  tangent  nn'  and  the 

secants  Kft,  Kc, .  .  .,  Kn;  Kft',  Kc', , 

Kn'. 

We  have  seen  (No.  12,  §4)  that,  when 
KB=w, 


Kft 


=  u\ 


Kn 

Kn' 


=  f/**. 


Kft'  Kc' 

Thus,  as  before,  the  quantities 

Kn 


KA     Kft      Kc 
KAJ'  Kft''  K7 


Kn' 


are  in  geometrical  progression,  and  the 
corresponding  arcs  may  be  taken  |for 
their  logaritluns,  as  for  example 

AN=mlog- 


Kn'* 
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Let  AN =9;,  and  conBequently 

Kn=KA+An=l'^tana;, 


Kn'=KA+An'=l^tana;; 


then  we  have  at  once 

,     I'^tanjB 

But  we  have  seen  the  arc 

tan'a;       tan*a; 
septan  x ^ h 


hence 

-      I'^tana     . 
mlogz — 7 —  =tana;— 
^l^tana; 


5 

tan'a; 


3 
tan*a; 


Putting  '^tana;=^,  this  becomes 
/l+2\         /       z*      2*      z^ 


same  thing,  make  x=^2x  in  the  first 
member.     These  changes  give 

^2x=zm  \og-z =log 


and 


1-2' 


(H-2«+22"+22;'+...), 


-'2naj=mlog(l  +  22+22»  +  22'  +  .  .  .)•*. 

Now  make  '^2nx=y,  and  suppose  n 
to  increase  and  x  to  decrease  without 
limit,  y  remaining  constant;  2='^tanaj 
will  then  be  infinitely  small;  hence,  in 
the  second  member  of  the  development 
the  terms  following  2z  may  be  omitted, 
under  which  supposition  the  equation 
reduces  to  y=mlog(l  +  22)'*. 

The  same  supposition  gives  2='^tana5 
=  ^x,   2nz=<^2rix=y^  and,   therefore, 

22=^     We  may  then  write 
y=mlog(l  +  -|-) 


1     /^          V     n(n-l)    V* 
=mlog(l  +  n.-^+-^^ ^   ^ 


1.2       n" 

n(n-l)(n~2)    y] 
^        1.2.3        *  n*^ 


and,  finally,  since  n=oo , 


■)• 


3^1.2.3.4 
20.  Suppose  the  arc  AN  (Fig.  14)  to 


•). 


or,  dividing  both  members  by  '^  1,  and 
noticing  that,  m  being  arbitrary,  m  may 

be  substituted  for  — :rj 
,      /i+z\  2"      z'      z'  . 

19.  Resuming  the  equation 
I'^-tanaj 

and  making  '^tana;=2  as  before,  let  us 
substitute  — ^  for  in,  or,  what  is  the 


be  divided  into  an  infinite  number  71  of 
equal  parts,  of  which  AB  is  the  first. 
Take  AP=^AN,  and  draw  AN,  KP  and 
V(p,    We  have 

5S=AK  +  KB=-H-KN^ 

=  -l  +  (KA+AN)«=-l  +  (H-AN)» 

=— 1  +  1  +  — .AN  + s ^-AN* 

n  2 

a(l-l)(l-2) 


2.3 


AN'  + 


1  / AN*    an'    an*  .  \ 
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AN'    AN'      AN* 
and    w.AB  =  AN 2  ■*""3 T" 


whence  n.  AB='^n.  AB='^aro  AN,  and 
AN=2jSS=[No.  12,  §5]  2^xKP 


„  .    AN   /        AN       .     AN\ 
=  ~2  Bin-y- .^cos -2- -^Bin  — 2- j , 

AN         

or,  putting  the  arc  -^=0,  AN=  •-^2Bina 

(cosa^sina),  and  therefore 

AN'=  —  (2  sin  a)"(coB  2  a'^sin  ^  a), 
AN'=;^:(2sina)'(cos3a'^sin3a), 
AN*=  +  (2sina)*(cos4a'^sin4a), 
S^»=-     ...     .^  ...     . 

Substituting  these  values  in  the  above 
series,  retaining  the  medial  terais  only, 
since  this  series  is  equal  to  n.AB=r--  2a, 
and  dividing  by  r^  1,  we  have 

(2  sin  a) 'sin  2a  • 
2 


2a=28ina.cosa+- 


(2  sin  a) 'cos  3a    (2  sin  a)*sin4a 

3  i  +  •   •  •    • 

Since  the  sum  of  the  prime  terms  must 

be  zero,  we  have 

(2sina)*cos2a  . 
0=— 2sma.smaH 1 + 

(2  sin  a)  'sin  3a     (2  sin  a)  *cos  4a 

— 3 4      -    •  • . 

an  equation  which  may  be  divided  by 
2  sin  a. 
21.  Divide  the  circumference  (Pig.  15) 

Fig.  18. 


into  n  equal  parts,  AB,  BC,  .  .  .  GA; 
n  is  now  a  finite  quantity.  We  propose 
to  find  the  sum  8  of  the  mth  powers  of 
the  radii  KA^KBT-  .  .  •  KGT 


Let  KB=t/,  whence  KC=^',  KD= 
w',  .  .  .  ,  KG=t^-i,  KA=w'*=l;  then 

and 

w''»S = t^''* + w  * ''^ + . . .  +  w^'*"^)''* + w'**'* ; 
but  t^»»»*=(w»)»»=l»»=l; 

hence  t/'»S=S,  and  (t^— l)S=o. 

If  u^-=i\y  this  is  an  identical  equation, 
without  meaning;  but,  in  this  case, 
t/«m=:  ij  w3i»=  1, .  .  .  ;  hence  S=n.  In 
all  other  cases  S— a 

If  we  denote  by  P',  P",  P'", .  . . .,  PC*) 
the  sum  of  the  first,  second,  .  .  .  .  , 
nth  powers  of  given  quantities,  and  by 
n',  II",  n'",  .  .  .  .  ,  ne*)  the  sum  of 
the  products  of  the  same  quantities  taken 
one  and  one,  two  and  two, .  .  .  .  ,  n  and 
w,  it  is  well  known  that 

nii<») =p'n(«-i)-  p'n(«-2) 

4.p'"n<'*-«)-  . . . 
j.P(»-8)n'"^p<»-«ir-i-p(»-i)ii'TP<'»)* 

ihe  upper  and  lower  signs  corresponding 
to  the  cases  in  which  n  is  even  or  odd, 
respectively.  The  demonstration  of 
this  theorem  may  be  reduced  to  a 
simple  algebraic  transformation.  If  we 
apply  it  to  the  radii  KA,  KB, .  .  .  .,  KG, 
which  are  n  in  number,  we  shall  obtain 
P'=o,  P"=o,  F"=o,  .  .  .  .  ,  P(«-i)=o 
P(„)=n;  whence 
ir=o,  II"=o, .  .  .  .  , 

II(«-i)=o,  nlI('»>=:T^w, 

and  !!<«)=  IF  1=~(- 1)*- 
These  properties  may  also  be  derived 
from  the  equation  a*— l=o,  whose  roots 
are  KA^  KB,  ....  ~1SSS, 


The  contractors  of  the  Si  Gothard 
Tunnel  have  applied  to  the  Federal  Tri- 
bunal to  prolong,  by  seven  hundred  days, 
the  time  originally  fixed  for  the  comple- 
tion of  the  undertaking.  This  request 
is  declared  to  be  merely  their  answer  to 
the  company's  claim  for  the  enforcement 
of  the  penalty  of  delay  (6000  francs  a 
day),  and  does  not  sigiiify  that  the  un- 
dertaking will  not  be  completed  next 
year.  They  contend  that  if  the  com- 
pany had  done  their  duty  the  tunnel 
wotQd  have  been  finished  seven  hundred 
days  sooner  than  is  now  possible.  It  is 
generally  well  known  that  the  company 
greatly  delayed  the  contractors. 
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THE  FLOW  OF  COMPRESSED  AIR  THROUGH  LONG  PIPES. 

Bxperiments  at  St.  Gothard  Tunnel,  par  B.  STOCKALPBB,  Ingenlenr  Chef  de  Senrice. 
Translated  from  Revue  Univenelle  des  Mines. 


The  differences  which  exist  between 
the  co-efficients  in  the  different  works  or 
tables  which  treat  of  the  flow  of  com- 
pressed air,  or  permanent  gases  in  long 
pipes,  renders  completely  uncertain  any 
calculation  regarding  the  loss  of  charge 
for  a  given  case. 

The  greater  part  of  these  co-efficients 
do  not  coincide  with  the  observations 
which  we  have  been  called  upon  to  make 
for  the  delivery  of  air  at  the  tunnel  of 
St.  Gothard.  The  cause  may  be  referred 
to  the  fact,  that  the  experiments  which 
have  served  to  establish  these  co-efficients 
have  generally  been  made  upon  short 
pipes  with  low  pressures  and  small  vol- 
umes of  air ;  that  is  to  say,  under  condi- 
tions not  corresponding  to  the  transmis- 
sion of  motive  power  to  long  distance. 

In  order  to  study  the  conditions  of 
flow  of  compressed  air,  the  different  fac- 
tors to  be  taken  into  account,  are : 
Ist.  The  lengths,  diameter  and  nature  of 

the  conduit. 
2d.  The  velocity  of  flow,  or  the  volume 
of  compf  essed  air  passing  her  sec- 
tion through  a  given  section. 
8d.  The  pressures  of    air  at    different 

?oints  along  the  conduit. 
?he  temperatures  in  the  conduit. 

1st.  .The  conduit  at  St.  Gothard  tun- 
nel, upon  which  experiments  were  made, 
was  composed  of — 

(a).  Pipes  of  cast  and  of  wrought  iron 
of  0.™2  diameter,  4,600  meters  long,  and 
with  flange  and  bolt  joints  enclosing 
rubber  rings. 

{by  Wrought  iron  pipes  of  0.™15  di- 
ameter, 522  meters  long,  with  same  joints 
as  above. 

(c).  Wrought  iron  tubes  of  0.^10  di- 
ameter and  joints  as  before. 

Experiments  were  not  made  upon  the 
smaller  conduit  because  of  the  numerous 
branchings  for  delivery  upon  this  por- 
tion. 

The  pipe  being  practically  tight,  the 
losses  of  air  may  be  neglected  in  com- 
parison to  the  amount  of  air  delivered. 


The  bends  also  need  not  be  taken  into 
account  in  relation  to  the  total  length. 

2d.  Velocity  or  volume  delivered  per 
second.  This  was  measured  by  the  com- 
pressors, which  were  pumps  of  the  Gol- 
ladon  variety.  Their  capacity  was  deter- 
mined by  previous  experiments  upon  a 
reservoir  of  166.60  cubic  meters  capacity. 

3d.  The  pressures  along  the  conduit 
were  measured  by  Bourdon  gauges  meas- 
uring to  one-twentieth  of  an  atmosphere. 
For  each  gauge  a  correction  curve  was 
established  by  comparing  with  a  stand- 
ard manometer,  a  work  performed  by 
Prof.  D.  CoUadon,  consulting  engineer. 
4th.  The  temperatures  were  taken  by 
thermometers  with  bulbs  inside  the  con- 
duit, but  with  their  tubes  exposed.  For 
these  also  a  correction  co-efficient  was 
necessary,  as  the  bulbs  were  subjected 
to  pressure  of  the  air  in  the  pipe. 

In  conducting  the  observations  the 
pressure  gauges  were  applied  at  eight 
different  points  along  6,100  meters  of 
pipe,  the  furthermost  one  being  at  some 
distance  from  the  branches.  Headings 
were  taken  every  ten  minutes. 

In  order  to  simpHfy  this  account  we 
will  regard  only  the  gauges  at  the  prin- 
cipal points — at  the  points  where  the 
diameter  changes  and  at  the  compress- 
ors. 

The  conditions  of  different  permanent 
regimens  was  sought  for— that  is  to  say, 
the  relations  between  certain  amounts  of 
air  delivered  at  the  terminus,  the  air  fur- 
nished by  the  compressor,  and  the  cor- 
responding constant  pressures  along  the 
pipe. 

These  different  conditions  have  been 
obtained  by  regulating  the  work  of  the 
compressors  or  by  controlling  the  deliv- 
ery at  the  end  of  the  pipe  by  aid  of  reg- 
ulator cocks. 

It  is  to  be  regretted  that  the  tempera- 
ture observations  were  not  made  simul- 
taneously with  the  pressure  readings. 
The  thermometers  were  read  at  a  later 
period,  but  it  was  evident  that  the  re- 
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salts  of  calcnlationB  are  not  inflnenced 
by  this  fact. 

The  analogy  between  the  flow  of  water 
and  that  of  permanent  gases,  and  espec- 
ially the  information  afforded  by  the 
results  of  these  experiments  render  it 
desirable  to  review  here  the  formulffi  for 
the  flow  of  water  in  pipes. 

The  most  satisfactory  formulae,  whether 
regarded  for  their  simplicity  or  their 
practical  utility,  are  those  of  Darcy. 

A  resiun^  of  his  formulae  and  tables  is 
herewith  given : 

The  tables  are  based  on  the  assump- 
tion that  the  resistance  of  friction  is 
given  with  sufficient  exactness  by  the 
monomial  formula 

(1)     Y     ' 

in  which  u  is  the  velocity  in  meters  per 
second.  D=diameter  in  meters  and 
J=lo88  of  charge  per  running  meter. 

The  values  of  b^  for  wrought  or  cast 
iron  pipes  of  diamer-ers,  between  0.i°0122 
and  0.™50,  are  expressed  by  the  formula 


^,=0.000507  + 


0.00001294 


From  the  formula  1  we  get 


D= 


2hu' 


J= 


2b,  u' 


^    2b^ 
If  Q=  the  volume  delivered  per  sec- 
ond,  then  Q=-j-w  or  w=1.273^ 


2^ 


ff'J 


=y3. 


242» 


,*,Q* 


J=3.2423giQ' 


Bepresenting  the  value  of  the  co-effi- 
cient of  Q'  by  a,  this  last  formula  be- 
comes J=oQ* 
whence  also 

a=^,  andQ=-/Z' 

These  formulae  are  applicable  to  either 
drawn  or  cast  iron  pipes. 

The  following  table  contains  the  values 
of  a  for  different  values  of  D,  deduced 
from  Darcy's  experiments : 


Diameters 
D. 

Values  of  «. 

! 

Diameters 
D. 

1 
Values  of  a. 

Diameters 
D. 

Values  of  a. 

0,01 

58395000, 

0,18 

9,918 

0,39 

0,194055 

0,02 

1169250, 

0,19 

7,5295 

0,40 

0,17067 

0,027 

222800, 

0.20 

5,7855 

0,41 

0,15066 

0,08 

125155, 

0,21 

4,50925 

0.42 

0,133225 

0,04 

26280,5 

0,816 

8,90805 

0,43 

0,118435 

0,05 

7937, 

0,22 

8,5546 

0,44 

0,10588 

0,064 

5267,5 

0,23 

2,8861 

0,45 

0,094005 

0,06 

3010,45 

0,24 

2,2805 

0,46 

0,08422 

0,07 

1833,05 

0,25 

1,8526 

0,47 

0,075496 

0,08 

660,95 

0,26 

1,51725 

0,48 

0,0678^5 

0,081 

619,3 

0,27 

1,2518 

0,49 

0.06118 

0,09 

856,905 

0,28 

1,0418        1 

0,50 

0,055195 

0,10 

206,21 

0,29 

0,8710        1 

0,55 

0,034114 

0,108 

138,185 

0,30 

0,73885 

0.60 

0,0220156 

0,11 

125.625 

0,31 

0,6206 

0.65 

0,0146986 

0,12 

80;005 

0,82 

0,52855 

0,70 

0,010128 

0,13 

52.92 

0,325 

0,488235 

0,75 

0,0071596 

0,135 

48,529 

0,83 

0,45235 

0,80 

0,006175 

0.14 

36,111 

0,34 

0,888915 

0,85 

0.00381445 

0,15 

25,3195 

0,85 

0,38621 

0,90 

0,00286076 

0,16 

18,1505 

0,36 

0,29068      1 

0,95 

0,00178075 

0,162 

17,0285 

0,37 

0,262955     1 

1,00 

0,00168275 

0,17 

13,818 

0,38 

0,221875    1 

For  pipes  in  actual  use  it  is  necessary 
to  double  the  values  of  a  found  in  the 
table. 

The  fundamental  formulae  for  the  flow 


of  permanent  gases  are  derived  from  the 
differential  equation  afforded  by  the  me- 
chanical theory  of  heat. 

Under  the  hypothesis  that  during  the 
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flow  of  the  compressed  air,  heat  is  neither 
added  nor  abstracted,  the  following  for- 
mulse  are  deduced  : 


uJ 


C 


A 


^9 


=fl(T-T.) 


k 


In  which 


w,=final  velocity  in  meters  for  second. 

^=9.81. 

C=0.2377  specific  heat  of  air. 

-^=436  mech.  equivalent  of  heat. 

T,=273  +  «*,  absolute  final  temperature. 
T. =273  +  f.  absolute  initial  temperatura 
Aj=1  41. 

/>j=pressure  in  kilos,  per  sq.  meter  be- 
ginning of  conduit. 
/?,=pressure  at  extremity  of  conduit. 

The  hypothesis  is  strictly  correct  only 
for  a  conduit  which  will  not  conduct 
heat. 

The  above  formulae  indicate  that  the 
temperature  of  the  air  in  the  pipe  is  low- 
ered in  the  same  proportion  as  the  air 
expands ;  or,  in  other  terms,  the  heat  di- 
minishes in  the  same  proportion  as  the 
pressure  in  the  conduit. 

Under  the  hypothesis  that  the  gas  is 
maintained  at  a  constant  temperature, 
we  have  the  equation 

(4)    ^=R.T.  nat.log^» 

in  which  T  is  the  absolute  temperature 
and  B  is  the  constant  of  Mariotte  and 
Gtey-Lussac,  which  for  air  is  29,269. 

This  hypothesis  assumes  that  heat  is 
added,  during  the  flow  through  the  pipe, 
in  quantity  to  supply  the  loss  due  to  ex' 
pansion. 

Evidently,  neither  of  these  hypotheses 
is  exactly  realized  in  the  practical  appli- 
cation, but  it  is  proper  to  determine  by 
trial  which  best  represents  the  real  con- 
ditions, and  8o  determine  which  is  best 
to  accept  as  a  basis^^or  calculation.  For 
a  practical  beginning  of  the  problem, 
the  following  thermometric  experiments 
were  made  in  the  conduit.  Thermome- 
ters were  inserted  along  the  conduit  at 
different  points.  Upon  each  a  series  of 
observations  were  made  at  different  days, 
the  velocity  varying  from  4  to  12  meters 
and  the  pressure  from  3  to  6  atmos- 
pheres.   At  the  same  time  the  tempera- 


ture of  the  air  outside  the  conduit  was 
taken  at  each  point,  this  being  the  tem- 
perature of  the  tunnel  and  constant  for 
each  poini 

The  observations  made  show  that  not- 
withstanding the  variation  of  velocity 
and  pressure,  the  temperature  of  the 
compressed  air  remained  practically  the 
same  for  each  point,  varying  not  more 
than  half  a  degree ;  and  that  from  point 
to  point  advancing  into  the  tunnel  it  in- 
creased with  the  temperature  of  the 
tunnel. 

Omitting  the  observations  near  the  en- 
trance where  the  temperature  is  variable, 
and  beginning  at  a  point  800  meters  with- 
in the  tunnel,  it -was  found  that  the  tem- 
perature of  the  compressed  air  was  about 
three  degrees  below  the  temperature  of 
the  air  of  the  tunnel  at  each  point. 

It  was  concluded  that  owing  to  the 
feeble  calorific  capacity  of  air,  and  the 
high  conducting  qualities  of  metal  pipes, 
that  compressed  air  will  take,  in  long 
conduits,  practically  the  same  tempera- 
ture as  the  surrounding  medium. 

In  general,  therefore,  the  mediimi  tra- 
versed by  the  conduit  being  constant, 
formula  4,  estabUshed  under  the  last  hy- 
pothesis, is  best  adapted  for  general  ap- 
plication. 

To  facilitate  calculations  this  may  be 
somewhat  modified. 

We  may  write 

Nai  log.-^>=nat.  log.^'-±^i^I^  - 


p. 
p,  >■ 


=nai  log.  ( 1  + 

Bemembering  that 

nat  log.  (1+^)=;:-^  .  .  . 

we  shall  have,  taking  only  the  first  teim: 

nat.  \os.^=^^^ 
P»        Pt 
consequently 

^9  K 

Let  now  the  density  of  the  air  or  its 
weight  per  cubic  meter  be  introduced. 

*  This  equation  is  the  one  used  in  calculations.  B7 
writing  »i  for  »>  in  the  denominator,  and  introdnofnir 
a  coefficient  of  friction  «,  and  admitting  that  friction 
is  proportional  to  the  square  of  the  velocity,  also 
directly  as  the  length  and  inversely  as  the  diameter  of 
the  pipe,  we  have : 


(5) 
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We  know  that  for  permanent  gases 

p  V 
Pp-  =  E,  a  constant 

v=zihe  volume  of  a  unit  weight. 
d= density ;  wt.  per  meter  cube, 


then 


and 


v= 


ST 


=R 


n  RT       1 

consequently       —  =  -r- 

Substituting  in  eq.  (6)  it  becomes 


w. 


.Pr-Pi. 


In  this  equation  if  we  use  the  mean 
values  of  velocity,  density  and  tempera- 
ture by  taking 


and 

we  shall  have 
(6) 


T  -f  T 


^.  ^Pr^P^. 


^9' 


6 


No  account  has  yet  been  taken  of  the 
loss  due  to  friction.  The  diminution  of 
pressure  serves  not  only  to  increase  the 
velocity — ^it  should  also  aid  in  diminish- 
ing friction.  In  the  case  of  water,  Dar- 
c/s  experiments  have  shown  that  it  is 
sufficiently  exact  to  assume  that  the  fric- 
tional  resistance  is  simply  proportional 
to  the  square  of  the  velocity,  instead  of 
the  more  complex  value  of  au  -h  bu^.  We 
may  readily  admit  the  same  hypothesis 
for  air,  with  less  liability  of  error  where 
the  resistance  to  friction  is  less  and  the 
velocities  in  general  are  greater. 

If  we  express  this  resistance  by  zu* 
the  formula  (6)  becomes 


a,-)»'=^ 


in  which  the  factor  in  parenthesis  is  a 
co-efficient  constant  for  each  pipe  and 
for  each  diameter  D,  a  co-efficient  which, 


from  analogy  with  resistances  of  water, 
we  may  place  equal  to 

in  which  I  is  the  length  of  the  conduit. 
We  shall  then  have 
2b. 


D 


,,^P-Pt 


M^ 


Calling  J  the  difference  of  pressure 
/?,— JO,  per  running  meter,  we  shall  have 
U,   .     J 

Using  a  function  of  the  Toltuue  Q  in 
place  of  the  velocity  v 

Q=-j-M 

By  substitation  it  becomes 
in  which  Q  is  the  mean  volume  and 

_Q.H-Q. 

~      2      • 
Taking  as  Darcy  does 
3.2432  » 


we  shall  have 
final  form. 


the 


formula    under  its 


(7) 


J 


in  which  the  density 

This  formula  (7)  is  quite  analogous  to 
Darcy's  formula  given  above  for  the  flow 
of  water.  For  the  density  of  water 
being  constant  whatever  the  pressure, 
the  value  of  6  is  unity ;  but  if  we  take 
(J  =1000  the  previous  formula  would 
have  given 


1000 

the  value  of  the  numerical  co-efficient 
of  a. 
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The  complete  analogy  between  the 
formnlse  suggests,  that  taking  the  in- 
fluence of  the  density  into  account  j^rr-^ 

be  substituted  for  a,  the  latter  being  the 
co-efQeient  for  water  employed  in  Dar- 
cy's  tables. 


1000 


is  employed  in  the  following  calculations. 

(Experiments  made  Dec.  17th,  1878, 
at  Si  Gothard  Tunnel,  north  side). 

The  quantity  of  air  during  the  first  set 
of  trials,  was 

v,= 0.936  cubic  meters  per  second, 

measured  at  O^'C,  and  average  atmos- 
pheric pressure  at  Paris. 

Isi  For  the  pipe  0.™20'  diameter  and 
4,600  meters  length,  the  pressure  at  the 
entrance 

^j=5.66  atmospheres 
at  4,600  meters  /?,=6.24  " 

The*  loss  of  pressure  was  0.36  atmos- 
pheres. 

The  mean  pressure  was  5.42  atmos- 
pheres. 

The  mean  temperature,  being  that  at 
the  middle  point,  was  <=21° ;  hence 
T=294°. 

The  volume  delivered  per  second  under 
these  conditions  should  be 

Q=  ^(1  +  0.00366x0=0.186 

^  cubic  meters. 

For  water,  Darcy*s  table  gives 
when  D=0.20  and  a=6.786, 
the  loss  of  pressure  per  running  meter, 

J=aQ*=6.786x0l86*=0.198; 

and  the  loss  for  length  of  4600  meters 
Jt?—jD,=0.198x  4600=910  meters,  head 
oi  water. 

For  air  the  loss  would  be 

910X(y .       ^.  ^  X.       P 
^-^«=-1000-"^^^"^^=R& 


kilos,  per  sq.  meter  = 


6.42  atm.x  10334 


2.93x294 

=6.*600. 
This  substituted  above  gives: 
Loss  of  charge  in  head  of  water 

910x6.600     ^^^, 
^'"-^'=      1000      =^"^^ 


.      ,  ,  6.91        ._ 

m  atmospheres=r7r-^HT=0.67 

^^•^^*        atmospheres 

calculated  loss =0.67  atmospheres 

observed  loss  =0.36  " 

Difference     0.21  " 

Loss  of  pressure  on  second  section  of 

the    conduit,    diameter    of    0.^^16    and 

length  622  meters, 

j(?,=6.24  atm.;    ^=6.00, 

loss  observed  =0.24  atmospheres. 

Mean  temperature 

^=26.6,  T=299.6  jt?=6.12 

^       0.936  (1  +  0.00366  X  26.6)       ^^.. 
Q- g-j2 =0.20 

For  water 

when        D=0.16  a=26.32 
J=aQ«=1.01 
per  running  meter.    For  622  meters  = 
527.22  meters,  head  of  water. 
For  air  this  becomes 

627.22  X<^ 


but 


6= 


1000 
6.12x10334 


29.3x299.6 


=6.*03 


,                          527.22x6,03    ^^,^ 
hence  Pj—p^= :r?^K7; =3.*»18 


of  water 


1000 

3  18 
=  iQQOA  =0.30  atmospheres. 

The  loss  observed  was  0.24 

Difference        =  0.06  atmospheres. 

SECOND   SET  OF  EXPERIMENTS. 

During  this  series,  the  volume  of  air, 
at  standard  temperature  and  pressure, 
was: 

t;,= 0.623  cubic  meters  per  second. 
Loss  of  pressure  in  the  larger  pipe 
was,  by  observation : 

p,  =  4.35 
•  p,  =  413 
jt?j  —  jt),  =  0.22  atmospheres. 

mean  pressure  =  4.285 
mean  temperature,  ^•=^21°,  T=294 
hence,        Q= 0.156  cub.  meters. 
For  water  this  would  be : 
D  =  0.20,  a  =  5,786, 
and    J  =  a  Q'  =  0.1408  per  running 
meter ;  and  for  4,600  meters : 

p^—Pt  =  647.68  meters  of  head. 
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For  air  this  becomes : 

647.68  X<y 


1000 

bnt  d  =  5*.14 

hencejo,— />,=3.329  meters  head  of  water, 

3  329 
=  ^^'q».  =  0.32  atmospheres. 

Loss  of  pressure 

observed  =  0.22  " 

Difference  =  0.10  " 

Loss  of  pressure  in  second  section  of 
pipe.  I>i6«neter,  0»*.15;  length,  622 
meters. 

i>=4.13 
jp,=4.06 
loss      =0.07   atmospheres. 

mean  pressure =4. 095 
«=26.6,  T=299.5 
whence  Q  is  found  to  be  0.166  cu.  meters. 

For  water : 
when  D=0.15  a=26.32 

J=a  Q*= 0.6977  per  running  meter. 
For  522  meters=364.20  meters  head  of 
water. 
For  air: 

364.20  X(y 


For  air: 


584.20-(y 


1000 


<^= 


4.095  +  10334 


=  4.82 


29.3x299.5 
hence  JO, —p,=1.75  meters  head  of  water. 

=  .=0.17  atmospheres. 

Loss  observed,  =0.07 

Difference,  =0.10  atmospheres. 

THIBD   SET   OF   EXPERIMENTS. 

During  this  series  the  volume  of  air, 
measured  under  standard  conditions  of 
temperature  and  pressure  was  t;,=  0.520 
cub.  meters  per  second. 
In  the  larger  pipe,  p  =3.84 
/>,=3.65 
loss,  />!—/>, =0.19  atmospheres. 

Mean  pressure  =3.745  atm. 
<=21°,  T=294 

Q= 0.149  cub.  meters. 
For  water : 

when  D=0.20.  a  5.785 
J=  a  Q*=0.127 

and  for  4600  mdter8=584.2  meters  head. 


^»    ^•"     1000 

but  (^=4*49 

hence  p^— j9,=2.62  meters  head  of  water. 

2  62 
=  , -,  -..=0.25 atmospheres. 
10.od4 

Loss  observed,  =  0.19 

Difference,  =  0.06  atmospheres 

Loss  of  pressure  in  second   section 

of  pipe : 

f>,=3.65    atm. 

p,=3.545     " 

loss,  ;t>,—j9,= 0.105     " 

Mean  pressure  =  3,597 
t  =26.5**  T=299.5 
Q= 0.158  cubic  meters. 

For  water  this  would  be : 

when  D=0.15  and  a  =  25.52 
J-a  Q»=0.632 
for  a  length  of  522  meters 
/?,-;?, =329.90. 
For  air  this  becomes 

_     _329.90X(y 
^'    ^'^     1000 
(y=4.*23 
hence        /?j—/>,= 1.395  meters  of  water. 

=  T7r7nrr= 0.135  atmospheres 
10.oo4 

loss  observed        =0.105 

difference  =0.03    atmospheres. 

In  the  application  of  these  principles 
there  may  be  considered  as  given  the 
quantity  Q  or  the  velocity  w,  the  pressure 
jOj  and  the  temperature  t^  as  data  for  cal> 
culating  the  approximate  loss  of  press- 
ure. The  result  for  given  cases  would 
be  anived  at  by  successive  approxima- 
tions. 

To  compare  the  above  results  with 
those  obtained  by  using  the  formulse 
generally  employed  to  calculate  the  loss 
of  pressure  during  the  flow  of  gases,  we 
will  review  these  formulae,  preserving  the 
above  notation. 

The  best  known  formula  is 
I       p      u* 

in  which 


RT  '2g 


RT     "^ 
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and  consequently 


I 


6.S 


in  which,  according  to  Qirard,  D'Aubuis- 
son  or  Pecquer,  (p  should  be  taken 

=0.024, 
and  according  to  Weisbach, 
_0^12 
a/w" 
Morin's  formula  is 


Arson  has  prepared  tables  from  the 
formula  ^i 

in  which  for  the  pipes  above  considered 
D=0.'»20,  a=0.00033,  ^=0,000395 
D=0.^15,  a=0.00044,   J=0,000430 
The  above  formulae  express  the  loss  of 
pressure  in  kilogrammes  per  sq.  meter, 
which,  for  the  sake  of  comparison  with 
the  results  above  obtamed,  will  be  re- 
duced to  atmospheres  by  dividing  by 
10334. 

Applying  these  different  formulce  the 
results,  as  exhibited  in  the  following  ta- 
ble, are  obtained  : 


First  Series. 


Second  series. 


Third  series. 


^ 
3 
« 


8. 

**     I 


Loss  of  pressure. 


9i 


o 


I  M.    M    I  M:>.  Atm  Kil.    M».     M. 

I  0,204600  0.036   5,42  2P  6.500  0.185   5,89  0,86 
f  0,t5    522'0,936   5,12  2*1,5  (S,0:JO  0,2(K)  11,32  0,24 


I  '0,20  4600  0.623  4,28.T  21     5,M0 ,0,156  4,968J0,22 
f  0,15.  523;0,6234,0i)5  30,5  4,RaO,0,166  0,39410.07 


0,20  4G0O'O,520  8,745|21    :4,490!o,149  4,747  0,19 
0,15   5220.620  3,597i36,5:4,330  0,158  8.942|0,105; 


0,57 
0,80 


Calculated. 


9 


0,61 
0,81 


0.32   0,846 
0,17   0,175 

0.26   0,27 
;0,185'0.14 


0,64 
0.84 


0,9011,26 
0,480,46 


0.30,0,620,76 
0,16  0,270.29 

0,41|0,68 
0.150.22  0.28 


0,2 


From  an  inspection  of  the  table,  the 
following  conclusions  are  readily  drawn : 
1st.  The  losses  of  pressure  calculated  by 
the  formulae,   are  sensibly  greater 
than  the  observed  amounts. 
2d.  That  the   co-efficient    of  Morin  is 
probably  derived  from  the  experi- 
ments of  d'Aubuisson  and  Girard. 
3d.  That  Weisbach  gives  too  high  values, 

especially  for  low  velocities. 
4th.  That  although  the  co-efficients  of 
Arson  have  been  derived  from  the 
most  precise  experiments,  they  nev- 
ertheless give  too  small  values  for 
loss  of  pressure  under  the  conditions 
of  the  above  experiments. 
This  fact  is  probably  due  to  the  low 
pressures  at  which  his  experiments  were 
conducted;  only  0.™14  of  water  at  the 
maximum,  and  for  the  purpose  of  dis- 
tributing illuminating  gas. 


5th.  That  our  formula  employing  the 
co-efficients  of  Darcy,  gives  results 
more  nearly  according  with  observa- 
tion than  any  of  the  others. 

It  is  to  be  regretted  that  we  have  not 
the  results  of  the  experiments  made  in 
1862  by  Prof.  CoUadon,  to  compare  with 
the  above  list. 

In  an  address  delivered  in  June,  1867 — 
an  address  which  led  the  Chamber  to  de- 
cide upon  tunneling  Mont-Cenis,  Gen. 
Menabrea  said : 

^'  The  honor  of  having  suggested  this 
rational  idea  belongs  to  Prof.  Ck)lladon, 
of  Geneva.  He  proposes  to  drive  the 
drilling  machines,  not  by  cords  and 
pulleys,  but  by  compressed  air." 

He  added :  "  The  experiments  of  M. 
Colladon  have  proved  that  air,  when 
conducted  through  pipes,  meets  with 
much  less  resistcuice  than  some  writers 
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have  snpposed ;  this  resistance  being  the 
obstacle  which  has  led  to  serioas  doubt 
whether  air  could  be  conveyed  long  dis- 
tances and  preserve  its  elastic  force." 

We  find  in  a  publication  of  M.  Hudry- 
Menos  in  1871,  entitled  "  Le  Tunnel  des 
Alpes,"  an  approximate  statement  of  the 
result  attained  by  M.  Golladon : 

"  The  transmission  of  compressed  air 
to  great  distances  was  the  f^e  achieve- 
ment of  the  great  enterprise 

M.  CJolladon,  fortified  by  numerous  ex- 
periments in  1852,  upon  a  pipe  0.™25  in 
diameter  and  700  meters  long,  announced 
in  a  memoir  accompanying  his  demand 
for  a  patent,  that  tbe  co-efficients  of  re- 
sistance, adopted  up  to  ^that  time  for  the 
movement  of  gases  in  smooth  conduits, 
was  too  high  and  should  be  reduced  to 
about  one-half." 

We  may  state  here  that  our  experi- 
ments confirm  the  conclusions  announced 
in  1852  by  M.  Golladon,  in  the  sense  that 
the  losses  of  pressure  which  we  have 
observed  are  about  two-thirds  of  the 
amounts  deduced  from  the  formulee  of 
Girard  and  d'Aubtdsson,  and  about  one- 
half  those  of  Arson. 


In  this  article  we  have  shown  theoret- 
ically that  the  loss  of  pressure  in  air  con- 
duits may  be  written  like  that  for  water 
condtdts  under  the  form, 

and  our  experiments  justify  the  conclu- 
sion that  for  practical  purposes  the  co- 
efficient a,  is  ihe  same  for  air  as  for  wa- 
ter, or  in  other  words,  to  calculate  the 
loss  of  charge  in  an  air  conduit,  it  will 
suffice  to  estimate  the  loss  as  though  it 
were  water  moving  with  the  same  veloci- 
ty, and  then  to  reduce  the  result  found 
by  the  ratio  of  the  density  of  compressed 
air  to  the  density  of  water. 

If  the  experiments  upon  which  these 
conclusions  are  based,  do  not  exhibit  the 
precision  of  a  physical  experiment,  a  pre- 
cision which  the  means  at  our  disposal 
and  the  regular  routine  of  the  work 
would  not  permit  us  to  attain,  we  believe 
that,  considering  the  great  length  of  the 
condtdt,  the  amount  of  the  pressures,  the 
quantity  and  velocity  of  the  air,  and  the 
duration  of  the  observations,  that  these 
investigations  present  the  character  of 
thoroughly  practical  experiments. 


THE    PRINCIPLES    INVOLVED    IN    THE    CONSTRUCTION 
OF   THE    TELESCOPE. 

3y  THOMAS  NOLAN,  B.  S. 
Written  for  Van  NosTRAjn>'B  BNGiNSBBiNa  Maoazinb. 
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II.  THB  BBFLECrmG  TBLBSCOPB. 


Having  considered  the  principles  on 
which  the  simple  refracting  telescope  is 
constructed,  we  will  next  explain  the 
manner  in  which  the  properties  of  the 
reflection  of  light  are  utilized  for  astro- 
nomical observation  by  the  reflecting 
telescope. 

An  image  may  be  formed  by  reflection 
from  a  polished  surface,  wrought  into  a 
regular  convexity,  on  the  same  nrinci- 
ples  of  the  divergence  and  convergence 
of  the  reflected  rays,  as  by  refraction 
through  polished  transparent  surfaces. 

li  rays  of  light,  falling  upon  a  concave 
mirror,  diverge  from  a  point  beyond  the 
center  of  curvature,  they  will  converge, 
after  reflection,  to  a  pomt  between  the 


principal  focus,  or  focus  for  parallel 
rayp,  and  the  center  of  curvature.  This 
point  is  called  the  con j agate  focus. 

If  light  radiates  from  L  (Fig.  8),  it  is 
reflected  to  /  /  if  it  radiates  from  I,  it 
meets  at  L.  If  the  radius  of  the  mirror 
and  the  distance  of  one  focus  from  it 
are  given,  the  distance  of  its  conjugate 
focus  may  be  determined.  As  the  angle 
JjKI  is  bisected  by  the  radius  KC,  we 
have  LK  :  /K  ::  CL  :  /C— that  is, when  KA 
is  considered  very  small,  LA  :  lA::  CL  : 
/C,  or,  letting  r= radius,  LA  :  lA::  LA— 

r:r—lA.    Hence,  LA =-rT7 %      and 


/A= 


r.LA 


2/A— r 

-T-i .     If  the  luminous  point  is 

2LA— r  ^ 

at  C,  all  the  rays  will  be  "reflected  back" 
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to  the  same  point,  and  while  the  radiant 
point  moves  from  C  to  infinity,  the  con- 
jugate focus  moves  from  C  to  F, — the 
principar  focus. 

Although  there  are  many  cases  arising 


where  on  Aa,  and  that  of  B  on  BJ.  By 
drawing  another  ray  from  A,  we  find  it 
reflected  to  a,  which  is  the  focus  of  A  ; 
and  by  drawing  another  ray  from  B,  we 
find   it  reflected  to  5,  the   focus  of  B, 


from  the  reflection  of  light  at  curved  sur- 
faces, due  to  position  of  mirror  and  di- 
rection of  incident  rays,  it  will  be  suffi- 
cient for  our  purpose  to  consider  those 
particular  cases  of  reflection  which  are 
mvolved  in  the  construction  of  the  va- 
rious forms  of  the  reflecting  telescope. 
By   an  examination   of  (Fig.    9),  the 


Since  Aa  and  B^  cross  at  C,  ab  is  smaller 
than  AB,  as  eC  is  smaller  than  EC. 
When  the  object  is  a  heavenly  body,  it 
is  at  a  practically  infinite  distance,  and 
the  ravs  are  parallel,  and  the  image 
found  half-way  between  the  mirror  and 
its  center  of  curvature. 

In  regard  to  the  convex  mirror,  the  only 


formation  of  an  image  by  a  concave  mir- 
ror is  easily  understood.  The  rays 
ACa  and  BC5  from  the  object  AB  pass- 
ing through  the  center  of  curvature  C, 
fall  perpendicularly  on  the  surface  MN, 
and  are  "  reflected  back  "  on  themselves, 
so  that  the  focus  of  the  point  A  is  some- 


case  which  happens  in  the  refleuiiug  tel- 
escope is  that  of  converging  rays  inci- 
dent upon  a  surface  of  such  convexity 
as  to  render  them  less  convergent. 

In  (Fig.  10)  we  consider  the  light,  af- 
ter having  been  reflected  from  some  con- 
verging surface,  to  proceed  to  the  con- 
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vex  mirror  along  the  lines  GA  and  HB, 
towards  some  point  M.  These  rays,  after 
reflection  converge  to  L,  and  come  to  a 
focns  in  front  of  the  mirror,  at  a  point 
further  in  front  than  its  center  C  is  be- 
hind it,  so  that  they  have  been  rendered 
less  convergent. 


bisects  the  angle  ECc,  between  the  axis 
of  the  tube  and  a  line  Co  from  its  center 
to  the  edge  of  the  opening  of  the  tube. 
Parallel  rays,  falling  on  AD,  are  re- 
flected to  the  side  of  the  tube,  where  the 
image  is  formed,  and  where  the  eye-glass 
is  placed  to   magnify  it.     The  image  ob 


Fig.  10. 


As  the  image  formed  by  the  concave 
speculum  of  a  telescope  is  on  the  same 
side  as  the  object,  some  arrangement  is 
necessary  to  prevent  the  observer's.head 
obstructmg  the  passage  of  light  to  the 
speculum,  and  hence  we  have 


is  represented  as  being  magnified  bv  a 
single  convex  lens  rs.  As  it  falls  be- 
tween rs  and  its  principal  focus,  a  sec- 
ond, and  enlarged,  image  is  formed  Skto'b', 
While  the  Herschelian  has  the  brightest 
image  of  all  the  reflecting  telescopes, 


G— O 


1.   FOUB    DIFPEEENT    FORMS   OF     THE   RE- 
FLECTING  TELESOOPB. 

(1).  27ie  Herschelian  Telescope. — In 
this  instrument  the  speculum  is  so  tilted 
as  to  bring  the  image  to  one  side  of  the 
tube.  The  concave  reflector  AD  (Fig. 
11)  is  fixed  at  the  bottom  of  the  tul^ 
MN  M'N',  and  tipped  so  that  its  axis  GC 
Vol.  XXIV.  No.  2-8. 


with  a  given  aperture,  and  possesses  the 
advantage — so  thoroughly  appreciated 
by  those  in  the  habit  of  observing  for 
many  consecutive  hours— K)f  allowing  the 
observer  always  to  look  downward,  its 
disadvantages  are  still  many.  It  cannot 
produce  the  finest  definition^  because  the 
reflecting  surface  cannot  bring  the  rays 
to  an  exact  focus  when  they  are  thrown 
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80  far  to  one  side  of  the  axis  of  the  tube; 
and  the  injury  to  definition,  on  this  ac- 
count, is  so  great  that  the  "  front  view  '' 
plan  has  been  almost  entirely  aban- 
doned. 

(2).   The    Gregorian    Telescope. — ^The 
general  principle  of  this  construction  is 


Fig.  12 


image  appears  erect,  being  reversed  with 
regard  to  T,  which  is  itself  reversed  with 
respect  to  the  object. 

(3).  The  Cassegrainian  Telescope. — 
In  this  construction  the  smaller  reflector 
CD  (Fig.  13)  is  convex,  and  so  placed 
that  the  image  T  falls  between  CD  and 


shown  in  (Fig.  12).  AB  is  the  specu- 
lum. A  little  beyond  the  image  T, 
which  is  formed  in  the  axis  OT,  is  a 
small  concave  mirror  CD.  T  in,  with  re- 
gard to  CD,  as  an  object  placed  between 
its  focus  ty  and  its  center  e ;  and  CD 
forms  a  second  image  ^,  more  or  less  dib- 


its principal  focus  t.  If  CD  be  removed, 
and  the  axis  GcE  directed  to  Q  in  the 
object  PQ,  an  inverted  image  TV,  termin- 
ated hj  the  lines  QET  and  PEV,  is 
formed  in  the  principal  focus  of  AB.  But 
if  CB  be  replaced  the  rays  are  inter- 
cepted by  it  before  they  reach  T,  and 


Fig.  13. 


tant  from  e  as  T  is  nearer  to,  or  more  re- 
mote from  t.  By  moving  CD  nearer  to, 
or  further  from  T,  q  may  be  carried  to 
any  distance.  The  latter  is  commonly 
brought  a  little  in  front  of  AB,  in  which 
is  an  aperture,  through  which,  by  means 
of  a  proper  eye-glass,  q  is  viewed.     The 


since  TV  falls  between  the  surface  CD, 
and  its  principal  focus  ^,  an  erect  image 
qp  of  TV  is  formed,  and  is  terminated 
by  the  lines  eTq  and  eYp.  This  image 
is  viewed  through  the  lens  FGH,  whose 
focal  length  is  Qcq, 

Objects  appear  inverted,  for  pq^  which 
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is  erect  with  respect  to  TV,  or  inverted 
with  respect  to  tQ,  is  in  or  near  the 
principal  focus  of  FGH;  the  image  upon 
the  retina  is,  therefore,  erect,  and  conse- 
qaently  the  ohject  will  appear  inverted. 
(4).  The  Newtonian  Telescope,  —  A 
representation  of  this  telescope  is  given 
in  (Fisf.  14),  in  which  DAD  is  a  concave 
speculam,  and  IH  a  small  plane  mirror, 
inclined  46®  to  the  axis  of  DAD.  The 
image  of  OB,  which  would  have  been 
formed  at  o'b',  is  caused  by  III  to  be 
formed  in  ob.  The  latter  is  observed 
through  an  opening  made  in  the  side  of 
the  tube  directly  opposite  IH,  and  fur- 
nished with  an  eye-glass  cd. 


Fig.  14, 


length  of  the  speculum  is  to  that  of  the 
eye-glass.    The  fraction  —  is,  therefore, 

the  measure  of  the  magnifying  power  of 
this  telescope. 

Having  explained  the  optical  princi- 
ples underlying  the  construction  of  the 
most  common  forms  of  the  reileoting 
telescope,  we  will  next  show  what  diffi- 
culties have  to  be  overcome,  in  order  to 
make  large  reflectors  perfect.  ^ 

Although  the  reflector  possesses  an 
enormous  advantage  over  the  refractor, 
in  its  inherent  immunity  from  chromatic 
aberration,  there  is  something  else  which 


If  we  let  PQ  (Fig.  16)  be  the  object, 
pq  its  image,  nm  the  image  formed  by 
the  plane  surface  IcH,  and  klr  a  convex 
ey-eglass,  whose  focal  length  is  In;  then 
mn,  equal  to  pq^  and  corresponding  to 
QP,  is  seen  through  klr^  under  the  angle 
mln ;  and  QP  is  seen,  with  the  naked 
eye  placed  at  the  center  £,  under  the 
angle  q^p.  Since  these  angles  have 
equal  subtenses — mn  and  qp — they  are 
to  each  other  inversely  as  In  and  Eg,  and, 
eonsequently,  the  angle  which  the  ob- 
ject subtends  at  the  center  of  the  eye, 
when  viewed  with  the  telescope,  is  to 
the  ansle  when  viewed  with  the  naked 
tye,  as  £^  is  to  In — that  is  as  the  focal 


quite  lowers  its  position  with  regard  to 
the  latter,  and  that  is, 


2.    SPHERICAL    ABBBRATION     BT     RBFLUC- 
TION. 

That  all  light  falling  in  parallel  lines 
on  a  concave  spherical  surface  is  reflected 
to  a  focus,  is  true  only  in  a  general  sense. 
In  (Fig.  16)  MI  is  a  section  of  a  specu- 
lum, whose  center  of  curvature  is  L,  and 
DC,  EG  and  HI,  incident  parallel  rays. 
To  find  the  focus  of  EG  we  draw  LG, 
and  make  the  angle  FGL' equal  to  EGL. 
But  in  repeating  the  process  for  HI  it  is 
reflected  to  K,  and  the  further  the  rays 
from  DC,  the  further  from  F  is  the  light 
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Fig.  16. 
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reflected.  The  edges  of  MI  must,  there- 
fore, be  thrown  back  to  ACB,  which 
makes  its  margin  a  part  of  a  less  con- 
cave speculum,  and  throws  its  focus 
further  from  itself,  to  F  mstead  of  to  K. 
It  is  evident  that  this  curve,  which  will 
throw  all  the  parallel  rays  to  one  point,  is 
the  parabola;  and  the  speculum,  especial- 
ly when  of  large  diameter,  is  of  no  use 
without  an  approximate  parabolic  curve. 
It  is  in  the  polishing  of  specula  that 
the  curve  is  altered  from  the  spherical  to 
the  parabolic  form,  and  it  is  here  that 
the  finest  niceties  of  manipulation  come 
into  play,  and  the  utmost  skill  and  pa- 
tience are  required.  That  it  is  extremely 
difficult  to  give  the  parabolic  figure,  may 
be  gathered  from  fciir  John  Herschel's 
statement,  that  in  the  case  of  a  specu- 
lum 48  inches  in  diameter,  and  40  feet  in 


telescope,  it  was  assumed  that  spherical 
lenses  bring  rays  of  light,  issuing  from 
a  point,  to  a  focus  without  dispersion. 
But  where  the  greatest  accuracy  is  re- 
quired, it  becomes  necessary  to  consider 
the  imperfections  of  spherical  lenses, 
and  to  discuss  the  subjects  of  spherical 
and  chromatic  aberrations^  upon  a  per- 
fect understanding  of  which  the  construc- 
tion of  the  modem  refractor  depends. 

1,   THE    "  OBJECnTVE.** 

(1).  Spherical  Aberration  by  Refrac- 
tion.— If  the  diameter  of  the  lens  VW 
(Fig.  17)  is  large  in  proportion  to  its  ra- 
dius of  curvature,  parallel  rays  are  not 
brought  to  an  accurate  focus,  but  while  the 
central  rays  cross  the  axis  at  F,  the  ex- 
treme rays  intersect  it  at  6,  and  interme- 
diate rays  at  points  between  F  and  G.  To 


focal  length,  the  distance  between  the 
spherical  and  parabolic  surfaces  at  its 
edges  was  ii\^^  of  an  inch. 

In  regard  to  the  form  of  specula,  it 
may  be  stated  generally,  that  that  is  a 
good  form  which  gives  a  good  image; 
and  that  the  geometrical  distinctions  be- 
tween the  sphere  and  parabola  become 
mere  theoretical  abstractions  in  the  fig- 
uring and  polishing  of  specula,  there 
being  no  practical  mode  of  ascertaining, 
by  any  system  of  measurements  on  a 
scale,  tohat  form  the  surface  has,  apart 
from  the  optical  effect  on  the  rays  of 
light. 


in.    THE      COMPOUND      REFRACTING, 
HODEBN  APLANATIC  AND  ACHRO- 
MATIC TELESCOPE. 


OR 


In  discnssing  the    simple  refracting 


estimate  the  amount  of  spherical  aberra- 
tion in  any  case,*  we  calculate  the  course 
of  a  ray  falling  upon  the  border  of  the 
lens.  AC  (Fig.  18)  is  a  section  of  the 
curved  refracting  surface,  and  QCq  its 
axis.  The  refractive  index  is  w.  The 
distance  QC,  of  the  radiant  point,  is 
given,  and  also  CD  and  AD  co-ordinates 
of  the  point  A.  Hence,  the  normal  AE 
and  sub-normal  DE  may  be  found. 
Aq  is  the  refracted  ray  required,  cutting 
QCg  in  q, 

sin  incidence  :  sin  AEC  :  :  QE  :  QA. 
sin  E  :  sin  refraction  :  :  ^A  :  ^E. 
.'.  sin  incidence  :  sin  refraction 

£A     QA 
• ^E    •  QE  * 


;  n 
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.-.     |-^  =^Q^    -c  (a  known  quantity). 
^•=c'.gE%  thatjB,  

.-.  (c*— l)p"-2ED.g'E=EA\ 
-=,.      2ED        ^      "EA' 


J    F      -^  I  -  "^'        (c'-l)EA* 

JED  ±  Ved'  +  (c'-1)Ea'} 

From  this  formula  the  value  of  gE  for 
any  surface  may  be  calculated.  For 
lens  of  small  aperture,  the  aberration  is 


nal  aberration  then  being  only  1 .07  times 
the  thickness  of  the  lens.* 

No  expedient  has  been  discovered  by 
which  the  spherical  aberration  of  single 
lenses  can  be  rendered  less  than  1.07  of 
their  thickness ;  but  if,  Instead  of  a 
double-convex  lens,  two  plano-convex 
lenses  be  used,  so  placed  that  their  con- 
vexities shall  be  turned  towards  each 
other,  their  combined  aberration  will  be 
only  0.248,  or  about  i  of  their  thickness, 
provided  that  the  focal  length  of  one  be 
2.3  times  that  of  the  other  ;  and  the 
spherical  aberration  may  be  wholly 
effaced  by  the  combination  of  a  double- 
convex  lens  C  (Fig.  19)  with  a  meniscus 
M,  having  suitable  curvatures.  In  this 
oase  the  convex  side  of  M  must  be 
turned  towards  the  object.f 


Fig.  18. 


in  proportion  to  the  square  of  the  angu- 
lar aperture  of  the  lens  ;  but  for  lenses 
of  larger  aperture,  the  aberration  in- 
creases more  rapidly.* 
|P  K  n  equals  the  index  of  refraction,  r 
the  radius  of  the  anterior  surface,  and 
B  that  of  the  posterior  surface  of  a  lens, 
then,  for  parallel  rays,  the  form  for  least 
aberration  is  expressed  by  the  equation. 


r  _  4+n— 2n' 


2n"  +  n 


If  n=1.5,  the  form 


for  least  aberration  is  a  lens  whose  sur- 
faces have  their  radii  in  the  proportion 
of  1  to  6,  with  the  side  of  deeper  curva- 
ture towards  the  object — the  longitudi- 


*If  the  lenj^  of  the  prinoipal  foons  be  taken  as 
imitr,  the  longitudinal  aberration  FG  {V\g.  17)  for 
lenses  of  dififerent  angular  apertore  will  be  as  follows: 

For  IS**  the  aberration  will  be 0.086. 

••    28»  **  "     0.068. 

.     "    80»  "  *•     0.160. 

"    45*  *  "     0.875. 


Although  it  is  hardl v  possible,  in  prac 
tice,  to  efface  altogether  the  effects  of 
spherical  aberration,  they  have  been  so 
considerably  diminished  by  the  adapta- 
tion of  the  curvatures  of  lenticular  sur- 
faces, that  in  well-constructed  telescopes 
they  may  be  regarded  as  entirely  removed 

*  Supposing  the  lens  of  least  spherical  aberration  t* 
have  its  aberration  equal  to  1,  that  of  the  other  lenaes 
will  be  as  follows : 

Best  form 1.000. 

Double  convex  or  concave,  with  equal  curvature  1.60r. 
Plano-convex,  with  convex  side  towards  object. .  l.OBl. 
Plano-convex  with  plane  side  towards  object. . .  4JM. 
Plano-concave  same  as  plano-convex. 
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for  all  practical  parposes.  The  work  has 
been  accomplished  by  giving  to  the  two 
rides  of  the  lenses  different  curvatures,  so 
adapted  that  the  aberration  produced  by 


Fii:.  19. 


one  shall  be  more  or  less  counteracted  by 
the  aberration  produced  by  the  other. 

(2.)    Chromatic     aberration,  —  White 
light,  when  refracted  by  a  lens  of  any 


the  spectrum,  the    outer  border   being 
red. 

To  refract  light,  and  still  keep  the 
colors  united,  it  is  necessary,  after  the 
rays  are  refracted,  and  thus  separated, 
to  use  a  substance  of  greater  dispersive 
power,  which  brings  the  rays  together 
again  by  refracting  them  only  a  part  of 
the  distance  back  to  their  original  direc- 
tion. 

The  problem  is  :  can  we  make  two 
lenses  of  different  kinds  of  glass,  with 
equal  dispersive,  but  unequal  refractive, 
powers?  The  researches  of  Euler  and 
Dolland  answer  in  the  affirmative,  by 
showing  that  the  dispersive  power  of 
dense  flint  glass  is  about  double  that  of 
crown  glass,  while  the  refractive  power 
is  nearly  the  same.  Hence,  a  double- 
convex  lens  of  crown  glass  AA  (Fig.  21) 
is  united  with  a  plano-convex  lens  of 
flint  glass  BB,  having  a  focus  about 
double  that  of  AA.  BB  corrects  the 
I  chromatic  aberration  of  AA,  leaving 
j  about  i  of  the  refractive  power  of  AA 
,  as  the  effective  refracting  power  of  the 


flingle  transparent  substance,  like  glass, 
is  acted  upon  as  by  a  prism,  and  dis- 
persed into  all  the  colors  of  the  solar 
spectrum.  This  effect  is  shown  in  (Fig. 
20),  where  V  is  the  focus  of  the  violet 
rays,  which  are  most  refracted,  and  R  is 
the  focus  of  the  red  rays,  which  are 
least  refracted.  A  violet  image  is 
formed  at  Y,  and  a  red  image  at  R,  and 
the  space  VR  is  occupied  by  images  of 
intermediate  colors.  An  image  of  a 
point  formed  at  V  is  violet,  but  sur- 
rounded by  fringes  of  all  the  colors  of 


compound  lens.  No  exact  rule  respect- 
ing the  ratio  of  the  curvature  can  be 
given,  because  the  refractive  powers  of 
different  specimens  of  glass  differ,  and 
the  proper  ratio  in  each  case  is  found  by 
trial.  Having  found  it,  the  two  lenses 
have  equal  aberrations,  but  in  opposite 
directions,  while  AA  refracting  more 
powerfully  than  BB,  the  rays  are 
brought  to  a  focus  at  a  distance  a  little 
more  than  double  the  focal  distance  of 
AA. 
Having  explained  the  general  princi- 
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{^les  upon  which  achromatic  lenses  are 
produced,  it  will  be  satisfactory  in  a 
question  of  such  importance  to  supply 
the  mathematical  details  of  its  solution. 


Fig.  21. 
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The  problem  is  :  to  find  what  form  must 
be  given  to  two  lenses  of  different  re- 
fractive powers,  to  render  the  focal 
length  of  the  compound  lens,  for  light  of 
any  one  refrangibility,  equal  to  that  for 
light  of  any  other  refrangibility.  Let  F' 
and  F"  be  the  focal  lengths  of  the  two 
lenses  for  light,  of  which  the  indices  of 
refraction  are  w'  and  n"  for  the  media 
composing  the  lenses  respectfully.  Let 
f  and"  be  the  focal  lengths  for  light  of 
which  the  indices  of  refraction  are  m' 
and  m".  Let  F  be  the  focal  length  of 
the  compound  lens.  The  converging 
power  of  the  compound  lens,  on  each 
kind  of  light,  is  equal  to  the  sum  of  the 
converging  powers  of  the  two  lenses, 
separately,  on  the  same  kind  of  light. 
Hhe  converging  power  of  the  compound 
lens,  therefore,  on  the  light  whose  indices 

of  refraction  aren'  and  n'^ ,  is  -^  +  t3v/ 

and  its  converging  power  on  the  light 
whose  indices. of  refraction  are  m'  and 

m",  is  —  4-T77.     But  since  these  two  con- 

verging  powers  must  be  rendered  equal, 

we  have,  y,  +  y^f-y  +^/-    We  have, 

then,  to  assign  such  magnitudes  to  the 
radii  of  the  surfaces  of  the  lenses  as  will 
fulfill  this  condition.  Let  R,  and  R,  be  the 
radii  of  the  surfaces  of  the  first,  and  r, 
and  r,  those  of  the  surfaces  of  the  sec- 
ond lens.     When   F  equals  the  focus  of 


parallel  rays,  r  and  r\  the  radii  of  the 
surfaces,  and  n  the  index  of  refraction 
of  any  lens,  we  have,  by  a  formula  of 
optics  : 

^  Tr' 


By 

this  formula: 

-l)(r-r')' 

1 

(n'-l)(R-R,) 

1 

(«!" 

-DC*-.- 
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(R-R,)r.r.- 

(n')  and  (w"-m")  are  the  difference  be- 
tween the  indices  of  the  two  lights  hav- 
ing different  refrangibilities,  5r  the  dis- 
persive powers  of  the  media  composing 
the  lenses  for  each  of  the  two  lights.  If, 
then,  the  radii  of  the  two  lenses  be  so 

selected  as  to  render  )=^ — ^ ^ — ^  equal 

(R,-R,)r,r, 

to  the  ratio  of  the  dispersive  powers  of 
the  materials  of  the  two  lenses  for  the 
two  kinds  of  light,  the  latter  are 
brought  to  the  same  focus  by  the  com- 
pound lens. 

Suppose  the  first  a  double-convex  lens 
L  (Fig.  22),  with  equal  radii,  and  the 
second  a  double-concave  lens  L',  the 
surface  of  which,  in  contact  with  the 
first,  has  the  same  curvature  with  it,  and, 
consequently,  the  same  radius.  Observ- 
ing that  when  the  convexities  are  turned 
in  contrary  directions,  the  radii  have 
n'-m!  (r,-r,)R,R. 

contrary  signs  ^-^,,-^,  =  -  -$-1^^ 

J       ,     .       n'—m'     r„— R, 
IS     now    reduced     to 


n  — vfi 


2r. 


Let  us  suppose  that  the  double-convex 
lens  is  composed  of  crown  glass,  for 
which  n'=1.546666,  and  m'=  1.625832  ; 
and  the   double-concave  of  flint  glass, 
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for    which     n"  =  1.67 1062     and 


m  = 


1.627749.      We  then    have  —^7 — ^  = 

n   —m 

.020734     r -R        „  «„  .^     t> 

.x^oo.o  =  -^^ — -'     Hence  r,=23.47xR,. 
.043313         2r,  t  -^     1 

The  radius  of  the  second  surface  of  L' 


Fiff.  22. 


must  in  this   case,  therefore,   be   23.47 
times  the  radius  of  L. 

Some  of  the  earlier  achromatic  objec- 
tives were  made  of  three  lenses,  as  in 
(Fig.  23),  a  double  concave  lens  of  flint 
glass  being  fitted  between  two  double 
convex  lenses  of  crown  glass.     In  June, 


Fiff.  23. 


1860,  Professor  Sleinheil  communicated 
to  the  Royal  Academy  of  Sciences  at 
Munich,  a  notice  ot  an  object-glass  of 
the  form  shown  in  (Fig.  *24),  executed 
according  to  the  system  of  curves  pro- 
posed by  Gauss.  The  curves  in  this  com- 
bination bear  a  considerable  resemblance 
to  the  systems  designed  with   express 


reference  to  the  correction  of  spherical 
aberration,  and  for  a  long  time  object- 
glasses  of  this  form  were  claimed  by  the 
most  competent  judges  to  exhibit  a  more 
complete  achromatism,  and  in  other  re- 
spects more  perfect  definition,  than  was 
found  with  object-glasses  of  other  forms.* 
The  problem  presented  to  the  mathe- 
matician, as  to  what  shall  be  the  form 
and  disposition  of  the  surfaces  of  two  or 
more  lenses  composed  of  materials  of 
different  dispersive  powers,  which  shall 
most  effectually  destroy  the  aberration 
of  color  and  figure,  is  an  indeterminate 
one  ;  so  that,  for  every  lens  of  crown 
glass  of  positive  focus,  whatever  the 
radii  of  its  surfaces  may  be,  a  lens  of 


Fig.  24. 


flint  glass  can  be  constructed  which  will 
form,  when  united  with  it,  an  achromatic 
and  aplanatic  object-glass.  This  allows 
a  great  range  in  the  choice  of  curves, 
and  a  variety  of  conditions  have  been 
proposed  by  different  authorities  for  de- 
termining the  selection.  The  theory  of 
telescope  objectives  is  at  this  time  being 
discussed  by  many  able  mathematicians, 
among  whom,  in  our  own  country,  are 
Professors  Newcomb  and  Harkness,  of 
Washington,  and  Professor  Chas.  Hast- 
ings, of  the  Johns  Hopkins  University. 
In  regard  to  the  form  of  objectives, 
Messrs.  Alvan  Clark  and  Sons,  of  Cam- 
bridgeport,  Mass.,   whose  reputation   as 


♦  Paper  published  by  G.  P.  Bond  in  1868  on  **  The 
New  Form  of  the  Aohromatio  ObJect-OIass  introduoed 
by  Steinheil."  Also,  **  ProceedmjM  of  the  American 
Academy  of  Arts  and  Sciences/*    vol.  vi. 
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telescope  makers  is  known  throughout 
the  world,  in  a  letter  to  me,  dated  March 
10,  1879,  say:  "Many  forms  may  be 
used,  but  from  our  experience  we  nave 
found  that  to  make  the  crown  glass  lens 
of  equal  curvature,  aiid  the  flint  glass 
lens  nearly  flat  on  the  side  next  the  eye,  is 
the  most  convenient,  and  gives  as  good 
results  as  any  other  form;  of  course,  the 
curves  must  differ  with  different  glass 
used;  but  the  difference  will  be  small." 
This  is  the  form  shown  in  ^Fig.  21).  If 
the  dispersive  power  of  tne  flint  were 
just  double  that  of  the  crown,  the  outer 
face  of  the  former  would  have  to  be  a 
plane  surface  to  produce  achromatism, 
out  this  is  not  generally  the  case.  As 
no  two  specimens  of  glass  made  at  dif- 


of  such  curves  that  the  red  and  violet 
are  combined,  the  green  remains  slightly 
outstanding.  If  the  second  prism  dis- 
perses the  violet  as  much  as  the  first  one 
does,  when  they  are  reversed  they  ex- 
actly compensate  red  and  violet.  But 
the  second  acts  more  strongly  than  the 
first  on  the  green,  which  is  overcompen- 
Rated;  and  if  we  weaken  the  second 
prism,  so  that  the  green  and  red  are  cor- 
rected, then  the  violet  will  be  slightly 
outstanding.  The  defect  is  hardly  no- 
ticeable in  small  telescopes,  but  in  the 
immense  refractor^  of  two  feet  aperture, 
or  upwards,  this  secondary  aberration 
constitutes  the  roost  serious  optical  de- 
fect— a  defect  which,  arising  from  the 
properties  of  glass  itself,  no  art  can  dim- 


.' 

ig.  25. 

V 

.- 

q'                                       v' 

ferent  meltings  have  exactly  the  same 
refractive  and  dispersive  powers,  the 
optician  must  find  the  ratio  of  the  dis- 
persion of  the  two  glasses,  and  then  give 
the  outer  face  of  the  flint  such  a  degree 
of  curvature  as  to  neutralize  the  disper- 
sion of  the  crown.  Usually,  this  face 
will  have  to  be  slightly  concave. 

(3.)  Secondary  Spectrum. — ^The  image 
formed  at  the  focus  of  a  so-called  achro- 
matic lens  is  not  absolutely  colorless. 
A  difficulty  arises  from  the  fact  that 
flint  glass,  as  compared  with  crown,  dis- 
perses the  violet  end  of  the  spectrum 
more  than  the  red  end.  If  R,  G,  and  V, 
(Fig.  25),  are  the  centers  of  the  red, 
green  and  violet  in  the  spectrum  given 
by  a  prism  of  the  glass  of  which  one  lens 
is  made,  and  R',  G',  and  V,  are  those 
of  the  other;  and  if  the  lenses  are  placed 
80  as  to  counteract  each  other,  and  are 


inish.  It  has  been  suggested  that  this 
difficulty  may  be  lessened  by  increasing 
the  length  of  the  instrument.  But  in 
doing  this  with  glasses  of  such  large  sixe, 
engineering  difficulties  will  be  encoun- 
tered which  soon  become  insurmounta- 
ble, and  it  is  the  opinion  of  many  opti- 
cians and  astronomers  that  '^  the  limit  of 
optical  power  for  such  instruments  has 
bee7i  very  nearly  attained,'*'* 


In  boring  for  water  in  the  Wimmera 
district,  Victoria,  recently,  a  tree  wai 
passed  through  for  6  feet,  at  a  depth  of 
260  feet,  and  the  cup  brought  up  several 
fruit  stones  similar  to  the  nuts  of  plums  ; 
some  were  smashed,  but  the  kernels 
were  recognizable.  It  seemed  evident 
that  there  was  a  grove  of  trees  therts. 
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THE   CYCLICAL   USE    OF    STEAM. 

From  "  The  Engineer." 


By  the  cyclioal  use  of  steam,  we  mean 
to  imply  the  use  of  a  given  weight  of 
steam  over  and  over  again  in  a  cycle. 
In  the  development  of  motive  power  air 
may  be  thus  used.  A  given  weight  may 
be  heated,  expanded,  made  to  drive  a 
piston  in  expanding,  withdrawn  from  the 
cylinder,  cooled  down,  and  reheated  and 
expanded,  over  and  over  again.  In  some 
forms  of  hot-air  engine  the  initial  air  in 
the  apparatus  might  be  used  for  ever 
without  addition  of  any  kind,  were  it 
not  for  imperfections  in  the  apparatus 
which  permit  the  air  to  leak  away.  Can 
steam  be  thus  employed  ?  That  it  can 
take  the  place  of  air,  and  that  a  hot- 
steam  engine  might  be  constructed  as 
well  as  a  hot-air  engine,  no  one  doubts; 
but  whether  it  can  or  cannot  be  used 
over  and  over  again  in  quite  another 
way,  is  a  question  of  very  great  import- 
ance, and  to  the  consideration  of  this 
question  we  wish  to  direct  the  attention 
of  our  readers.  What  we  are  about  to 
say  may  correct  some  misconceptions, 
and  prove  specially  useful  to  many  of 
our  younger  readers. 

In  the  steam  engine  as  usually  made 
there  is  an  inherent  defect  which  is  pre- 
judicial to  economy.  This  defect  is  that 
before  steam  can  be  used  it  must  be 
made,  and  that  after  it  is  used  it  is 
thrown  away.  Under  this  system  the 
greatest  amount  of  work  which  it  is  pos- 
sible in  theory  to  get  out  of  one  pound 
of  steam  expanded,  say  eight  times,  in  a 
cylinder  with  7  per  cent,  clearance  at 
each  end  of  the  stroke,  the  absolute  in- 
itial pressure  being  100  lbs.  on  the  square 
inch,  is  159,433  foot-pounds,  and  the 
heat  converted  into  work  will  amount  to 
206.5  units,  or  20.7  per  cent,  of  all  the 
heat  communicated  to  the  water  in  the 
boiler,  assuming  that  the  feed-water  is 
introduced  at  212  deg.  Thus  79.3  per 
cent,  of  the  fuel  consumed  is  wasted 
even  in  theory,  to  say  nothing  of  prac- 
tical losses  by  cylinder  condensation, 
radiation,  and  so  on.  As  we  have  shown, 
this  loss  is  a  result  of  the  system  of 
working  which  involves  first  the  manu- 
eam,  and  secondly  the  de- 


struction of  this  steam  in  a  condenser  or 
its  waste  in  the  atmosphere.  To  make 
this  proposition  quite  clear,  we  will  as- 
sume that  one  pound  of  water  at  212 
deg.  is  introduced  into  a  boiler.  It  will 
then  be  converted  into  steam  having  a 
pressure  of  100  lbs.  During  the  process 
of  conversion  1001  units — omitting  frac- 
tions— of  heat  will  be  taken  up  or  ab- 
sorbed by  the  water.  The  resulting 
pound'  of  steam,  occupying  a  space  of 
4.33  cubic  feet,  being  admitted  to  a  cy- 
linder and  worked  in  the  ordinary  way 
— and  by  assumption  without  loss  by  ex- 
ternal cooling — will  part  with  206.5 
units  of  heat  which  will  be  converted 
into  work.  The  remaining  794.5  units 
will  pass  into  the  condenser,  or  will 
escape  into  the  air,  as  the  case  may  be. 
If  it  were  possible  to  rescue  even  a 
fourth  part  of  this  794.5  units,  and  con- 
vert them  into  useful  work,  it  is  evident 
that  the  economy  of  the  steam  engine 
would  be  enormously  augmented. 

It  will  be  seen  that  the  loss  of  794.5 
units,  out  of  a  total  of  1001  units, 
is  entirely  due  to  the  throwing  away 
of  the  steam  which  has  been  used, 
and  the  consequent  necessity  for  obtain- 
ing a  fresh  supply  from  the  boiler.  Any 
attempt  to  prevent  the  loss  in  question 
must  therefore  be  directed  to  devising 
means  for  using  the  same  steam  over  and 
over  again  in  a  cycle.  In  order  to  do 
this  we  must  work — with  100  lbs.  steam 
— our  engine  between  828  deg.  as  the 
maximum  limit,  and  212  deg.  as  the 
minimum  limit  of  temperature;  that  is 
to  say,  the  engine  must  receive  steam  at 
328  deg.,  the  temperature  corresponding 
to  100  lbs.  pressure,  and  reject  it  at  212 
deg.,  the  temperature  corresponding  to  a 
pressure  of  14.7  lbs.  It  is  not  necessary 
that  the  fall  in  temperature  should  be 
brought   about  wholly  in  the  cylinder. 


To  do  this  would  involve 


100 


14.7 


=  6.8.fold 


expansion;  but  for  the  attainment  of 
the  best  result  this  ought  to  be  the 
ratio  of  expansion.  If  it  is  less,  then 
the  steam  would  have  to  be  reduced  in 
pressure   and   temperature    by  external 
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coolings  or  expansion  without  doing 
work,  and  either  plan  would  represent  a 
loss  of  useful  effect.  An  engine  con- 
structed on  this  system  would  have  no 
more  to  do  with  the  external  atmosphere 
than  an  ordinary  condensing  engine  has. 
Its  back  pressure,  however,  would  be 
just  the  same  as  in  the  case  of  a  n on- con- 
densing engine,  only  in  lieu  of  an  atmos- 
phere of  air,  the  exhaust  steam  would 
always  be  discharged  into  an  atmosphere 
of  steam,  contained  in  a  vessel  which 
would  be  in  periodical  free  communica- 
tion with  the  exhaust  port.  The  effici- 
ency of  a  pound  of  steam  worked  in  such 
an  engine  would  be  identical  in  amount 
with  the  efficiency  of  a  pound  of  steam 
worked  in  an  ordinary  non-condensing 
engine,  and  would  be  considerably  less 
than  equivalent  to  150,433  foot-pounds; 
but  we  could  afford  to  disregard  this  loss 
of  efficiency  which  would — as  will  be 
seen  presently — be  made  up  many  fold 
hj  the  novel  conditions  of  working,  pro- 
vided it  were  possible  to  use  the  same 
stf'am  over  and  over  again. 

The  cylinder  of  our  imaginary  engine 
has  received  1  lb.  of  steam,  but  it  will 
reject  a  pound  of  steam  and  water  mixed, 
because  a  portion  of  the  steam  will  be 
condensed  in  the  performance  of  work. 
As  much  will  be  condensed  as  would  be 
converted  into  steam  of  100  lbs.  pressure 
from  water  at  212  deg.  by  the  206.6 
units  of  heat  converted  into  water.  As 
1001  units  are  needed  to  thus  convert  1 
lb.  of  water,  a  very  simple  calculation 
will  show  that  206.6  units  will  convert 
.206  lbs.  of  water  nearly;  consequently 
there  will  be  discharged  from  the  cylin- 
der .206  lbs.  of  water,  and  .794  lbs.  of 
steam  at  212  deg.  The  water  will  oc- 
cupy a  space  of,  omitting  small  fractions, 
6  cubic  inches,  and  the  steam  a  space  of 
20.93,  or  in  round  numbers  21  cubic  feet. 

Now,  it  will  be  seen  that  to  restore 
this  mixture  to  the  condition  of  steam  of 
100  lbs.  pressure  on  the  square  inch, 
nothing  is  needed  apparently  save  to  re- 
evaporate  the  6  cubic  inches  of  water, 
and  to  restore  the  sensible  heat  lost  by 
the  steam.  But  6  cubic  inches  of  water 
will  fill  a  space  of  6  X  270  =  1620  cubic 
inches  of  steam  at  100  lbs.  only,  or  5.43 
cubic  feet  at  212  deg.  This  would  not 
suffice  to  bring  up  the  pressure  to  any- 
thing like  that  which  it  was  when  steam  ^ 
was  first  admitted  to  the  cylinder.     It  is  | 


evident,  therefore,  that  something  more 
must  be  done  than  merely  to  re-evapor- 
ate the  water  which  was  condensed  in 
the  performance  of  work.  Three  courses 
are  open :  We  may  compress  the  steam  un- 
til it  occupies  a  space  of  3.438  cubic  feet, 
or  we  may  apply  heat  to  it  until  it  as- 
sumes the  required  pressure,  its  volume 
remaining  constant,  or  we  may  do  both. 
If  the  steam  be  compressed  adiabatically, 
all  the  work  expended  in  compressing  it 
will  be  returned  during  expansion. 
When  compressed, communication  would 
be  opened  between  the  vessel  containing 
the  compressed  steam  and  that  obtained 
by  re-evaporating  the  water  of  condensa- 
tion. We  would  then  at  once  have  1 
lb.  of  steam  at  100  lbs.  on  the  square  inch 
to  be  introduced  into  the  cylinder  and  do 
its  work  there.  The  cycle  would  thus 
apparently  be  complete,  and  for  each 
pound  of  water  which  would  otherwise 
have  to  be  evaporated  wq  would  have 
now  to  convert  into  steam  only,  in  round 
numbers,  one-fifth  of  a  pound.  This 
represents  an  enormous  saving. 

As  a  matter  of  fact,  however,  the  cy- 
cle is  not  complete.  It  is  true  that  the 
work  expended  in  compressing  the  steam 
may  be  all  given  back  again,  but  it  must 
be  given  back  again  in  the  cylinder,  in 
lieu  of  work  which  would  otherwise  be 
available  for  driving  machinery.  To 
put  this  in  a  practical  point  of  view,  our 
imaginary  steam  engine  must  have  a 
large  compressing  pump  tacked  on  to  it, 
and  this  pump  would  use  up  so  much 
power  that  no  economy  would  be  real- 
ized. 

As  regards  the  second  scheme  nothing 
whatever  is  to  be  hoped  from  it,  the 
temperature  which  the  steam  must  ac- 
quire to  even  triple  its  pressure  being  far 
too  great  for  adoption  in  practice. 

Hitherto  we  have  regarded  steam  as 
though  it  was  a  gas,  and  entirely  distinct 
from  the  water  of  condensation.  In 
practice,  however,  the  steam  would  be 
delivered  from  the  engine  as  a  cloud;  it 
would  be  saturated  with  moisture.  It  is 
evident  that  if  by  any  device  its  volume 
could  be  largeljr  augmented,  even  with- 
out increasing  its  pressure,  by  a  moder- 
ate application  of  heat,  that  it  could  be 
used  over  again,  not,  indeed,  in  the  first, 
but  in  a  second  or  condensing  cylinder. 
Now  a  dry  gas  expands  by  the  applica- 
tion of  heat  at  the  rate  of  one-^ah  of 


Digitized  by 


Google 


THK  CYCLICAL  USE  OF  STEAM. 


117 


the  vohime  per  degree  of  temperature. 
The  value  of  n  being  461  +  ^  where  t  is 
the  sensible  temperature;  thus  the 
senisible  temperature  of  air  being  212, 
then  4614-212=673=^  and  expansion 
would  take  place  at  the  rate  of  an  in- 
crease of  -^^^d  of  the  volume  for  each 
degree.  But  wet  steam  constitutes  a  re- 
markable exception  to  the  rule;  n  is  not 
a  constant  but  a  variant,  and  the  rate  of 
expansion  is  three  or  four  times  that  of 
dry  stc^am  under  certain  conditions.  If 
then  heat  be  applied  to  the  steam  as  it 
escapes  from  the  first  cylinder,  it  may  be 
assumed  that  a  very  considerable  econ- 
omy may  be  gained.  We  are  not  aware 
of  this  plan  having  been  fully  tried.  Mr. 
Cowper  devised  many  years  since  what 
was  known  as  the  "  Uowper's  Hot  Pot," 
namely  a  receiver  between  the  high  and 
low  pressure  cylinder  of  a  compound  en- 
gine, in  which,  by  the  aid  of  a  jacket  and 
&ve  steam  from  the  boiler,  it  was  in- 
tended to  raise  the  temperature  of 
the  steam  and  dry  it  before  it  entered 
the  low-pressure  cylinder.  The  plan 
was  tried,  but  it  did  not  succeed  in 
effecting  any  saving  of  fuel.  But  it 
would  be  wrong  to  condemn  the  system 
as  a  consequence,becau8e  the  failure  prob- 
ably resulted  from  the  fact  that  the 
steam  was  not  really  heated  or  dried  in 
the  hot  pot;  indeed,  a  rise  of  1  deg.  or 
2  deg.  was  the  greatest  attained.  There 
is  much  reason  to  believe,  nowithstand- 
ing  the  failure  of  Mr.  Cowper's  scheme, 
that  if  the  exhaust  from  the  high-press- 
ure cylinder  of  a  compound  engine  was 
led  through  the  tubes  of  a  superheater 
of  adequate  size  before  it  was  admitted 
to  the  low  pressure  cylinder,  that  great 
economy  would  result;  but  it  must  not 
be  forgotten  that  this  arrangement  would 
after  all  not  provide  for  the  use  of  the 
same  steam  over  and  over  again.  In 
other  words,  the  steam,  no  matter  how  it 
was  superheated  or  how  many  cylinders 
it  traversed,  must  at  last  be  thrown  away; 
and  it  most  be  thrown  away  because  it 
becomes,  to  use  a  word  applied  in  a 
somewhat  similar  sense  by  Sir  William 
Thompson,  degraded.  It  loses  both 
pressure  and  temperature,  and  this  press- 
ure and  temperature  cannot  be  restored 
by  the  re-evaporation  of  the  water  con- 
densed during  the  performance  of  work. 
It  is,  however,  possible  to  use  the 
same  steam  over  and  over  again,   but 


under  conditions  different  from  those 
which  we  have  indicated.  A  pound  of 
gaseous  steam  may  be  treated  like  a 
pound  of  air,  and  made  to  work  as  in  an 
air  engine.  But  the  advantage,  if  any, 
possessed  by  steam  over  air  is  neutral- 
ized by  the  inconvenient  circumstance 
that  superheated  steam  exerts  a  solvent 
influence  on  cast  iron,  and  cuts  away  cy- 
linders and  valve  faces  very  fast. 

It  is  not  to  be  supposed  that  this  is  the 
first  time  that  the  use  of  steam  many 
times  over  has  been  suggested.  On  the 
contrary,  as  we  have  shown,  the  economy 
to  be  effected  by  any  scheme  which 
would  enable  the  idea  to  be  carried  into 
practice,  even  in  an  imperfect  way,  is  so 
so  great  that  many  inventors  have  tried 
what  they  could  do  with  the  principle. 
The  most  recent  effort  in  this  direction 
is  that  of  Mons.  Testud  de  Beauregard, 
of  the  Rue  Lafayette,  Paris,  whose  in- 
vention possesses  the  charm  of  novelty 
at  all  events,  to  a  considerable  degree. 
The  principle  on  which  he  proposes  to 
work  is  very  simple.  The  exhaust  steam 
from  an  engine  is  reduced  to  a  tempera- 
ture of  212  deg.  by  passing  it  through  a 
tube  coiled  in  a  vessel  of  water  of  some- 
what less  temperature.  This  steam  is 
then  returned  into  a  chamber  or  regene- 
rator through  a  pipe  in  which  is  a  spe- 
cies of  induction  jet  of  high  pressure  su- 
perheated steam  from  a  small  boiler. 
The  steam  pipe  to  the  engine  opens  into 
the  regenerator,and  a  second  jet  drives  the 
steam  from  the  regenerator  into  the  en- 
gine. That  a  jet  possesses  sufficient  power 
to  do  this  we  know  from  experiments 
on  the  use  of  mixed  air  and  steam,  which 
we  have  ourselves  carried  out.  But  all 
the  obstacles  which  we  have  named  in 
the  course  of  this  article  to  the  use  of 
steam  twice  over  appear  to  apply  to  this 
device.  M.  de  Beauregard,  however, 
pins  his  faith  on  the  result  of  an  experi- 
ment, which  he  thus  describes:  "  VVrap- 
ped  up  in  a  wet  cloth  kept  moist  by 
boiling  water,  a  glass  mattrass  with  a 
long  vertical  neck  was  kept  filled  with 
saturated  steam  at  100  deg.  Cent.  This 
flask  was  connected  to  a  superheating 
apparatus,  so  as  to  receive  therefrom, 
through  a  special  cock  superheated  and 
desaturated  steam  at  500  deg.  to  600 
deg.  Cent.  On  opening  the  cock  the 
flask  was  invariably  shattered  to  pieces, 
owing  to  the  instantaneous  expansion  to 
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which  the  steam  it  contained  was  sub- 
jected, and  this  happened  although  the 
large  opening  in  the  neck  seemed  suflBci- 
ent  for  the  sudden  expansion  of  the 
steam."  M.  Beauregard  considers  that 
he  has  here  made  a  new  discovery: 
"The  regeneration  of  negative  steam, 
the  instantaneous  transformation  of  heat 
into  expansive  power."  We  need  hardly 
tell  our  readers  that  M.  Beauregard  is 
mistaken,  and  that  he  is  no  nearer  using 
steam  twice  over  than  any  one  else. 
The  mixture  of  highly  superheated  with 
moist  steam  was  long  since  proposed  by 
Wethered,  and  the  system  has  been 
largely  used,  and  with  good  results,  but 
with  nothing  like  those  anticipated  by  M. 
Beauregard.  We  mention  his  invention, 
indeed,  as  a  warning  to  others.  But  we 
cannot  help  adding  at  the  same  time  that 
80  much  uncertainity  exists  concerning 
the  behaviour  of  fluids  in  such  a  condi- 
tion of  unstable  equilibrium  as  is  steam 


cooled  down  from  a  higher  temperature 
to  212  deg.  and  saturated  with  moisture, 
that  it  is  highly  desirable  that  a  very 
simple  set  of  experiments  should  be  car- 
ried out,  to  ascertain  the  pressures  at- 
tained by  condensing  given  weights  of 
very  highly  superheated  steam  into 
given  volumes  of  saturated  steam.  It 
is  not  impossible  that  higher  pressures 
could  be  reached  than  theory  points  out 
as  probable.  We  have  already  said  that 
the  expansion  of  steam  at  or  near  the 
boiling  point  is  very  irregular,  and  it  is 
apparently  irregular  for  equal  incre- 
ments of  heats.  There  is  here  a  possi- 
ble source  of  economy  not  yet  fully  ex- 
amined, but  the  broad  fact  remains  that 
steam  cannot  be  used  over  and  over 
again  through  cyclical  changes.  At 
least  the  genius  has  not  yet  come 
amongst  us  who  can  show  how  it  is  to 
be  done. 


THE  PROTECTION  OP  WOOD  AND  IRON  BY  PARAPPINE. 


From  ••  The  Builder.'^ 


Dr.  Eugen  Schal  gives  some  interesl- 
inpf  information  on  this  subject  in  the 
Wurtembergische  Gewerbeblatt, 

In  chemical  technology  great  difficul- 
ties sometimes  arise  when  it  is  desired  to 
manufacture,  on  a  large  scale,  prepara- 
tions which  may  be  obtained  with  ease  in 
the  laboratory.  In  mOv^^t  cases  the  reason 
of  this  failure  is  the  fact,  that  in  the  man- 
ufacture the  use  of  glass,  porcelain,  plati- 
num, &c.,  which  successfully  resist  the 
effects  of  the  various  chemical  agents 
must  be  dispensed  with,  and  cheaper  and 
less  easily  breakable  materials,  such  as 
iron,  copper,  lead,  and  wood,  substituted. 
Wood  especially  cannot  be  replaced  by 
any  other  material  in  the  wholesale 
preparation  of  muriatic  lyes,  although 
the  same,  according  to  the  strength  and 
temperature  of  the  liquid,  undergoes 
sometimes  very  rapid  destruition. 

Dr.  Schal  says  he  acquired  this  expe- 
rience more  particularly  in  1874-77,  in 
alizarine  manufactories,  and  that  he 
found  in  paraffine  a  means  which  effi- 
ciently protects  the  wood  against  damp, 
acids,  and  alkalis,  and  by  which  a  great 
•aving  is  effected.     The  wooden  vessels 


used,  especially  tanks  of  pine  wood,  for 
boiling  acid  and  alkaline  lyes,  as  well  as 
casks  of  oak  of  the  heaviest  weights,  for 
separating  acid  alizarine  lyes  at  a  press- 
ure of  a  half  to  two  atmospheres,  were 
generally  totally  rotton  after  a  few 
months,  but  they  lasted  for  two  years 
when  impregnated  with  paraffine. 

Before  treating  with  paraffine,  how- 
ever, the  vessels  must  be  thoroughly 
dried  for  about  three  weeks  by  leaving 
them  in  warm  and  dry  air,  in  order  to 
prepare  the  wood  for  the  absorption  of 
the  paraffine  solution  in  its  pores.  The 
latter  solution  is  prepared  in  the  follow- 
ing manner :  A  part  of  the  paraffine  is 
melted  in  a  spacious  metal  vessel  over  a 
moderate  fire,  the  mass  being  stirred,  the 
boiler  taken  from  the  fire,  best  moved 
into  the  open  air,  stirred  until  the  mass 
begins  to  congeal  at  the  edge,  and  then 
about  six  parts  of  petroleum,  ether,  or 
sulphuret  of  carbon  are  poured  in,  and 
stirred  until  solution.  The  prepara- 
tion is  then  put  into  vessels  that  may  be 
hermetically  closed,  or  it  may  be  used  at 
once.  In  preparing  the  paraffine  solu- 
tion  great   care   must  be  exercised,  as 
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paraffine,  as  well  as  petroleum,  ether,  or 
salphuret  of  carbon  especially^  are  very 
inflammable,  and  as  even  the  vapor  of 
the  two  last-mentioned  substances,  if 
mixed  with  air,  may  give  rise  to  danger- 
ous explosions.  Those  substances  must, 
therefore,  be  kept  in  a  cool  space,  far 
from  light  or  fire,  and  well  stoppered. 

The  wood  is  best  saturated  in  dry  and 
warm  weather,  as  then  it  dries  more 
quickly,  and  a  smaller  quantity  of  the 
solving  agent  is  necessary.  In  winter 
six  parts  of  the  solvent  generally  do  not 
suffice.  This  proportion  changes  with 
the  quality  of  the  paraffine  and  the  tem- 
perature; paraffine  solving  with  difficulty 
IS  better  than  the  more  readily  soluble 
article.  Vessels  easy  of  access,  such  as 
tanks,  tubs,  &c.,  are  coated  in  the  open 
air  with  the  solution  as  long  as  the  wood 
will  absorb  it.  The  solvents  evaporate 
very  quickly,  leaving  the  paraffine 
behind,  so  that  two  or  three  coatings 
may  be  laid  on  in  succession.  If  the 
vessel  is  to  be  exceptionally  well  pre- 
pared, it  is  left  for  a  day  to  dry,  and 
then  another  layer  of  the  paraffine  given. 

For  vessels  in  which  steam  is  used  for 
boiling  the  liquids  they  contain,  he  ap- 
plies after  a  few  days  a  coating  of  oil 
varnish,  because  the  melting  point  of 
paraffine  is  below  the  boiling  point  of 
water,  and  it  is  thus  in  time  driven  out 
of  the  pores  by  the  water. 

Instead  of  oil  varnish,  the  vessels, 
after  being  well  rubbed  down,  may  also 
be  coated  with  a  thin  solution  of  solu- 
ble glass,  then  dried  and  washed  with 
diluted  hydrochloric  acid.  The  silicic 
acid  thus  formed  clogs  up  the  pores 
from  the  outside,  and  provides  a  protec- 
tion to  the  paraffine  against  the  hot 
water.  For  vessels  which  are  used  only 
with  a  moderate  heat  or  cold,  the  coat- 
ing of  paraffine  suffices  perfectly.  The 
paraffine  is  hardly  dissolved  by  diluted 
cold  alcohol,  is  not  poisonous,  and  may 
also  probably  be  used  with  advantage 
for  vessels  for  keeping  liquid.  In  the 
case  of  barrels,  the  solution  was  poured 
in  simply  after  drying  them;  for  an  oak 
barrel  holding  nine  to  ten  hectoliters,  1 
kilo  of  paraffine  dissolved  in  petroleum 
ether  was  required.  All  openings  were 
then  well  closed  and  the  barrel  rolled 
about  and  over  for  about  an  hour,  so  as 
to  bring  all  parts  in  contact  with  the 
solution.     The   barrels  were   finally  left 


standing  on  their  ends  for  half  a  day, 
after  which  time  the  remainder  not  ab- 
sorbed was  emptied,  and  used  for  the 
outside  coating.  Before  applying  the 
solution  outside,  however,  the  barrels 
must  be  well  cleaned,  for  dirt  naturally 
closes  the  pores  of  the  wood.  As  these 
barrels  were  very  expensive,  and  had  to 
sustain  a  pressure  of  two  atmospheres, 
besides  being  exposed  to  a  high  tempera- 
ture, they  received  on  both  sides  an  ad- 
ditional coating  of  oil  varnish.  It  is, 
however,  necessary  to  let  such  a  barrel 
stand  in  the  open  air  at  least  a  fortnight 
for  drying,  and,  as  a  precaution,  fire 
must  be  kept  away  from  the  barrel  while 
being  prepared.  As  a  further  precaution, 
in  applying  the  solution  inside,  the 
workman  must  not  be  left  alone,  as  it 
frequently  happens  that  stupefying 
vapors  from  the  solvent  of  the  paraffine 
arise,  which  stupefaction,  however,  soon 
disappears  in  the  open  air.  The  oil 
varnish  may  also  be  diluted  with  petro- 
leum ether,  poured  into  the  barrel,  and 
then  the  latter  rolled  about,  as  above 
described;  but  many  places  escape  satu- 
ration in  this  operation.  After  coating 
with  varnish,  the  barrel  is  once  more 
dried,  and  then  filled  with  water,  in 
order  to  force  out  the  combustible 
gases.  This  is  much  to  be  advised,  as 
an  explosion  once  took  place  in  conse- 
quence of  a  workman  trying  to  enlarge 
a  hole  with  a  red  hot  iron,  contrary  to 
orders.  After  the  last  operation,  the 
inner  sides  of  the  various  vessels  are 
rubbed  down  with  a  dry  duster,  so  as  to 
take  off  all  loose  particles. 

If  impregnation  of  wood  is  intended 
on  a  large  scale,  the  wood  is  best  stacked 
in  iron  boxes,  the  paraffine  solution 
poured  over  it,  the  solution  not  absorbed 
drawn  off  after  some  time,  the  solvent 
forced  out  of  the  wood  by  means  of 
warm  air,  and  recovered  by  condensation 
in  a  cooling  apparatus. 

If  the  various  manipulations  are  care- 
fully carried  out,  the  duration  of  vessels 
thus  prepared  is  increased  from  four  to 
six  fold,  while  the  outlay  is  compara- 
tively small,  leaving  out  of  considera- 
tion that  the  contents  of  such  vessels  are 
frequently  lost  by  the  bottom  being 
forced  out. 

Paraffine,  melted  with  equal  parts  of 
linscei  oil  or  rapeseed  oil,  is  also  useful 
for  coating  iron  vessels,  which,  without  a 
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Bubfitantial  preservative,  are  very  liable 
to  rust  in  manufactories  of  chemicals. 

Paraffine  likewise  protects  skin  effi- 
ciently against  wet,  alkalis  (especially 
lime ),  acids,  &c. 

Dr.  Schal  says  he  often  found  that 
workmen  in  alizarine  factories  suffered 
much  from .  sore,  ulcerating  and  swollen 
hands,  especially  during  winter.  After 
the  workmen  began  to  use  ( twice  daily ) 
a  solution  of  paraffine  with  rapeseed  oil 
and  petroleum,  chapped  hands  be- 
came a  scarcity. 


The  solution  is  produced  by  melting 
three  parts  each  of  paraffine  and  rape- 
seed  oil,  removing  it  from  the  fire,  and 
adding  eight  parts  of  petroleum  while 
stirring  the  mixture.  Before  using,  the 
solution  is  stirred  a  little,  and  the  hands 
rubbed  with  it  while  they  are  clean  and 
dry.  In  larger  factories,  earthenware 
and  tin  vessels,  filled  with  this  ointment, 
are  placed  at  convenient  spots,  and 
it  is  believed  that  the  manufacturer, 
as  well  as  the  workman,  will  find  this 
pay. 


ON   THE    STRENGTH    OF    IRON   AT  HIGH  TEMPERATURES. 


By  J.  KOLLMANN. 
From  ''Abstracts  **  of  the  Institation  of  CivU  Engineers. 


In  this  memoir  the  author  gives  the 
results  of  a  series  of  investigations  car- 
ried out  in  1877-78  at  the  Oberhausen 
works  upon  the  tension  and  resistance  to 
compression  of  wrought  iron  and  steel  at 
high  temperatures,  which,  together  with 
other  experiments,  were  undertaken  to 
obtain  a  basis  for  a  theory  of  the  action 
of  the  rolling  mill  and  of  the  construc- 
tion of  rolls.  The  materials  investigated 
were  of  three  kinds,  namely,  fibrous 
malleable  iron,  fine-grained  iron,  and  mild 
Bessemer  steel,  the  samples  used  being 
of  the  average  ordinary  qualities  pro- 
duced in  the  works.  Two  testing  ma- 
chines were  used:  in  one  the  strain  was 
applied  by  hydraulic  pressure,  and  in  the 
other  by  weights  applied  directly.  The 
elastic  limit  was  determined  by  a  con- 
trivance called  a  multiplier,  consisting 
of  a  pair  of  unequal  armed  levers  with 
set  screws  on  the  shorter  arms,  whereby 
they  are  attached  to  the  test  piece. 
These  remain  closed  while  there  is  no 
permanent  elongation,  but  when  the  limit 
of  elasticity  is  reached  the  arms  separate, 
the  divergence  being  read  off  on  a  divided 
scale  attached  to  the  longer  sides. 

The  experiments  were  made  with  test 
pieces  of  two  different  sizes;  those  for 
the  smaller  hydraulic  machine  were  either 
round,  of  13  millimeters  (0.51  inch^  diam- 
eter, or  square  of  the  same  dimensions  on 
the  side.  Those  for  the  larger  one  meas- 
ured  40X10   millimeters    (1.576X0.394 


inch).  They  were  brought  up  to  the 
required  temperature  by  heating  either 
in  a  coke  fire  or  a  portable  forge;  two 
exactly  similar  pieces  being  used,  one  for 
the  experiment  and  the  other  for  the  de- 
termination of  the  temperature,  which 
was  done  by  means  of  a  water  calorimeter 
of  a  somewhat  special  construction.  The 
final  temperature  of  the  broken  test  piece 
was  sometimes  determined  in  the  same 
way,  but  generally  the  loss  of  heat  was 
computed  by  observing  the  time  and  ap- 
plying the  results  of  a  table  specially 
computed  from  masses  of  iron  allowed 
to  cool  in  the  air  for  definite  periods. 

The  experiments  were  made  at  tem- 
peratures varying  from  20°  to  1,080** 
Centigrade,  and  the  progressive  diminu- 
tion in  strength  is  expressed  in  terms  of 
that  at  0°,  the  latter  being  made  =  100: 


Centigrade. 

Fibrous 
Iron. 

Fine- 

Qrained 

Iron. 

Bessemer 
Iron. 

0 

100 

100 

100 

100 

100 

100 

100 

200 

95 

100 

100 

800 

90 

97 

94 

500 

88 

44 

84 

700 

16 

28 

18 

900 

6 

12 

9 

1,000 

4 

7 

7 

— {Verhandlungen     des     Vereins     zur 
Beforderung  des    Gewerbfleisses.) 
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THE    USE    OP    CEMENTS.* 

From  "The  Building  News." 


There  is  probably  no  more  deeply- 
rooted  conviction  prevalent  among  arch- 
itects than  the  belief  we  cherish  in  the 
excellence  of  Roman  mortar.  The  Ro- 
mans distinguished  themselves  among 
all  the  conquering  nations  of  antiquity 
as  mighty  builders,  and  throughout  every 
country  which  they  subdued  we  find  the 
remains  of  public  works  and  buildings, 
more  or  less  perfect,  as  evidences  of  their 
occupation  and  monuments  of  the  skill  and 
enterprise  of  their  architects.  The  build- 
ers of  Rome  undoubtedly  made  use  of 
the  limestones  of  the  countries  in  which 
they  worked,  and  sometimes  they  came 
across  good  limes  of  a  cementitious  cha- 
racter, and  at  others  they  found  only  fat 
or  rich  limes.  In  the  former  case  we  find 
the  structures  which  have  escaped  de- 
struction at  the  hands  of  man  still  extant; 
in  the  latter,  where  the  mortar  was  made 
of  bad  or  unsuitable  lime,  the  buildings 
have  crumbled  away  and  have  become 
obliterated  by  natural  causes.  The  se- 
cret of  the  excellence  of  Roman  mortar, 
so  often  and  so  laboriously  sought  after, 
is  to  a  great  extent  a  delusion,  and  we 
praise  the  mortar  of  the  ancients  only 
because  all  the  bad  mortar  has  long  since 
perished.  It  is  nevertheless  a  fact  that 
we  owe  indirectly  to  the  Romans  the 
discovery  of  all  our  modern  cements,  for 
it  was  in  consequence  of  researches  made 
respecting  the  durability  of  ancient  mor- 
tars that  the  reason  for  what  has  been 
termed  the  hydraulicity  of  limes  was  ex- 
plained early  in  the  present  century.  To 
our  own  countryman,Smeaton,  the  builder 
of  the  Eddystone  Lighthouse,  and  to 
Vicat  and  others  on  the  Continent,  must 
be  assigned  their  due  share  of  credit  for 
these  discoveries;  and  their  labors  have 
since  been  ably  supplemented  by  the  in- 
vestigation of  Pasley,  John,  Fuchs,  and 
Pettenkofer.  I  will  not  occupy  your 
time  with  more  than  a  brief  record  of  the 
gradual  growth  of  our  knowledge  con- 
cerning cements,  and  I  propose  only  to 
glance  at  the  history  of  these  materials, 
which  is  one  of  much  interest.     I  wish 

*  A  paper  read  before  the  Arohlteotural  Association, 
by MrToilbert R.  Bedgraye. 

Vol.  XXIV.— No.  2—9. 


rather  to  treat  of  the  employment  of  ce- 
ments for  practical  purposes,  and  to  in- 
vite your  attention  to  a  brieT  considera- 
tion of  the  manner  in  which  we  have 
availed  ourselves  of  the  knowledge  which 
we  have  acquired  concerning  cements 
and  cement  action.  I  must  first  dwell 
for  a  few  moments,  however,  upon  the 
use  of  mortar  in  London  in  times  past, 
because  my  argument  will  involve  a  clear 
appreciation  of  this  part  of  the  subject. 
After  the  great  fire  in  1666,  London,  as 
we  all  know,  sprang  up,  by  royal  enact- 
ment, as  a  brick  city,  and  the  quaint 
wooden  buildings  which  had  been  the 
characteristics  of  the  London  of  the  past, 
were  no  longer  recognized  by  the  new 
Building  Act,  and  were  condemned,  as 
they  still  are,  by  the  district  surveyors. 
There  must  at  once  have  been  a  great 
demand  for  lime,  and  the  quarries  adja- 
cent to  the  metropolis  were  placed,  no 
doubt,  under  heavy  contributions  for  the 
necessary  materials.  The  chalk  nearest 
to  London,  on  the  banks  of  the  estuary 
of  the  Thames,  and  north  and  south — at 
Watford  arid  Croydon — is  the  white, 
flint-bearing,  or,  as  geologists  term  it, 
*'the  upper  chalk" — one  which  yields  a 
fat,  pure  lime,  having  little  or  no  cement- 
itious properties,  and  furnishing,  there- 
fore, a  mortar  of  the  worst  possible  kind. 
Further  away — on  the  banks  of  the  Med- 
way,  and  on  the  chalk  ranges  of  Dorking 
and  Guildford,  or  northwards,  in  various 
parts  of  Buckinghamshire — we  find  the 
grey  chalk  a  totally  different  substance, 
and  one  capable  of  yielding  a  lime  of 
good  quality.  But  it  is  impossible  to 
examine  the  mortar  of  two  hundred 
years  ago  without  being  convinced  that 
it  was  white  lime  that  our  ancestors 
prized,  and  mixed  with  the  smallest  pos- 
sible quantity  of  sand.  The  mortar  of 
those  days  speedily  dried,  or  obtained  a 
false  set,  owing  to  the  absorption  of  the 
water  by  the  porous  bricks,  but  it  never 
became  truly  indurated,  and,  after  all 
these  years,  it  is  found  in  the  joints  of 
many  an  old  house  in  the  city  as  a  mere 
crumbling  cake,  which  can  be  crushed 
into  dust  between  the  finger  and  thumb. 
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and  has  no  cohesive  strength  whatever. 
Just  listen  to  what  General  Treusart  says 
concerning  this  kind  of  lime  :  "  Thus 
chalk-lime  mortar,  when  wet,  is  a  pulp 
or  paste,  and  when  dry  it  is  little  better 
than  dust."  No  wonder  at  the  clouds  of 
fine  powder  which  half-blind  us  when  any 
work  of  demolition  is  in  progress  in  the 
older  parts  of  London;  the  only  strange 
thing  is  ihat  the  brickwork  holds  to- 
gether so  long  as  it  does. 

It  seems  somewhat  astonishing  in  these 
days  of  rapid  building  to  read  the  speci- 
fications of  even  one  hundred  years  ago 
only,  and  to  learn  the  amount  of  labor 
then  bestowed  upon  the  preparation  of 
even  such  mortar  as  this.  Let  me  read  you 
apassage  from  the  "Builder's  Price-book" 
of  Batty  Langley  for  the  year  of  grace 
1748.  Speaking  of  what  he  terras  **  ter- 
rice  mortar,"  probably  trass,  as  he  says 
terrice  is  a  kind  of  sand  brought  from 
Holland,  he  tells  us  "the  best  terrice 
mortar  is  made  with  two  bushels,  <fec.,  of 
hot  lime,  and  one  bushel,  &c.,  of  terrice, 
well  incorporated  by  beating,  and  which 
quantity  to  beat  well  is  a  good  day's  | 
work  for  a  laborer.''  Think  of  this, 
poor  overworked  larryman,  three  bush- 
els of  mortar  per  diem  "a  good  day's 
work  !  " 

It  was,  I  think,  out  of  no  disrespect 
for  the  white  chalk  lime,  but  rather  from 
some  strange  belief  in  the  color  of  the 
grey  lime,  that  about  the  middle  of  the 
last  century  a  fondness  arose  in  London 
for  what  was  called  stone  lime,  such  as ' 
that  of  Dorking  or  Merstham — that  is  a 
lime  of  stone  color-^f  or  I  can  see  no  other 
reason  for  calling  this  chalk  lime  a  stone 
lime,  which  it  certainly  is  not.  It  was 
a  fallacy  dating  back  to  the  time  of 
Vitruvous,  that  the  harder  or  denser  the 
stone  from  which  the  lime  was  burned, 
the  harder  the  mortar  made  from  it 
would  eventually  become.  >meaton  was, 
perhaps,  the  first  engineer  to  demonstrate 
this  to  be  a  mistake.  So  strongly  was 
the  truth  of  this  fact  believed  in,  how- 
ever, that  some  have  thought  that  an  op- 
portunity was  taken  of  this  error,  to 
introduce  the  Surrey  and  Med  way  limes, 
under  false  plumes,  by  terming  them 
stone- limes,  to  convey  the  impression 
that  they  had  been  burned  from  lime- 
stone rock;  indeed,  Smeaton  tells  us  such 
was  the  case.  My  own  opinion  is  that 
certam  grey  limes  had  gained  the  repu- 


tation of  being  strong  limes,  that  is,  ca- 
pable of  uniting  large  volumes  of  sand, 
and  that  it  was  the  color  which  gave  the 
name,  in  this  instance,  of  stone  lime. 

Pasley  says,  respecting  this  commonly- 
received  opinion  of  the  strength  of  grey 
lime:  "We  found  by  repeated  experi- 
ments at  Chatham  that  one  cubic  foot  of 
Hailing  lime  ( very  similar  to  that  of 
Dorking)  weighed  nearly  the  same  when 
fresh  from  the  kiln;  and  by  the  gradual 
addition  of  water,  that  it  dilated  to  the 
same  increased  bulk  in  the  state  of  quick- 
lime powder;  but,  when  worked  up  into 
mortar  not  too  short  for  use,  that  it  would 
not  bear  quite  so  large  a  proportion  of 
sand  as  the  common  chalk  lime  had  done; 
this  experiment  leading  to  a  result  in  op- 
position to  the  common  opinion  amongst 
the  builders  in  the  metropolis,  which  is 
that  the  Dorking  and  Hailing  limes,  as 
being  stronger  (limes),  will,  when  made 
into  mortar,  bear  more  sand  than  com- 
mon chalk  lime." 

We  may  assume  that  this  rise  of  the 
grey  lime  in  public  favor  was  partly  due 
also  to  the  increased  facilities  of  carriage, 
by  means  of  which  the  better  limes  were 
able  to  compete  with  the  fat  limes,  which 
had  been  hitherto  more  readily  obtained 
around  London.  Whatever  may  have 
been  the  reason  for  thi?  preference,  prac- 
tical builders,  doubtless,  soon  found  that 
the  grey  chalk  lime  yielded  a  far  better 
mortar  and  would  set  harder  with  more 
sand  than  that  made  from  the  white 
chalk  and  pure  lime;  but  "Dorking stone 
lime  "  continues  to  this  day  a  favorite 
piece  of  specification  idiom. 

The  natural  cement  stones  of  the 
neigliborhood  of  London  were  discovered 
by  Dr.  Parker,  and  specified  for  cement- 
making  by  Messrs.  Wyatt  &  Parker,  in 
1796.  They  patented  the  mode  of  mak- 
ing what  was  called  Roman  cement,  by 
means  of  calcining  the  septaria  or  masses 
of  nodular  limestone  found  in  the  Lon- 
don clay.  In  course  of 'time  it  became 
known  that  very  similar  results  could  be 
obtained  by  combining  mixtures  of  clay 
and  lime  or  chalk  mechanically,  and  arti- 
ficial cements,  such  as  those  of  Vicat  and 
Pasley,  became  largely  employed.  This 
manufacture  paved  the  way  for  Aspdin, 
with  his  Portland  cement,  patented  in 
1824,  but  it  was  not  until  1847,  or  there- 
abouts, that  the  manufacture  of  Portland 
cement  was  perfected,  and  that  what  we 
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now  regard  as  Portland  cement  was  made 
use  of  upon  any  scale. 

I  have  said  thus  much  on  the  history, 
in  order  that  I  may  prepare  the  way  for 
my  inquiry  into  our  mode  of  using  these 
cements,  and  glance  at  the  extent  to 
which  they  have  supplanted  lime.  This 
may  enable  us  perhaps  to  ascertain  the 
causes  of  our  failure,  and  properly  to 
appreciate  the  advantages  we  should 
gain  from  the  more  extended  use  of  ce- 
ments. 

I  am  going  to  maintain  that  in  good 
Portland  cement  we  possess  the  best 
building  material  of  the  day,  infinitely 
better  than  half  the  rubbish  we  make  our 
bouses  of  or  pave  our  streets  with,  and  a 
hundred-fold  l>etter  when  used  as  mor- 
tar than  the  compound  we  still  go  on 
specifying,  as  if  we  knew  no  more  than 
our  grandfathers  of  the  properties  of 
iimes  and  cement.  I  trust  I  am  not  her- 
etical in  these  matters,  but  I  am  so 
firmly  convinced  that  lime,  as  now  em- 
ployed, will  shortly  become  obsolete,  or 
nearly  so,  as  a  building  material,  that  I 
am  able  to  speak  out  boldly  in  favor  of 
cements.  This  brings  me  to  my  subject 
— the  use,  or,  rather,  the  uses,  of  ce- 
ments ;  for  we  are  almost  daily  adding 
to  our  store  of  knowledge  concerning 
the  numerous  constructive  purposes  for 
which  cements  may  be  made  available. 

Before  going  further,  I  wish  to  be 
clearly  understood  in  respect  to  the 
meaning  of  the  term  **  cement."  By  the 
word  "cement,"  as  it  is  now  used  in 
building,  a  substance  is  implied  which, 
when  treated  with  water,  will  set  or  in- 
durate without  change  of  form.  Limes 
of  every  .variety  show  more  or  less 
energy  to  change  their  physical  condition, 
when  water  is  poured  over  them.  Pure 
limes,  such  as  those  made  from  Carrara 
marble  or  white  chalk,  instantly  unite 
with  the  water  or  become  hydraied,  ex- 
pand to  two  or  three  times  their  bulk, 
develop  intense  heat,  and  fall  to  a  pow- 
der. Very  hytiraulic  limes,  under  the 
influence  of  water,  show  at  first  hardly 
any  sign  of  action.  They  are  termed  by 
builders  very  "  dead,*'  and  only  after  the 
lapse  of  hours,  or  even  days,  crumble 
into  coarse  gritty  fragments.  Such  limes, 
if  ground,  or  mechanically  reduced  to  an 
impalpable  powder,  may  solidify  without 
heat  or  apparent  expansion,  and  acquire 
a  set  of  the  same  nature  as  Portland  ce- 


ment. These  limes  are  true  natural 
cements.  Between  the  active  pure  limes 
and  the  natural  cements  are  an  infinity 
of  hydraulic  or  partially  hydraulic  limes, 
some  of  which,  namely,  those  of  a  dan- 
gerous type,  will  at  first  set  under  water, 
which  is  what  the  term  *' hydraulic '* 
really  implies,  or  in  air,  and  gradually 
fall  to  pieces;  while  others,  on  the  con- 
trary, will  at  first  crumble  to  a  fine  pow- 
der, which  powder,  however,  on  being 
worked  up  with  more  water,  will  set, 
after  the  manner  of  cement.  Limes  of 
this  kind  are  termed  by  Vicat  "  interme- 
diate limes,*'  as  they  partake  of  the  char- 
acter both  of  limes  and  cements,  and 
are  intermediate  in  their  action  between 
the  two.  The  eminently  hydraulic  limes 
of  the  lias  formation,  which  are  ground 
and  sold  as  "  lias  cements,"  are  natural 
cements  of  the  former  class  ;  while  all 
argillaceous  limes,  which  will  i^o  abroad 
when  treated  with  water,  and  subse- 
quently set  when  made  up  with  sand, 
belong  to  the  latter  class. 

It  may  be  useful  here  to  point  out  that 
Portland  cement  (which  is  one  of  the 
very  highest  quality  when  properly 
made)  sometimes,  owing  to  defects  in 
its  manufacture,  presents  more  the  char- 
acteristics of  an  mtermediate  lime  than 
those  of  a  true  cement.  Thus  it  may, 
from  imperfect  calcination,  faulty  pro- 
portions, or  undue  admixture  of  the  in- 
gredients, blow  and  fall  to  pieces,  after 
having  become  set,  or  it  may  crumble 
and  fail  to  acquire  cohesion  when  mixed 
with  water;  or,  lastly,  it  may  set  so 
slowly  as  to  be  scarcely  capable  of  being 
used  for  cementitious  purposes  at  all. 
Portland  cement,  in  fact,  although  the 
manufacture  has  now  been  brought  to 
great  perfection,  is  not  wholly  free  from 
fluctuations  in  composition,  which,  in 
former  times,  brought  great  discredit 
upon  the  material,  Jind  which  during  the 
early  days  of  its  employment,  caused  it 
to  suffer  by  contrast  even  with  Roman 
cement. 

The  next  consideration  is  the  cause  of 
cement  action,  that  is,  the  explanation  of 
the  facts  I  have  just  been  describing. 
Why  do  some  limes  swell  up  and  fall  to 
pieces  when  treated  with  water,  while 
others  remain  wholly  inert?  The  cause 
of  hydraulicity  was,  to  a  certain  extent, 
explained  by  Smeaton,  who  found  by 
exposing  the  Aberthaw  lime  to  the  action 
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of  acid,  that  he  obtained  a  residue  of 
clay,  and  that  all  good  "  water-limes  " 
examined  by  him  left  this  sort  of  residue, 
while  the  pure  limes,  which  were  devoid 
of  hydraulic  properties,  were  entirely 
dissolved.  He  therefore  rightly  attributed 
this  peculiar  action  to  the  presence  of  the 
clay.  In  his  own  words,  he  says:  "In 
burning  and  falling  down  into  a  powder 
of  a  buff-colored  tinge,  and  in  containing 
a  considerable  quantity  of  clay,  I  have 
found  all  water  limes  to  agree."  Smeaton, 
who  owned  that  he  was  no  chemist,  does 
not  appear  to  have  known  the  true  reason 
for  this  action.  It  remained  to  Saussure 
to  announce  that  this  property  depended 
solely  upon  the  presence  of  the  clay, 
while  Descotils,  in  the  year  1813,  pointed 
ont  that  the  cause  of  the  phenomenon 
was  due  to  the  presence  of  a  large  quan- 
tity of  silicious  matter,  disseminated  in 
very  fine  particles  throughout  the  texture 
of  the  mineral.  The  chemistry  of  the 
action  of  cements  and  the  formation  of 
silicates  in  the  kiln,  which  silicates  be- 
come hydrated  and  rearrange  themselves 
in  consequence  of  the  difference  of  their 
affinities,  in  the  presence  of  the  water, 
was  first  thoroughly  explained  by  John, 
and  the  theory  was  perfected  by  Fuchs, 
of  Munich.  The  study  of  this  branch 
of  the  subject  is  one  of  great  interest,, 
and  those  who  wish  to  pursue  it  further 
may  do  so  by  consulting  the  essay  on 
lime  in  Knapp's  "Technology." 

It  is  strange  that,  although  this  action 
is  in  the  main  a  chemical  one,  it  can  be 
greatly  influenced  by  purely  physical 
causes.  To  illustrate  this,  I  will  quote  a 
recent  and  curious  experiment  of  Dr. 
Knapp's  in  the  laboratory  at  Brunswick. 
The  avidity  of  quick  lime  for  water  is 
one  of  the  strongest  we  know  of,  and  the 
rapidity  of  the  combination  of  the  lime 
causes  so  much  warmth  to  be  evolved 
that  the  particles  are  immediately  raised 
to  a  red  heat.  Conflagrations,  we  know, 
often  occur  from  what  is  termed  the 
slaking  of  lime.  Now,  if  quick  lime  be 
reduced  to  powder  in  a  pestle  and  mor- 
tar, and  this  powder  be  tightly  rammed 
into  a  hollow  cylinder  perforated  with 
minute  holes,  and  fitted  with  screw  caps 
to  close  the  ends;  on  placing  this  lime- 
cylinder  in  water,  the  moisture  can  only 
reach  the  enclosed  quicklime  very  grad- 
ually and  in  very  small  quantities;  the 
result  is,  that  instead  of   slaking  to  a 


powder,  the  lime  becomes  converted  by 
its  hydration  into  a  very  hard  and  solid 
mass,  as  different  as  can  well  be  imagined 
from  ordinary  slaked  lime.  Here  a  well- 
known  chemical  action  is  changed  by 
purely  physical  means.  Some  chemists 
have  thought  that  in  the  case  of  mixtures 
of  lime  and  silicates,  that  is.  in  those 
limes  which  are  more  or  less  hydraulic, 
the  particles  of  quicklime,  being  coated 
over  with  an  envelope  of  silicious  matter, 
the  water  is  only  permitted  to  approach 
the  lime  very  gradually,  as  was  the  case 
in  the  cylinder  experiment  I  have  de- 
scribed; and  this  theory  has  also  been 
put  forward  by  a  German  chemist  to  ex- 
plain the  reason  for  the  peculiar  action 
of  General  Scott's  cement,  or  selenitic 
cement,  as  it  is  termed.  I  am  afraid  I 
am  devoting  more  time  than  you  will 
care  for  to  these  chemical  questions,  but 
I  think  they  will  enable  us  to  appreciate 
better  the  action  of  cements.  To  sum 
up  briefly  the  foregoing  facts  :  Pure 
limes  which,  after  falling  into  a  powder, 
are  made  up  into  a  paste  and  mixed  with 
sand,  yield  mortars  which  have  no  inher- 
ent setting  power,  and  can  only  become 
indurated  by  the  slow  and  gradual  re- 
combination with  carbonic  acid.  This 
re-formation  of  the  carbonate  can  only 
proceed  where  atmospheric  air,  or  water 
charged  with  carbonic  acid  gas,  can  pen- 
etrate, and  the  centers  of  thick  walls, 
even  after  centuries,  are  often  found  with 
the  mortar  still  in  the  state  of  putty,  as 
when  first  used.  Cements,  on  the  con- 
trary, owe  but  little  to  the  atmosphere  ; 
indeed,  tru«  cements  indurate  better  be- 
neath the  water  than  in  the  air.  They 
possess  in  themselves  the  power  of  solid- 
ifying or  becoming  indurated,  and  attain 
their  greatest  strength  in  a  few  years  at 
the  most.  It  is  a  question  which  can 
scarcely  be  said  to  have  been  finally  set- 
tled how  long  cements  continue  to 
harden;  indeed,  cements  vary  so  much 
in  this  respect  that  the  time  differs  in 
almost  every  sample,  according  to  the 
composition  and  the  degree  of  firing. 
Cements  of  the  Roman  type  stand  at 
one  end  of  this  scale,  for  many  of  them 
attain  their  full  degree  of  hardness  or 
tensile  strength  in  from  twenty  to  thirty 
days;  while  dense,  well-made  Portland 
cement  of  the  highest  quality  would  seem, 
from  Mr.  Grant's  experiments,  to  con- 
tinue to  improve  for  seven  years,  and 
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constitutes    the  other    extreme  of    the 
scale. 

In  speaking  of  cements,  I  have  pur- 
posely avoided  all  mention  of  that  class  of 
aabstances  which,  when  added  to  rich  or 
fat  limes,  impart  to  them  hydraulic  prop- 
erties. These  materials  are  puzzuolana, 
trass,  arenes  or  volcanic  sand,  and  many 
kinds  of  calcined  argillaceous  earth. 
There  can  be  little  doubt  that  all  these 
substances  owe  their  influence  on  mor- 
tars to  the  soluble  silica  contained  in 
them.  By  soluble  silica,  I  mean  that 
variety  of  silicic  acid  which  when  treated 
with  acids  will  gelatinize.  Silica  when 
heated  to  bright  redness  in  the  presence 
of  bases  acquires  this  soluble  form,  and 
most  calcined  clays,  and  volcanic  miner- 
als, which  have  been  exposed  to  high 
temperatures,  are  more  or  less  rich  in 
gelatinous  silica.  Mortars  compounded 
with  pure  lime  and  a  suflicient  quantity 
of  substances  capable  of  converting  them 
into  cements  become,  for  the  purpose  of 
the  arguments  I  am  anxious  to  place  be- 
fore you,  equivalent  to  cement  mortars. 
Unfortunately,  however,  these  mortars 
are  rarely  employed,  except  by  engineers 
for  docks,  foundations,  and  <ither  similar 
purposes,  where  the  solvent  action  of 
water  is  dreaded.  Occasionally,  when, 
owing  to  the  difficulty  of  obtaining  good 
sand,  the  builder  employs  with  fat  limes, 
burnt  ballast  or  broken  bricks,  which  are 
artificial  puzzuolona,  a  mortar  which  sets 
surprisingly  hard  is  obtained.  Such  good 
mortars  are,  however,  exceptional,  and 
their  excellence  is  due  only  to  the  action 
of  the  "  aggregate,"  and  not  in  any  way 
to  the  quality  of  the  lime. 

I  now  return  to  my  subject,  and  pro- 
pose to  place  before  you  the  arguments 
in  favor  of  employing  cements  instead 
of  limes  for  mortar-making.  First,  ce- 
ments will  unite  much  larger  quantities 
of  sand  and  building  materials  into  a 
homogeneous  mass  than  limes,  and  they 
are  therefore  more  economical  to  use 
than  limes.  I  am  sure  that  the  plea  of 
economy  is  one  of  the  very  strongest 
arguments  of  the  present  day,  and  there- 
fore, though  this  is  not  my  best  plea,  I 
introduce  it  first.  Rather  than  take  the 
price-book  values  of  lime,  cement  and 
sand,  and  with  them  construct  an  imagi- 
nary set  of  tables  to  show  how  the  prices 
would  work  out,  I  will  avail  myself,  on 
the  present   occasion,  of  the  admirable 


series  of  experiments  recorded  by  Mr. 
Colson  in  a  paper  presented  to  the  Insti- 
tution of  Civil  Engineers  in  1878,  in 
which  this  subject  is  most  fully  and  ably 
dealt  with.  I  am  the  more  tempted  to 
place  before  you  Mr.  Colson's  figures, 
because  he  has,  with  the  painstaking  care 
and  accuracy  which  mark  all  his  observa- 
tions, not  only  given  us  the  cost  of  dif- 
ferent mortars,  but  also  the  actual 
strength  of  each  of  the  various  mixtures. 
His  experiments  will  be  all  the  more  in- 
teresting, I  think  too,  because  the.  paper 
containing  them  was  not  read  and  dis- 
cussed at  a  meeting,  but  formed  one  of 
the  selected  papers,  published  in  Vol.  54 
of  the  Proceedings  of  the  Institution  of 
Civil  Engineers.  It  has,  therefore,  hith- 
erto, not  attracted  that  share  of  atten- 
tion from  architects  and  engineers  which 
the  importance  of  the  subiect  demands. 
I  will  convey  to  you  Mr.  Colson's  obser- 
vations as  far  as  possible  in  his  own 
words: 

"  The  object  of  these  experiments,*'  he 
tells  us,  **  was  to  ascertain  what  propor- 
tion of  Portland  cement  and  sand  would 
produce  a  mort^ar  equal  in  strength  to, 
and  as  convenient  to  work  as,  grey  lime 
mortar,  mixed  in  the  proportions  ordina- 
rily adopted  for  constructive  purposes." 
I  may  here  observe  that  the  difficulty  in 
the  use  of  cement  mortars  with  large 
quantities  of  sand  is  their  want  of  plas- 
ticity, and  it  is  necessary  to  contrive 
means  to  overcome  this,  or  the  workmen 
will  not  employ  them,  except  in  a  very 
liquid,  and  therefore  very  objectionable, 
condition.  This  tendency  to  shortness 
can  be  obviated  by  introducing  chalk, 
lime  dust,  loam,  or  other  substances 
which  produce  a  fat  unctuous  paste  when 
treated  with  water,  but  all  these  mate- 
rials tend  to  weaken  the  mortar.  Still, 
it  has  been  found,  from  careful  experi- 
ments, that  within  certain  limits  it  is  pos- 
sible to  introduce  even  clay  (which  is, 
perhaps,  the  cheapest  diluent  which  can 
be  obtained)  without  reducing  to  any 
very  serious  extent  the  tensile  strength 
of  the  mortar.  The  following  series  of 
experiments  is  very  interesting,  bearing 
as  it  does  directly  upon  this  point.  The 
mortar  was,  we  are  told,  in  each  case 
mixed  to  a  workable  consistency,  equal, 
in  fact,  to  the  condition  in  which  it 
could  be  used  in  the  work.  Mr.  Colson's 
testing  was  carried  out  by  by  means  of 


Digitized  by 


Google 


126 


VAN   NOSTRANDS  ENGINEERING    MAGAZINE. 


briquettes,  similar  to  those  used  in  ascer- 
taining the  strength  of  Portland  cement, 
having  a  neck  of  1^  in.  square,  equal  to 
a  sectional  area  of  2^  square  inches.  The 
mortars  remained  in  the  moulds  until 
sufficiently  hard  to  admit  of  removal.  At 
the  expiration  of  six  months  the  blocks 
were  tested  for  tensile  strength,  the  re- 
sults being  shown  in  the  first  table.  Mr. 
Colson  says,  respecting  the  samples  of 
common  lime  mortar,  that  "the  indura- 
tion or  chemical  set  had  penetrated  only 
to  the  extent  of  J  in.  to  ^in.;  but,  in  a 
majority  of  instances,  only  J  in.  The 
remainder  of  the  area  of  the  fracture  had 
only  dried,  and  could  be  crushed  in  the 
hand  without  any  great  exertion  of 
force."  The  cement  mortar  with  six, 
eight,  and  ten  parts  of  sand,  was,  we  are 
told,  of  "such  a  raw,  harsh  character, 
that  it  would  be  practically  impossible 
to  use  it  in  a  satisfactory  manner.  In 
order,  therefore,  to  render  it  somewhat 
more  convenient  for  working,  a  small 
quantity  of  lime  or  yellow  loam  was 
added,  thus  rendering  the  mortar  more 
plastic  and  tenacious." 

**  The  result  of  further  experiments 
shows  that  the  addition  of  lime  and  loam 
reduces  the  initial  strength  of  cement 
mortar  considerably,  the  reduction  due 
to  the  addition  of  loam  being  more 
marked  than  by  the  addition  of  lime. 
The  quantity  of  unslaked  lime  or  loam, 
viz.:  one- twelfth  the  bulk  of  the  sand 
was  found  to  be  as  small  a  proportion  as 
could  be  used  to  give  the  necessary 
tenacity.'* 

Mr.  Colson  tells  us  that  the  experi- 
ments made  with  these  mortars  in  brick 
joints  "  were  not  altogether  satisfactory, 
masmuch  as  the  appliances  at  hand  were 
not  sufficiently  accurate  and  delicate  to 
justify  a  ratio  of  comparison.  It  may, 
nowever,  be  stated  that  the  general  result 
went  to  prove  that  the  adhesive  power 
of  mortar,  mixed  in  the  proportions  of 
eight  of  sand  to  one  of  cement,  with  the 
addition  of  loam,  was  superior  to  grey 
lime  mortar  mixed  in  the  proportion  of 
two  of  sand  to  one  of  lime." 

The  second  table  shows  the  compara- 
tive cost  of  these  different  descriptions 
of  mortar.  As  Mr.  Colson  points  out, 
**  such  estimates  must  be  received  with 
caution,  because  difference  of  locality 
would  exert  a  great  influence  upon  the 
cost  of  production.    The  following  state- 


ment is  a  close  approximation  of  the 
cost  of  the  several  descriptions  of  mortar, 
the  charge  for  labor  and  water,  and  also 
the  bulk  of  mortar  produced,  *being  in 
each  case  the  mean  result  of  experi- 
ments." 

The  second  argument  in  favor  of  using 
cement  in  lieu  of  lime  is,  that  cement 
possesses  an  adherent  chemical  set,  or 
power  of  induration,  whereas  fat  limes 
can  only  become  indurated  either  by  the 
slow  and  gradual  influence  of  the  car- 
bonic acid  contained  in  the  atmosphere, 
or  in  consequence  of  the  materials  mixed 
with  it  to  make  the  mortar.  I  have  al- 
ready, .in  the  earlier  part  of  this  paper, 
dealt  with  the  setting  power  of  cements 
and  the  re-carbonation  of  limes.  But  it 
may  be  as  well  to  glance  at  the  facta 
again,  to  see  what  they  imply.  Cement 
mortar  has  everything  necessary  in  itself, 
in  whatever  position  it  may  be  placed,  to 
become  hard;  all  that  it  requires  is  a 
reasonable  amount  of  moisture.  In  the 
center  of  walls,  in  trenches  and  founda- 
tions, and  even  under  water,  the  indura- 
tions of  cement  compounds  proceeds 
steadily,  until  in  due  time  the  mass  ac- 
quires the  hardness  of  stone.  Lime  mor- 
tar, when  fat  limes  are  used,  soon  gets  a 
thin  skin  of  carbonate  formed  at  the  sur- 
face and  joints,  and  the  very  formation 
of  this  exterior  skin  or  coating  at  once 
presents  a  formidable  obstacle  to  the  in- 
duration of  the  lower  or  interior  layers 
of  the  mortar.  These  merely  dry  into  a 
crumbling  poroiw  powder,  with  little  or 
no  strength,  and  whi<'h,  if  the  air  cannot 
reach  them,  are  no  harder  in  one  hundred 
years  than  in  a  twelvemonth.  Albert! 
states  that  he  had  seen  lime  in  an  old 
ditch  that  had  been  abandoned  about 
two  hundred  years  "which  was  still  so 
moist,  well-tempered  and  ripe,  that  not 
honey,  or  the  marrow  of  animals,  could 
be  more  so."  What  a  contrast  to  this  is 
presented  by  the  fact  that  a  week  or  two 
back,  while  a  barge  at  some  works  upon 
which  I  am  engaged  in  Staffordshire  was 
being  unloaded,  a  sack  of  Portland  ce- 
ment fell  into  the  water ;  it  could  not 
be  fished  up  for  a  day  or  two,  but  when 
recovered  it  had  become  converted  into 
a  stone-like  mass  moulded  to  the  exact 
form  of  the  sack. 

Perhaps  I  shall  be  reminded  that  mor- 
tar joints  are  not  by  any  means  generally 
such  worthless  affairs  as  cement  advo- 


Digitized  by 


Google 


THE  USE  OF  CEMENTS. 


127 


Table  I. — Comparative  Strength  of  Grey  Lime  and  Portland  Cement  Mortars; 
ALSO  Portland  Cement  Mortar,  with  the  Addition  op  Lime  and  Loam. 


No 

B 

i 

ProportioDS. 

Breaking  strain 
on  2.25  square 
inches  in  lbs. 

Breaking  strain 
per  square  inch 
in  lbs. 

Ratio  compared 
with  lime  mor- 
tar. 

Ratio    as   com- 
pared with  ce- 
ment mortar. 

Remarks. 

Sand. 

C'ment 

Lune. 

Water 

1 
2 
3 

17 
27 

27 

2.00 
2.00 
2.00 

— 

1.00 
1.00 
1.00 

1.33 
1.33 
1.33 

61.06 

106  07 

82.00 

27.13 
47.09 
36.44 

— 

— 

Three  samples  of 
Grey  lime.  Water 
includes  that  re- 
quired for  slak- 
ing lime. 

Cement  taken  from 
bulk  in  store. 

115 
2     20 

8  1  35 

I 

6.00 

8.00 

10.00 

1.00 
1.00 
1.00 

— 

1.25 
1.66 
2.00 

233.53 

154.80 
112.88 

103.79 
68.80 
50.16 

2.81  to  1 
1.86  to  1 
1.36  to  1 

~ 

1  1  70 

2  ;  74 
8     85 

6.00 

6.00 

10.00 

1.00 
1.00 
1.00 

0.50 
0.66 
0.88 

1.50 
2.00 
2.50 

165.31 

132.62 

95.27 

73.47 
58.94 
42.34 

2.00  to  1 
1.60  to  1 
1.14  to  1 

0.70  to 
0.85  to  1 
0.84  to  1 

Water  includes  that 
required  for  slak- 
ing the  lime. 

1 

8 

21 
25 
19 

6.00 

8.00 

10.00 

1.00 
1.00 
1.00 

Loam. 
0.50 
0.66 
0.83 

1.00 
1.83 
2.00 

136.80 
86.48 
64.50 

60.80 
38.43 
28.66 

1.64  to  1 
1.04  to  1 
0.77  to  1 

0.58' to  1 
0.55  to  1 
0.57  to  1 

Yellow  loam,  fresh 
dug  and  rather 
damp 

Table  II. — Statement  of  Approximate  Cost  op  Mortars. 


Proportions  in  cubic  yards. 


Description. 


Grey  lime  mortar ! 

Portland     cement      mortar 

No.  1 

Portland     cement     mortar 

No.  2 , 

Portland     cement     mortar! 

No.   3 

Portland  cement   and  lime 

mortar  No.  1 

Portland   cement   and  lime 

mortar  No.  2 j    1.00 

Portland  cement   and    lime 

mortar  No.  3 1    1.00 

Portland  cement  and  loam 

mortar  No.  1 |    1.00 

Portland  cement  and  loam, 

mortar  No.  2 1.00 

Portland    cement  and  loam 

mortar  No.  8 1.00 


0 

iS"! 

^  s 

t5« 

^      * 

^  u 

Port 
at 
cub 

^     .^ 

|S^ 

— 

1.00 

1.00 

— 

1.00 

— 

1.00 

— 

1.00 

0.50 

.   «3 


i-1 

i     (S^ 

"OS'S 

I         ^ 


'O 

§ 

t 

o    . 

-Sfc 

B 

•^ 

o 

o 

.    *^ 

4^ 

Oj 

o 

o 

O 

O 

I  t: 


.Z     '  3 


o 


1 


a 


o 


I 
—       2.00 

6.00 

8.00 

10.00 

6.00 


s       '      s. 
20.00     6.62 


8.      cu.yd8      8. 
J. 62     2.25     11.6 


62.19  I  6.84   68.23     5.90  '  11.56 


67.69 
73.19 
69.44 


0.66 
0.83 


8.00  ,  77.27 


7.80   75.49  !  7.60 

9.57   82.76  I  9.30 

I  I 

8.68   78.12  I  6.40 

11.20   88.46     8.25 


10.00 


I 


I 


—  0.50  I  6.00 

;  1 

—  ,  0.66  8.00 

—  I  0.83  10.00 


85.22 

13.78 

99.00 

10.15 

63.56 

6.23 

69.79 

6.10 

69.53 

8.05 

77.58 

7.90 

75.47 

9.97 

85.44 

9.75 

9.93 

8.88 
12.20 
10.72 

9.75 
11.44 

9.82 

8.76 
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cates  are  wont  to  describe  them,  and  that 
even  when  white  chalk  lime  or  mountain 
limestone  is  used,  the  crystallization  of 
the  hydrate  of  lime  round  the  particles 
of  sand  presents  the  appearance  of  some 
slight  induration.  I  will  grant  that  such 
is  to  a  certain  extent  the  case,  but  I  be- 
lieve it  will  more  often  be  found  that 
this  trifling  amount  of  induration  is  due 
to  the  sand  employed  in  forming  the 
mortar.  Lime  has  the  power  of  slowly 
attacking  silica,  even  in  the  form  of 
quartz,  and  most  sands  present  other 
bases  favorable  to  the  formation  of  com- 
pound silicates.  We  thus  get  in  very 
old  mortars  a  small  percentage  of  sili- 
cate of  lime,  which  can  only  be  accounted 
for  by  some  such  action  as  this.  Of 
course,  when  the  lime  is  presented  with 
a  sufficient  quantity  of  a  substance  of  the 
nature  of  puzzuolana,  to  enable  it  to  form 
silicates  in  the  work,  we  obtain  a  cement 
action  differing  but  little  from  what 
would  result  from  the  use  of  true  cements. 
Some  writers  seem  to  have  thought  that 
it  might  be  cheaper,  and  more  generally 
convenient,  to  form  the  cement  in  the 
work  by  compounding  a  mortar  of  a  fat 
lime  with  the  requisite  quantity  of  cal- 
cined silicious  clay;  but  this  plan,  after 
having  been  tried  on  the  Continent,  has 
been  abandoned  in  favor  of  the  mode, 
patented  by  Vicat  and  St.  Leger,  of  mak- 
ing an  artificial  hydraulic  lime  from  a 
mixture  of  chalk  and  clay.  This  manu- 
facture is  still  carried  on  upon  a  consid- 
erable scale  round  Paris,  at  Issy  and 
Meudon,  and  the  use  of  pure  lime,  so 
vigorously  denounced  by  Vicat,  has  since 
his  time  been  to  a  great  extent  abandoned 
(at  any  rate,  upon  public  works)  in 
France.  It  cannot  be  said  that  here  in 
England  we  have  taken  to  heart  the  les- 
sons we  have  learned,  and  the  unscient- 
ific use  of  lime  burned  from  the  hard 
limestones  of  the  North  of  England,  and 
from  the  white  chalk  in  our  southern 
and  eastern  counties,  still  continues  un- 
checked. 

A  third  reason  for  employing  cements 
in  preference  to  limes  is,  that  a  method 
has  been  discovered  by  General  Scott  by 
which  limes  can  be  converted  into  ce- 
ments by  a  very  simple  process,  and  at  a 
very  moderate  cost.  Perhaps  you  will 
allow  me  to  glance  briefly  at  this  inven- 
tion, as  it  is  one  imperfectly  understood. 
About    twenty  five  years  ago    General 


(then  Captain)  Scott,  of  the  Royal  Engi- 
neers, found  that  a  sample  of  grey  lime, 
burnt  in  a  common  fireplace,  with  a 
smothered  fire,  had  acquired  properties 
very  different  from  those  of  the  same 
lime  if  prepared  in  a  clear  bright  fire. 
He  at  first  thought  that  this  peculiar  re- 
sult was  due  to  the  formation  of  a  sub- 
carbonate  of  lime,  owing  to  the  imperfect 
combustion  of  the  fuel,  but  subsequent 
experiments  caused  him  to  abandon  this 
view,  and  to  adopt  the  theory,  which  he 
ultimately  found  to  be  the  correct  one, 
that  the  change  in  the  character  of  the 
lime  was  due  to  the  presence  of  sulphur 
which  had  been  absorbed  from  the  ashes 
of  the  coal.  This  fact  led  to  the  inven- 
tion of  what  was  called  Scott's  cement, 
a  material  which  was  prepared  as  fol- 
lows: Tender  burnt  grey  chalk  lime, 
made  from  a  lower  chalk,  containing 
from  10  to  15  per  cent,  of  silica  and 
alumina  (as,  for  instance,  that  of  Lewes, 
in  Sussex,  or  Borham,  on  the  Med  way), 
was  re-heated  to  bright  redness  in  shal- 
low kilns  or  ovens,  having  perforated 
floors  or  hearths.  When  the  lime  was 
sufficiently  hot,  pots  of  sulphur  were 
placed  beneath  the  floors,  and  this  sul- 
phur was  at  once  set  fire  to  by  the  heat 
of  the  kilns.  The  fumes  of  the  burning 
sulphur  thus  rose  around  the  lime,  and  a 
coating  of  sulphate  of  lime  was  formed 
over  each  of  the  lumps.  The  lime  was 
then  ground  between  mill  stones,  and 
Scott's  cement  ready  for  use  was  ob- 
tained. As  it  appeared  that  this  cement 
owed  its  peculiar  properties  to  very  mi- 
nute quantities  of  sulphate  of  lime,  inti- 
mately mixed  with  it.  General  Scott 
thought  it  might  be  possible  to  prepare 
it  in  a  cheaper  way,  as,  for  instance,  by 
sprinkling  lump  lime  with  sulphuric  acid, 
or  mixing  ground  lime  with  plaster  of 
Paris;  but  though  each  of  these  plans 
was  tried  most  carefully,  it  was  found 
to  be  impossible  to  secure  uniformity  by 
any  other  than  the  gaseous  method  be- 
fore described.  Many  years  later,  dur- 
ing the  building  of  the  1871  Exhibition, 
General  Scott  found  that  if  the  selenitic 
lime,  however  prepared,  were  first  ground 
in  a  mortar  mill  to  a  creamy  paste,  and 
the  sand  then  added,  a  very  good  cement 
action  was  secured,  and  he  made  a  selen- 
itic cement,  as  he  has  termed  it,  from  a 
careful  mixture  of  ground  hydraulic  lime 
and  sulphate  of  lime.     This  cement,  if 
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used  aA  directed  by  General  Scott,  will 
bind  together  six  parts  of  sand  into  an 
extremely  hard  mortar,  and  will  make  a 
good  concrete  with  nine  parts  of  ballast. 
My  argument  in  favor  of  the  use  of  ce- 
ments is,  therefore,  greatly  strengthened 
by  my  being  able  to  point  to  such  a  ma- 
terial as  selenitic  cement. 

The  question  of  the  kind  of  sand  to  be 
employed  hardly  enters  into  my  present 
subject.  I  may  mention,  however,  that 
in  using  cements,  in  order  to  secure  their 
utmost  strength,  clean  sand  is  eminently 
necessary.  Sharp  large-grained  sand 
makes  better  work  than  find  sand,  and 
there  seems  scarcely  any  objection  to 
clean  sea  sand,  except  that  for  internal 
plastering  it  is  liable  to  become  damp  on 
changes  in  the  weather,  as  the  salt  ab- 
sorbs moisture.  Salt  sand  makes  stronger 
cement  mortar  than  pit  or  river  sand, 
provided  all  are  equally  clean. 

I  wish,  in  conclusion,  to  say  a  few 
words  about  the  use  of  cement  in  con- 
crete. In  this  direction  I  am  convinced 
that  hitherto  very  little  has  been  accom- 
plished, and  we  plod  on  here  in  London 
with  bad  bricks  and  bad  mortar,  as  if 
there  was  no  escape  from  a  thoroughly 
vicious  system  of  building,  which  ought 
to  have  been  abandoned  with  the  build- 
ing of  the  Tower  of  Babel.  Concrete 
making  and  the  numerous  uses  of  cement 
concrete  is  a  subject  in  itself  for  a  long 
paper,  and  I  can  only  point  to  a  few  di- 
rections in  which  the  applications  of  con- 
crete appear  to  deserve  attention.  I  am 
disposed  to  affirm — at  any  rate,  I  will  do 
so  for  the  purpose  of  argument — that  as 
London,  from  its  peculiar  position,  is  and 
must  continue  a  brick  city,  we  ought, 
with  our  present  knowledge  of  the  prop- 
erties of  cements,  to  make  our  bricks 
much  smaller,  to  serve  as  mere  "  aggre- 
gates," or,  what  would  be  better  still,  we 
should  calcine  our  brick  earth  in  heaps, 
as  ballast  is  made,  and  unite  this  burnt 
clay  into  monolithic  structures  with  Port- 
land cement.  I  cannot  perceive  any 
legitimate  argument  in  favor  of  sell- 
ing under-burned,  misshapen,  discolored 
lumps  of  calcined  clay  at  so  much  per 
thousand,  in  order  to  enable  builders  to 
charge  £14  and  upwards  per  rod  for 
sticking  them  together  into  walls.  Far 
better  would  it  be  to  burn  the  bricks  into 
clinkers,  and  then  incorporate  the  frag- 
ments of  them  into  solid  homogeneous 


structures  with  good  cement,  at  less  than 
two-thirds  the  cost  of  brick  work.  I  sin- 
cerely hope  I  may  live  to  see  the  day 
when  bricks  will  be  discarded,  and  I  trust 
that  the  New  Zealanders,  when  they  ex- 
plore the  ruins  of  London,  may  find  it 
necessary  to  dig  very  deep  down  into  the 
debris  before  they  find  any  "genuine, 
sound,  square,  hard-burned  stock-bricks," 
for  the  ceramic  museums  of  the  future. 
The  days  are  past  when  the  color  of  ce- 
ments must  ever  be  thrown  in  our  teeth 
as  a  reproach.  Mr.  Lascelles  has  shown 
the  possibility  of  so  coloring  Portland 
cement  as  to  render  it  scarcely  distin- 
guishable from  red  brick  or  terra  cotta, 
and  the  house  he  sent  to  the  Paris  Exhi- 
bition, designed  by  Mr.  Norman  Shaw, 
formed  a  new  departure  in  concrete 
building.  Mr.  Lascelles  is  able  to  pre- 
pare mouldings  and  dressings  in  this  ma- 
terial at  a  less  cost  than  the  same  work 
in  cut  bricks  or  terra  cotta.  In  point  of 
natural  color,  selenitic  cement,  which  is 
a  warm  buff,  leaves  little  to  be  desired. 
Another  direction  in  which  cement  con- 
crete may  be  used  with  advantage  is  evi- 
denced by  the  manufactures  of  Messrs. 
H.  Sharp,  Jones  &  Co.,  of  Poole.  This 
firm  has  succeeded  in  making  excellent 
drain  pipes  of  Portland  cement  concrete. 
The  manufacture  is  a  very  inteiesting 
one,  and  as  I  have  recently  been  permit- 
ted to  examine  the  works,  you  will  per- 
haps allow  me  briefly  to  describe  the  pro- 
cess. Cement  of  high  quality  is  mixed 
with  crushed  pottery  in  the  proportion 
of  1  of  cement  to  about  3  of  pottery. 
The  concrete  is  made  in  small  quantities 
in  a  special  mixing  machine,  the  mate- 
rials being  first  turned  over  dry,  then 
sprinkled  with  water  from  a  fine  rose 
and  made  into  a  very  dry  concrete.  The 
mixture  is  next  lifted  into  a  hopper, 
which  feeds  it  automatically  and  very 
gradually  into  the  moulds.  These  are 
made  as  cylinders  of  sheet  iron,  the 
proper  distance  apart  to  form  the  thick- 
ness of  the  pipe,  from  1  in.  to  3  in.,  ac- 
cording to  its  diameter.  This  mould 
rotates  slowly  on  a  turn  table,  while  an 
iron  rammer  worked  up  and  down  like  a 
beetle,  compresses  the  concrete  into  the 
mould  as  it  falls  from  the  hopper.  When 
the  pipe  is  full,  it  is  wheeled  away  on  a 
truck,  mould  and  all,  and  stands  for  from 
24  to  48  hours  to  set.  When  taken  from 
the  mould,  the  newly-made  pipe  is  steeped 
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for  a  week  in  a  bath  of  silica,  to  indurate 
it  more  effectually,  by  the  ingenious  pro- 
cess invented  by  Mr.  High  ton,  and  used 
by  the  Patent  v  ictoria  Stone  Company. 
The  pipe  m.iy  remain  in  the  bath  for 
about  a  week,  when  it  is  removed  and 
stacked  in  the  open  air  for  some  months 
before  it  is  sent  out  for  use.  The  Victoria 
Stone  Company,  just  mentioned,  make 
excellent  paving  slabs  of  granite  chips 
aud  Portland  cement.  These  slabs  ap- 
pear to  be  very  durable,  and  they  are 
not  so  costly  as  common  York  paving. 
Mr.  Drake  has  recently  shown  me  some 
interesting  specimens  of  the  marble  and 
granite  mosaic  work  and  concrete  his 
company  are  now  producing.  I  have 
only  now,  in  conclusion,  to  express  the 
hope  that  I  may  have  succeeded  in  show- 
ing that  "  the  use  of  cement "  is  a  sub- 
ject well  worthy  of  the  careful  attention 
of  the  architect. 

In  the  discussion  which  followed,  the 
President  (Mr.  Ernest  C.  Lee),  while  ex- 
pressing his  sense  of  the  great  practical 
importance  of  the  subject  treated  of  by 
Mr.  Redgrave,  said  he  was  no  great  ad- 
mirer of  the  homogeneous  monolithic 
houses,  the  erection  of  which  had  been 
advocated. 

Mr.  W.  H.  Lascelles  (of  Bnnhill  row) 
exhibited  a  number  of  specimens  of  his 
moulded  and  colored  concrete  work,  and 
in  response  to  an  invitation  from  the 
chair,  made  a  few  remarks  about  them. 
One  raouhled  or  coffered  slab  which  he 
produced  was,  he  said,  designed  by  a 
well-known  archiiect,  as  part  of  a  new 
method  of  getting  ornamental  though 
Breproof  ceilings  in  rooms.  Iron  joists 
Were  embedded  in  concrete,  and  upon 
these  concrete-covered  joists  the  slabs 
were  laid  direct,  leaving  the  joists  and 
the  under  surfaces  of  the  slabs  to  form 
the  eeiling  of  the  room  below,  the  upper 
surfaces  of  the  slabs  forming  the  floor  of 
the  apartment  above.  This  simple  mode 
of  fireproof  flooring  had  received  the 
approval  of  several  architects  of  distinc- 
tion. The  objection  that  such  floors 
would  be  too  resonant  or  noisy  when 
walked  upon  to  allow  of  their  coming 
into  practiral  use  had  been  falsified  by 
facts.  He  had  built  some  small  houses 
with  floors  of  that  construction,  and  the 
tenants  made  no  complaint  of  noise. 
Such  upper  rooms,  ir  should  be  remem- 
bered, being  bedrooms,  would  mostly  be 


carpeted  over  on  the  portions  walked  on. 
He  was  now  engaged  (in  connection  with 
one  of  the  companies  who  made  it  their 
business  to  erect  dwellings  for  artisans) 
in  seeing  whether  he  could  not  devise  a 
floor  of  that  kind  for  such  buildings 
which  should  be  cheaper  as  well  as  better 
than  floors  of  the  ordinary  kind.  The 
fireproof  qualities  of  the  floor  had  been 
tested  at  the  Croydon  Exhibition  of  the 
Sanitary  Congress,  with  conclusive  re- 
sults in  their  favor.  A  remarkable  prop- 
erty of  the  concrete  material  of  which 
these  floors  were  made  was  that  it  would 
bear  the  driving  of  nails  into  it,  not  only 
without  cracking  but  would  hold  them 
most  tenaciously.  So  well  recognized 
was  this  quality  of  the  material  becom- 
ing, that  bricks  or  blocks  of  it  were  now 
UHcd  for  building  into  interior  walls,  in- 
stead of  wood  blocks,  for  fixing  the 
joiners'  work  to.  The  first  discoverer  of 
this  kind  of  concrete  was  the  late  Mr. 
Matthew  Allen,  but  it  had  been  much 
improved  upon  from  time  to  time,  and  it 
had  now  been  found  possible  to  impart 
to  it  a  good  and  durable  red  color.  It 
could  be  moulded  to  any  form,  and  was 
hardly  distinguishable  from,  though  much 
cheaper  than,  the  best  cut  brick-work. 

Mr.  Drake  thought  that  the  difliculty 
of  giving  concrete  work  a  good  aspect 
externally  was  now  being  solved.  It  had 
been  very  diflScult  to  obtain  reliable  col- 
oring matter  for  concrete  work,  and  of 
late  he  had  turned  his  attention  to  mak- 
ing the  natural  surface  of  the  material 
sightly  and  even  beautiful  in  itself. 
Many  of  the  aggregates  used,  such  as 
marble  and  granite  chippings,  were 
beautiful  in  themselves,  and  he  had  suc- 
ceeded in  making  a  concrete  with  a 
smooth  and  semi-polished  surface,  in 
which  the  pieces  of  marble  and  granite 
forming  the  aggregates  were  shown  in 
their  own  colors,  forming  a  sort  of  natu- 
ral mosaic  work.  (A  door  in  this  mate- 
rial, made  for  the  Theatre  Royal,  Man- 
chester, was  exhibited.)  The  same  ma- 
terial was  also  capable  of  large  and  ef- 
fective use  in  the  shape  of  small  slabs  or 
tiles  for  flooring  purposes. 

Mr.  J.  S.  Quilter,  in  proposing  a  vote 
of  thanks  to  Mr.  Redgrave  for  his  paper, 
said  the  more  experience  he  had  of  the 
use  of  Portland  cement,  the  more  reason 
did  he  see  to  use  it  more  largely  than 
ever,  and  he  was  glad  to  see  that  its  use 
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was  becoming  oommon  on  the  better 
class  of  building  estates  in  the  neighbor- 
hood of  London.  On  an  estate  at  8treat- 
ham  (entirely  a  clay  district)  houses  were 


being  carried  up  of  concrete  made  of 
Portland  cement  and  of  burnt  clay  bal- 
last in  the  manner  suggested  by  Mr. 
Redgrave. 


THE   PREVENTION    OF   FLOODS. 

From  "  The  Bnirlneer." 


We  have  repeatedly  called  attention 
to  the  need  for  beneficial  interference 
with  the  principal  rivers  of  England  ; 
and  we  are  glad  to  find  that  a  chance 
exists  that  steps  will  be  taken  to  miti- 
gate a  growing  evil.  A  very  influential 
deputation  was  introduced  by  the  Duke 
of  Bedford  to  Mr.  Dodson,  the  Presi- 
dent of  the  Local  Government  Board. 
The  object  of  the  interview  was  to  re- 
quest the  Government  to  bring  in  a  bill 
for  the  better  regulation  of  rivers.  It  is  to 
be  regretted  that  this  was  not  quite  so 
definitely  stated  as  it  might  have  been, 
but  Mr.  Dodson  understood  his  visitors. 
He  could  make  no  promises  for  the  Gov- 
ernment as  a  whole,  but  for  himself  he 
assured  the  deputation  that  the  views 
expressed  by  the  various  speakers,  and 
the  statements  which  they  had  made 
should  be  brought  before  his  colleagues, 
and  would  no  doubt  "  have  the  earnest 
consideration  which  the  gravity  of  the 
subject  and  the  importance  and  number 
of  those  interested  make  it  deserving  of 
at  their  hands."  The  style  in  which  the 
promise  is  worded  is  open  to  criticism, 
but  the  matter  is  to  the  point,  and  the 
members  of  the  deputation  had  no  rea- 
son to  be  dissatisfied  with  it;  yet  we 
fear  that  a  long  time  will  yet  elapse  be- 
fore anything  of  much  value  is  really 
effected  in  a  practical  way  to  improve 
oor  rivers.  The  deputation,  however, 
have  done  one  good  thing.  They  have 
at  last  clearly  indicated  the  amount  of 
pecuniary  loss  caused,  we  shall  not  say 
by  floods,  but  by  the  absence  of  all  at 
tempt  at  regulating  the  great  streams 
which  are  supposed  to  drain  this  coun- 
try. In  dealing  with  this  aspect  of  the 
question  they  were  necessarily  brief,  for 
Mr.  Dodson's  time  is  valuable ;  but 
enough  was  said  to  convince  the  most 
incredulous,  we  should  think,  that  the 

I>revention  of  floods  is  a  matter  not  of 
ocal  interest  but  of  national  importance. 


1  Mr.  Magniac,   M.P.,   speaking  for  Bed- 
!  ford  and  of   the  Ouse,   said   that  in  his 
i  own    locality    10,000    acres    had    been 
flooded  this  summer.     One  farmer  paid 
rent  for  land  he  had  not  seen  for  two 
years.     Mr.  Coote,  of  Huntingdon,  drew 
'  a  frightful  picture,  which  we  have  rea- 
son to  believe  was  in  no  whit  exaggera- 
I  ted,  of  the  suffering  and  loss  caused  in 
his   district    by   floods.      Mr.   Sergeant 
urged  that  in  eighteen  miles  of  the  Sev- 
ern Valley  £63,000  worth  of  food  had 
I  been  destroyed.     In  the  county  of  Wor- 
I  cester  one  landowner  had  lost  £4000  a 
year,  and  so  on.     No  doubt  the  pecuni- 
ary loss  must  be  counted  by  hundreds  of 
thousands  of  pounds  per  annum,  and  the 
mischief    does  not  end  there  ;    for,  be- 
sides not  a  few  deaths  caused  by  drown- 
ing, healthy  districts  are  rendered  insa- 
lubrious ;  fever  and  ague  are  to  be  found 
where  they  ought  to  be  utterly  unknown, 
and  the  young  and  the  aged  are  hurried 
out  of  the  world  by  the  combined  effects 
of   damp   and   bad   drainage.     Thus   in 
Huntingdon  the    death    rate  has  been 
doubled. 

We  have  heard  it  urged  that  the  floods 
are  not  worse  now  than  they  used  to  be, 
and  that  if  they  are  it  is  because  of  ex- 
ceptionally bad  weather.  It  is  well  that 
this  theory  should  be  demolished  as  soon 
and  as  thoroughly  as  possible.  There 
can  be  no  doubt  that  subsoil  drainage 
not  only  greatly  augments  the  work 
thrown  on  rivers,  as  we  have  explained 
in  our  impression  for  Nov.  5th,  but  that 
it  also  does  much  to  raise  the  beds  of 
the  rivers  into  which  storm  waters  are 
discharged.  The  continuous  operation 
of  natural  forces  tends  to  fill  up  the  bed 
of  every  river,  each  tributary  bringing 
down  its  own  contribution  of  detritus. 
The  tendency  of  the  river  current  is  to 
deepen  the  bed  by  scour.  In  some  cases 
these  forces  very  fairly  balance  each 
other  ;  but  the  moment  man  begins  to 
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work  the  balance  ie  overset.  If  on  the 
one  hand  he  dredges  and  straightens  the 
stream,  he  augments  the  velocity  of  the 
current,  and  causes  more  scour.  Then 
the  tendency  will  be  toward  the  natural 
excavation  of  the  river  bed.  If,  on  the 
contrary,  he  drains  the  land  over  the 
area  of  the  watershed  supplying  the 
river,  then  will  the  tendency  to  silt  up 
become  predominant,  and  the  bed  of 
the  river  will  gradually  rise.  Mr.  Mag- 
niac  gave  some  admirable  illustrations  of 
this  truth  to  Mr.  Dodson.  Every  fresh 
flood  brought  something  down  the  Ouse 
which  stopped  somewhere  and  caused  an 
obstruction.  Thus  at  Bedford  a  fallen 
willow  tree  had  produced  a  sandbank. 
At  particular  places  where  the  river  used 
to  be  deep,  it  can  now  be  crossed  dry- 
shod  in  summer.  In  English  rivers  the 
tendency  to  silting  up  is  not — or  rather 
was  not  before  the  days  of  extensive 
subsoil  drainage— manifested  to  any- 
thing like  the  degree  to  which  it  is  to  be 
seen  on  the  continents  of  Europe  and 
America.  The  floods  at  Zegedin  afford 
an  illustration  of  what  we  mean.  The 
melting  snows  in  the  Carpathians  carry 
with  them  great  quantities  of  silt,  which 

fradually  raises  the  level  of  riverbeds, 
he  people  dwelling  on  either  bank,  in- 
stead of  dredging,  make  embankments 
to  keep  back  the  water,  and  as  silting 
and  embanking  have  gone  on  steadily 
for  generations,  the  rivers  now  flow  sev- 
eral feet  above  the  level  of  the  surround- 
ing country.  When  a  dam  gives  way, 
ruin  and  death  on  a  frightful  scale  ensue. 
In  proces's  of  time,  unless  proper  precau- 
tions are  adopted,  such  rivers  as  the 
Ouse  will  cease  to  have  any  proper  beds, 
and  will  wander  over  the  face  of  the 
country,  finding  an  outlet  to  the  sea 
where  they  can.  All  sluggish  streams 
tend  to  form  marshes,  and  this  fact 
should  never  be  forgotten. 

In  dealing  with  the  regulation  of 
rivers  question,  Parliament  will  do  well 
to  remember  that  the  flood  evil  is  a 
growing  evil.  Year  after  year  matters 
will  be  worse  and  worse.  The  area 
flooded  will  be  increased  in  dimenhions. 
The  quantity  of  land  permanently  sub- 
merged will  be  augmented.  The  waters 
will  **  come  out "  sooner  in  the  year  and 
will  remain  longer.  Small  local  thunder- 
storms will  produce  local  floods,  and  the 
pecuniary  loss  to   the  nation  will  grow 


larger  and  larger  each  year.  It  is  essen- 
tial, therefore,  that  Parliament  should 
take  the  matter  in  hand  without  delay. 
It  is  not  at  first  sight  easy  to  see  why  it 
it  has  not  been  taken  up  long  since  ; 
and  this  fact  has  been  used  as  an  argu- 
ment against  parliamentary  interference. 
The  evil,  we  have  been  told,  is  not  really 
so  great  as  it  is  said  to  be,  or  it  would 
have  been  found  intolerable  long  since. 
A  little  reflection  will,  however,  suffice 
to  prove  that  this  is  a  specious  and  use- 
less argument.  It  is  a  very  serious  mat- 
ter, in  the  first  place,  to  attempt  the  reg- 
ulation of  a  large  river  on  a  comprehen- 
sive basis.  None  but  highly  trained  and 
competent  engineers  can  carry  out  such 
a  work  successfully.  Again,  the  cost 
must  be  great ;  and  last,  and  certainly 
not  least,  the  determination  of  the  legiti- 
mate incidence  of  the  cost  of  the  regu- 
lation works  constitutes  a  complex  and 
troublesome  problem.  Those  living  on 
high  ground  at  each  side  of  a  river  assert 
that  the  floods  do  not  hurt  them,  and 
Jones  cannot  see  why  he  should  be  taxed 
to  prevent  Robinson's  farm  being  flood- 
ed, Jones  the  while  willingly  remaining 
blind  to  the  fact  that  it  is  not  the  rain 
which  falls  on  Robinson's  farm  which 
floods  it,  but  that  which  fell  on  Smith's, 
Brown's  and  Jones',  and  a  great  many 
other  farms  standing  at  a  higher  level  or 
lying  further  up  the  stream  than  Robin- 
son's farm.  We  are  not  sanguine  enough 
to  expect  that  the  tribe  represented  by 
Jones  will  ever  be  brought  to  see  the 
propriety  of  paying  anything  for  the 
help  of  the  class  represented  by  Robin- 
son, and  for  this  reason  the  whole  mat- 
ter must  be  dealt  with  on  a  very  wide 
basis.  The  regulation  of  rivers  must  be 
regarded  as  the  business  of  the  nation, 
and  not  of  individuals.  As  soon  as  the 
subject  is  brought  before  Parliament 
some  person  or  persons  who  care  noth- 
ing about  floods  will  urge  that  Parlia- 
ment cannot  legislate  on  the  subject  be- 
cause it  knows  nothing  about  it.  Parlia- 
ment will  admit  the  truth  of  this  state- 
ment, and  then  a  select  committee  will 
be  appointed,  and  scores  of  witnesses 
will  be  examined,  and  a  year  or  two  will 
pass  and  nothing  will  be  done ;  and, 
finally,  the  committee  will  get  all  its 
ideas  concerning  floods  and  the  way  to 
[)revent  them  jumbled  up  together,  and 
we  shall  have  a  report  which  will  not  in 
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any  way  elevate  the  standard  of  Parlia- 
mentary knowledge,  or  enable  Parlia- 
ment to  legislate  on  the  sabject  with 
more  prudence  or  skill  than  it  possessed 
before  the  inquiry  was  carried  out.  The 
proper  course  to  be  pursued  by  the  Gov- 
ernment is  to  appoint  a  commission  of 
three  engineers  of  the  highest  standing 
and  greatest  skill  in  river  regulation. 
These  gentlemen  will  then  visit  and  ex- 
amine the  principal  river  valleys  of  the 
kingdom,  obtainmg  information  oh  the 
spot,  and  in  a  very  short  time  they  will 
be  able  to  answer  one  or  two  very  sim- 
dle  questions,  which  may  be  thus  stated. 
Can  the  floods  in  the  river  be  reduced  by 
regulating  its  course  ?  What  is  the  area 
implicated  in  the  production  of  the  ex- 
isting floods?  What  is  the  area  now 
flooded  every  year?  Is  the  regime  of 
the  river  becoming  better  or  worse  ?  In 
general  terms,  about  how  much  will  the 
necessary  works  cost  ?  Answers  to  all 
these  questions  could  be  obtained  in  less 
than  three  months  by  a  competent  com- 
mission of  experts,  aided  by  a  suflicient 
staff,  who  would  be  on  the  spot  to  see 
for  themselves,  and  who  would  be  able  to 
appreciate  the  statements  made  to  them. 
Tlie  Government  could  then  go  to  Par- 
liament with  something  like  a  definite 
scheme.  It  could  say,  "  this  work  can 
be  done  to  advantage  ;  it  will  cost  so 
much  ;  the  money  will  not  be  wasted  ; 
it  must  be  raised  on  such,  and  such,  an 
area,  and  will  represent  so  much  in  the 
pound  sterling  annual  value  of  the  land 
implicated."  The  cost  of  an  investiga- 
tion would  not  be  one-fourth  of  that  of 
a  select  committee,  which  could  be  called 
upon  to  hear  counsel,  and  investigate  the 
rights  of  every  petty  little  mill  owner  on 


the  river's  brink.  There  can  be  no  doubt 
that  at  the  present  time  the  interests 
involved  in  water  rights  and  so  on,  are 
all  mixed  up  in  a  deplorable  muddle. 
Mr.  Magniac,  dwelling  on  this  fact,  cited 
the  case  of  the  town  of  Turvey  in  Bed- 
fordshire :  "  The  state  of  things,"  said 
Mr.  Magniac  to  Mr.  Dodson,  "  is  fright- 
ful. The  bed  of  the  river  belongs  to 
one  man,  the  right  bank  to  a  second,  and 
the  left  bank  to  a  third  proprietor  ;  and 
ail  the  while  the  bed  of  the  river  in  the 
proper  sense  has  no  practical  existence." 
Under  such  conditions  any  measure 
must  be  sweeping  if  it  is  to  be  effectual. 
River  beds  should,  indeed,  be  regarded 
not  as  the  property  of  individuals,  but  of 
the  nation  ;  and  if  this  be  considered  to 
be  going  too  far,  care  shojald  be  taken 
that  vested  rights  should  not  become 
vested  wrongs  to  other  men.  A  little 
mill  weir  may  now  cause  the  flooding  of 
hundreds  of  acres  of  valuable  land. 
Time  was  when  the  mill  was,  perhaps, 
worth  more  than  the  land,  but  the  land 
has  been  reclaimed  and  improved,  and  is 
worth  ten  times  as  much  as  the  mill. 
Why  should  not  the  millowner  be  paid 
a  fair  price  and  sent  about  his  business  ? 
If  Parliament  is  not  prepared  to  deal 
with  this  matter  with  a  strong  hand,  and 
do  some  injustice,  that  it  may  remove 
what  is  day  by  day  approaching  more 
and  more  nearly  to  the  condition  of  an 
intolerable  evil,  then  it  would  be  better 
to  leave  the  subject  untouched.  A 
grand  opportunity  is  presented  for  use- 
ful legislation  ;  but  the  opportunity  will 
be  entirely  lost  if  Parliament  is  disposed 
to  split  hairs  concerning  the  rights  of 
millowners  and  certain  other  water-side 
proprietors. 


COFFERDAMS   IN   FLOODED    RIVERS. 

By  M.  LANTEIRES. 
From  "Abstracts"  of  the  Institution  of  Civil  Engineers. 


The  author  describes  the  erection  of 
masonry  piers  or  coffer-dams  for  two 
bridges  over  the  Garonne  at  Muret  and 
at  Caz^res,  during  the  time  of  the  high 
floods  of  that  river  in  1876,  when  three 
out  of  four  coffer-dams  were  carried 
away.  The  bed  of  the  Garonne, 
throughout    the    greater    part    of    its 


length,  consists  of  a  tufa,  or  clayey 
sandstone,  composed  of  schistose  sand 
agglomerated  by  an  argilo-calcareous 
gangue.  These  coffer-dams  were  built 
in  the  ordinary  way  with  wood  piles  10 
inches  in  diameter,  driven  for  19  to  81 
inches  into  the  tufa.  In  driving  the  piles 
the  tufa  was  splintered  and  broken  up. 
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so  that  the  hold  of  the  piles  was  very 
insufficient,  and  the  buoyancy  of  the 
wood -work  made  it  easy  for  the  flood- 
stream  to  carry  it  away.  In  rebuilding 
the  coffer-dams,  wood  piles  were  used 
only  at  the  meeting  of  the  ends  of  the 
longitudinal  timbers  or  binders,  the  in- 
tervening panels  of  sheet-piling  being 
supported  by  bar-iron  piles  2.38  inches 
diameter  clamped  between  the  binders. 
The  wood  piles  were  1 2  inches  in  diame- 
ter, provided  with  shoes  with  lance-like 
terminals  20  inches  in  length,  driven  into 
the  tufa  at  the  bottom  of  holes  bored 
about  3  feet  deep,  with  a  10  inch  spiral 
augur.  At  about  this  depth  boring  was 
generally  stopped   by  meeting   a  hard 


substratum,  into  which  the  pointed  shoe 
only  was  driven.  The  bar-iron  piles 
were  driven  about  6.6  feet  into  the  tufa 
without  materially  breaking  it.  The 
piles  were  from  6.24  to  6.3  feet  apart, 
and  were  27  feet  in  length.  The  sheet- 
piling  was  4  inches  thick,  two  rows  only 
of  horizontal  binders  about  7.5  inches 
square  being  used.  Tlie  double  rows  of 
piling  of  these  dimensions  were  5.24  feet 
apart,  the  interspace  being  filled  in  with 
tempered  clay  let  down  in  blocks  and 
well  rammed.  The  dams  so  made, 
though  light,  were  successfully  used  in 
completing  the  work.  A  statement  of 
the  cost  of  the  dams  in  detail  is  given. — 
{Annales  des  Travaux  Publics.) 


THE  QUANTITIES  OF  WATER   IN  GERMAN  RIVERS. 


Prom  "Nature." 


An  attempt  has  recently  been  made  by 
Herr  Graeve  {Der  Civil- Ingejiieur)  to  de- 
termine the  amount  of  water  in  German 
rivers  and  its  apportionment  in  different 
seasons,  a  question  very  important  for 
navigation,  and  also  of  much  scientific 
interest.  His  research  comprehends  the 
chief  rivers  of  Germany,  excluding  the 
Danube,  which  begins  to  be  navigable 
only  outside  of  Germany,  and  including 
the  Vistula  and  the  Memel.  He  first 
calculated,  from  the  mean  heights  of 
water,  the  quantities  of  water  flowing 
out  per  second,  and  he  adds  a  table  in 
which  the  amount  of  outflow  is  shown 
in  relation  to  the  extent  of  the  corre- 
sponding river  territory.  When  the 
amount  of  outflow  per  100  sq.  km.  of 
the  region  of  precipitation  is  calculated 
the  following  values  are  obtained : — (1) 
the  Rhine  at  Coblentz  above  the  Moselle 
mouth  delivers  per  100  sq.  km.  of  land 
1.070  cub.  m.  of  water  in  a  second;  (2) 
the  Weser  at  Minden,  0.826  cub.  m.;  (3) 
the  Elbe  at  Sorgau,  0.679;  (4)  the  Elbe 
at  Barby,  0.564;  (5)  the  Oder  at  Steinau, 
0.460  ;  (6)  the  Oder  below  the  Warta 
mouth,  0.413  ;  (7)  the  Warta  near  its 
mouth,  0.344;  (8)  the  Vistula  at  Montau 
Spitz,  0.638  ;  (9)  the  Memel  at  Tilsit, 
0.600. 

From  these   numbers  it  appears   (a) 
that  the  average  outflow  of    different 


rivers,  from  equal  portions  of  their  ter- 
ritory, differs  much  more  than  is  usually 
thought,  for  in  the  Middle  Rhine  it  is 
about  three  times,  in  the  Middle  Weser 
two  and  a  half  times,  and  in  the  Middle 
Elbe,  as  also  in  the  Lower  Vistula 
and  Memel,  more  than  one  and  a  half 
times  as  much  as  in  the  Lower  Waita. 
On  the  whole,  it  decreases  from  the 
Rhine  to  the  Warta,  and  from  the  latter 
increases  agaiA  to  the  Memel.  {b)  In 
one  and  the  same  river  the  quantity 
from  equal  portions  of  land  seems  as 
a  rule  to  decrease  down  stream,  (c)  All 
calculations  of  quantity  of  outflow  in 
streams,  based  merely  on  e;xtent  -of  the 
region  of  precipitation,  must,  as  a  rule, 
give  incorrect  results. 

It  was  important  to  try  and  determine 
the  relations  of  the  quantity  of  outflow 
to  the  rainfall  of  the  corresponding 
regions,  and  Herr  Graeve,  doing  so  by  a 
method  which  he  describes,  obtained  the 
following  percentage  numbers,  corre- 
sponding to  the  above  series  of  rivers: — 
(1)  =  38.5  per  cent.;  (2)  =  37  p.  c;  (3)  = 
30  p.  c;  (4)  =  28.5  p.  c;  (5)  =  27.2  p.  c; 
(6)  =  21.4  p.  c;  (7)=21  p.  c;  (8)  =  29  p. 
c;  (9)  =  32.5  p.  c. 

From  this  the  following  conclusions 
(briefly)  are  drawn  : 

(a)  The  percentage  proportion  of  the 
amount  of  outflow  to  the  rainfall  differs 
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very  considerably  in  theete  several  rivers, 
though  far  less  than  the  amount  of  out- 
flow from  equally  large  regions  of  these 
rivers;  hence  the  differences  of  the  latter 
can  be  due  only  in  part  to  differences  in 
the  rainfall. 

{b)  The  percentage  decreases  from  the 
Rhine  to  the  Warta,  and  increases  again 
from  the  latter  to  the  Memel.  In  one 
and  the  same  river  a  decrease  is  percept- 
ible down  the  stream,  at  least  so  far  as 
the  phenomena  in  the  Oder  and  the  Elbe 
are  general. 

(c)  Since  in  a  mountainous  region  a 
greater  part  of  the  atmospheric  precipi- 
tates is  carried  off  by  rivers  than  in  the 
plain,  the  steady  decrease  in  the  per- 
centage proportion  of  outflow  to  rainfall, 
in  the  direction  from  the  Rhine  to  the 
Warta,  must  be  primarily  attributed  to 
the  increasing  flatness  of  the  region;  so 
too  must  the  decrease  of  the  percentage 
down  stream.  The  influence  of  more  or 
less  wood  on  the  land  could  not  be  pre- 
cisely determined. 

{d)  The  marked  increase  of  the  per- 
centage in  the  direction  from  the  Warta 
to  the  Memel  cannot  be  explained  by  the 
orographic  conditions  of  the  region  of 
precipitation,  because  this  region  in  the 
case  of  the  Memel  is  not  at  all  hilly,  and 
in  that  of  tfie  Vistula  only  a  little  more 
hilly  than  that  of  the  Warta,  but  since 
the  amount  of  the  evaporated  part  of  at- 
mospheric precipitates  is  considerably 
influenced  by  the  mean  temperature  of 
the  region  of  precipitation,  and  this  in 
the  region  of  the  Vistula  and  the  Memel 
is  lower  than  in  that  of  the  Warta,  the 
increase  of  percentage  in  question  from 
the  Warta  to  the  Memel  must  mainly  be 
attributed  to  climatic  conditions; 

(e)  While  the  percentage  in  question 
musi  be  chiefly  governed  by  orographic 
and  climatic  con<litions,  there  can  be  no 
doubt  that  other  factors  also  act,  e.  r/., 
the  relative  amount  of  moisture  in  the 
air,  which  influences  the  degree  of  evap- 
oration, and  in  generiil  must  decrease 
from  the  rainy  Rhine  region  to  the  dry 
region  ©f  the  Warta ;  further,  the 
amount  of  plantation,  which  in  the 
regions  of  the  Vistula  and  Memel  is 
larger  than  in  those  of  all  other  German 
rivers;  lastly,  the  nature  of  the  ground, 
allowing  more  or  less  passage  to  the  pre- 
cipitates ;  the  influence  of  all  these 
factors,  however,  cannot  be  proved  with 


the  same  certainty  as  the  orographic  and 
climatic  conditions. 

A  comparison  of  the  amounts  of  out- 
flow in  different  years  shows  that  in  in- 
dividual rivers  more  important  differ- 
ences occur  than  are  generally  sup- 
posed, that  these  differences  in  rivers 
of  different  character  and  unequal 
force  are  very  different  in  amount,  and 
that  in  the  same  river  they  decrease 
down  stream. 

With  regard  to  the  difference  in 
amount  of  outflow  in  the  various  seasons 
and  months,  the  following  average  values 
were  obtained.  The  amount  of  outflow 
in  winter  (from  the  beginning  of  Novem- 
ber to  the  end  of  April)  is  to  that  of 
summer,  at  the  parts  of  the  stream  ex- 
amined, in  the  Rhine  as  1  :  0.922,  in  the 
Weser  as  1  :  0.434,  in  the  Elbe  as  1  : 
0.467,  in  the  Oder  as  1  :  0.525,  and 
further  down  stream  as  1  :  0.522,  in  the 
Vistula  as  1  :  0.486,  and  in  the  Memel  as 
1  :  0.389.  A  better  idea  of  the  regular- 
ity of  the  quantities  of  outflow  is  given 
by  the  relations  of  these  for  the  dryest 
and  the  wettest  month  of  the  year;  in  the 
case  of  the  Rhine  this  ratio  is  1  :  1.458, 
in  the  Weser  1  :  4,  in  the  Elbe  1  :  5.238, 
in  the  Oder  1  :  4.5,  and  further  down  I  : 
3,68;  in  the  Vistula  1  :  4.19,  and  in  the 
Memel  1  :  4.51. 

The  causies  of  the  difference  in  the 
I  ratio  of  the  largest  and  least  monthly 
amounts  of  outflow  must  chiefly  be 
sought  in  the  presence  or  absence  of  col- 
lecting basins,  as  also  in  the  orographic 
and  climatic  conditions.  In  the  Rhine 
all  those  factors  combine  which  affect 
the  regularity  of  outflow.  It  possesses 
in  the  Swiss  lakes  large  reservoirs;  its 
river  region  comprises  mountains  of 
various  height,  and  plains,  so  that  the 
melting  of  the  snow  must  occur  at  very 
different  times  of  the  year.  The  Memel 
also  possesses  reservoirs  in  its  marshes, 
and  its  region  is  perhaps  better  wooded 
than  that  of  the  other  streams  of  Ger- 
many; but  the  long  and  hard  winters 
cause  an  accumulation  of  large  masses 
of  ice  and  snow  which  melt  suddenly 
and  almost  simultaneously  in  the  whole 
region. 

Herr  Graeve  takes  up  various  other 
points,  which  have  a  practical  bearing 
on  navigation,  but  for  these  we  must 
refer  the  reader  to  his  memoir.  He  re- 
marks, in  concluding,  on  the  desirability 
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of  comparing  the  conditions  of  outflow 
of  Gern^an  rivers  with  corresponding 
data  for  other  European  rivers,  though 


at  present  the  scanty  and  incomplete 
character  of  the  data  at  hand  render 
such  inquiry  scarcely  practicable. 


A    PERMANENT    STANDARD    CELL. 

By  MAJOR  R.  Y.  ABM8TR0NQ,  RE. 
From  Papers  of  the  Royal  En«:ineer  Institate. 


The  following  description  of  a  very 
simple  standard  cell  of  nearly  unlimited 
endurance,  and  not  likely  to  be  injured 
by  accident,  may  be  interesting  to  those 
who  cannot  conveniently  procure  the 
more  accurate  standards  now  made. 

It  can  be  made  by  a  novice  without 
difficulty,  and  gives,  when  used  with  an 
electrometer,  results  within  one  per  cent, 
of  the  truth. 

In  two  porcelain  or  earthenware 
chambers,  separated  from  each  other  by 
a  non-porous  partition,  are  placed  the 
zinc  and  copper  elements  respectively. 
A  semi-saturated  solution  of  sulphate  of 
zinc  is  poured  into  the  compartment 
containing  the  zinc  element,  and  a  satu- 
rated solution  of  sulphate  of  copper  is 
poured  into  the  other. 

The  cell  may  remain  in  this  condition 
apparently  for  years  without  undergoing 
any  change  :  it  is  merely  necessary  to 
add  distilled  water  to  the  solutions  from 
time  to  time,  as  their  level  falls  through 
evaporation,  and  to  prevent  the  sulphate 
of  copper  from  creeping  up  the  sides  of 
the  cell. 

When  it  is  desired  to  use  the  cell  as  a 
standard,  a  string  of  cotton  or  twine  is 
dipped  in  water  and  used  to  connect  the 
liquids,  which  are  thus  connected  electri- 
cally, but  do  not  mix  for  hours.  At  the 
conclusion  of  the  experiment,  the  string 
is  removed  and  thrown  away  and  a 
fresh  one  used  next  day. 

After  employing  some  of  these  cells 
for  a  couple  of  years  no  traces  of  copper 
could  be  detected  in  the  zinc  cell. 

The  electromotive  force  varies  under 
conditions  which  I  have  not  determined 
from  1.083  to  1.006  ohms;  that  is  only 
0.83  per  cent,  from  the  mean  value  of 
1.074.  It  is  unaffected  by  raising  the 
temperature  to  boiling  point;  and  i  have 
not  observed  that  action  of  light  pro- 
duces any  alteration. 


A  number  of  these  cells  when  first 
made  up  were  within  an  extreme  range 
of  1.069  to  1.077  ohms. 

It  is  probably  desirable  to  employ 
commercially  pure  metals  and  salts,  al- 
though I  have  not  found  that  cells  pre- 
pared with  the  above  precautions  differ 
in  any  way  from  those  made  up  with  or- 
dinary commercial  materials. 

As  I  have  already  stated,  this  is  not  in 
its  present  condition  an  accurate  stand- 
ard, but  it  is  a  very  convenient  one  for 
work  not  requiring  greater  accuracy 
than  can  be  obtained  by  its  means,  es- 
pecially if  it  can  be  checked  at  starting 
by  some  recognized  standard. 

This  cell  may  be  used  with  a  potentio- 
meter, provided  that  a  reflecting  galvano- 
meter be  employed  with  a  connecting 
key,  and  that  the  contacts  be  made  as 
short  as  possible,  until  the  resistances 
have  been  so  adjusted  that  there  will 
be  no  deflection  of  the  galvanometer 
on  a  more  prolonged  contact  being 
made. 

The  results  obtained  with  a  condenser 
are  not  very  accurate,  as  even  the  cur- 
rent required  to  fill  a  capacity  of  about 
J  microfarad  appears  to  lower  the  EMF 
of  the  cell  at  the  moment  about  2^, 

N.  B. — From  experiments  made  dur- 
ing the  past  two  months  I  think  that  the 
value  of  1.07  volts  will  not  differ  more 
than  0.5 j^  from  the  correct  value.  The 
previous  experiments  were  made  with  a 
zinc  wire  soldered  to  the  zinc  element 
and  a  copper  wire  to  the  copper  element, 
and  the  variations  made  have  been 
caused  to  some  extent  by  damp  at  the 
junction  of  the  copper  lead  with  the  per- 
manent zinc  wire;  at  any  rate,  since  a 
copper  wire  was  soldered  to  the  zinc  ele- 
ment the  EMF  has  only  varied  from 
1.066  to  1.075  volts.  The  mean  value  of 
which  is  1.07  volts,  which  should  be 
taken  as  the  actual  value. 
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SIGNALING  BY   MEANS  OF  SOUND. 

By  E.  PRICE-EDWARDS 
From  the  "Journal  of  the  Society  of  Arts." 


In  a  recent  trial  it  was  argued  that  the 
transmission  of  verbal  sounds,  i.  e.,  of 
the  sounds  produced  by  articulate 
speech,  should  properly  be  regarded  as 
signaling,  but  in  connection  with  the 
observations  which  I  shall  oflfer  to  you 
this  evening,  I  prefer  to  accept  the  view 
of  the  learned  counsel  on  the  other  side, 
and  to  avail  myself  of  his  retort  to  the 
effect  that,  although  my  remarks  are  in 
a  sense  transmitted  to  distant  hearers  in 
this  room,  yet  it  would  be  an  obvious  mis- 
appUcation  of  terms  to  say  I  was  signal- 
ing to  those  hearers.  I  think  it  neces- 
sary to  make  this  preliminary  observa- 
tion, because  it  is  beyond  my  purpose,  on 
this  occasion,  to  deal  with  those  methods 
of  conveying  oral  sounds  which  have 
been  so  marvelously  developed  during  I 
the  last  few  years.  The  value  to  man- 1 
kind  of  these  astonishing  discoveries 
cannot  yet  be  fully  apprehended.  We 
are  evidently  on  the  threshold  of  great  i 
changes,  as  regards  means  of  carrying  I 
messages;  the  steam  locomotive,  the 
penny  post,  even  the  telegraph  system  \ 
itself,  are  threatened  by  the  possibility 
of  other  more  simple  and  direct  methods 
being  brought  into  practical  operation, 
by  means  of  the  telephone,  the  phono- 
graph, the  microphone,  and  last,  but  by  i 
no  means  least,  the  photophone,  of  which 
80  brilliant  a  description  was  recently 
given  in  this  room  by  its  talented  dis- 
coverer. 

But  these  are  not  the  instruments 
which  minister  to  the  practice  of  signal- 
ing, in  the  sense  in  which  I  desire  to 
place  it  before  you. 

A  signal  is  defined  as  a  sign  which 
has  been  agreed  upon  to  give  notice  of 
some  occurrence,  command,  or  warning, 
to  a  person  or  persons  at  a  distance. 
The  necessity  for  such  means  of  convey- 
ing intimations  is  too  obvious  to  be 
dwelt  upon.  I  need  hardly  recall  to  you 
the  system  of  signaling  by  beacon  fires, 
which  was  so  extensively  in  use  in  early 
days;  nor  need  I  remind  you  that  those 
crude  methods  of  ancient  times  have,  in 
YoL   XXIV.— No.  2—10. 


the  process  of  time,  been  generally  su- 
perseded by  simpler  and  more  eflTective 
means.  The  splendid  lighthouses  on  our 
coast,  which  convey  guiding  and  warn- 
ing signals  to  the  mariner ;  the  colored 
and  other  lights  used  for  vessels  at  sea, 
and  also  for  railway  purposes ;  flashing 
signals,  employed  for  communicating  be- 
tween H.  M.  ships  at  night,  and  for  other 
purposes,  are  all  suggestive  of  ancient 
practice,  although  more  elaborate  and 
perfect,  and  suited  to  modem  require- 
ments. 

Flags,  again,  have  for  centuries  been 
used  as  emblems  and  signals  for  the 
conveyance  of  messages  across,  interven- 
ing spaces.  For  military  purposes  they 
continue  to  be  used,  and  for  service  at  sea 
they  have  been  so  effectively  utilized  that 
there  now  exists  an  international  code, 
generally  adopted  by  all  maritime  na- 
tions, which  permits  conversation  to  be 
carried  on  between  ships  of  all  countries, 
the  combinations  of  eighteen  flags  and 
three  pennants  being  the  signals  where- 
by messages  pass  between  mariners  who 
do  not  even  understand  each  other's  lan- 
guage. 

The  semaphore  was  once  much  used 
for  military  signaling,  but  it  is  now  al- 
most entirely  employed  in  connection 
with  the  railway  service. 

For  storm  warnings,  drum  and  cone 
shapes  are  hoisted  at  prominent  points 
on  the  coast,  to  indicate  the  approach  of 
bad  weather. 

And  I  may  allude  to  the  valuable  in- 
vention of  the  heliograph,  or  sun -flash- 
ing mirror,  which  rendered  such  con- 
spicuous service  in  the  late  wars  in  Af- 
ghanistan and  South  Africa,  by  which 
signals  can  be  flashed  across  an  interven- 
ing space  of  from  50  to  100  miles. 

Finally,  signals  of  distress  are  msrde 
on  board  ship  by  the  firing  of  rockets, 
and  by  flames  on  the  deck. 

It  will  be  observed  that  the  examples 
of  signaling  to  which  I  have  aUuded  are 
those  which  appeal  to  the  sense  of  sight 
only.       Signals,     beingj    intended     for 
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human  purposes,  are,  of  course,  dependent 
upon  human  perceptions  for  their  compre- . 
hension.  Sight,  as  we  have  seen,  is  made 
available.  I  do  not  think  any  definite; 
system  has  been  developed  by  which 
signals  can  be  transmitted  through  the 
medium  of  taste  or  touch;  nor  has  sci- 
ence yet  indicated  any  method  of  utiHz- 
ing  the  sense  of  smell  for  the  convey- 
ance of  definite  messages,  although,  in 
the  vincinity  of  foul  places  and  decom- 
posing refuse,  odoriferous  signals  are 
generally  wafted  abroad,  plainly  indi- 
cating the  presence  of  germ-laden  gases, 
and  silently  bidding  us  beware. 

But  the  necessity  for  transmitting 
signals  has  been  found  to  exist  at  times 
when  sight  is  unavailing,  and  then  the 
sense  of  hearing  naturally  suggested  it- 
self as  the  perception  which  should  be 
appealed  to. 

Thus  we  arrive  at  the  branch  of  the 
subject  which  I  have  ventured  to  bring 
under  the  notice  of  the  members  of  the 
Society  of  Arts  this  evening;  and  I  think 
it  proper  to  say,  that  in  preparing  this 
paper,  I  have  sought  rather  to  make  it  a 
record  of    facts  than  anything    like  a 
speculative  inquiry,  and  have  encouraged 
myself  to  hope  that  my  eflfoi-ts  may  pos- 
sibly be  the  means  of  bringing  to  bear ; 
upon  the  subject  the  scientific  and  me-  j 
chanical  intelligence  of  many,  in  such  an ' 
audience  as  this,  and  who  may  assist  in  | 
the    valuable    work  of    developing   the' 
means  of  making   sound  signals  fulfill 
their  purposes  with  accuracy  and  preci- 
sion. 

The  effective  employment  of  sound 
signals  appears  to  be  chiefly  dependent 
Upon  two  factors,  the  facihties  offered  by 
the  atmosphere  as  a  vehicle  of  sound,  and 
the  human  capacity  for  hearing  and  dis- 
tinguishing sounds  of  different  charac- 
ters. It  will,  perhaps,  be  convenient  to 
regard  first  these  two  points,  and  after- 
wards to  deal  with  the  application  of 
sound  signaling  for  various  purposes, 
and  the  different  kinds  of  instruments 
used  to  produce  the  sounds. 

It  is  hardly  necessary,  before  such  an 
audience  as  this,  to  attempt  an  explana- 
tion of  the  general  laws  governing  the 
propagation  of  sound;  and,  in  the  pres- 
ence of  so  eminent  an  authority  as  the 
learned  professor  who  has  so  highly 
honored  my  subject  and  myself  by  pre- 
siding this  evening,  to  do  so  would  show 


some  temerity  on  my  part.  It  is,  never- 
theless, necessary  for  me  to  put  before 
you  briefly  various  considerations  relat- 
ing to  soimd  transmission,  which  have  a 
direct  bearing  upon  the  matter  in  hand^ 
but  is  only  proper  for  me  to  observe  that 
in  this  respect  I  must  borrow  the 
thimder  of  your  learned  chairman,  and 
place  before  you  results  obtained  through 
his  patient  investigation,  judicial  weigh- 
ing of  evidence  amid  conflicting  theories, 
and  unstinted  expenditure  of  time  and 
personal  comfort. 

The  atmosphere  is  the  vehicle  for 
transmission  of  sound  with,  which  we 
are  this  evening  concerned.  Water  is 
an  excellent  medium  for  sound  travel- 
ing, and  the  possibilities  which  have 
from  time  to  time  been  suggested  in  re- 
gard to  it,  require  only  the  attention  of 
inventive  genius  to  bring  them  within 
the  range  of  practical  resJity  and  utility. 
But  as  at  present  the  atmosphere  is  the 
only  medium  which  is  practically  availa- 
ble for  the  transmission  of  sound  signals, 
it  becomes  important  to  know  whether 
some  conditions  are  more  favorable  than 
others  for  its  passage. 

It  is  evident  that  there  are  various  in- 
fluences which  may  be  supposed,  in  one 
way  or  another,  to  affect  the  transmis- 
sion of  sound.  Wind  has  always  been 
known  as  a  most  powerful  agent  in  in- 
tercepting and  even  diverting  it  Fog, 
snow,  and  raiii,  have  also  been  regarded 
by  many  as  serious  obstructions,  while 
it  has  long  been  popularly  consdered 
that  a  bright,  warm,  sunshmy  day,  with 
Httle  or  no  wind,  was  exceptionally  fa- 
vorable for  the  traveling  of  sound. 
These  views,  it  may  be  said,  have  grown 
up  as  the  result  of  general  expectation 
rather  than  of  scientific  observation  ;  but 
the  development  of  signaling  by  means 
of  sound  has  necessitated  a  more  exact 
inquiry,  than  has  hitherto  been  made, 
into  the  general  subject  of  sound  trans- 
mission, and  the  result  has  been  that 
some  of  the  old  theories  have  been  con- 
siderably shaken,  if  not  overthrown, 
while  new  ones  have  been  set  up. 

In  the  years  1873  and  1874,  an  inves- 
tigation was  carried  out,  at  the  instance 
of  the  Trinity  House,  with  the  object  of 
obtaining  some  definite  information  as 
to  the  relative  merits  of  sound-produc 
ing  instruments,  and  also  of  ascertaining 
how  the  propagation  of  sound  was  af- 
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footed  by  different  meteorological  phe- 
nomena. Professor  Tyndall,  as  the  scien- 
tific adviser  of  the  Trinity  House,  con- 
ducted the  investigation,  aided  by  a 
Conunittee  of  the  Elder  Brethren,  and 
some  officers  of  the  Corporation.  The 
experiments  were  extended  over  a  length- 
ened period,  observations  being  made  in 
all  conditions  of  weather,  and  repeated 
over  and  over  again,  in  order  to  elimi- 
nate error ;  and  the  information  gained 
thereby  is  of  the  highest  interest  and  im- 
portance. 

The  results  are  stated  at  length  in  the 
third  edition  of  Dr.  Tyndall*s  book  on 
"  Sound,"  but  may  be  popularly  summar- 
ized as  follows:  That  neither  rain,  hail, 
snow,  or  fog,  has  any  sensible  power  to 
obstruct  sound.  From  this  it  is  most 
satisfactory  to  know  that,  at  those  times 
when  a  sound  signal  might  especiaUy  be 
of  service,  the  sound  is  not  likely  to  be 
obstructed  in  its  passaga  That  the  real 
obstructors  of  sound  are — first,  the 
wind ;  and,  secondly,  what  Dr.  Tyndall  has 
named  acoustic  clouds.  These  clouds 
have  nothing  to  do  with  ordinary  clouds, 
fogs,  or  haze,  and  may  arise  from  air  cur- 
rents differently  heated,  or  from  air  cur- 
rents differently  saturated  with  vapor, 
and  they  often  exist  on  days  when  the 
atmosphere  is  in  a  very  transparent  con- 
dition. The  obstruction  is  caused  by 
tiie  sound,  intercepted  by  the  acoustic 
douds,  being  wasted  by  repeated  reflec- 
tions.  In  short,  it  is  now  established 
that  a  bright  clear  day  is  not  necessarily 
the  best  for  hearing  distant  sounds,  and 
tiiat  on  a  day  of  dense  fog  it  is  more 
than  probable  that  no  obstruction  is  of- 
fered to  the  passage  of  sounds. 

I  must  not  omit  to  mention  that  ex- 
periments of  an  elaborate  nature,  in  re- 
spect to  the  propagation  of  sound  in  the 
atmosphere,  have  also  been  made  under 
the  auspices  of  the  United  States  Light- 
house Board,  with  results  mainly  corrob- 
orating those  obtained  in  the  Trinity 
House  trials.  In  one  respect,  however, 
the  late  Professor  Henry,  who  was  at  the 
time  Chairman  of  the  United  States 
Lighthouse  Board,  differed  from  Dr. 
Tjmdall,  viz.,  in  regard  to  the  theory 
of  acoustic  clouds,  and  their  resultant 
aerial  echoes.  Professor  Henry's  ex- 
planation of  the  obstruction  of  sound  in 
dear  weather,  and  the  echoes,  is  founded 
upon  the  asserted  existence  of  upper  and 


lower  currents  of  air,  the  tilting  up  of  the 
sound  wave,  and  the  reflection  of  the 
sounds  from  the  surface  of  the  sea,  or 
the  crests  of  the  waves.  From  this  last 
explanation.  Professor  Henry  seems  to 
have  receded  before  his  death.  Into  the 
details  of  this  purely  scientific  contro- 
versy, it  is  not  necessary  to  enter ;  but 
it  may  be  stated,  as  a  matter  of  fact,  that 
observations  at  the  South  Foreland,  and 
the  explanations  given  of  them  by  Pro- 
fessor Tyndall,  have  been,  one  and  all, 
illustrated  and  confirmed  by  strict  ex- 
periment. 

One  other  point  may  appropriately  be 
alluded  to  here,  viz. :  as  to  the  nature  of 
the  sound  which  is  most  readily  propa- 
gated through  the  air,  and  which,  there- 
fore, is  most  effective  for  signaling  pur- 
poses. It  appears  that  what  Mr.  Alex- 
ander Beazeley  (who  very  ably  treated 
this  subject  of  coast  fog-signals  some 
years  ago)  has  termed  '' effective  sound 
range,"  is  made  up  of  two  factors,  viz., 
intensity  and  pitch.  It  is  tolerably  well 
established  that  initial  intensity  is  the 
first  thing  needful,  and  initial  intensity 
depends  upon  the  actual  force  employed 
in  creating  the  sound  waves.  With  suit- 
able apparatus,  and  an  effective  applica- 
tion of  very  high  power,  there  is  little 
doubt  that  sounds  of  overpowering  loud- 
ness may  be  produced.  But  the  effec- 
tive range  of  sound  appears  to  be  also 
controlled  by  its  musical  pitch.  The 
short  waves  of  a  very  shnll  or  high- 
pitched  sound  may  appear  extremely 
powerful  and  effective  to  observors  in  the 
immediate  vincinity,  but  their  energy 
seems  to  be  quickly  dissipated,  and  the 
sound  fails  to  be  appreciated  effectively 
at  a  distance.  Again.thelong  undulations 
of  a  very  low-pitched  sound  do  not  appar- 
ently often  reach  great  distances.  It  may 
be  that  this  kind  of  movement  is  more 
readily  acted  upon  by  opposing  influences, 
such  as  reflection  or  diversion.  But,  for 
practical  purposes,  it  seems  that  the 
pitch  best  adapted  for  signaling  lies 
about  the  middle  of  the  scale  of  sound. 
With  sound,  as  with  light,  there  are  wave 
motions  above  the  highest  pitch  intelli- 
gible to  the  human  ear,  and  below  the 
lowest  sound  audible,  and  it  may  be,  that 
the  nearer  sounds  approach  the  limits  of 
human  apprehension,  so  they  tend  to  be- 
come less  appreciable.  In  addition  to 
this,  it  has  been  found  that  the  atmos- 
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phere  exercises  a  selective  influence, 
and,  within  certain  limits,  will,  under  some 
conditions,  favor  the  transmission  of  the 
shorter  waves,  or  high-pitched  note; 
while,  at  another  time,  it  nmy  be  found 
that  the  longer  waves  of  a  low  pitched 
note  have  the  advantage. 

Speaking  generally,  the  range  of  sound 
seems  to  be  attended  with  much  uncer- 
tainty. It  is  popularly  supposed  that  if 
a  sound,  at  any  one  time,  is  heard  ten  or 
fifteen  miles,  it  must  necessarily  be  an 
exceedingly  powerful  sound.  Now,  this 
does  not  follow  as  a  matter  of  course. 
The  variability  of  the  atmosphere  will 
throw  out  any  calculation  made  upon 
such  an  hypothesis.  In  the  experiments 
at  South  Foreland,  in  calm,  clear  weather, 
one  of  the  instruments  was,  on  a  certain 
day,  heard  at  a  distance  of  16^  miles, 
but  on  another  day,  with  apparently 
identical  weather,  the  same  instrument 
was  heard  at  only  2^  miles  distance. 
Obviously,  it  is  no  satisfactory  test  of  a 
good  signal  that  on  one  occasion  it  had 
a  great  range— sounds  comparatively 
smsJl  and  weak  have  at  times  been  audi- 
ble at  long  distances — and,  therefore,  I 
need  not  trouble  you  now  with  instances 
of  this  kind.  The  true  test  of  a  sound 
signal  appears  to  be  that  it  shall,  under 
all  conditions  of  weather,  be  uniformly 
effective  at  a  short  distance — say  two 
miles. 

I  referred  just  now  to  what,  perhaps, 
I  may  speak  of  as  the  sound  spectrum, 
and  to  the  limits  of  human  capacity  in 
regard  to  hearing  sounds.  Now,  with 
the  development  of  signaling  by  means 
of  sound,  I  am  not  sure  that  the  human 
capacity  for  hearing  and  distinguishing 
sounds  of  different  kinds  has  received 
the  consideration  which  it  merits.  Let 
it  be  granted  that  you  have  instruments 
capable  of  producing  soimds  of  great 
power ;  let  it  also  be  granted  that  the 
signals  appear  to  be  distinctive  and  easy 
of  comprehension,  you  will,  I  fear,  still 
find  very  many  people  in  the  world,  in- 
capable of  availing  themselves  of  such 
signals,  either  by  reason  of  whole  or 
partial  deafness,  or  inability  to  appre- 
ciate differences  in  sounds.  Now,  the 
question  almost  naturally  asserts  itself, 
cannot  something  be  done  to  assist  the 
ear,  or,  at  any  rate,  the  perception  of 
sounds  in  the  air.  This  seems  to  be  the 
complementary  side  of  the  general  ques- 


tion, to  which  but  little  attention  has 
been  given.  In  regard  to  visibility,  you 
have  telescopes  and  binocular  glasses,  by 
means  of  which  a  distant  object  can  be 
brought  more  plainly  into  view.  But 
nothing  of  any  real  value  has  been  done 
to  assist  the  hearing.  The  old-fashioned 
ear-trumpet  for  deaf  people  is  little,  if  at 
all,  improved.  Some  years  ago,  an  effort 
was  made  in  this  direction  by  a  gentle- 
man from  Glasgow,  who  devised  what  he 
termed  a  phonoscope.  This  instrument 
consisted  of  a  sort  of  metal  helmet  for 
the  head,  with  an  opening  like  the  bent 
cowl  of  a  chimney,  which  could  be  di- 
rected towards  any  point  required.  This 
cowl  was  supposed  to  act  as  a  sort  of  in- 
gatherer  of  sounds,  which  vvere  con- 
veyed to  the  ears  by  two  smaU  tubes, 
each  terminating  in  a  button,  intended 
to  go  just  inaide  the  ear.  The  faults  of 
this  apparatus  were,  first,  its  cumbrous- 
ness,  and,  secondly,  the  remarkable  way 
in  which  all  the  ordinary  small  noises 
around  were  collected  and  magnified  into 
large  ones,  which,  combined  with  other 
sounds  hitherto  unheard,  created  a  gen- 
eral uproar  in  the  ears.  The  object  this 
gentleman  had  in  view  deserved  greater 
success  than  it  obtained.  He  wished  to 
assist  the  mariner  in  picking  up  and  lo- 
cating a  distant  sound;  and,  although 
his  apparatus  acted  so  well  that  it  picked 
up  noises  of  all  kinds,  and  somewhat  be- 
wildered the  sense  of  audition,  yet  I  ven- 
ture to  say  that  if  any  one  were  to  ac- 
complish successfully  what  this  gentle- 
man so  perseveringly  attempted,  a  very 
great  pubhc  benefit  would  be  brought 
about.  I  do  not  mean  to  convey  that 
what  is  specially  wanted  is  an  improved 
ear-trumpet  for  deaf  persons,  but  rather, 
an  instrument  intended  to  aid  people 
with  fair  hearing,  or  to  render  sounds, 
in  some  way,  more  easily  perceptible. 
The  late  Professor  Henry,  of  Washing- 
ton, in  carrying  out  his  experiments,  de- 
vised what  he  termed  an  artificial  ear,  by 
which  the  relative  power  of  different 
sounds  could  be  determined  at  short  dis- 
tances. This  instrument  consisted  of 
an  arrangement  by  which  sand,  on  a 
stretched  membrane,  assumed  certain 
definite  forms,  or  was  more  or  less  agi- 
tated, in  response  to  different  sounds. 
As  a  phonometer,  at  short  distances,  this 
instrument  appears  to  have  been  fairly 
effective,  but  it  does  not  meet  the  want 
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which  appears  to  me  to  exist.  With  the 
growing  use  of  sound  for  various  pur- 
poses, there  is  scope  for  inventive  ge- 
nius to  produce  a  phonoscope,  which 
shall  be  capable  of  assisting  the  listening 
ear  in  a  manner  analogous  to  that  by 
which  a  telescope  aids  the  seeing  eye. 

The  following  is  a  general  statement 
of  the  chief  purposes  for  which  sound 
signals  of  different  kinds  are  in  practical 
operation : 

1.  Hallways,— WhisUes  of  locomotives 
and  explosives  as  fog  signals. 

2.  At  Sea. — ^For  merchant  ships,  the 
international  regulations  for  preventing 
collisions  at  sea  prescribe,  as  a  compul- 
sory requirement,  that  in  fog,  mist,  or 
falling  snow,  whether  by  day  or  night, 
the  signals  described  as  follows,  shall  be 
used: 

A  steamship,  under  way,  shall 
with  her  steam  whistle,  or  other 
sound  signal,  at  intervals  of  not 
than   two    minutes,  a    prolonged 


(a.) 
make, 
steam 
more 
blast. 


A  saOing  ship,  under  way,  shall 
make,  with  her  fog-horn,  at  intervals  of 
not  more  than  two  minutes,  when  on  the 
starboard  tack,  one  blast ;  when  on  the 
port  tack,  two  blasts  in  succession  ;  and 
when  with  the  wind  abaft  the  beam,  three 
blasts  in  succession. 

(c.)  A  steamship  and  a  sailing  ship, 
when  not  under  way,  shall,  at  intervals 
of  not  more  than  two  minutes,  ring  the 
belL 

And,  as  an  optional  proceeding,  that  a 
steamship,  imder  way,  may  indicate  her 
course  to  any  other  ship  which  she  has 
in  sight,  by  the  following  signals  on  her 
steam  whistle,  viz. :  one  short  blast  to 
mean,  "  I  am  directing  my  course  to  star- 
board." Two  short  blasts  to  mean,  "  I 
am  directing  my  course  to  port."  Three 
short  blasts  to  mean,  "  I  am  going  full 
speed  astern."  A  gun  fired  at  intervals 
of  about  a  minute  is  one  of  the  author- 
ized sisals  of  distress  at  sea.  In  the 
Royal  Navy  the  above  regulations  are 
also  in  force,  but,  in  addition,  Captain 
Colombia  system  of  sound-signaling  is 
employed  in  fog,  for  the  purpose  of  com- 
municating between  H.  M.  ships.  Guns 
were  formerly  in  use  as  fog  signals,  but 
are  seldom  if  ever  employed  now. 

3.  The  Army, — The  only  sound  sig- 
nals systematically  employed  appear  to 
be  those  made  witib  the  bugle. 


4.  Coast  Fog  Signals. — By  far  the 
most  important  development  of  sound 
signals  is  in  connection  with  the  light- 
house and  coast-marking  service.  The 
most  powerful  lights  are  unavailing  at 
night  if  enshrouded  with  fog,  and,  by 
day,  buoys,  beacons,  and  other  marks 
and  signs  of  the  sea,  are  then  rendered 
useless.  The  necessity  for  sound  signals 
to  do  duty  at  such  times  for  the  obscured 
lights  and  hidden  sea-marks,  has  brought 
about  the  development  of  a  system  of 
coast  fog  signals,  in  which  development, 
so  far  as  the  English  coast  is  concerned, 
the  Corporation  which  I  have  the  honor 
to  serve,  aided  by  your  distinguished 
chairman,  Mr.  James  N.  Douglass,  the 
Tiinity  House  engineer,  and  others,  have 
had  a  large  share.  The  Conmiissioners 
for  Lighthouses  in  Scotland  and  Ireland, 
aided  by  their  respective  engineers,  have 
also  taken  vigorous  measures  for  guard- 
ing their  coasts  with  fog  signals  when 
necessary.  It  is  proper,  however,  to  ob- 
serve that  the  lighthouse  authorities  in 
the  United  States  took  up  the  matter 
practically  before  it  engaged  much  con- 
sideration in  this  country,  owing  to  the 
east  coast  of  America  being  in  an  excep- 
tional degree  liable  to  the  visitation  of 
fogi  t)y  which  the  coasting  traffic  was  se- 
riously inconvenienced ;  and  the  neces- 
sity arose  for  something  to  '  be  done 
whereby  the  difficulty  might  be  obviated. 
The  ready  genius  of  the  country  was  not 
long  in  coming  to  conclusions,  and  al- 
though some  kinds  of  sound  signals, 
such  as  bells,  gongs,  &c.,  were  employed 
in  Europe,  the  Americans  first  brought 
into  use  Brobdignagian  trumpets,  whis- 
tles, &c.,  to  which  I  shall  refer  in  due 
course. 

We  will  now  pass  on  to  consider  the 
different  kinds  of  instruments  employed 
in  connection  with  the  various  purposes 
to  which  I  have  referred. 

/:?€//«.— Bells,  from  the  earliest  times, 
have  been  employed  to  convey  intima- 
tions by  means  of  sound.  Their  chief 
uses  in  olden  times  have  been  summed 
up  in  the  following : 

"Laudo  Denm  verum,  plebemvoco,  conjrresr^  cheram, 
Di'faDCtOB  ploro,  pet>tem  fngo,  feeta  decoro. " 

In  these  days  churches  have  not  a 
monopoly  in  regard  to  the  use  of  bells. 
The  town  crier,  the  muffin  seller,  the 
railway  porter,  and  many  others  signal- 
1  ize  themselves  by  the  ringing  of  bells 
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With  these,  however,  we  are  not  con- 
cerned, unless  we  may  express  an  opin- 
ion that  in  some  of  these  cases  it  would 
be  an  addition  to  the  pubUc  comfort  if 
they  were  suppressed. 

The  present  regulations  for  preventing 
collisions  at  sea  require  that,  in  fog,  mist 
or  falling  snow,  ^'a  st.eamship  and  a  sailing 
ship,  when  not  under  way,  shall,  at  inter- 
vals of  not  mora  than  two  minutes,  ring 
the  bell."  These  regulations  are  inter- 
national, but  the  Turkish  Government 
have  objected  to  the  use  of  bells  as  fog 
signals  on  board  Turkish  vessels,  on  the 
ground  that  it  is  against  their  religion  to 
use  bells  on  board  ship ;  and,  therefore, 
in  all  cases  where  the  regulations  require 
a  bell  to  be  used,  a  drum  will  be  substi- 
tuted on  board  Turkish  vessels. 

As  warning  signals,  bells  have  been 
employed  from  a  very  early  date.  It  is 
impossible  to  say  when,  or  where,  the 
first  bell  was  put  up  to  assist  mariners ; 
but  we  may  quote  the  often-narrated  tra- 
dition, handed  down  by  an  old  writer, 
respecting  the  Bell  Bock : 

"  By  east  of  the  Isle  of  May,  twelve 
miles  from  all  land,  in  the  German  Ocean, 
lyes  a  great  hidden  rock,  called  Inch 
Cape,  very  dangerous  for  navigators,  be- 
cause it  overflowed  every  tide.  It  is  re- 
ported in  old  times  upon  the  saide  rock 
there  was  a  bell  fixed  upon  a  tree  or  tim- 
ber, which  rang  continually,  being  moved 
by  the  sea,  giving  notice  to  the  saylers 
of  the  danger.  This  bell  or  clocke,  was 
put  there  and  maintained  by  the  Abbot 
of  Aberbrothock ;  and,  being  taken  down 
by  a  sea  pirate  a  yeare  thereafter  he  per- 
ished upon  the  same  rock,  with  ship 
and  goodes,  in  the  righteous  judgment 
of  God." 

The  st©ry,  it  is  true,  is  only  supported 
by  tradition,  but  it  serves  to  show  that 
the  notion  of  marking  a  hidden  danger 
by  a  sounding  bell  was  certainly  in  ex- 
istence— ^if  not  practically  applied — at  a 
very  early  period.  We  know  it  was 
practically  applied  at  Poolbeg,  in  Ire- 
land, in  1811,  and  at  the  Bell  Rock,  in 
Scotiand,  in  1812 ;  and  we  also  know 
that,  up  to  the  year  1860,  bells  were 
established,  to  be  sounded  in  foggy 
weather,  at  many  other  lighthouses  on 
the  coasts  of  Great  Brrtain  and  Ire- 
land, and  of  France,  the  United  States, 
and  other  countries,  many  of  which  con- 
tinue to  be  sounded  at  the  present  day. 


These  bells  vary  in  weight  from  3  cwt. 
to  45  cwt.,  and  are  generally  struck  by 
means  of  clock-work.  In  no  case  does 
the  bell  itself  move,  the  clapper  or  clap- 
pers, alone  being  actuated  by  the  machin- 
ery. It  is  well  known  that  the  sound  of 
a  bell  is  curiously  fluctuating.  In  the 
open  coimtry  or  at  sea,  in  the  neighbor- 
hood of  church  bells,  the  sound  may  be 
heard  rising  and  falling,  the  peal  swell- 
ing out  as  if  close  at  hand — ^now  fading 
into  the  thinnest  sound,  as  if  retreating 
far,  far  away.  These  effects  are  familic^ 
to  most  people,  and  in  themselves  are 
really  beautiful ;  but  they  come  into  play 
injuriously  when  the  sound  is  wanted  to 
be  evenly  distributed  over  a  certain  area. 
The  truth  probably  is,  that  the  vibrations 
from  the  largest  bell  are  not  of  sufficient 
intensity  to  yield  a  sound  capable  of 
overcoming  opposing  influences,  even  of 
a  slight  nature.  The  soimd  produced  in 
the  immediate  vicinity  of  the  bell  seems, 
no  doubt,  exceedingly  powerful,  the 
greatest  energy  of  vibration  being  there 
exerted;  but,  at  moderately  long  dis- 
tances, this  apparent  energy  is  dissipated, 
and  the  bell  ceases  to  be  of  use.  It  will 
be  easily  understood  that  little  depend- 
ence can  be  placed  upon  bells  as  trust- 
worthy soimd  signals  for  long  distances. 
The  effective  soimd  range  of  the  largest 
bell  is  at  all  times  very  doubtful;  the 
wind  may  carry  it  to  a  distance  even  of 
10  or  12  miles,  but  against  the  wind  it 
may  be  inaudible  at  less  than  a  quarter 
of  a  mile. 

In  one  form  the  bell  continues  to  be 
serviceably  employed,  viz.,  when  fixed  on 
the  top  of  a  large  buoy,  with  four  hang- 
ing clappers  around  the  outside  of  the 
bell,  which  alternately  strike  the  bell  as 
the  buoy  is  moved  from  side  to  side  by 
the  action  of  the  waves.  An  incessant 
tolling  is  thus  kept  up  ;  and  at  night,  or 
in  foggy  weather,  the  signal  is  most  use- 
ful to  mark  the  turning  points  at  the  en- 
trances to  important  ports,  and  at  other 
places  where  the  navigation  is  intricate, 
or  to  mark  isolated  dangers.  The  num- 
ber of  bell  buoys  round  the  British  coast 
is  considerable. 

Gongs, — The  next  kind  of  sound  pro- 
ducer we  have  to  notice  is  the  gong.  To 
most  of  us,  probably,  the  gong  has  an 
inviting  sound,  that  is,  as  used  for  sig- 
naling purposes  in  our  households. 
This  instrument  has  been  appropriated 
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for  use  on  board  the  light  vessels  round 
the  coasts,  owing,  probably,  to  its  pecu- 
liar, distinctive  sound.  The  gongs  used 
in  the  Trinity  House  service  are  about 
two  feet  in  diameter,  of  Chinese  make, 
and  cost  about  £4  each.  They  are 
struck  with  a  stick  with  a  padded  head, 
the  strokes  being  very  short,  and  deliv- 
ered in  quick  succession,  so  as  to  bring 
up  the  gong  into  a  vigorous  state  of  vi- 
bration. The  sound  is  imdoubtedly  dis- 
tinctive, and  serviceable  at  very  short 
distances  ;  but,  like  the  sound  of  a  bell, 
is  soon  dissipated  after  leaving  the  im- 
mediate vicinity  of  the  instrument. 
Passing  vessels  may  approach  nearer  to 
a  lightship  than  to  a  rocky  coast  marked 
by  a  lighthouse ;  therefore,  a  sound  with 
only  a  short  range  may  oftentimes  be  of 
great  service.  In  many  hghtships,  how- 
ever, the  gong  as  a  fog-signal  is  now 
superseded  by  instruments  of  very  much 
greater  power. 

Guns  and  JEa^losive  Signals. — Gims 
are  used  for  various  purposes  in  connec- 
tion with  signaling.  "  The  minute  gun 
at  sea,"  indicates  that  some  vessel  is  in 
distress,  and  that  assistance  is  required. 
This  is  one  of  the  authorized  distress 
signals.  On  board  H.M.  ships,  guns 
have  been  employed  for  signaling  in 
foggy  weather,  in  accordance  with  an 
arranged  code;  and  for  salutes  and 
other  annoimcements,  they  are  used  at 
military  depots  and  elsewhere.  But 
their  chief  service  has  been  as  warning 
signals  on  headlands  and  dangerous 
points  on  a  coast,  to  assist  the  mariner 
in  foggy  weather.  The  necessity  for 
distinctiveness  in  the  use  of  sound  sig- 
nals, and  the  loudness  of  the  report 
yielded  by  the  discharge  of  cannon,  led 
to  the  adoption  of  this  form  of  sound 
producer. 

There  is  no  doubt  that  these  gun  sig- 
nals have  been  of  the  greatest  value. 
Many  and  many  a  time  the  warning  gun 
has  been  heard  by  the  bewildered  sea- 
man in  time  to  enable  him  to  alter  his 
course,  and  probably  save  his  vessel. 
Formerly  the  guns  were  fired  every  fif- 
teen minutes,  but  recently  the  interval 
has  been  altered  to  ten  minutes.  It 
would  be  difficult  for  two  men  to  clean, 
load,  and  fire,  for  a  lengthened  period — 
say  even  twelve  hours — ^with  less  inter- 
vals than  ten  minutes  between  each  dis- 
charge. 


The  piece  of  ordnance  ordinarily  em- 
ployed was  the  old  long  18-pounder, 
with  a  3-lb.  charge  of  powder :  but  in 
the  Trinity  House  experiments  at  tbr 
South  Foreland,  it  was  found -that  a 
short  gun,  the  24-lb.  howitzer,  gave  a 
better  sound  than  the  long  18-pounder. 
Professor  Tyndall  thus  sums  up  his 
opinion  of  the  gun  as  a  fog  signal  : 

"The  duration  of  the  sound  is  so 
short,  that,  unless  the  observer  is  pre 
pared  beforehand,  the  sound,  through 
lack  of  attention,  rather  than  through 
its  own  powerlessness,  is  liable  to  be  im- 
heard.  Its  liability  to  be  quenched  by  a 
local  sound  is  so  great,  that  it  is  some- 
times obliterated  by  a  puff  of  wind  tak- 
ing possession  of  the  ears  at  the  time  of 
its  arrival.  Its  liability  to  be  quenched 
by  an  opposing  wind,  so  as  to  be  practi- 
cally useless  at  a  very  short  distance  to 
windward,  is  very  remarkable." 

Professor  Tyndall  continues  :  "  Still, 
notwithstanding  these  drawbacks,  I 
think  the  gun  is  entitled  to  rank  as  a 
first-class  signal." 

In  1874-76,  some  experiments  were 
made  at  Woolwich  Arsenal,  with  the 
view  of  reducing  the  labor  of  firing,  so 
as  to  enable  two  men  to  fire  at  more  fre- 
quent intervals,  and  also  to  produce,  if 
possible,  a  more  effective  report  than  had 
been  obtained  by  discharges  from  guns 
of  ordinary  pattern.  Colonel  Eardley 
Maitland,  of  the  Royal  Gun  Factories, 
Woolwich  Arsenal,  devised  a  form  of 
gun,  breech-loading,  with  six  chambers, 
similar,  in  some  respects,  to  a  revolver, 
and  with  a  parabolic  mouthpiece  fitted 
to  the  muzzle.  The  experiments  gave 
promise  that  this  fog  signal  gun  would 
prove  a  success,  and  ultimately  it  was 
conveyed  to  the  North  Stack,  near  Holy- 
head, in  order  that  it  might  have  a  prac- 
tical trial.  To  reach  the  station,  it  was 
necessary  to  cross  very  bad  mountain 
roads,  aod  the  gun  received  a  severe 
jolting,  and  probably  jarring,  for  it  broke 
down  shortly  after  being  used.  No 
further  attempt  was  subsequently  made 
to  repair  the  damaged  gun,  nor  to  man- 
ufacture another,  owing  to  the  attention 
of  the  Trinity  House  being  then  divert- 
ed to  gun  cotton  as  an  explosive  sound 
producer.  It  should  also  be  mentioned 
that,  in  the  trials  at  Woolwich,  one  ex- 
periment was  devoted  to  testing  the 
comparative  advantages  of  the  various 
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kinds  of  service  powder  for  noise-mak- 
ing    purposes.      The    powders    tested 

were :     1.  F.  G.   (fine  grain).     2.  L.  G. 

(large  grain).      3.  R.  L.  G.  (rifle  large 

grain).      4.  P.    (pebble).      In  point  of 

effectiveness  in   sound   producing,   the 

result  of  the  trial  placed  the  powders 

exactly  in  the  order  in  which  I  named 

them ;  the  fine  grain,  or  most  rapidly 

burning  powder,  giving  indisputably  the 

loudest  sound ;  while  the  report  of  the 

slowly  burning  pebble  powder  was  the 

weakest  of  all.     The  80  and   100  ton 

guns,  fired  with  charges  of  300  and  400 

lbs.  of  pebble  powdei*,  do  not  make  any- 
thing like  so  terrible  a  noise  as  the  enor- 
mous charge  would  lead  one  to  expect. 

The  sound  seems  to  lack  intensity ;  and, 

in  comparison  with  the  sharp  smack  of 

the  detonation   of  gun  cotton,  or  of  a 

much  smaller  charge  of    more  rapidly 

burning  powder,  appears  to  be  more  of 
a  prolonged  and  somewhat  soft  roar. 

While  upon  the  subject  of  guns,  I 
must  not  omit  to  refer  to  the  very  in- 
genious invention  of  the  gas  gun  by  l^Ir. 
J.  R.  Wigham,  of  Dublin,  the  advantages 
claimed  for  which  are  that,  where  a  sup- 
ply of  gas  is  available,  the  apparatus  is 
very  easily  applied,  and  that,  the  gun  can 
be  loaded  and  fired  at  a  considerable 
distance  from  the  point  of  explosion. 
The  gun  consists  merely  of  a  tube  about 
18  inches  bore  and  12  feet  long,  placed 
at  the  point  where  the  signal  is  required 
to  be  made,  and  connected  with  a  gas 
main  t)r  gas  holder,  by  iron  piping.  The 
gun  is  loaded  with  an  explosive  mixture 
of  gas  and  atmospheric  air,  by  turning 
on  a  cock  simply,  and  is  fired  by  a  light 
applied  by  percussion  or  otherwise  to 
the  shore  end  of  the  tube,  the  explosion 
taking  place  at  the  mouth  of  the  gun  j  nator,  which,  coming  in  contact  with  the 
almost  immediately.  Mr.  Wigham  j  fulminate  of  mercury,  immediately  ex- 
states  that  a  gas  gun  may  be  fixed  at  the  |  plodes  it,  and  instantaneously  the  explo- 


some  experiments  being  made  at  the 
Royal  Arsenal,  with  the  object  of  ascer- 
taining the  value  of  the  sound  produced 
by  the   explosion   of  varying  quantities 
of  gun  cotton.     The  explosion  of  gun 
cotton  takes  place  so  instantaneously, 
that  an  exceedingly  sudden  and  sharp 
blow  is  given  to   the  surrounding  air, 
whereby  a  sound  wave  of  great  initial 
intensity  is  generated.      A  number  of 
comparative  trials  were  made  at  Wool- 
wich and  elsewhere,  in  which  the  superi- 
ority of  gun  cotton  over  gunpowder  was 
incontestably     demonstrated.     It    was 
found  that  charges  of  gun  cotton,  how- 
ever fiired,  yielded  reports  louder  at  all 
ranges  than  equal  charges  of  gunpow- 
der ;    and  further    experiments  proved 
that  the  detonation  of  half  a  poimd  of 
gun  cotton  gave  a  result  at  least  equal 
to  that  produced  by  the  firing  of  a  3-lb. 
charge    of    gunpowder.     During  these 
experiments,  the  various  charges  of  gun 
cotton  had  been  merely  suspended  from 
a  horizontal  bar,   or  in  the  focus  of  a 
large  parabolic   reflector,  and  fired  by 
means  of    electricity.     To  explode  gun 
cotton,  it  is  necessary  to  employ  a  detona- 
tor, consisting   of    a    small   cylindrical 
copper  case,   resembling    an   elongated 
percussion     cap,     containing     a     cer- 
tain   quantity    of    fulminate     of    mer- 
cury.    This    detonator    is    inserted   in 
the  heart  of  the  portion  of  gun  cotton  to 
be  exploded,  and  an  attachment  is  then 
made  with  one  wire,  connected  with  a 
small  electric  machine,  and  with  another 
attached  to  a  conducting  plate  embedded 
in  the  earth.     On  turning  the  handle  of 
the  machine,  a  current  is  induced  suffi- 
ciently strong  to  generate  a  spark  at  the 
connection  of  the  wires  with  the  deto- 


water's  edge,  or  on  a  rock  in  the  sea,  at 
half  a  mile  from  the  loading  and  firing 
station.  The  idea,  which  is  certainly 
one  of  originality,  was  conceived  by  Mr. 
Wigham  when  he  was  engaged  in  con- 
nection with  the  application  of  gas  to 
the  lighthouse  at  Howth  Bailey,  and  his 
experiments  at  that  station  have  met 
with  a  very  encouraging  amount  of  suc- 
cess, but  the  system  is  not  yet  in  practi- 
cal operation  as  a  fog  signal. 

In  1874,  the  Trinity  House  obtained 
the  consent  of  the  War  Department  to 


sion  is  communicated  to  the  gun  cotton. 
If  gun  cotton  in  a  wet  state  is  used,  it 
is  necessary  to  have  a  small  plug  or 
primer  of  gun  cotton,  into  which  the 
detonator  is  inserted.  Four  processes 
I  then  take  place,  viz :  1.  Generation  of 
electric  spark.  2.  Ignition  of  detona- 
tor. 3.  Communication  of  explosion  to 
dry  primer.  4.  Communication  of  ex- 
plosion of  dry  primer  to  the  wet  por- 
tion. The  entire  operation  is,  however, 
perceptible  to  the  human  sense  as  one 
explosion  only.     It  will  be  readily  un- 
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derstood  that  to  discharge  gun  cotton 
in  this  way  entailed  some  littie  expendi- 
ture of  time  and  trouble,  and  might 
prove  inconvenient,  if  required  to  be  re- 
peated every  ten  minutes  for  many  hours 
during  fog. 

But  it  being  clearly  demonstrated  that 
the  explosion  of  gun  cotton  gave  a  very 
effective  sound,  a  project  emanated  from 
the  Deputy  Master  oi  the  Trinity  House 
(Admiral  Sir  Richard  Collinson,  K.  C. 
B.),  for  making  a  rocket  serviceable  for 
carrying  a  charge  of  gun  cotton  up  to  a 
certain  height,  and  then  causing  it  to 
explode.  This  project  was,  with  the  aid 
of  Mr.  Brock,  the  well-known  pyrotech- 
nist, and,  subsequently,  Mr.  Mackie,  and 
the  officers  of  the  Woolwich  Arsenal, 
after  numerous  experiments,  made  a 
practical  success ;  and  now,  at  five  sta- 
tions on  our  coasts,  we  have  sound  rock- 
ets, either  substituted  for  guns  previ- 
ously used,  or  established  de  novo  for 
signaling  in  foggy  weather. 

The  f  oDowing  description  of  the  rock- 
et now  used  is  given  in  the  instructions 
issued  to  the  fog-signal  attendants  at 
Flamborough-head,  where  sound  rockets 
have  been  in  use  since  January,  1878. 
The  explosive  used  is  a  slight  modifica- 
tion of  gun  cotton,  called  tonite,  which 
is  said  to  be  cheaper  than  ordinary  gun 
cotton,  and  as  effective  for  producing  a 
loud  report. 

DESCRIPTION  OP  ROCKETS. 

For  purposes  of  safety,  the  rocket  is 
supplied,  and  is  to  be  kept,  in  three 
parts,  viz.: 

(1.)  The  Bocket. — This  is  a  case 
charged  with  the  ordinary  rocket  com- 
position, and  is  intended  merely  to 
carry  up  the  explosive  charge  to  the 
required  height,  and  then  to  ignite  the 
detonator  which  is  to  explode  the  tonite. 

(2.)  The  Detonator, — This  is  an  en- 
larged percussion- cap,  filled  with  fulmi- 
nate. Its  duty  is  to  cause  an  explosion 
to  take  place  in  the  heart  of  the  tonite 
charge,  whereby  that  charge^  is  exploded. 
The  detonator  is  ignited  by  the  burning 
of  the  rocket  composition. 

(3.)  The  Tonite  Cartridge.—ThiB  is 
the  explosive  which  produces  the  report, 
and  which,  with  the  detonator  placed  in- 
side it,  is  to  be  fitted  in  the  head  of  the 
rocket,  when  immediately  required  for 
use. 


The  fitting  together  of  the  three  parts 
can  be  accomphshed  in  less  than  a  min- 
ute ;  the  rocket  is  then  lighted  by  apply- 
ing an  ordinary  fusee  to  a  piece  of  Bick- 
f ord  fuse,  communicating  with  the  rocket 
composition.  The  whole  operation  occu- 
pies less  than  two  minutes.  The  cost  of 
the  rocket  is  about  Is.  5d,,  whereas  each 
discharge  of  the  gun  costs  28.;  and  in 
foggy  weather  a  rocket  is  sent  up  every 
ten  minutes.  The  advantages  gained  by 
the  introduction  of  the  sound  rocket  are 
indisputable,  in  one  particular  more 
especially. 

It  frequently  happens  that  the  sound 
of  a  signal  intended  to  be  spread  over  an 
arc  of,  say,  180  degrees  to  seaward,  is 
obstructed,  or  deflected,  by  intervening 
obstacles,  so  as  to  cause  uncertain  parts 
of  the  arc  to  be  immersed  in  sound 
shadow,  into  which  the  sound  penetrates 
with  very  feeble  effect,  and  often  not  at 
all.  This  difficulty  the  rocket  has  sur- 
mounted most  successfully. 

The  explosive  charge  is  carried  up  to 
the  height  of  about  600  feet,  and  is  there 
caused  to  explode  in  free  air.  From  the 
height  at  which  the  explosion  takes 
place,  the  direct  sound  is  sent  down- 
wards into  places  which  would  be  com- 
pletely hidden  from  the  level  at  which  a 
gun  could  be  fired,  and  which  would 
seldom  be  reached  by  the  sound  of  its 
discharge.  At  Flamborough  Head,  the 
gun  was  placed  on  the  extreme  edge  of 
the  point,  the  cliffs  being  about  100  feet 
high.  But  in  Bridlington  Bay,  at  a  very 
short  distance  to  the  south-westward, 
the  gim  was  invisible  at  the  sea  level,  on 
account  of  intervening  faces  and  edges 
of  the  cliffs.  A  practical  trial  of  the 
rocket  versus  the  gun  at  this  station 
clearly  showed  the  value  of  the  former. 
One  man  walked  along  the  edge  of  the 
cliff,  keeping  the  gun  in  sight,  and 
several  observers  were  below  on  the 
rocks  at  the  foot  of  the  cliff,  it  being  low 
water  at  the  time.  It  had  been  arranged 
that,  upon  intimation  from  the  observers 
below,  the  man  above  should  signal  to 
the  people  at  the  gun  station  to  fire, 
first  a  rocket,  then  a  gun.  At  a  quarter 
of  a  mile  from  the  point,  with  a  light 
wind  against  the  sound,  the  first  experi- 
ment was  made.  The  rocket  gave  a  loud 
and  sharp  report,  the  gun  a  dull,  heavy 
thud.  At  half  a  mile  the  rocket  was 
very  loud,  the  gun  very  faint.    At  1^ 
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mile  the  rocket  was  loud  and  distinct, 
the  gun  heard  only  by  two  observers, 
and  then  only  with  the  most  strained 
attention.  The  fact  of  the  explosion  of 
the  rocket  having  been  visible  and  audi- 
ble on  each  occasion,  shows  that  it  was 
clear  of  the  obstructions  which  quenched 
the  sound  of  the  gun,  and  hid  its  dis- 
charge from  sight.  It  should  also  be 
mentioned  that  the  charge  of  the  gun  is 
3  lbs.  of  powder,  and  that  the  explosive 
charge  of  the  rocket  consisted  of  4  oz.  of 
cotton  powder. 

The  sound  rocket  is  now  in  use  at 
Flamborough  Head,  at  Lundy  Island, 
the  Smalls  Rock,  in  St.  George's  Chan- 
nel, at  Hehgoland,  and  at  the  Tuskar 
Bock,  on  the  south-east  coast  of  Ireland. 
The  system  offers  the  means  of  placing 
an  effective  fog  signal  at  a  rock  light- 
house station,  where  limited  space  and 
accommodation  would  prevent  the  es- 
tablishment of  a  gun,  or  signal  requiring 
furnace  and  machinery. 

The  development  of  explosive  coast 
fog  signals  has  not  gone  beyond  this 
point.  Gun  cotton  and  cotton  powder 
(or  tonite)  may  be  handled  and  stored 
with  quite  as  much  safety  as  gunpowder ; 
in  fact,  they  are  really  less  dangerous ; 
but  it  has  not  yet  been  shown  that  other 
explosive  compounds,  such  as  dynamite, 
lithofracteur,  blasting  gelatine,  or  any 
other  nitro-glycerine  mixture,  can  be 
made  practically  serviceable.  Some 
freeze  at  a  temperature  a  Httle  above 
40°  Fahr.,  and  others  do  not  lend  them- 
selves to  manipulation,  and  to  safe  stor- 
ing for  lengthened  periods.  There  is, 
however,  every  probability  that  further 
advances  will  be  made. 

One  other  form  in  which  explosive 
signals  are  now  used  may  here  be  men- 
tioned. I  have  alluded  to  the  gun  fired 
at  intervals  of  about  a  minute  being  the 
authorized  signal  of  distress  for  ships  at 
sea.  Mr.  Gardiner,  of  the  Cotton  Pow- 
der Company,  has  sent  me  particulars  of 
a  kind  of  signal  which  may  be  fired  more 
easily,  expeditiously,  and  effectively  than 
the  gun,  thereby  obviating  loading  every 
minute,  an  important  consideration  with 
a  vessel  in  distress.  This  consists  in  a 
small  charge  of  tonite  made  up  in  a  sort 
of  cartridge.  When  required  to  be  used, 
one  of  these  cartridges  is  dropped  into 
a  socket,  and  by  puTing  a  lanyard  at- 
tached to  a  friction  tube,  a  small  quanti- 


ty of  powder  at  the  base  of  the  signal 
is  ignited,  which  blows  the  charge  up 
into  the  air  about  600  feet,  where  it  ex- 
plodes. At  the  moment  of  explosion 
some  brilliant  stars  are  also  shot  out, 
and  thus  the  signal  represents  either  a 
gun  or  a  rocket,  both  distress  signals. 
I  am  informed  that  many  vessels  have 
been  supplied  with  these  rocket  signals, 
that  their  effectiveness  is  undoubted, 
and  that  the  Board  of  Trade  have  sanc- 
tioned their  use  in  lieu  of  either  guns  or 
rockets. 

One  further  application  of  explosives 
requires  attention,  one  probably  more 
familiar  than  agreeable  to  most  of  us. 
I  allude  to  the  use  of  exploding  signals 
on  railway  lines,  to  convey  signals  to  en- 
gine-drivers and  guards  in  foggy  weather, 
and  to  do  duty  for  the  semaphores  and 
colored  light  signals  when  they  are  ob- 
scured. The  system  appears  to  be,  that 
a  signalman,  fiu-nished  with  a  supply  of 
detonators,  places  himself  near  to  the 
signal-box  or  semaphore  in  connection 
with  which  he  works,  and  uses  the  de- 
tonators to  stop  a  train,  if  the  line  is 
blocked  by  the  fixed  signal.  The  detona- 
tor consists  of  a  small  quantity  of  coarse 
gunpowder,  tightly  bound  up  with  three 
percussion  caps ;  it  is  fixed  on  the  rail 
with  lead  clamps,  and  is  exploded  by  the 
wheel  of  the  engine  going  over  it.  The 
system  is  said  to  be  fairly  effective ;  but 
it  is  probable  that  the  British  public  gen- 
erally would  not  indorse  that  opinion, 
for  most  people  are  fully  aware  of  the 
ttunoying  delays  involved  by  the  system, 
and  certainly  do  not  relish  the  sudden 
explosions  to  which  they  are  treated, 
while  chafing  under  enforced  detention 
in  the  train.  There  seems  to  be  plenty 
of  room  for  improvement :  the  system  is 
cumbrous,  and  admittedly  expensive; 
and  we  may  well  hope  that  a  more  effect- 
ive and  less  objectionable  method  of 
signaling  in  fog  may  be  devised  for  our 
railways. 

Whistles, — The  next  instrument  which 
claims  our  notice  is  the  whistle.  We  will 
first  regard  it  in  connection  with  coast 
fog  signals.  For  this  purpose,  whistles, 
whether  operated  by  steam  or  com- 
pressed air,  do  not  appear  to  have  found 
so  much  favor  in  this  tM)untry  as  in  the 
United  States  and  Canada  ;  indeed,  with 
the  exception  of  one  station  in  the  Clyde, 
where  two  small  whistles,  sounding  dif- 
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ferent  notes,  are  in  operation,  there  are 
no  fog-8ignal  whistles  on  our  coasts.  In 
the  United  States  they  have  been  em- 
ployed at  various  points  since  the  year 
1861.  The  first  was  set  up  by  Mr.  C. 
Ij.  Daboll,  at  Beaver  Tail  Point.  In 
Canada,  also,  whistles  have  been  in  use 
for  some  time,  the  type  adopted  being 
that  invented  by  Mr.  Robert  Foulis,  of 
St.  John's  N.  B.,  and  known  as  the  Ver- 
non-Smith whistle  ;  and  in  this  country 
Mr.  W.  H.  Bailey,  of  Salford,  Manches- 
ter, has  given  much  attention  to  the 
manufacture  of  whistles  suitable  for 
sound  signaling.  Steam  whistles  are 
simple  enough  in  their  arrangements, 
requiring  only  a  boiler  for  generating 
steam,  and  a  simple  mechanical  arrange- 
ment for  opening  a  valve  for  the  peri- 
odic passage  of  the  steam  to  sound  the 
whistle. 

For  air  whistles,  it  is  necessary  to 
have  some  motive  power  to  compress  air, 
and  also  some  mechanical  arrangement 
to  regulate  the  admission  of  the  com- 
pressed air  to  sound  the  whistle. 

In  the  Trinity  House  experiments  of 
1873-4,  it  was  shown  that  the  sound  of 
the  most  powerful  whistles,  whether 
blown  with  steam  or  air,  was  generally 
inferior  to  the  sound  yielded  by  other 
instruments,  and,  consequently,  no  steps 
have  been  taken  to  extend  their  use  in 
this  country.  Various  reports  have  been 
circulated  as  to  the  great  distance  at 
which  whistles  have  been  heard  on  the 
American  and  Canadian  coasts,  but -no 
auch  results  as  those  claimed  were  ob- 
tained in  the  very  careful  trials,  made 
with  both  American  and  Canadian  whis- 
tles, at  the  South  Foreland,  in  1873. 

The  sounding  of  a  whistle  is  caused 
by  the  vibration  of  the  column  of  air 
contained  within  the  bell  or  dome,  ihe 
vibration  being  set  up  by  the  impact  of  a 
current  of  steam,  or  air,  at  a  high  press- 
are.  It  is  probable  that  the  metal  of 
the  bell  is  liRewise  set  in  vibration,  and 

g'ves  to  the  sound  its  timbre^  or  quality, 
is  to  be  noted  that  the  energy  so  excit- 
ed expends  its  chief  force  in  the  imme- 
diate vicinity  of  its  source,  and  may  be, 
therefore,  regarded  as  to  some  extent 
wasted.  The  sound  of  the  whistle, 
moreover,  is  diffused  equally  on  all  sides. 
These  characteristics,  to  some  extent, 
explain  the  impotency  of  the  sound  to 
penetrate  to  great  distances.    Difference 


in  pitch  is  obtained  by  altering  the  dis- 
tance between  the  steam  orifice  and  rim 
of  the  dome  ;  when  brought  close  to 
each  other — say  within  half  an  inch — 
the  sound  produced  is  very  shrill,  but  it 
becomes  deeper  as  the  space  between  the 
rim  and  the  steam  or  air  orifice  is  in- 
creased. 

The  most  recent  adaptation  of  the 
whistle,  as  a  fog  signal,  is  shown  in  an 
automatic  signal  buoy,  devised  by  Mr. 
J.  M.  Courtenay,  of  New  York,  by  which 
a  powerful  whistle,  fixed  at  the  top  of  a 
buoy,  is  sounded  automatically  by  the 
action  of  the  sea.  The  apparatus  consists 
of  a  buoy,  12  feet  in  diameter,  with  a 
tube  33  inches  in  diameter,  and  32  feet 
in  length,  passing  vertically  through  the 
center,  and  descending  below  the  bot- 
tom of  the  buoy  to  a  depth  of  about  20 
feet,  the  object  of  this  length  of  tube 
being  to  reach  a  depth  where  the  water 
is  not  subject  to  wave  agitation.  The 
bottom  of  the  tube  is  open,  and  freely 
admits  a  column  of  water,  which  is 
maintained  at  a  constant  level,  and  is 
not  affected  by  the  external  superficial 
wave  motion.  The  buoy,  however,  to 
which  the  tube  is  fixed,  moves  with  the 
surface  undulations  of  the  water,  and,  of 
course,  carries  the  tube  up  and  down 
with  it,  thus  establishing  a  piston  and 
cylinder  movement,  the  column  of  water 
in  the  tube  forming  a  piston,  and  the 
tube  itself  being  a  moving  cylinder,  the 
weight  of  the  buoy  and  the  tube  exer- 
cising a  congiderable  pressure.  By 
means  of  the  motive  power  so  estab- 
lished, air,  which  is  admitted  by  stop 
valves  into  that  part  of  the  tube  which 
is  above  the  level  of  the  water,  is  com- 
pressed and  forced  through  a  pipe  2j 
inches  in  diameter,  communicating  with 
and  sounding  the  whistle  at  the  top. 

One  of  these  buoys  has  been  practi- 
cally tried  off  the  Goodwin  Sands  for 
some  months,  and  has  proved  a  success  ; 
two  more  are  about  to  be  placed  at  other 
points.  On  the  coasts  of  the  United 
States,  France,  and  Germany,  they  have 
also  been  in  successful  operation  for  sev- 
eral months. 

Whistles  are  supposed  to  be  the  best 
medium  for  making  signals  by  sound  on 
board  steamships.  The  regulations,  which 
I  have  previously  quoted,  specify  the 
whistle  for  steamers  ;  but  it  is  necessary 
that  precaution  should  be  taken  to  en- 
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sure  the  whistles  giviDg  effective  sounds. 
Many  that  I  listened  to  appear  to  me  to  be 
dismal  failures,  more  especially  when  first 
sounded,  for  frequently  the  condensed 
steam  causes  so  much  water  hi  the  pipe, 
that  when  a  sound  signal  is  required  to 
be  made  in  a  hurry,  only  a  rush  of  water 
comes  tlirough,  without  any  effective 
sound. 

On  board  the  Ikike  of  Leinster  steam- 
ship, running  between  Glasgow  and 
Dublin,  a  novel  form  of  whistle,  consist- 
ing of  an  organ  pipe  fitted  on  to  the 
steam  pipe,  is  said  to  give  very  superior 
results.  It  is  said  that  it  does  not  get 
choked  like  ordinary  whistles;  and  that 
the  sound  emitted  is  loud  and  resonant; 
without  the  shrill  disquieting  tone  of 
many  whistles.  This  instrument  is  pat- 
ented by  Messrs.  Hannan  &  Buchanan, 
of  Glasgow. 

W  ith  regard  to  the  use  of  whistles  on 
locomotive  engines,  I  have  endeavored 
to  ascertain  from  sundry  gentlemen  con- 
nected   with    railway    engineering    fto 
whom  I  beg  to  offer  my  best  thanks  for 
their   courtesy    in    replying   to   my   in- 
quiries), whether  this  kind  of  signal  is 
the  best  for  the  purposes  required,  and 
from  the  replies  I  gather  that  the  feeling 
is,  "Well,  it  might  be  better,  but  it  just 
answers."    It  does  not  appear  that  much 
is  known  by  i-ailway  engineers  about  the 
construction  or  shape  of  whistles,  and 
they  seem  to  share  the  popular  notion 
that   the    shriller   the   sonnd   the   more 
effective    it  is.      Perhaps  I   may    here 
venture,  in  the  general  interests  of  the 
traveling     public,    to    utter    a    protest 
against  the  inconsiderate  and  often  un- 
necessary manner  in  which  whistles  are 
sounded  in  the  great  railway  stations  of 
this  country,  and  London  in  particular. 
I  think  it  probable  that  this  meeting  will 
sympathize  with  me  when  I  say  that,  in 
these  days  of  nervous  susceptibility,  and 
when    so    many    thousands    of    people 
travel  daily  by  rail,  something:  ought  to 
be  done   by  the  railway  authorities  to 
abate  the  nuisance  of  unnecessary  whist- 
ling, and  certainly  to  put  down  the  sud- 
den, shrill,  ear-piercing  screeches,  which 
make   a   strong    man's  nervous    system 
tingle  again,  and  which  echo  from  roof, 
wall,  and  ground  in  reverberating  shrieks. 
There  is  enough  hubbub  and  racket  at  all 
stations,  caused  by  the  bustle  of  travel- 
ers, the  arrival  and  departure  of  trains. 


the  shouting  and  banging  of  doors  by 
porters;  and  though  all  this  may  be 
called  exhilirating,  yet  the  addition  of 
whistle  screeches  is  too  much  to  impose 
upon  an  enduring  public  Drivers  and 
stokers,  with  their  deadened  perceptions, 
are  probably  not  aware  of  the  real  pain 
they  often  inflict  on  many  persons  by 
their  thoughtless  use  of  the  whistle.  If 
sound  signals  are  so  necessary,  let  them 
be  low,  soft  sounds,  or  a  full-toned  bell. 
Such  as  are  used  on  locomotives  in  the 
United  States  would  be  a  great  relief. 

Fog  Horns. — The  next  class  of  instru- 
ments to  which  reference  should  be  made 
is  the  horn,  or  trumpet,  in  which  air  or 
steam  pressure  is  employed  to  set  in 
vibration  a  metallic  reed  or  tongue, 
which  vibration  is  .communicated  to  air 
inside  the  trumpet,  and  also  to  the  mole- 
cules of  the  metal  of  which  the  trumpet, 
or  horn,  is  formed. 

Mr.  C.  L.  Daboll,  of  the  United  States, 
to  whom  reference  has  been  previously 
made,  introduced,  in  1851,  an  instrument 
of  this  kind  to  the  notice  of  the  United 
States'  Lighthouse  Board,  and  a  trial  was 
made  at  Beaver  Tail  Point,  Rhode  Island. 
This  instrument   was   sounded  with  air 
condensed  by  two  air  pumps,  worked  by 
a  horse,  the  compressed  air  being  stored 
in  a  receiver,  and  the  trumpet  sounded 
at  a  pressure  of   about   40  lbs.  to    the 
square    inch.      Ultimately,   Mr.   Daboll 
employed    Ericcson's   caloric  engine    as 
the  motive  power  for  condensing  the  air, 
and  an  aulomatic.  arrangement  for  regu- 
lating the  blasts,  and  in  1862,  he  intro- 
duced his  improved  signal  to  the  notice 
of  the  Trinity  House  Corporation,  who 
gave  it  a  practical  trial  at  Dungeness. 
The  results  being  very  satisfactory,  the 
Corporation  placed  other  instruments  of 
the  same   kind  at  several  places  round 
the   coast,   and   one    was   fitted   up   on 
board   the  Newark  light-ship.     The  ex- 
periments   at  South    Foreland    showed 
such  instruments  to  be,  under  some  con- 
ditions, very  efficient,  but  they  suffered 
from  several  disadvantages,  which  have 
led  probably  to  their  disuse  of  late  years. 
I  have  alluded  to  the  fact  of  some  of  the 
initial  power  being  wasted  in  the  case  of 
whistles,  by  the  metal  of  the  dome,  or 
bell,  being  set  in  vibration;    this  occurs 
to  a  greater  extent  with  the  huge  brass 
trumpets    which    have    generally    been 
associated  with  reeds.     In  a  paper  read 
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before  the  Royal  United  Service  Institu- 
tion, in  May,  1875,  Admiral  Sir  Richard 
Collinson,   in  speaking  of   these  horns, 
8ay8,  that  "there  are  objections  to  the 
trumpet  being  made  of  brass,  and  also  to 
the  necessity  which  exists  for  tuning  the 
reed   in  unison    with   the   fundamental 
note  of  the  trumpet."    Sir  Richard  goes 
on  to  remark,  **  the  use  of  a  trumpet  con- 
sists chiefly  in  concentrating  the  sound 
into  a  beam,  and  thus  causing  it  to  be 
projected  through  the  air  with  greater 
force   in   any   required   direction.     The 
brass  trumpet,  no  doubt,  does  this  to  a 
certain  extent;  but  as  the  molecules  of 
the  metal  are  also  set  in  Vibration,  sound 
waves  appear  to  be  generated  from  all 
parts  of    the    external   surface  of    the 
trumpet,  so  that,  although  a  very  loud 
sound  may  be  produced  in  the  immediate 
neighborhood  of  the   instrument,   it  is 
open   to  doubt  whether  that   sound  is 
transmitted  with  force  to  any  great  dis- 
tance, its  strength  being,  so  to  speaky 
dissipated    in    the  .  space    close    to    its 
source."    The  local  noise  occasioned  by 
the  vibration  of  the  trumpet  would  be 
intolerable  for  any  length  of  time.     At 
the  present  time  there  are  very  few  reed 
instruments  with  brass  trumpets  in  oper- 
ation, many  of  those   originally   estab- 
lished  having  been  superseded  by  the 
siren,   an   instrument  of   which   I  shall 
speak  presently.    In  connection  with  the 
development  of  reed  horns  very  much  is 
due  to  Professor  F.  H.  Holmes,  whose 
energy  in  connection  with   the  electric 
light  18  well  known.     Under  his  immedi- 
ate superintendence  and  advice  two  reed 
horns,  sounded  directly  by  steam,  were 
fitted  on  board  two  light  vessels  sent  out 
to  China,  and  have  worked  very  satis- 
factorily. 

Reed  horns  are  aho  used  on  board 
ship,  chiefly  sailing  vessels,  in  compli- 
ance with  the  compulsory  fog  signals, 
and  the  optional  sound  signals,  in  con- 
nection with  the  "  rule  of  the  road  "  at 
sea.  The  horns  now  exhibited  are  lent 
for  this  evening  by  Mr.  Nathaniel  J. 
Holmes,  of  Holmes'  Marine  Life  Protec- 
tion Association  (Limited).  They  are 
said  to  be  very  effective,  but  in  a  seaway, 
with  the  vessel  rolling  heavily,  the  sea- 
man has  some  difficulty  in  working  the 
instruments.  It  is  air  pressure  which 
sets  this  reed  in  vibration,  and  produces 
the  sound.     In  some  trials  recently  made 


by  the  German  Admiralty,  these  horns 
held  a  commanding  position. 

Recently,  there  has  been  brought  into 
this  country,  from  the  United  States,  an 
apparatus  4.  known    as    Barker's    marine 
safety  signal,  intended  for  use  on  board 
ship,  to  make  sound  signals.  The  appara- 
tus has  many  merits,  one  of  which  is  its 
simplicity  in  working;  the  second  is  that 
every   signal   is   sounded    automatically 
when  once  set;   and  a  third  is  that,  with 
the  horn  attached,  it  gives  a  very  good 
sound.     Compressed  air  is  employed  at  a 
pressure  of  6  lbs.  to  the  square  inch,  and 
the  sounding  principle  is  a  reed  for  the 
horn;  but  the  Jnventor  says,  it  can  be 
equally  well  connected  with  the  steam- 
er's own  whistle.     The  main   object  of 
the  inventor  appears  to  be  to  bring  into 
use  a  short  code  of  compass  signals,  by 
means  of  which  vessels  can  indicate  to 
one    another   their    respective    courses, 
the   signal   system  consisting  of    eight 
combinations  of  long  and  short  sounds. 
But  it  may  be  observed  that  the  adop- 
tion of  his  code  would  make  it  necessary 
for  the  law  to  be  altered,  there  being  no 
permission  or  obligation  to  employ  such 
signals  in  the  rules  now  in  force.     And, 
again,  the  principle  of  long  and  short 
sounds  which  has  been  adopted,  does  not 
commend  itself  for  service  at  a  moment 
when  there  is  no  time  to  lose  in  decipher- 
ing the  meaning  of  a  sound  signal  from 
an  approaching  vessel.     Captain  Barker, 
however,  has  evidently  had  these  con- 
siderations  in  his  mind,  for,  in  his  de- 
scriptive   pamphlet,    he    remarks    that, 
though    numbers   of    practical    seamen 
consider  the  suggested  code  to  be  the 
simplest   and   best  as   yet  brought   for- 
ward,  its  adoption   is   by  no   means  a 
sine  qua  nouy  since   the   machine   can, 
with  equal  facility,  blow  any  code  which 
may   be   decided   on.      Captain   Barker 
would   probably  do   well   to   adapt   his 
machine  to  sound  only  those  signals  pro- 
vided for  in  the  regulations. 

Sirens. — We  now  come  to  the  instru- 
ment which  has  been  authoritatively 
described  as  "beyond  question  the  most 
powerful  fog  signal  which  has  hitherto 
been  tried  in  England."  In  1872,  a  com- 
mittee from  the  Trinity  House,  who  went 
to  the  United  States,  witnessed  the  per- 
formance of  an  apparatus  known  as  the 
siren,  and  patented  by  Messrs.  Brown, 
of  Progress  Works,  New  York,  and  in 
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the  experiments  at  the  South  Foreland 
one  of  these  instruments  was  .sent  over 
to  be  tried. 

The  instrument  sent  from  America 
could  be  sounded  either  with*  steam  or 
compressed  air,  made  to  pass  through  a 
fixed  flat  disc,  fitted  into  the  throat  of  a 
long  trumpet,  connected  with  the  steam 
oi  ai»*  T^ine.  This  disc  has  twelve  radial 
slits,  am  Der>'nd  it  is  a  rotating  disc, 
with  twelve  similar  slits,  the  rotation 
being  effected  by  separate  mechanism. 
Imagine,  then,  the  pressure  of  steam  or 
air  to  be  on,  with  one  disc  fixed,  and  the 
other  rotating;  it  will  be  understood  that 
the  slits  in  each  frequently  coincide — in 
fact  the  twelve  silts  in  one  revolution  coin- 
cide twelve  times,  and  at  each  coincidence 
a  puff  of  steam  or  air,  at  great  pressure, 
escapes  through  into  the  trumpet.  It  is 
the  rapid  succession  of  these  puffs  which 
form  the  sound  of  the  siren.  The  disc 
is  rotated  so  as  to  make  2,400  rotations 
in  a  minute;  and  as  there  are  twelve  coin- 
cidences in  a  revolution,  it  follows  that 
the  number  of  puffs  passing  through  in 
a  minute  would  be  2,400  X  12  =  28,800. 

It  can  readily  be  understood  that  a 
sound  of  surpassing  power  is  thus  gener- 
ated, and  as  the  vibrations  produced  are 
not  taken  up  by  the  cast-iron  trumpet, 
the  sound  issues  from  the  mouth  in  a 
condensed  beam  of  great  intensity. 

It  is  not  of  importance  to  record  the 
longest  distances  at  which  the  siren  has 
been  heard,  the  sound-range  under  dif- 
ferent atmospherical  conditions  being  so 
exceedingly  variable;  but  in  regard  to 
its  superiority  over  other  instruments, 
we  may  say  that,  under  meteorological 
conditions  unfavorable  to  the  transmis- 
sion of  sound,  the  voice  of  the  siren  had 
a  greater  range  than  that  of  any  other 
sound-producer;  and  that,  when  local 
noises — such  as  those  of  wind  in  the 
ears,  rattling  of  rigging,  breaking  waves, 
shore  surf,  paddle-wheels,  and  the  work- 
ing of  engines — have  to  be  contended 
with,  "its  density,  quality,  pitch,  and 
penetration,  render  it  dominant  ov^r 
such  noises  after  all  other  signal  soudns 
have  succumbed."  It  is  obvious  that 
this  power  to  overcome  obstructions  is 
the  true  test  of  the  value  of  a  sound  sig- 
nal,  and  it  is  not  surprising  that  the  ex- 
perience of  the  siren  at  the  South  Fore- 
land should  have  led  to  the  extensive 
adoption  of  this  form  of  fog  signal  on 


the  coast  of  Great  Britian.  Since  1874, 
no  less  than  22  sirens  have  been  placed 
at  the  most  salient  lighthouse  stations  od 
our  coast,  and  16  on  board  lightships, 
moored  in  positions  where  a  guiding- 
signal  is  of  the  greatest  service  to  the 
passing  navigation.  It  should  be  added 
that,  in  the  experiments,  steam  alone 
was  used  for  sounding  the  siren;  but  the 
instruments  now  in  operation  on  our 
coasts  are  sounded  with  compressed  air, 
the  motive  power  being  caloric  enginea 
of  greatly  improved  design  and  construc- 
tion, examples  of  which  are  in  exclusive 
use  at  the  Lizard,  both  for  the  electric 
lights  and  the  fog  signal.  Steam  is  not 
available  at  many  lighthouse  stations, 
owing  to  a  scarcity  of  fresh  water;  and 
the  caloric  engine,  which  also  rotates  the 
siren  disc,  is  regarded  as  safer  and  more 
economical  in  working  than  a  high  press* 
ure  steam  boiler,  and  is  independent  of 
water  supply.  In  America,  Canada,  and 
some  other  countries,  steam  has  been 
employed  with  considerable  success. 

At  Howth  Bailey,  a  gas-engine  is  em- 
ployed as  a  motor  for  compressing  air 
for  the  siren  now  inr  operation  there. 
This  arrangement  is  due  to  Mr.  J.  Wig- 
ham,  of  Dublin,  and  is  said  to  work  very 
efficiently. 

Messrs.  Stevenson,  of  Edinburgh,  have 
proposed  that  the  Perkins  engine  should 
be  employed  as  the  motor  for  siren  sig- 
nals, but  I  am  not  aware  that  this  sug- 
gestion has  yet  been  carried  out. 

The  adoption  of  the  Siren  as  the  most 
efficient  sound  signal  for  use  in  foggy 
weather,  may  be  regarded  as  an  import- 
ant epoch  in  the  history  of  the  develop- 
ment of  the  use  of  such  signals.  Im- 
provements have  been  made  by  Mr. 
James  N.  Douglass,  engineer  to  the 
Trinity  House;  and  Mr.  Slight,  Superin- 
tendent of  the  Trinity  House  work-shops,, 
has  invented  an  improved  arrangement 
by  which,  instead  of  flat  discs  being 
used,  the  siren  consists  of  two  concentric 
cylinders,  with  slits  in  both,  one  inside 
the  other,  the  outer  one  being  fixed,  and 
the  inner  one  revolving,  with  the  small- 
est possible  clearance  between  them. 
The  advantages  of  this  arrangement  are, 
that  the  suddenness  of  letting  on  or  tak- 
ing off  the  pressure  is  much  increased, 
whereby  the  successive  blows  upon  the 
air  are  rendered  much  sharper,  and  the 
sound    intensity  augmented.     It  is  alsc^ 
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oonsidered  an  improvement  meohanically, 
by  somewhat  lessening  the  friction.  Pro- 
fessor F.  H.  Holmes  has  succeeded  in 
rendering  the  rotation  of  this  siren  cy- 
linder automatic,  with  perfect  control 
of  the  speed  and  consequent  pitch,  and 
an  apparatus  of  this  kind  has  not  long 
since  been  fitted  on  board  the  light- ship 
at  the  Seven-stones. 

It  seems  probable  that  before  long  the 
siren  will  be  brought  into  more  general 
use  for  maritime  purposes.  Already  it 
has  been  introduced  into  the  Royal 
Navy,  for  which  service  Professor  Holmes 
has  supplied  three  small-sized  instru- 
ments. Messrs.  Sautter,  Lemonnier  & 
Co.,  of  Paris,  have  also  produced  a  steam 
siren,  which  they  claim  can  be  used  not 
only  as  a  fog  signal  at  lighthouse  sta- 
tions, but  also  for  ships,  and,  in  a  smaller 
form,  for  locomotives,  in  the  place  of 
the  whistle.  Mr.  Wigham,  of  Dublin, 
has  also  designed  a  form  of  siren  for 
steamships,  driven  by  a  small  turbine, 
actuated  by  the  current  of  steam  or  air 
by  which  the  instrument  is  sounded,  the 
rate  of  rotation  being  controlled  and 
rendered  uniform  by  a  simple  governor. 

Messrs.  Sautter,  Lemonnier  &  Co. 
have  more  recently  introduced  a  double 
siren,  in  which  two  sirens,  having  differ- 
ent numbers  of  orifices  in  their  respect- 
ive cylinders,  produce  simultaneously 
two  notes  in  the  trumpet,  and  by  this 
means  the  power  of  the  instrument  is 
more  than  doubled,  and  a  characteristic 
feature  is  given  to  the  sound. 

It  now  remains  to  offer  a  few  general 
remarks  upon  the  subject. 

It  is  obvious  that,  with  the  increasing 
use  of  sound  signals,  there  is  an  increas- 
ing necessity  for  differentiating  them. 
Something  must  be  done  to  prevent  one 
from  being  mistaken  for  the  other:  in 
fact,  it  is  necessary  that  every  signal 
should  have  its  own  characteristic.  This 
essential  element,  as  regards  coast  fog 
signals,  has  by  no  means  been  over- 
looked, and  as  each  lighthouse  is  made 
to  proclaim  its  own  individuality,  so 
every  fog  signal,  established  on  our  coast 
has  been  made  tO  particularly  indicate 
itself  by  some  distinguishing  feature. 
One  great  reason  why  explosive  reports, 
whether  from  guns  or  rockets,  are  made 
use  of,  is  because  their  sound  is  so  en- 
tirely different  from  that  of  the  blast  of 
a  siren,  a  reed   horn,  or   a  whistle.     In- 


deed, the  three  latter  strongly  resemble 
each  other,  and  can  only  be  distinguished 
by  trained  ears.     It  has  also  been  found 
useless  to  attempt  to  get  differential  sig* 
nals  by  means  of  pitch  of  the  note  alone. 
To  employ  a  high  note  at  one  station, 
and  a  low  note  at  another,  would,  in  the 
present  condition  of  the  musical  cultiva- 
tion of  mariners,  generally,  be  more  like- 
ly to  lead  to  confusion  and  disaster;  al* 
though,  as  Sir  Richard    Collinson    ob- 
served, in  1875,  it  might  be  possible  to 
obtain  an  effective  distinction  by  sound- 
ing a  high  and  a  low  note  in  direct  con- 
trast.    It  has  been  frequently  proposed 
to  introduce  long  and  short  blasts;  but 
here,  again,  experience  has  shown  that 
many  difficulties  and  risks  would  attend 
such  an  arrangement,  and  might  result 
in  conveying  wrong  information  to  the 
mariner,  and  lead  him  into  danger.    For 
real  practical  utility  it  has  been  found 
that,  for  the  present,  it  is  best  to  trust  to 
the  distinctions  which  may  be  obtained 
by  varying  the  number  of  blasts,  and  the 
length  of  the  silent  interval.     This  is  a 
system  which  is  intelligible  to  the  most 
ordinary  understanding;  and,  according- 
ly, it  is  on  this  basis  that  the  characteris- 
tics of  sound  signals  are  founded.     By 
making  the  blasts  to  occur  in  groups, 
and  varying  the  length  of  the  intervals 
between  the  groups,  on  the  same  princi- 
ple as  that  now  applied  to  the  new  class 
of  group-flashing  lights,  sixteen  funda- 
mental distinctions  may  readily  be  ob- 
tained, thus — commencmg    with  an  in- 
terval of  half  a  minute: 


1  blast   every  J^  min. 


2  blasts 


3 


3  blasts  every  J^  min 
"      1      '* 

a         3         u 

4  blasts      "      %    ** 
i«      2      '♦ 


The  introduction  of  compulsory  and 
optional  sound  signals  in  the  new  regu- 
lations for  preventing  collisions  at  sea, 
has  naturally  much  extended  the  use  of 
sound  signals  on  board  ship,  and  there 
can  be  no  doubt  that  such  signals  should 
be  entirely  different  from  those  made  at 
fixed  fog  signal  stations.  It  is  said  that 
already  some  difficulty  has  arisen  in  ref- 
erence to  the  clause  in  the  regulations, 
which  enacts  that  in  foggy  weather  a 
steamer  shall  sound  a  prolonged  blast  at 
intervals  of  not  less  than  two  minutes,. 
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the  fact  being  that  several  coast  fog 
sirens  sound  the  blast  every  two  min- 
utes. Unless  checked,  this,  perhaps,  is  a 
danger  likely  to  go  on  increasing  as 
ships'  sound  signals  become  more  pow- 
erful and  more  generally  used. 

One  point  occurs  to  me,  in  connection 
with  those  gentlemen  who  give  much 
time,  and  trouble,  and,  probably,  spend 
much  money,  in  developing  sound  sig- 
nals. I  observe  that  they  all  take  up 
some  special  code  of  signals,  and  then 
show  how  well  their  instrument  is 
adapted  for  it.  Now,  if  I  might  give  a 
piece  of  advice  to  those  gentlemen  it 
would  be,  first  look  at  the  law,  and  see 
what  signals  are  provided,  then  adapt 
your  apparatus,  whatever  it  may  be,  to 
making  those  signals.  Don't  require  the 
law  to  be  altered  to  suit  your  instru- 
ment— that  is  putting  a  real  difficulty  in 
the  way;  but  make  your  instrument  suit 
the  law  as  it  now  exists. 

I  may  remark  it  is  not  easy  to  see  how 
the  system  of  long  and  short  sounds  can 
at  present  be  brought  into  satisfactory 
operation.  Such  distinctions  are  ex- 
tremely pretty  and  simple  upon  paper, 
but  they  assume  a  vastly  different  aspect 
in  the  mind  of  an  anxious  and,  perhaps, 
not  over  intelligent  master  manner,  on 
board  his  vessel,  say  in  the  Downs,  in  a 
thick  fog.  All  around  he  hears  horns 
and  whistles  blowing,  and  all  he  at- 
tempts to  do  is  to  keep  clear  of  those 
vessels  which,  by  the  sounds,  appear  to 
be  nearest.  Of  what  use,  then,  would 
be  the  combinations  of  long  and  short 
sounds?     Would  he,  in  his  bewildered 


state,  care  to  try  to  distinguish  between 
them  ?  I  venture  to  say  he  would  have 
neither  the  time  nor  the  inclination  to  do 
so;  and  it  must  not  be  forgotten  that,  in 
making  provisions  of  this  kind,  it  is  not 
the  skilled,  clear-headed,  highly-edu- 
cated. Royal  Naval  or  merchant  captain 
you  have  to  consider,  so  much  as  the 
thousands  of  experienced,  weather-beaten 
master  mariners,  who  know  well  how  to 
navigate  their  vessels  under  trying  cir- 
cumstances, but  whose  minds  are  not 
adapted  for  comprehending  any  system 
requiring  accurate  and  attentive  observa- 
tion, to  which  is  tacked  on  the  necessity 
of  finding  out  the  meaning  after  the  ob- 
servation is  made. 

As  regards  the  present  development  of 
our  coast  fog  signals,  there  is  every  rea- 
son for  congratulation.  This  new  branch 
of  coast  marking  has  been  brought  up 
to  a  very  effective  condition;  no  efforts 
have  been  spared  to  cope  with  the  sea- 
man's greatest  enemy,fog,and  the  remarks 
which  I  have  had  the  honor  to  address 
to  you  indicate  with  what  success  these 
efforts  have  been  attended.  By  the  aid  of 
sound  signals,  the  mariner  is  now  en- 
abled to  continue  his  voyage  with  com- 
parative safety,  even  when  his  vessel  is 
enshrouded  with  a  thick  pall  impenetra- 
ble by  the  keenest  vision;  and  there  is 
little  doubt  that  those  who  have  their 
business  in  the  great  waters  are  ready 
gratefully  to  acknowledge  the  humane 
spirit  which  has  prompted  the  develop- 
ment of  these  signals,  as  well  as  the 
practical  benefit  which  they  derive  from 
them. 


ON    THE    ALTERATION    IN    THE    DENSITY    OF    STEEL 
THROUGH  HARDENING  AND  TEMPERING, 

By  C.  FROMME. 
From  "Abstracts "  of  the  Institution  of  Civil  Engineers. 


The  experiments  were  made  first  on  four 
bars  of  the  same  dimensions,  1(»0  milli- 
meters (3.0  inches)  long,  iCnd  7  milime- 
ters  (0.27  inch)  on  the  side,  and  then  on 
bars  of  the  same  length  but  of  different 
sections.  The  results  obtained  are  as 
follow  : — 

After  hardening  in   cold   water  the 
density  decreases,  or  in  other  words  the 


volume   increases  ;  the  thicker  the  bar 
the  less  the  increase. 

After  tempering  the  volume  again 
diminishes,  the  increase  being  at "  straw  *' 
reduced  to  one-half,  and  at  "  blue  "  to 
about  one-fifth  of  the  total  increase 
gained  after  hardening,  returning  at 
"  gray  "  to  the  original  volume  when  soft. 
The  molecular  condition  must,  however,  be 
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different,  as  the  steel  retains  twice  as 
mnch  permanent  magnetism  in  the 
**  grey  "  temper  as  in  the  soft.  If  the 
bar  is  heated  to  a  bright  md  and  cooled 
Blowly,  the  volume  is  larger  than  in 
the  original  state  before  hardening, 
the  difference  being  aboat  one-sixth  the 
total  increase  gained  after  hardening. 
The  question  as  to  whether  the  density 
Taries  from  the  exterior  to  the  interior 


of  the  bar,  the  Author  proceeded  to 
determine  by  eating  off  successive  layers 
by  acid,  and  determining  the  specific 
gravity  of  the  remainder  ;  but  as  a  fissure 
was  ultimately  discovered  inside  the 
bar,  the  results  must  be  considered  un- 
trustworthy. Further  experiments  in  this 
direction  are  certainly  desirable. — Anna- 
ten  derPhyaik  und  Chemie* 


A   GRAPHIC  METHOD  FOR  MEASURING  CROSS-SECTIONS 

OF    EARTHWORK. 

Pap  M.  H.  WILLOTTB. 
Translated  from  Annates  des  Fonts  et  Chanss^s. 


The  employment  of  graphical  meth- 
ods of  solving  problems  tends  to  become 
more  and  more  general.  Every  day 
methods  are  invented  or  improved,  and 
the  progress  already  made  only  calls 
more  strongly  for  the  attention  of  engi- 
neers to  this  subject. 

We  propose  in  this  note  to  examine 
two  problems,  which  are  presented  for 
solution  whenever  it  is  desired  to  esti- 
mate in  an  expeditious  manner  the  area 
of  a  cross-section. 

1st  Problem.  To  construct  the  profile 
of  a  cross-section  of  earth  work,  and 
obtain  its  area,  b^  a  simple  method. 

Provide  a  series  of  sheets  or  cards 
representing  the  outline  of  the  usual  cut 
or  embankment  of  a  road  or  canal. 
These  cards  will  bear  certain  lines  and 
scales  which  result  from  what  is  to  fol- 
low. Figure  1  shows,  on  a  reduced 
scale,  one  of  these  sheets  for  the  half 
profile  of  an  embankment  of  a  single 
track  railroad. 

What  is  required  to  complete  the  pro- 
file thus  far  exhibited  ?  It  is  clear  that 
nothing  more  is  necessary  than  to  draw 
the  profile  of  the  original  surface.  This 
may  be  done  in  a  ready  manner  by  the 
aid  of  a  prepared  scale,  graduated  to 
the  scale  of  trigonometrical  tangents, 
as  shown  in  Table,  Fig.  2. 

This  little  instrument  is  then  applied 
to  the  axis  of  the  cross-section  diagram 
at  the  cut  or  fill  height,  and  inclined  at 
the  angle  of  the  natural  surface. 

It  only  remains  to  follow  with  a  pen- 
VoL.  XXIV.— No.  2—11. 


cil  the  edge  of  the  protractor,  in  order 
to  complete  the  half  profile  TNMP. 

The  length  of  the  slope  and  the 
breadth  of  base  are  read  at  once  from 
the  inclined  scale  drawn  on  the  prepared 
card. 

It  is  required  finally  to  determine  the 
area  TNMP.  This  is  done  in  the  follow- 
ing manner,  which  is  only  an  application 
of  a  more  general  method  for  the  meas- 
urement of  areas. 

If  we  consider  some  point  A  arbitrari- 
ly chosen  on  the  movable  sctfle,  but  hav- 
ing a  position  mathematically  defined, 
it  follows  that  for  each  position  of  A,  a 
corresponding  point  on  the  engraved 
sheet  may  be  determined. 

We  can,  therefore,  trace  beforehand 
upon  the  prepared  sheet  a  series  of 
curves,  giving  the  area  of  the  half  cross- 
sections  for  each  position  of  the  point 
A,  and  the  problem  is  then  solved  by  a 
simple  reading. 

For  reasons,  which  will  be  immediately 
apparent,  the  point  A  is  taken  at  A,  the 
point  of  tangency  of  TN  (original  sur- 
face line),  apd  the  curve  to  which  all  the 
lines  are  tangent,  which  cut  off  areas 
equal  to  the  area  TNMP. 

To  determine  the  nature  of  this  curve 
we  seek  for  the  position  of  the  point  of 
tangency  A,  under  the  above  condi- 
tions. This  point  will  be  at  the  inter- 
section of  TN  and  another  line  T'N', 
drawn  infinitely  near  it  in  such  way 
that  the  areas  PMNT  and  PMNT'  are 
equivalent. 
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The  two  infinitely  small  triangles 
TA,T  and  NA,N  are  equivalent.  Hence 
the  point  A,  is  at  the  center  of  the  line 
TN. 

To  determine  the  equation  of  the 
curve  of  the  locus  of  A^  under  the  pre- 
scribed conditions.  Let  Oa;  and  Oy  he 
co-ordinate  axes,  and  let  OT=X  and 
ON=Y.  The  area  PMNT  being  con- 
stant, the  area  ONT  is  also  constant  (so 
long  as  the  line  NT  does  not  intersect 
the  line  PM  within  the.  angle  xoy^  a  con- 
dition which  is  taken  into  account  further 
on). 

Then  we  have 


area      OTN=: 


ON.OT.sina     XYsina 


or  XY=4K'  a  constant. 

As  X  and  y  are  the  co-ordinates  of  Aj 


we  have 


and 


aj=-andy=- 
XY    ^, 


The  locus  of  A,  is,  therefore,  a  hyper- 
bola having  for  asymptotes  the  axes  Oa; 
and  Oy. 

For  different  values  of  K'  we  may 
obtain  a  series  of  hyperbolas  correspond- 
ing to  different  values  of  the  half  section 
PMNT.  These  curves  may  be  termed 
curves  of  equal  areas. 

The  advantages  arising  from  the  selec- 
tion of  the  point  A^  under  the  assigned 
conditions,  are  obvious. 

Ist.  The  curves  of  equal  surfaces 
being  hyperbolas  drawn  relative  to  ihe 
same  point  O,  and  to  the  same  asymp- 
totes, are  easily  traced.  Any  one  is  easily 
constructed  by  means  of  some  one  of  its 
tangents,  and  others  of  the  series  are 
readily  derived  from  this. 

The  preparation  of  the  table  of  areas 
is  not  all  complicated.  An  area  is  calcu- 
lated corresponding  to  one  of  the  curves. 
Other  areas  are  determined  by  the  law 
of  the  dimensions  of  similar  surfaces, 
and  the  numbers  may  be  written  upon 
the  curves. 

If  the  curves  are  traced  in  such  a  man- 
ner that  they  cut  equal  segments  on  one 
of  the  radii  vectores  from  the  point  O, 
the  second  differences  of  these  numbers 
are  equal. 

2nd.  For  each  of  the  different  methods 
of  choosing  the  point,  there  is  a  graphic 


table  of  determinate  form;  and  for  each 
table  there  exists  a  system  of  equal  sur- 
face curves  generated  by  the  different 
positions  of  A  corresponding  to  equal 
areas.  The  curves  are  generally  of  a 
degree  above  the  second,  but  as  we  have 
already  seen  they  become  hyperbolas  of 
easy  construction  when  we  take  for  aux- 
iliaries points  analogous  to  A^. 

But  the  simplicity  of  construction  is 
not  the  only  advantage  arising  from  this 
selection;  for  it  is  clear  that  it  is  an 
advantage  to  diminish  as  much  as  possi- 
ble the  length  of  the  curves  of  equal 
surface;  in  taking  A^  the  minimum  of 
length  is  secured. 

Fig.  1  represents  cross  sections,  com- 
prised between  the  following  limits: 

1st.  Inclinations  of  surface  varying 
from — 0.33  to  -1-0.33. 

2d.  Depths  or  fillings  at  the  center, 
of  iO  meters. 

The  prepared  sheet  would  not  be  in- 
conveniently large  if  both  these  limits 
were  extended.  A  single  sheet  might 
serve  for  cross  sections  of  different 
slopes. 

The  mode  of  proceeding  to  employ  the 
system  is  as  follows: 

1st.  Make  a  book  of  the  cross  sections, 
also  a  sufficient  number  of  the  proposed 
sheets  to  serve  the  purposes  of  the  work 
in  hand. 

2d.  Write  within  the  profile  of  each 
cross  section,  the  center  cut  or  fill  and 
the  slope  of  the  original  surface  (ex- 
pressed as  a  ratio  or  tangent  of  the  an- 
gle made  with  the  horizon). 

3d.  Proceed  to  trace  the  lines  TN  by 
aid  of  the  movable  scale  (the  inclination 
being  measured  by  aid  of  graduations  on 
the  lower  edge  as  at  0  in  fig.  2). 

4th.  Read  the  numbers  upon  the 
curves  to  which  in  each  case  the  line 
falls  tangent,  and  write  these  areas  with- 
in the  respective  cross  sections. 

It  may  be  remarked  here  that  the  tan- 
gency  of  the  line  TN  is  easy  to  determ- 
ine, and  moreover  that  an  error  of  the 
first  order,  in  determining  the  point  of 
tangency,  results  in  an  error  of  the  sec- 
ond order  only  in  getting  the  areas. 

5th.  Complete  the  calculations  indi- 
cated for  estimating  the  volumes. 

As  the  accuracy  of  the  work  depends 
so  largely  upon  the  accuracy  of  the  pre- 
pared sheets,  it  will  suggest  itself  that 
a  shrinkage  of  the  sheet  would  result  in 
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errors  in  the  work.  This  does  not  ne- 
cessarily follow  except  in  cases  obvious- 
ly rare  of  unequal  shrinkage  in  different 
directions. 

In  place  of  the  movable  scale  for  the 
measurement  of  inclinations,  a  common 


and  T'  N'  and  also  determine  the  area. 
(The  position  of  the  lines  TN  and  T'N' 
is  determined  without  trouble,  since  OT 
XON=OT'xON'=  a  constant,  and  the 
curve  Su  can  be  traced  accurately  in  a 
few  minutes.     The  extreme  points  S  and 


straiffht-edge  ruler  may  be  employed 
and  the  inclinations  be  obtained,  by  using 
the  method  of  drawing  parallels  from  a 
set  of  prepared  lines  like  fig.  3,  drawn  to 
the  different  inclinations  on  each  of  the 
working  sheets. 


u  are  determined  by  the  limits  of  the  in- 
clination of  TN.)  Draw  also  one  of  the 
radius  vectoi-s  from  O  as  OS  and  divide 
it  into  equal  parts.  Against  each  of  the 
divisions  write  the  area  belonging  to  the 
curve  passing  through  that  point,  if  such 


2d  Problem.  To  determine  with  ra- 
pidity a  large  number  of  cross-section 
areas,  by  aid  of  graphic  processes  only. 

This  problem  may  be  solved  by  aid  of 
a  diagram  like  fig.  4. 

Draw  the  croHS  section  P  M  N  and 
construct  very  carefully  the  curve  Sm, 
the  hyperbola  whose  tangents  are   TN 


curve  were  drawn  according  to  the  rule. 

The  drawing  is  then  complete. 
Its  use  is  explained  as  follows: 
Let  T,N^  be  a  line  of  original  surface. 

It  is  required  to  determine  the  area  of 

PMN^T,. 
Through  the  middle  point  m,  of    this 

line  draw  Om,  meeting  the  arc  Sw  in  m 
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Join  ma  and  then  m^s^  parallel  to  it.  The 
nomber  on  the  scale  at  S,  is  the  area 
soaght.  This  results  from  the  property 
of  the  curves  of  equal  surfaces  described 
as  above. 


This  process  fails  whenever  the  line 
T,N,  intersects  the  line  PM  within  the 
angle  TON.  If  many  such  cases  occur- 
red in  any  work  a  special  construction 
easily  devised  might  be  prepared  for  them. 


SANITARY   SCIENCE  IN    ITS    RELATION    TO   CIVIL 
ARCHITECTURE. 

By  B.  C.  ROBINS,  F.S.A. 
A  Paper  read  before  the  Bojral  Institute  of  British  Architects. 


E.  C.  Robins,  F.  S.  A.,  said  he  thought 
those  architects  who,  for  the  last  thirty 
years,  had  practically  proved  their  inter- 
est in  sanitary  science  in  so  far  as  it  rela- 
ted to  architecture  could  not  be  other- 
wise than  be  pleased  with  the  obvious 
improvement  in  recent  public  opinion, 
and  the  quickening  of  the  professional 
conscience  thereon.  Having  referred  to 
the  works  of  pioneers  in  sanitary  science, 
to  the  disgraceful  condition  of  London 
before  the  Great  Fire,  to  the  sugges- 
tions of  Patte  for  improving  the  state  of 
Paris  in  1797,  and  to  the  gteat  impetus 
given  to  the  consideration  of  sanitary 
questions  in  England  by  the  visitations 
of  cholera  in  1842,  1847  and  1852,  in 
which  latter  year  his  own  attention  was 
directed  to  the  matter,  he  said  he  pro- 
posed that  evening  to  consider  :  (1). 
What  had  been  defects  in  sanitary  con- 
struction. (2).  What  were  the  remedies 
now  generally  available.  (3).  What 
further  improvements  were  required. 
In  London  a  system  prevailed  which 
compelled  the  professional  architect  to 
provide  against  the  insanitary  condition 
of  the  main  sewers  ;  he  had  to  fortify 
the  modern  dwelling-house  against  sewer 
gas,  which  contaminated  not  only  the 
air  breathed  by  the  inmates,  but  also 
the  water  they  drank.  It  was  not  neces- 
sary to  enter  into  much  detail  respecting 
sanitary  defects.  A  summary  was  pro- 
vided in  a  pamphlet  entitled  "  Dangers 
to  Health,''  written  in  a  grimly-humor- 
ous way  by  Mr.  Teale,  surgeon  to  the 
Leeds  Infirmary,  and  dedicated  to  his 
medical  brethren.  Such  defects  con- 
sisted not  only  in  those  things  for  which 
an  architect  might  be  blamed,  but  also 
in  the  faulty  workmanship  of  artisans  ; 
in  the  jointing  of  bad  iron  and  stone- 


ware piping,  in  false  levels  and  bad  lay- 
ing of  drains,  in  perverse  connections  on 
the  wrong  side  of  traps,  in  ill-supported 
vertical  soil-pipes,  in  the  thousand  evils 
emanating  from  the  want  of  trained 
foremen  and  workmen.  At  the  Confer- 
ence on  Public  Health  held  in  June  last 
by  the  Society  of  Arts,  Mr.  Rawlinson 
had  stated  that  house  drainage  was  at 
the  root  of  all  sanitary  reform,  and  that 
Earl  Spencer's  town  house  in  St.  James's 
place  was  the  most  perfectly  drained 
house  in  London  or  elsewhere.  The  evi- 
dence given  by  Messrs.  Eassie,  Rogers, 
Field  and  Griffith,  and  other  specialists 
before  the  Society  of  Arts,  was  refer- 
red to.  The  principles  summarised  by 
Mr.  Griffith  were  quoted — principles 
which  the  author  said  were  quite  in  har- 
mony with  many  architects'  previous 
practice.  They  were  :  (1).  Communi- 
cation between  main  sewer  in  street  and 
house-drain  should  be  disconnected  or 
severed  by  an  open-air  space  being  left 
between  house-drain  and  sewer.  (2). 
The  house-drain,  air  and  water-tight, 
should  be  laid  to  such  a  fall  as  to  be  self- 
cleansing,  free  from  deposit,  and  venti- 
lated. (3).  The  soil  pipe  should  be  fixed 
inside  the  house  and  taken  up  full  size 
above  the  roof.  (4).  The  waste  pipe 
should  discharge  into  the  open  air  instead 
of  into  soil  pipes  or  a  D  trap.  (5). 
There  should  be  no  means  of  drawing 
water  from  a  cistern  supplying  a  w.  c, 
other  than  through  the  closet.  (6).  The 
waste  pipes  from  sinks,  baths,  lavatories, 
&c.,  should  be  S  trapped  underneath, 
and  made  to  discharge  immediately  into 
the  open  air,  over  trapped  gullies.  (7). 
There  should  be  no  connection  with  the 
main  house  drain,  when  laid  underneath 
the  house,  except  outside  the  main  walls 
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of  the  building.  (8).  "Pan  cloBets" 
with  D  traps  should  never  be  used,  nor 
should  D  traps  be  fixed  under  sinks,  &o. 
The  evidence  of  Messrs.  Eassie  and 
Rogers  Field  coincided  in  all  material 
points  with  that  of  Mr.  Griffith.  The 
author  prefaced  the  subject  of  warming 
and  ventilation,  the  second  division  of 
his  paper,  by  quoting  a  remark  made  to 
him  by  Professor  Jenkin,  to  the  effect 
that  the  study  and  control  of  the  press- 
ure of  the  atmosphere,  and  not  the  tem- 
perature, is  the  key  to  all  sound  ventila- 
tion. As  that  pressure  was  increased  or 
diminished  in  its  utilization,  so  ventila- 
tion was  promoted  or  retarded.  Follow- 
ing the  suggestion  of  Dr.  Parkes,  it  was 
desirable  to  restrict  the  thing  known  as 
ventilation  "  to  the  removal  by  a  stream 
of  pure  air  of  the  pulmonary  and  cuta- 
neous exhalations  of  men,  and  of  the 
products  of  the  combustion  of  lights  in 
ordinary  dwellings,  to  which  must  be 
added  in  hospitals  the  additional  effluvia 
which  proceed  from  the  persons  and  dis- 
charges of  the  sick."  It  was  not  only 
important  that  the  air  should  be 
changed,  but  also  that  it  should  be 
drawn  from  a  pure  source  and  carried 
through  clean  channels.  By  the  term 
"  ventilation  "  the  author  meant  a  pass- 
age for  the  wind,  change  of  air  or  at- 
mospheric recuperation.  A  way  in  was 
wanted  for  the  air  and  a  way  out  for  it 
in  every  building  or  portion  of  a  build- 
ing. Natural  ventilation  was  the  simple 
process  of  allowing  the  external  atmos- 
phere to  mingle  with  the  internal  atmos- 
phere of  a  building.  Scientific  ventila- 
tion was  the  same  thing,  but  with  this 
difference  :  in  the  former  case  the  air 
was  free  to  mingle  or  not  as  it  pleased, 
and  in  doing  so  it  created  many  incon- 
veniences ;  in  the  latter,  direction  was 
given  to  currents  of  air  produced  by  in- 
terchange, and  a  healthy  commingling 
of  the  oxygen  with  the  carbonic  acid 
gases  was  secured  without  the  danger- 
ous and  disagreeable  accompaniment  of 
draught.  The  business  of  ventilation 
was  to  direct  the  pressure  of  the  cur- 
rents of  air  admitted  and  required  to 
overcome  stagnation  under  conditions 
where  no  draught  was  admissible.  The 
natural  process  by  which  the  tempera- 
ture of  the  air  was  raised  was  two-fold  : 
by  radiation  and  by  conduction.  Radi- 
ated heat  he  defined  as  possessing  the 


peculiarity  of  passing  directly  through 
any  intervening  space,  without  partuig 
sensibly  with  its  heat,  and  warming  the 
first  obstacle  to  its  passage,  such  as  a 
wall  or  window,  with  which  it  came  in 
contact ;  conducted  heat  was  the  warmth 
given  off  from  any  surface  by  direct  con- 
tact with  any  substance  whether  air  or 
otherwise.  The  conducted  heat  of  an 
open  fire  passed  into  the  air,  escaping  by 
the  chimney  flue,  and  was  lost  for  heat- 
ing purposes  ;  the  radiated  heat  of  the 
open  fire  was  alone  available  for  raising 
the  temperature  of  a  room.  Draught, 
however,  was  almost  inseparable  from 
the  use  of  open  fires,  especially  when 
they  were  placed  directly  opposite  doors, 
whereby  large  quantities  of  air  were 
drawn  across  the  floor  and  passed  up  the 
chimney.  With  reference  to  the  size 
and  position  of  'Unlets"  in  rooms,  it 
was  desirable  to  make  the  area  of  each 
opening  not  larger  than  from  50  to  60 
square  inches,  and  they  should  be  placed 
on  the  same  side  of  the  room  as  the  fire- 
place. The  introduction  of  air  by  verti- 
cal shafts,  suggested  by  a  Mr.  White- 
hurst  years  before  Mr.  Tobin  was  heard 
or  even  thought  of,  was  a  sound  princi- 
ple, suited  to  the  requirements  of  ordi- 
nary rooms  which  were  heated  by  the 
open  fireplace  only.  Mr.  Robins  then 
drew  attention  to  several  varieties  of 
stove  and  grate,  including  those  invented 
by  Mr.  Phipson,  by  Messrs.  Verily,  and 
other  architects,  and,  amongst  others^ 
described  the  heating  and  ventilatinff 
processes  adopted  by  the  late  Mr.  T.  H. 
Wyatt,  in  the  new  Hospital  for  Con- 
sumption at  Brompton,  and  also  in  the 
Norfolk  Hospital  at  JSorwioh,  built  by 
the  same  architect  in  conjunction  with 
Mr.  E.  Boardman,  of  that  city.  Dr.  R. 
£.  Thompson  had,  in  a  letter  to  Mr. 
Robins,  thus  summarised  his  views  :  ^^  I 
think  that  air  should  be  admitted  at  the 
level  of  the  various  floors,  and  not  from 
an  underground  chamber  ;  also  that  the 
air  so  admitted  should  come  from  the 
east  and  west  sides  if  practicable,  and  in 
any  case  should  be  passed  over  tubes  of 
hot  water.  Air  of  uniform  temperature 
is  disagreeable  and  oppressive  ;  it  is  bet- 
ter that  the  upper  air  should  be  colder 
than  that  of  the  floor,  and  that  the 
warm  air  as  it  rises  from  the  floor-level 
should  be  cooled  and  agitated  as  it  mixes 
with  the  upper  air  by  the  incoming  cool- 
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er  air.  The  foul  air  should  be  extracted 
by  the  open  fire,  and  by  the  extracting 
flues  at  the  top  of  the  room,  which 
should  be  heated  by  gas  jets  below,  or 
made  to  communicate  with  a  hot-air 
chamber  above  and  in  connection  with 
turrets  forming  ventilating  towers." 
With  regard  to  w.  c.*s,  Dr.  Thompson 
considered  that  the  space  they  occupied 
should  be  heated  to  a  higher  tempera- 
ture than  the  passages  leading  to  them, 
and  that  a  separate  means  of  extraction 
should  be  adopted.  In  reference  to  sys- 
tems of  underground  reservoirs  or  cham- 
bers for  the  accumulation  of  heated  air 
to  be  transmitted  through  shafts  to  the 
different  rooms  of  a  building,  everything 
depended  on  the  cleanliness  of  those 
heated  air-chambers.  They  were  very 
difficult  to  keep  clean,  because  they  were 
out  of  sight,  and  were  usually  dirty  and 
dusty ;  indeed,  he  had  heard  of  some 
air-chambers  in  which  decayed  organic 
and  vegetable  matter  had  been  allowed 
to  accumulate ;  and  of  an  instance  in 
which  a  defective  soil  pipe  had  dis- 
charged into  it  part  of  its  contents.  Al- 
luding to  the  various  systems  of  heating, 
the  author  said  that  he  had  no  great 
faith  in  any  one  of  these,  but  that  where 
he  had  to  go  beyond  an  open  fire,  in 
apartments  too  large  for  warming  in  that 
manner,  he  preferred  hot  water.  Twice 
in  his  practice  he  had  been  obliged  to 
substitute  hot  water  for  hot  air,  both  in- 
stances being  in  churches.  Two  leading 
principles  governed  the  supply  of  hot 
water  for  heating  purposes,  termed  high 
pressure  and  low  pressure.     The  latter 

{>rovided  for  the  supply  of  water  at  a 
ow  temperature,  which  cannot  reach 
boiling  point,  in  more  or  less  large  pipes; 
the  former  circulated  water  at  a  high 
temperature  in  strong  wrought-iron  pipes 
of  very  small  bore,  rai^ely  exceeding  an 
inch  in  diameter.  The  high  pressure 
system,  as  now  carried  out,  was  as  in- 
nocuous and  quite  as  effective  and  man- 
ageable as  the  low  pressure.  After  re- 
ferring to  various  examples  in  his  own 
practice,  of  which  numerous  illustrations 
m  sections  and  working  drawings  were 
exhibited,  Mr.  Robins  concluded  with 
the  assurance  that  the  practice  of  Civil 
Architecture  could  not  be  divorced  from 
the  experiences  of  Sanitary  Science. 
There  was  plenty  of  room  for  specialists 
and  dilettante  exponents — indeed,  co-op- 


eration in  overcoming  the  reaults  of  past 
carelessness  was  most  needful ;  but  the 
fact  remained  that  dwelling  houses,  to 
be  made  healthy  in  the  future,  were  and 
would  still  be  the  special  province  of 
professionel  architects. 

Dr.  W.  H.  CoRPiKLD,  at  the  invitation 
of  the  President,  opened  the  discussion. 
A  great  deal  had  been  said  of  late,  he 
remarked,  about  the  failure  of  architects 
to  avail  themselves  of  the  advances  of 
sanitary  science  ;  it  was  declared  that 
they  did  not  know  their  business;  and  all 
the  failures  in  drainage  and  defects  in 
ventilation  of  houses  were  laid  to  their 
door.  For  his  own  part,  he  had  not  found 
this  to  be  the  case.  He  had  often  met 
architects  in  consultation,  and  had  al- 
ways found  them  gentlemen  who  were 
able  to  understand  all  points  that  were 
raised,  and  .he  was  glad  to  be  able  thus 
to  acknowledge  the  courtesy  with  which 
he  had  always  been  met  by  members  of 
the  profession.  Mr.  Robins  had  told 
them  that  architectural  practice  could 
not  be  divorced  from  the  experiences  of 
sanitary .  science.  He  would  go  rather 
further,  and  say,  if  it  had  not  been  for 
the  experiments  that  had  been  made  by 
scientific  men,  no  alteration  in  sanitary 
principles  would  have  been  carried  out. 
For  many  years  people  had  dealt  with 
house  drainage  on  a  wrong  system — ^that 
of  bottling  up  foul  air— and  the  errone- 
ous method  would  probably  have  contin- 
ued till  now  if  it  had  not  been  for  cer- 
tain remarkable  experiments,  by  which 
the  real  danger  of  sewer  air — "  gas  "  it 
was  even  now  improperly  called — was 
made  apparent.  It  had  been  shown  that 
enteric  fever,  and  more  recently  that 
other  diseases,  were  produced  by  a  spe- 
cific poison  existing  in  sewer  air,  and 
communicable  by  contagion.  Next  it  was 
Ascertained  that  the  poison  was  not  the 
sewer  air  itself,  but  particles  in  that  air, 
and  it  was  now  almost  demonstrable  that 
these  particles  were  living  germs,  and 
the  result  was  that  people  could  now  un- 
derstand how  they  might  prevent  these 
particles  from  obtaining  an  entrance  into 
their  houses.  But  the  practice  of  sani- 
tary science  had  not  been  carried  out,  as 
the  author  said,  '^  for  a  considerable  num- 
ber of  years  " — certainly  not  more  than 
ten  years — he  might  'almost  say  six  or 
seven.  Disconnection  of  sewer  and 
house  drains  had  been  shown  to  be  essen- 
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tial  by  two  sets  of  experiments  ;  one 
proving  that  the  dangerous  particles 
oould  pass  by  absorption  through  water, 
80  that  a  trap  was  no  bar  to  the  move- 
ment of  foul  air  through  a  drain  ;  the 
other,  that  when  foul  air  was  disturbed, 
as  Dr.  Franklyn  had  shown,  it  would 
pass  through  a  water  trap,  and  would  be 
dispersed  in  the  air  above,  contaminating 
it.  Thus,  while  a  water  trap  would  par- 
tially prevent  the  passage  of  particles, 
it  could  not  prevent  the  passage  of  foul 
gas.  But  it  was  now  possible  to  make  a 
hoiise  perfectly  secure  against  the  en- 
trance of  typhoid  fever,  and  should  the 
fever  be  imported  by  any  person,  it  need 
not  spread.  Acting  upon  this  knowl- 
edge, he  had  been  able  to  state  that  a 
well-drained  school  in  which  typhoid  oc- 
curred need  not  be  closed,  as  if  precau- 
tions were  taken,  the  contagion  could  not 
spread.  Although  the  principles  of 
sanitary  science  were  now  perfectly  clear 
and  simple,  vet  to  put  them  into  practice 
was  most  difficult,  especially  in  the  case 
of  an  old  London  house,  where  it  some- 


times seemed  impossible  to  put  it  into  an 
efficient  and  healthy  condition  without 
pulling  down  the  entire  structure.  To 
tell  people  to  get  a  book  on  the  subject 
and  read  it  and  put  their  dwellings  in 
order,  was  as  absurd  as  to  tell  a  man  to 
read  a  book  on  amputation,  and  then  ex- 
periment by  cutting  off  a  friend's  leg. 
One  of  the  most  amusing  things  was  to 
go  into  a  house  where  a  man  had  tried 
to  cure  its  defects  himself.  Often 
in  houses  which  had  been  put  in  order 
by  professional  men,  sore  throat,  sewer 
diarrhoea,  and  similar  diseases  were  no- 
ticed. These  showed  that  it  was  insuffi- 
cient to  disconnect  the  sewer  and  house 
drain,  but  that  the  waste  pipes  of  sinks, 
discharged  even  into  an  open  chamber, 
needed  trapping.  Air  passed,  during 
the  night,  through  the  air  chamber  into 
the  house,  and  gave  rise  to  the  sewer 
diseases  in  question,  so  that  a  water 
trap  was  necessary  here.  The  waste 
pipes  of  sinks  were  not  proper  ways  for 
air  to  come  into  a  house. 


EXPLOSIVE    GELATINE. 

From  Papers  of  the  Boyal  Bngineer  Institate. 


Explosive  gelatine  is  a  peculiar  de- 
scription of  gun  cotton,  entirely  soluble 
in  nitro-glycerine,  and  forming  with  it 
a  gelatinous  or  gummy  substance,  more 
powerful  than  nitro-glycerine,  scarcely 
affected  by  water  and  giving  out  no  trace 
of  nitro-glycerine  under  the  strongest 
pressure. 

It  can  be  rendered  insensible  to  me- 
chanical action,  while  retaining  its  power, 
by  mixing  it  with  certain  substances  so- 
luble in  nitro-glycerine,  such  as  benzine, 
&c. 

It  is  composed  of  93  parts  of  nitro- 
glycerine, and  seven  of  soluble  gun-cot- 
ton. 

The  experiments  demonstrated  its  in- 
sensibility to  shock,  to  friction,  and  to 
the  pressure  or  action  of  water;  and 
further,  that  to  produce  complete  explo- 
sion in  a  free  state,  and  to  develop  the 
great  force  corresponding  to  its  chemical 
composition,  it  would  be  necessary  to 
use,  even  in  its  soft  state,  a  peculiarly 
powerful  detonator. 


One  gramme  of  fulminate  of  mercury 
was  insufficient  to  detonate  a  charge  in  a 
a  soft  state,  contained  loosely  in  a  tin 
case.  Fragments  of  gelatine  as  large  as 
a  pin's  head,  or  even  of  a  small  pea, 
were  found  scattered  about  after  the  ex- 
plosion. 

Under  the  blow  of  a  pile  engine,  the 
gelatine  was  insensible  to  a  blow  of  3-5 
kilogrammeters,  while  dynamite  instant- 
ly explodes  under  one  kilogrammeter. 

The  gelatine  is  unaffected  by  submer- 
sion in  water,  eVen  at  a  temperature  of 
158°  F.,  and  showed  no  trace  of  exuda- 
tion after  eight  days,  at  a  temperature  of 
113°  F. 

From  these  properties  it  would  appear 

I  very  superior  to  dynamite  for  military 

purposes,  provided  a  sufficiently  power- 

I  ful  primer  can  be  made  to  ensure  com- 

I  plete  detonation. 

A  new  explosive  suitable  to  all  require- 
ments has  been  prepared  from  this  sub- 
stance, and  may  be  termed  gelatine  ex- 
plosive de  guerre.   It  is  produced  by  add- 
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iDg  to  the  gelatine  a  small  proportion 
of  camphor,  a  sahstanoe  highly  soluble 
in  nitro-glycerine. 

A  very  small  proportion  of  camphor 
renders  the  explosive  insensible  to  blows, 
even  of  projectiles  at  short  range,  it  also 
enables  it  to  resist  the  action  of  water, 
and  imports  to  it  an  explosive  force  far 
saperior  to  dynamite  or  compressed  gun 
cotton. 

For  complete  detonation  a  special 
primer  is  needed  of  extra  power,  com- 
posed of  a  mixture  of  nitro-glycerine 
with  a.  description  of  nitrocellulose,  pre- 
pared in  a  particular  manner. 

The  composition  of  gelatine  explosive 
de  guerre  is — 

Camphor        . .  . .         . .       4 

Explosive  gelatine 96 

100 
Explosive  gelatine  consisting  of — 
Nitro-glycerine  . .         . .     90 

Soluble  gun  cotton    ..         ..     10 

100 

In  appearance  it  is  gelatinous,  elastic, 
transparent,  and  pale  yellow  in  color. 

Its  density  is  1-6,  it  can  be  cut  with  a 
knife,  and  under  the  severest  pressure  it 
shows  no  trace  of  nitro-glycerine.  At 
temperature  of  liJ2°  Fahr.  to  140°  Fahr. 
it  softens  a  little,  but  seldom  becomes 
greasy. 

When  inflamed  in  the  open  air  it  bums 
like  dynamite  or  dry  compressed  gun 
cotton. 

200  grammes  were  placed  in  a  tin  cy- 
linder six  inches  long.  When  ignited 
with  a  slow  match  penetrating  the  mid- 
dle of  the  charge,  it  burnt  quietly  with 
a  long  yellow  flame,  though  the  case  was 
closed  with  a  metal  cover.  When  half 
the  charge  was  burnt  the  cover  was  sim- 
ply raised  by  the  pressure,  without  any 
explosion  taking  place. 

A  composition  of  10  parts  of  camphor 
and  90  of  explosive  gelatine  may  be  ex- 
posed for  a  week  to  a  temperature  of 
168°  Fahr.  without  showing  any  signs  of 
decomposition. 

4-4708  grammes  of  the  same  composi- 
tion in  a  watch  glass  were  exposed  for 
seven  hoars  a  day  during  two  months 
to  a  temperature  of  from  104°  to  122° 
Fahr. 

No  decomposition  took  place,  merely  ] 


a  partial  volatization  of  camphor  and 
nitro-glycerine. 

After  the  experiment  the  specimen 
still  weighed  4-1239  grammes,  so  that 
the  loss  of  weight  amounted  to  only 
.3469  grammes,  or  7-1  per  cent.  As 
nitro-glycerine  becomes  volatile  at  104°, 
part  of  the  loss  is  accounted  for,  so  that 
half  the  camphor  in  the  composition  can 
scarcely  have  evaporated,  though  the 
circumstances  were  exceptionally  favor- 
able to  evaporation. 

Experiments  are  needed  to  determpe 
the  rapidity  of  evaporation  of  the  cam- 
phor, and  the  effect  of  its  volatilization 
on  the  properties  of  the  composition. 

The  preservative  action  of  camphor, 
especially  at  exploding  temperatures,  is 
extremely  notable. 

Thus  pure  explosive  gelatine,  slowly 
heated,  detonates  at  400°  Fahr.,  or  rap- 
idly at  464°. 

If  10  per  cent  of  camphor  are  added 
it  will  not  detonate  at  all  when  slowly 
heated,  but  becomes  diffused  in  sparks. 
When  heated  rapidly,  it  explodes  at  a 
temperature  too  high  for  measurement 
by  ordinary  apparatus. 

Mixed  with  10  per  cent.,  or  even  4  per 
cent,  of  camphor,  this  substance  will  not 
explode  at  the  same  temperature  as  gun- 
powder, viz.,  670°  to  600°,  but  simply 
burns,  producing  sparks. 

It  may  be  inferred  from  the  above 
that  its  liability  to  explosion  from  a 
blow  would  be  equally  slight,  especially 
having  regard  to  the  elastic,  gelatinous 
consistency  of  the  material. 

It  requires  a  peculiarly  powerful  fuse 
to  ensure  the  certainty  of  detonation. 
The  inertness  of  the  composition  in- 
creases rapidly  with  the  proportion  of 
camphor.  With  the  addition  of  only 
four  per  cent,  detonation  cannot  be  en- 
sured with  two  grammes  of  fulminate  of 
mercury,  a  primer  of  compressed  gun 
cotton,  or  a  mixture  of  75  parts  of  nitro- 
glycerine with  25  of  gun  cotton,  as  used 
in  the  Austrian  service. 

A  special  primer  is  therefore  required. 
It  is  composed  of  60  per  cent,  of  nitro- 
glycerine, and  40  per  cent,  of  a  nitrous 
substance,  obtained  from  cellulose  by  a 
peculiar  process. 

Owing  to  the  composition  of  cotton,  it 
is  impossible  to  obtain  from  it  tri-nitro- 
cellulose.  In  Abel's  process  much  of  the 
cotton  is  only  partially  nitrogenized,  and 
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some  not  at  all,  while  Lenk's  method  is 
still  less  efficient. 

If  sulphuric  acid  be  made  to  act  upon 
cotton  a  white  powder  is  obtained,  named 
hydro-cellulose.  This  substance  is  ex- 
tremely susceptible  to  the  action  of  nitric 
acid.  The  result  is,  as  regards  explosive 
force,  a  highly  nitrogenized  description 
of  cellulose. 

This  new  gun  cotton  appears  in  the 
form  of  a  fine  powder  resembling  flour, 
but  exhibits  under  the  microscope  the 
specific  structure  of  cotton.  It  is  not  a 
great  absorbent  of  nitro-glycerine  like 
Abel's  or  Lenk's  cotton,  which  are  di- 


vided by  mechanical  means,  neither  does 
it  share  their  property  of  becoming  gela- 
tinous with  this  liquid. 

The  mixture  of  60  per  cent,  of  nitro- 
glycerine with  40  per  cent,  of  nitro-hy- 
dro-cellulose  yields  a  soft,  white,  soapy, 
and  entirely  homogeneous  substance. 
20  grammes  can  be  placed  in  an  Austrian 
cartridge,  which  will  hold  but  16  to  17 
of  the  regulation  composition,  and  thus 
furnishes  a  primer  capable  of  exploding 
gelatine  explosive  de  guerre^  and  surpass- 
ing in  detonating  power  all  known  ex- 
ploding agents. 


THE    JORDAN    BAROMETER. 


From  "The  BuUder." 


It  is  impossible  to  foresee  the  result  of 
the  perfecting  of  any  scientific  instru- 
ment. It  is  rarelv  the  case  that  such  an 
instrument  is — like  the  spiders  among 
i?isecta  and  their  allies — born  in  the  form 
which  it  will  maintain  through  life. 
Such,  however,  was  the  case  with  the 
weather-glass  of  Pascal.  The  best 
mercurial  barometers  of  the  present  day 
are  in  principle,  and  almost  in  detail, 
identical  with  the  tube,  which  that  great 
genius  carried  up  the  Puy  de  Dome  for 
his  memorable  experiment.  The  great 
defect  of  the  mercurial  barometer  is  the 
narrow  limit  of  its  movement.  A  differ- 
ence of  ten  per  cent,  in  the  atmospheric 
pressure,  which  is  about  the  maximum 
to  be  obtained  at  any  fixed  point  on  the 
surface  of  the  earth,  only  causes  a  differ- 
ence of  3  in.  in  the  height  of  the  column 
of  mercury,  and  it  is  difficult  to  read  the 
barometer  more  closely  than  to  the 
tenth  of  an  inch.  The  ball-like,  or  cup- 
like, form  of  the  top  of  the  mercury 
gives  some  indication  as  to  the  actually 
upward  or  downward  tendency  of  the 
barometric  movement;  but  the  desira- 
bility of  a  more  visible  display  of  the 
force  of  atmospheric  pressure  is  undeni- 
able. 

Extreme    delicacy,  no    doubt,  is    ob- 
tained by  the  use  of    an  aneroid,  fur- 
nished   with    vernier    and    magnifying 
jlass.     But  the  aneroid  is  better  suited 
or    observations   involving    change   of 


fi 


place  than  for  those  made  successively 
on  the  same  spot.  Like  the  old-fash- 
ioned wheel  barometer,  the  aneroid 
usually  requires  a  tap,  to  see  that  the 
needle  is  freely  moving;  and  this  is  but 
a  clumsy  means  of  making  a  delicate 
observation.  Years  ago  we  remember, 
in  the  window  of  an  optician  in  Liver- 
pool, an  inclined  barometer.  The  upper 
3  in.  or  4  in.  of  vertical  tube  were  re- 
placed by  6  ft.  or  6  ft.  of  inclined  tube, 
so  that  by  placing  the  graduation  at 
right  angles  to  the  latter,  the  intervals 
of  change  were  magnified  from  twelve 
to  fifteen  times.  We  are  not  aware  how 
the  ingenious  modification  acted.  Those 
of  our  readers  who  were  at  the  meeting 
of  the  British  Association  in  Birming- 
ham, some  fourteen  years  ago,  may  re- 
member that  one  of  the  lions  of  the 
place  was  a  water  barometer,  erected  in 
the  house  of  an  amateur,  which  seemed 
almost  to  breathe  like  a  living  being.  A 
water  barometer  was  made  by  Professor 
Daniell  for  the  Royal  Societjr  in  1830. 
The  indications  given  by  this  instrument 
( the  movement  being  about  twelve  times 
as  great  as  that  of  the  mercurial  column ) 
are  very  distinct.  But  the  variation  of 
temperature  exerts  such  an  influence  on 
the  vapor  rising  from  the  water  within 
the  tube  as  to  interfere  with  the  accuracy 
of  the  instrument.  In  fact,  it  is  not  a 
barometer,  pure  and  simple,  but  a  com- 
bination of  barometer  and  thermometer. 
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Mr.  Jordan,  of  the  Museum  of  Practi- 
cal Geology  in  Jermyn-street,  has  met, 
and  it  seems  safe  to  say,  has  overcome 
this  defect  in  the  water  barometer.  He 
has  substituted  for  water,  pure  glycerine, 
the  specific  gravity  of  which  is  1.26 — or 
only  one-fourth  more  than  that  of  water, 
And  glycerine  possesses  the  unusual  ad- 
vantage of  combining  perfect  fluidity 
with  a  boiling  point  of  440  Fahr.,  and  a 
correspondingly  low  freezing  point. 
Thus,  it  raises  no  vapor  to  be  affected 
by  heat  in  the  top  of  the  tube,  nor  will 
it  be  injuriously  affected  by  frost.  The 
only  defect  of  the  substance  is  the  readi- 
ness with  which  it  absorbs  water  from 
the  atmosphere.  This  has  been  met  by 
Mr.  Jordan,  by  the  ingenious  device  of 
giving  the  glycerine  a  waterproof  coat, 
or,  in  other  words,  floating  a  layer 
of  petroleum  on  the  surface  of  the 
glycerine  in  the  cistern.  Thus,  a  barom- 
eter of  extreme  delicacy,  and  as  little 
liable  to  get  out  of  order  as  the  mercu- 
rial barometer  itself,  has  been  placed  at 
the  service  of  science. 

One  of  these  barometers  has  been 
constructed  at  Kew  Observatory;  a 
second  at  the  Museum  of  Practical  Geol- 
ogy in  Jermyn-street ;  a  third  at  the 
South  Kensington  Museum ;  and  a 
fourth  at  the  office  of  the  Times  news- 
paper. This  journal  has  commenced  the 
publication  of  two  hours'  reading  of  the 
mstrument,  plotted  on  the  natural  scale. 
The  unusual  weather,  which  has  pre- 
vailed during  the  first  week  of  these 
graphic  indications,  has  been  illustrated 
by  the  verv  visible  movement  of  the  sur- 
face of  the  glycerine.  What  is  now 
most  to  be  desired  is  the  erection  of  an 
adequate  number  of  these  instruments  at 
certain  well-selected  points  in  the  island, 
and  the  publication  of  the  contempora- 
neous movements  of  the  column.  The 
strong  accentuation  of  the  variations, 
already  published,  is  such  as  to  raise  the 
hope  that  much  valuable  information 
may  be  secured  by  the  proper  multipli- 
cation of  these  delicate  observations. 


History  of  Zero. — **Zero"  on  the 
common  thermometer,  like  the  fanciful 
names  of  the  constellations,  is  a  curious 
instance  of  the  way  wise  men's  errors 
are  made  immortal  by  becoming  popu- 


lar. It  may  be  worth  while  to  say  that 
the  word  itself  (zero)  comes  to  us  through 
the  Spanish  from  the  Arabic,  apd  means 
empty;  hence,  nothing.  In  expressions 
like  "90°  Fahr."  the  abbreviation,  Fahr., 
stands  for  Fahrenheit,  a  Prussian  mer- 
chant of  Dantzic,  on  the  Baltic  Sea, 
His  full  name  was  Gabriel  Daniel  Fah- 
renheit. 

From  a  boy  he  was  a  close  observer  of 
nature,  and  when  only  19  years  old,  in 
the  remarkably  cold  winter  of  1709J  he 
experimented  oy  putting  snow  and  salt 
together  and  noticed  that  it  produced  a 
degree  of  cold  equal  to  the  coldest  day 
of  the  year,  and  that  day  was  the  coldest 
that  the  oldest  inhabitant  could  remem- 
ber. Gabriel  was  the  more  struck  with 
the  coincidence  of  his  little  scientific  dis- 
covery, and  hastily  concluded  that  he 
had  found  the  lowest  decree  of  tempera- 
ture known  in  the  world,  either  natural 
or  artificial.  He  called  the  degree  zero, 
and  constructed  a  thermometer,  or  rude 
weather  glass,  with  a  scale  graduating 
up  from  zero  to  boiling  point,  which  he 
numbered  212  and  the  freezing  point  32, 
because,  as  he  thought,  mercury  con- 
tracted the  82d  of  its  volume  on  being 
cooled  down  from  the  temperature  of 
freezing  water  to  zero,  and  expanded 
180th  on  being  heated  from  the  freezing 
to  the  boiling  point. 

Time  showed  that  this  arrangement, 
instead  of  being  truly  scientific,  was  as 
arbitrary  as  the  division  of  the  Bible 
into  verses  and  chapters,  and  that  these 
two  points  no  more  represented  the  real 
extremes  of  temperature  than  *'from  Dan 
to  Beersheba"  expressed  the  exact  ex- 
tremes of  Palestine. 

But  Fahrenheit's  thermometer  had 
been  widely  adopted  with  its  inconven- 
ient scale,  and  none  thought  of  any  bet- 
ter until  his  name  became  an  authority, 
for  Fahrenheit  finally  abandoned  trade 
and  gave  himself  up  to  science. 

The  three  countries  which  use  Fahren- 
heit are  England,  Holland  and  America. 
Russia  and  Germany  use  Reaumur's 
thermometer,  in  which  the  boiling  point 
is  counted  80  degrees  above  the  freezing 
point.  France  uses  the  centigrade  ther- 
mometer, so  called  because  it  marks  the 
boiling  point  100  degrees  from  freezing 
point.  On  many  accounts  the  centigrade 
system  is  the  best,  and  the  triumph  of 
convenience  will  be  attained  when  zero  is 
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made  the  freezing  point,  and  when  the 
boiling  point  is  put  100  or  1,000  degrees 
from  it,  and  all  the  subdivisions  are  fixed 
decimally. 

If  Fahrenheit  had  done  this  at  first,  or 
even  if  he  had  made  it  one  of  his  im- 
provements after  the  public  had  adopted 
his  error,  the  lack  of  opportunity  which 
was  really  his,  would  have  secured  to 
his  invention  the  patronage  of  the  world. 


Labob  Omnia  Vincit. — We  have  re- 
cently had  brought  to  our  notice  a  re- 
markable example  of  the  truth  of  the 
adage  that  labor  conquer  all  things. 

In  1866  a  young  man  who  had  been 
blind  from  his  birth  applied  for  admis- 
sion to  Columbia  College.  After  pass- 
ing an  excellent  examination,  he  was  ad- 
mitted. He  took  at  once  a  good  rank  in 
scholarship,  which  constantly  improved, 
till  at  the  close  of  his  four  years'  course 
he  was  adjudged  worthy  of  delivering 
the  Latin  salutatory  at  Commencement, 
the  second  honor  in  his  class.  He  con- 
quered his  position  by  the  most  assidu- 
ous labor,  under  circumstances  that 
might  have  appalled  even  a  courageous 
man  in  the  possession  of  all  his  faculties. 
He  had  prepared  under  his  direction,  or 
prepared  himself  upon  card -board,  in 
raised  letters  and  diagrams,  the  text  of 
the  every -day  lessons  in  classics  and  the 
necessary  mathematical  figures,  such 
preparation  often  costing  him  three 
hours'  labor  for  one  lesson.  With  his 
raised  letters  and  diagrams  he  could,  by 
his  delicate  touch,  read  and  demonstrate 
with  great  facility.  His  mind  was  eager 
and  incisive,  and  his  recitations  became 
models  of  clearness  and  accuracy.  He 
took  high  rank  in  every  study,  but  ex 
celled  in  mathematics.  Difficulties  in 
this  seemed  to  delight  him.  His  fine 
mind  and  unflagging  spirit  never  rested 
till  all  difficulties  had  been  overcome, 
and  he  was  master  of  the  subject.  After 
graduation,  he  taught  private  pupils,  and 
m  such  intervals  of  leisure  as  he  had  he 
continued  and  extended  the  study  of 
mathematics.  Some  two  or  three  years 
ago,  he  found  that  the  satisfactory  solu- 
tion of  a  problem  upon  which  he  was  en- 
gaged required  a  knowledge  of  the  cal- 
culus of  variations — an  abstruse  branch, 
to  which  he  had  paid  little  or  no  atten- 
tion.    He  immediately,  sico  more^  began 


a  thorough  investigation.  He  gathered, 
by  purchase  and  from  private  and  col- 
lege libraries,  all  that  was  to  be  had  upon 
the  subject.  He  found  that  nothing  of 
importance  concerning  it  had  ever  been 
published  by  an  American  author;  that 
the  only  systematic  work  upon  it  that 
ever  appeared  in  English,  published  in 
England  thirty  years  ago,  was  out  of 
print,  very  difficult  to  obtain,  and  that 
since  its  publication  the  subject  had 
been  greatly  extended  and  improve  i  by 
the  labors  of  English,  French,  and  Grer- 
man  mathematicians;  that  the  results  of 
these  labors  were  inaccessible  to  the  gen- 
eral reader,  being  contained  in  communi- 
cations to  mathematical  journals  and 
learned  societies,  or  in  certain  special 
works.  He  thereupon  undertook  the 
preparation  of  a  treatise  which  should 
present  in  a  simple  manner  everything 
at  present  known  concerning  this  branch 
of  mathematics.  He  knew  nothing  of 
the  French  and  German  languages;  he 
had  translated  to  him,  often  by  people 
who  could  simply  translate  the  words 
and  not  the  sense  to  him,  the  French 
and  German  essays;  and  thus,  in  physi- 
cal darkness,  but  in  the  clear  light  of 
his  own  mind,  he  wrought  simplicity  out 
of  complexity.  The  only  amanuensis  ac- 
cessible to  him  was  a  person  ignorant  of 
mathematics,  which  increased  the  em- 
barrassment under  which  he  labored. 
To  this  amanuensis  he  dictated  his  work, 
which  is  now  completed,  and  is  believed 
to  be  the  only  thorough,  simple,  and  sys- 
tematic treatise  on  the  subject  in  the 
English  or,  perhaps,  in  any  other  lan- 
guage. The  name  of  this  work,  which 
would  be  a  credit  to  any  man,  and  which 
under  the  circumstances,  is  simply  mar- 
velous, is  A  Treatise  on  the  Calculus  of 
Variations,  by  Lewis  B.  Cakll,  of 
Flushing,  Queens  County,  New  York. 

He  has  one  more  difficulty  to  overcome 
in  connection  with  it,  and  that  is  in  its 
publication.  His  publisher*  requires 
subscriptions  for  3Q0  copies  before  he 
will  undertake  it,  and  these  Mr.  Cabll, 
besides  giving  away  his  labor  of  years, 
has  courageously  undertaken  to  procure. 
There  can  be  no  doubt  that  he  will  suc- 
ceed, for  surely  labor,  properly  directed, 
conquers  all  things. — Harper* s  Weekly,  * 


♦  The  work  will  be  published  by  D.  Van  Nostkand, 
23  Murrav  Street,  New  York  City,  who  will  give  any 
information  with  regard  to  it  that  may  be  de^red. 
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REMOVAL  OF  SILT  FROM  THE  BACK   OF  RESERVOIR 
DAMS  IN  ALGERIA. 


By  MAEtrm  CALMELS. 
From  "Abstracts"  of  the  Institntlon  of  Civil  En^rtneers. 


Some  experiments  were  made  last  Octo- 
ber, at  the  Sig  reservoir,  on  the  Author's 
method  for  removing  silt  from  reservoirs 
by  means  of  jets  of  compressed  air.   Full 
details  are  given  of  the  apparatus  em- 
ployed, which  consists  essentially  of  a 
compressor,  an  accumulator,  and  a  pipe 
for  directing  the  jet.     The  accumulator 
b  made  of  three  galvanized  plate-iron 
cylinders,  each  6^  feet  long,  13  inches  in 
diameter,  and  nearly  i  inch  thick,  and 
calculated  to  resist  a  pressure  of  85  lbs. 
on  the   square  inch.     A  pipe,  1  inch  in 
diameter,  conveyed  the   compressed  air 
from  the  accumulator,  over  the  reservoir 
dam  and  down  the  other  side,  on  to  a 
double  pontoon  floating  on  the  reservoir 
lake,    through  the  centre  of  which   the 
tube  of  the  air  jet  is  directed  as  required. 
Two    india-rubber  tubes,   each  50  feet 
long,  serve  to  connect  flexibly  the  iron 
pipe  passing  over  the  dam  with  a  floating 
pipe,  and  the  floating  pipe  with  the  jet. 
lie  nozzle  at  the  end  of  the  directing 
tube  is  conical,  and  has  eight  holes   at 
the  side  ^  inch  in  diameter.     The  rate 
of  the  current  of  air,  under  a  pressure  of 
57  lbs.  on  the  square  inch,  in  a  depth  of 
water  of  16  feet,  would  amount  to  1,600 
feet  per  second.     With  an  8  HP.  engine, 
the  jet  can  be  worked  continuously  under 
a  pressure  of  5  or  6  atmospheres.  Another 
jet  with  a  single  orifice,  i  inch  in  diame- 
ter, has  been  made  for  working  at  a  lower 
pressure.     The  action  of  the  jet  proved 
very  satisfactory  in  stirring  up  the  silt  ; 
and  by  opening  the  sluice  gates  at  inter- 
vals, after  working  the  jet  in  the  deposit 
near  the  dam,  a  considerable  quantity  of 
silt  was  discharged  with  the  water.     As 
the  silt,  though  sometimes  forming  a  hard 
crust  at  the  surface  in  dry  weather,  re- 
mains fluid  below,  the  jet  would  grad- 
ually lower  the  deposit    all    over   the 
reservoir   by    merely  working  near  the 


dam,  as  the  silt  higher  up  would  by  de- 
grees slide  in  and  fill  up  the  void  made 
at  the  dam.  The  process,  morever,  would 
serve  not  merely  for  keeping  new  reser- 
voirs clear,  but  for  removing  accumula- 
ted masses  of  deposit  from  old  reservoirs. 
By  proper  management,  the  Author  con- 
siders that  a  large  deposit  might  be 
gradually  removed  without  interfering 
with  the  agricultural  interests  ;  and  that 
by  introducing  the  stirred-up  silt,  at 
suitable  times,  mto  the  irrigation  canals, 
it  might  be  beneficial  in  fertilizing  the 
land.  Also  by  removing  the  silt  close  to 
the  dam,  which  frequently  prevents  the 
lifting  of  the  sluice  gates,  the  Author 
thinks  a  better  system  of  gates  might  be 
adopted,  which,  by  being  contrived  to 
open  rapidly,  would  increase  the  scouring 
action  at  the  sluices. — Annates  Indus- 
irielles. 


.  Calculation  op  the  Strength  of 
Cylindrical  Vessels.  —  The  author 
draws  attention  to  the  inaccuracy  of  the 
formulae  given  by  Barlow,  Brix  &  Lam6, 
for  calculating  the  strength  of  cylindrical 
vessels,  and  states  that  they  are  all  based 
on  the  tacit  assumption  that  kj  the 
admissable  stress  on  the  material  of  the 
cylinder,  is  identical  with  the  greatest 
occurring  tension;  this,  the  author  as- 
serts, is  not,  as  a  rule,  the  case ;  in 
I  general  it  is  not  the  greatest  stress  exist- 
ing in  any  part  of  the  body  under  con- 
sideration which  is  of  importance,  but 
the  greatest  elongation  (or  compression), 
the  latter  being  only  in  special  cases — 
simple  tension  (or  compression),  bending 
or  shearing,  combinations  of  tensile  (or 
compressive)  and  bending,  or  shearing 
and  torsional  strains — directly  propor- 
tional to  the  maximum  stress.  Grashof, 
whose    formulae    are    also    quoted,   has 
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taken  account  of  this,  bnt  neglected  the 
inflaence  of  the  pressure  in  the  direction 
of  the  cylinder  axis,  as  have  also  Barlow 
&  Briz. 

The  author,  in  developing  his  formulae, 
avoids  the  inaccuracies  mentioned,  and 
arriv,es  at  the  following  results: 
for  internal  pressure  p 


r,=r/'. 


k-^-OAp  ^ 


for  external  pressure  p^^  assuming  that 
collapse  is  out  of  the  question, 


a/_J__ 


where    r,=inside  radius  of  cylinder, 
r,= outside    "  " 

k  =admis8able  tensile  strain. 

— {C.  Bachy  in  Zeitschrift  des  Vereines 
DeiUscher  Ingenieure). 


THE    FAILURE    OF    A    DOCK    WALL    IN    THE    EAST 

INDIA  DOCKS. 

By  LIEUT.  H.  D.  LAPPAN,  B.  B. 
From  the  Papers  of  the  Boyal  Engineer  Institnte. 


About  the  beginning  of  July,  1879,  a 
serious  settlement  took  place  in  the  south 
wall  of  the  East  India  Import  Dock. 
The  wall  in  which  the  failure  occurred 
was  built  of  brick  and  stone  lime  mortar. 
The  brickwork  was  apparently  very  good, 
the  wall  having  in  one  place  sheared 
straight  through  the  bricks,  leaving  the 
joints  undisturbed. 

For  a  length  of  about  700  feet  the 
wall  had  sunk  down  to  a  depth  of 
several  feet,  and  in  its  final  position  had 
assumed  an  irregular  wavy  outline,  the 
greatest  bulge  (at  the  footings)  being  7 
feet  3  inches,  and  the  greatest  subsidence 
6  feet  3  inches.  The  forward  movement, 
however,  was  almost  entirely  confined  to 
one  point,  and  was  probablv  caused  by  a 
heavy  crane  fixed  just  behmd  the  top  of 
the  wall  on  an  iron  framework.  As  the 
wall  sank  the  crane  fell  backwards,  act- 
ing with  a  leverage  upon  the  wall  and 
driving  it  forwards. 

At  the  western  end  of  the  settlement 
the  wall  had  sheared  downwards,  leaving 
a  fissure  1  foot  wide,  with  a  step  2  feet 
high  at  the  top;  at  the  east  end  the 
shearing  was  distributed  over  a  number 
of  smaller  fissures.  No  part  of  the  stuff 
at  the  back  of  the  wall  had  found  its 
way  into  the  dock,  but  had  sunk  down, 
forming  a  trench  behind  the  wall,  in 
which,  in  some  places,  there  was  a 
depth  of  as  much  as  15  feet  of  water. 

A  large  warehouse,  only  50  feet  dis- 
tant  from  the  edge  of  the   wall,  had 


shown  no  sign  of  settlement;  this  may 
be  accounted  for  by  the  fact  that  they 
were  built  on  a  solid  layer  of  concrete, 
13  feet  thick.  The  dock  wall  in  which 
the  failure  occurred  was  built  without  a 

I  foundation  of  piles,  upon  cross  planking, 
laid  on  gravel  and  sand  some  2  feet 
deep,  overlying  running  sand,  and  the 
settlement  appears  to  have  resulted  from 
the  sand  being  drawn  away  from  under 
the  wall. 

The  immediate  cause  of  the  settlement 
appears  to  have  been  the  tapping  of  the 
running  sand  in  the  course  of  excavating 
works  in  connection  with  the  Midland 

'  Railway  Docks,  about  a  quarter  of  a 
mile  distant,  when  a  "blow"  ensued 
which  covered  in  the  works  with  sand  to 

I  a  considerable  depth.      The  sand   was 

I  allowed  to  run  for  several  days,  and 
while  it  was  running  the  settlement  oc- 
curred  in   the   wall  of  the  East   India 

I  Dock.  At  about  5  a.  m.  one  morning 
the  wall  sank  down  suddenly  without 
any  previous  warning,  the  greatest  sub- 

I  sidence  at  first  being  3  feet,  but  it  af tei^ 
wards  continued  to   sink  gradually   as 

!  long  as  the  flow  of  sand  in  the  Midland 

1  Railway    Works    continued,   and   when 

I  this  was  stopped  the  settlement  ceased. 

;  At  one  time  there  was  a  channel  from 
the  bend  of  the  River  Lea,  into  the 
River  Thames,  about  where  the  Midland 
Railway  Docks  now  are,  and  although 
the  channel  has  been  stopped,  there  is 
probably  still  a  creek  of  sand  running  in 
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this  direction  throu]^h  the  East  India 
Import  Dock,  and  under  its  south  wall, 
which  has  been  tapped  by  the  Midland 
Railway  Company.  The  sand  had  thus, 
in  all  probability,  been  drawn  away  from 
under  the  wall,  which,  after  supporting 
itself  across  the  gap  for  a  time,  after  the 
manner  of  a  beam,  eventually  gave  way 
suddenly  under  its  own  weight. 

This  accident  has  occurred  at  a  time 
when  there  is  a  pressing  want  of  acorn- 
modation  on  the  quays  of  the  East  India 


'Docks;  it  has,  therefore,  been  thought 
desirable  to  widen  the  wharf  on  tnis 
quay,  as  well  as  to  restore  it  as  rapidly 
as  possible.  For  this  purpose  a  wooden 
staging  is  to  be  erected  about  30  feet  to 
the  front  of  the  present  wall;  the  wall 
itself  will  be  left  as  it  is,  and  a  mass  of 
concrete,  resting  against  its  base  and 
sloping  up  to  the  top,  will  be  laid  be- 
tween the  wooden  staging  and  the  wall, 
in  order  to  prevent  any  further  forward 
movement. 


STREET  LIGHTING  (ELECTRIC)  IN  LONDON. 


The  meeting  of  the  City  Commission 
of  Sewers  was  held  recently  to  consider 
the  tenders  submitted  for  lighting  dur- 
ing one  year  three  districts  of  the  City, 
in  answer  to  the  applications  made  some 
time  since.  The  offers  from  the  repre- 
sentatives of  four  different  systems 
were  considered.  The  first  district  com- 
prises Blackfriars  Bridge,  New  Bridge 
Street,  Ludgate  Circus,  Ludgate  Hill, 
the  north  side  of  St.  Paul's  Churchyard, 
and  Cheapside  as  far  as  King  Street. 
The  particulars  of  the  tenders  for  this 
district  were  as  follows: 
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The  31  Siemens  lights  would  consist  of 
26  small  and  5  large  lamps.  It  was  re- 
commended that  the  contract  for  this 
district  should  be  given  to  the  Electric 
and  Magnetic  Company  (Jablochkoff 
system). 

The  third  district  refers  to  London 
Bridge,  the  upper  part  of  Queen  Street, 
Cheapside,  King  Street,  Guildhall  Yard, 
the  Poultry,  Mansion  House  Street,  the 
Royal  Exchange,  King  William  Street, 
and  Adelaide  Place.  The  tenders  con- 
sidered for  this  section  were  : 


The  29  Siemens  lamps  comprised  23 
smsll  ones  of  500  can<lle  power  each,  and 
6  large  ones  each  of  6000  candle  power. 
The  Committee  leroiumended  that  the 
tender  of  the  Anglo-American  Electric 
Light  Company  (the  Brush  8ysieni)8hould 
be  accepted.  The  second  district  em- 
braces South  wark  Bridge,Queen  Victoria 
Street, the  lower  part  of  Queen  Street,  and 
Queen  Street  Place.  The  tenders  con- 
hidered  for  this  district  were  as  follows: 


Crompton. . 
Seimens, 


The  Siemens'  lights  will  consist  of  26 
small  and  6  large  ones.  The  lighting  of 
this  district  was  awarded  to  Messrs. 
Siemens  Brothers.  Some  idea  of  the 
different  modes  of  installation  proposed 
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will  be  gathered  from  the  foUowiug 
particulars  :  The  Anglo-American  Light 
Company  will  fix  their  lamps  on  separate 
posts,  not  less  than  13  feet  above  the 
ground.  Overhead  wires  will  lead  from 
the  company's  Victoria  Works,  Vine 
Street,  Lambeth,  where  the  power  will 
be  located,  and  then  from  post  to  post, 
overhead,  except  across  the  streets,  when 
they  will  be  carried  underground. 
Messrs.  Crompton  &  Co.  suggested  em- 
ploying lamps  capable  of  sliding  up  and 
down  posts,  or  suspended  across  the 
streets,  and  to  be  lowered  by  cords  and 
pulleys.  Upon  the  bridges  the  lamps 
would  have  been  carried  on  posts  35  feet 
high.  The  electric  and  Magnetic  (Ja- 
blochkoff)  Company  wilt  carry  out  the 
same  system  as  on  the  Embankment,  the 
wires  being  hung  from  lamp  to  lamp, 
and  carried  over  the  crossings,  on  high 
posts.  Messrs.  Siemens  Brothers  will 
employ  large  lamps  in  clear  glass  globes, 
with  umbrella-shaped  reflectors,  placed 
on  posts  70  feet  or  80  feet  high,  and 
small  lamps  in  partly  or  wholly  frosted 
glass  globes,  on  20  feet  standards.  The 
vrires  will  be  laid  underground,  and  the 
light-producing  plant  will  consist  of  two 
12  horse  power  semi-portable  engines, 
seven  medium-sized  dynamo-electric  ma- 
chines, and  the  alternate  current  ma- 
chines, with  their  exciters.  In  making 
their  report  and  recommendations,  thei 
Street  Committee  stated  that  they  had ' 
been  guided  not  only  by  the  prices  given  ' 
in  the  tenders,  but  by  the  effect  produced 
with  the  different  systems  in  actual  oper- 
ation, all  of  which  they  had  seen. 


REPORTS  OF  ENGINEERING  SOCIETIES. 

BOSTON  Society  op  Civil  Engineers.— At 
the   December   meeting   a   memoir   of 
Ephraim  N.  Winslow,  late  Chief  Engineer  of 
the  Old  Colony  Railroad,  was  read  by  Mr.  Doane. 
A  description  of  the  Old  Mill  Dam  wall  was 
presented  by  E.  W.  Howe. 

A  paper  on  '*  Additional  Width  of  Gauge  on 
Railroad  Curves,"  was  read  by  Thos.  Doane. 

Engineers'  Club  op  Philadelphia. — The 
annual  election  in  January  resulted  in 
the  choice  of  the  following  officers: 

PresiderU — Strickland  Kneass ;  Vice-Presi- 
dent— Henry  G.  Morris ;  Recording  Secretary — 
Wilfred  Lewis;  Oarresponding  Secretary — 
Howard  Murpby;  Treasurer— A.  R.  Roberts; 
Board  of  Directors— Frederic  Graff,  Rudolph 
Bering,  J.  J.  De  Kinder,  T.  M.  Cleemann, 
Geo.  Bumham,  Jr. 


The  papers  presented  at  the  meeting  of 
January  15th,  were  the  following: 

**  Canal  Itoutes  Across  the  Isthmus  of  Pan- 
ama,*' by  Col.  James  Woirall. 

"Progess  and  Methods  of  the  Geological 
Survey  of  Pennsylvania,"  by  Charles  A.  Ash- 
burner,  M.  E. 

"  The  Use  of  Dynamite  for  Blasts,"  by  W. 
Rodman  Wharton,  C.  E. 

**  Notes  and  Illustrations  of  Mine  Topogia- 
phy,"  by  Charies  A.  Ash  burner,  M.  E. 

*' Estimates  and  Improvements  in  Diamond 
Drilling,"  by  Chas.  E.  Billin,  M.  E. 

The  American   Society  op  Civil  Enof 
NEBRS.— The   growth    of    the   Society 
leads  to  a  demand  for  more  ample  space. 

A  circular  has  been  issued  to  members, 
and  is  to  be  extended  to  others  who  are  inter- 
ested in  the  advancement  of  engineering,  the 
purport  of  which  is,  that  the  Board  of  Direc- 
tion solicits  contributions  to  a  building  fund, 
the  amount  of  which  shall  be  $25,000  or 
$80,000.  The  names  of  contributors  to  the 
fund  will  be  regularly  enrolled  and  published 
in  the  proceedings.  A  subscription  of  $100- 
entitles  the  river  to  a  copy  of  the  monthly 
publications  for  life. 

THE  Polytechnic  Association  op  the 
AicERiCAN  Instiute  held  its  regular 
weekly  meeting  on  the  evening  of  the  6th 
inst.    Thomas  D.  Stetson,  presiding. 

A  newspaper  scrap  was  read  announcing  a 
newly-discovered  process  for  the  preservation 
of  dead  bodies,  originated  in  Germany  and 
patented  here;  but  the  patentee  had  been  in- 
duced to  abandon  his  patent  and  make  it  public 
property  for  the  benefit  of  the  world.  A  liquid 
was  made  by  which  the  bodies  were  embalmed 
by  being  saturated  and  impregnated  with  it. 
Three  thousand  parts  water,  one  hundred 
alum,  sixty  potash,  twenty-flve  common  salty 
twelve  saltpetre  and  ten  arsenic  acid  was  made 
the  first  composition.  Then  to  ten  parts  of 
this,  four  parts  of  glycerine  aud  one  of  meth;^l 
alcohol  were  added.  Bodies  preserved  by  this 
were  alleged  to  fiilly  retain  their  form,  color 
and  flexibility  for  years. 

In  the  discussion  it  was  doubted  that  the 
color  would  be  preserved.  There  were  com- 
pounds which  would  preserve  human  bodies 
very  prefectly,  if  they  could  be  thoroughly 
impregnated  before  decay  had  commenced.  A 
company  in  this*  city,  the  New  York  Sanitary 
Company,  furnish  a  fluid  and  instruments  for 
applying  it,  by  which  the  interiors  are  very 
thoroughly  impregnated  before  decay  com- 
mence?*. Then  a  moderate  treatment  on  the 
surface  with  the  same  or  other  preserving  fluid 
insures  the  preservation  of  the  body  in  a  high 
degree  of  perfection  for  a  long  period.  The 
body  of  the  well  known  actor,  Mr.  Porter, 
who  was  killed  in  Texas,  was  preserved  by  the 
aid  of  this  process  and  brought  to  this  city, 
and  seen  by  his  friends  at  the  funeral  fourteen 
days  after  death. 

An  account  was  read  from  Iron  of  a  process 
of  printing  many  colors  at  one  operation,  al- 
leged  to  be  in  successful  operation  in  Prance, 
A  solid  block  was  formed  in  Mosaic  of  differ. 
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I  , 


CDt  colors,  using  blocks  of  pigments  all  capa- 1  Shipping  moves  under  both  bridges  through 
ble  of  being  acted  on  by  a  chemical  or  combi- 1  tbeMenai  Straits. 


nation  of  chemicals.  A  thick  mass  of  this  is 
mounted  in  the  press,  planed  off  smooth,  and 
then  wetted  rapidly  on  the  surface  with  the 
proper  fluid,  and  the  paper  or  other  material 
placed  thereon  and  pressed.  A  clear  impres- 
sion is  thus  obtained  in  all  the  colors,  and  in 
the  case  of  textile  fabrics  the  color  goes  com- 
pletely through  their  substance.  After  expo- 
sure for  a  brief  period  to  heat,  to  drive  off  the 
fumes  of  the  chemicals  employed,  the  work  is 
finished. 

Mr.  MacDonald  said  he  had  assisted  in  trying 
similar  experiments  in  this  country.  In  those 
experiments  glycerine  was  used,  and  the 
printed  impressions  had  the  peculiarities  due 
to  the  presence  of  glycerine,  that  they  remained 
damp.  The  process,  so  far  as  he  had  known 
it,  had  been  always  a  failure.  The  sharpness 
of  the  impressions  would  be  satisfactory  to 
some,  but  not  to  a  good  printer,  and  the  char- 
acter of  the  work  generally  was  inferior. 

Mr.  Blanchard  developed  on  the  blackboard 
a  mode — original  with  him,  for  computinfl^  the 
strains  on  the  different  parts  of  bridges. 
Eddy,  Stoney,  Dubois  and  others  had  analyzed 
with  immense  tineness,  but  their  methods 
were  too  complicated.  It  could  be  done  much 
more  simply.  The  relative  strains  on  every 
part  were  ascertained  by  geometrical  figures. 
The  operation  was  rapid  and  sure.  It  was  an 
improvement  on  the  ordinary  diagram  for  the 
decomposition  of  forces.  The  vertical  strains 
were  represented  by  horizontal  rather  than 
vertical  lines. 

The  discussion  following  developed  singular 


An  extract  read  from  the  editorial  corres- 
pondence of  the  Philtiddpha  Press  of  last  sum- 
mer, developed  a  long  conversation  with  one 
of  the  leading  silk  manufactureis  of  Lyons,  in 
which  he  sadly  admitted  the  competition,  dhn- 
gerous  to  their  industry,  of  Americans,  m  the 
silk  manufacture.  In  the  discussion  which 
followed,  it  was  stated  that  there  are  now 
about  200  separate  manufactories  in  America 
for  woven  and  sewing  silks.  American  manu- 
facturers load  I  heir  silks  with  less  foreign  mat- 
ter and  make  an  article  ^vhich  is  superior  in 
wear  but  not  as  bnlliant  in  gloss.  Paterson, 
and  other- points,  manufacture  ribbons  with 
eminent  success.  Hartford  manufactures 
dress  goods  of  sombre  colors  superior  to  any 
in  the  world.  We  import  about  7,500  toiis  per 
annum  of  raw  silk  and  manufacture  it  here. 
The  raw  silk  made  in  this  country  is  slight. 
Wages  are  too  high.  It  requires  cheap  labor 
as  in  Italy,  China,  &c.  Machinery  has  not  yet 
succeeded  in  reeling  cocoons. 

But  immense  areas  of  our  country  have  mild 
winters  and  are  every  way  favorable  for  the 
silk  worm.  We  can  raise  cocoons  and  ship 
them  abroad  to  be  reeled  and  returned.  We 
are  producing  cocoons  largely  in  North  Caro- 
lina and  California. 

A  paper  read  by  Professor  De  Volsen  Wood 
opened  the  main  subject  of  the  evening,  the 
"Relations  of  Machinery  and  Labor."  He 
held  that  the  present  era  of  machinery  has  in- 
duced great  revolutions  in  labor  and  laborer?, 
but  the  general  effect  is  eminently  beneficial. 

The  farmers  of  Ohio  opposed  railroads 


anomalies  in  the  failure  of  bridges.  The  Mont-  \  the  belief  that  they  would  diminish  the  demand 
morenci  bridge,  near  Quebec,  after  bearing  i  for  horses  and  oats,  until  it  was  shown  that 
inunense  loads  for  a  long  period,  fell  suddenly  the  introduction  of  railroads  resulted  in  an  in- 
with  nothing  on  it.  It  appeared  that  the  frac-  I  creased  price  for  both,  in  every  instance.  A 
ture,  of  iron  wrought  under  continued  strain,  |  machine  which  made  one  man  do  the  work  of 
was  a  gradual  process,  the  catastrophe  occur- 1  ten,  at  first  sight  appeared  to  dispense  with  the 
ring  as  the  result  of  a  slow  failure  which  had  I  labors  of  nine,  but  labor  is  more  constantly  in 
been  initiated  much  earlier.  Mr.  Hudson  re  j  demand  and  better  paid  than  before  machinery 
ferred  to  the  failure  of  the  chain  bridge  across  |  was  introduced.  A  farmer's  wife  in  the  West 
the  Merrimack  River  in  1826  after  a  heavy  i  told  him  that  their  reaping  machine,  by  reduc- 


snow  storm 

The  President  referred  to  the  great  perfec 
lion  which  theoretical  and  practical  science  has 
been  brought  in  modern  bridge  building,  as 


ing  the  number  of  men  to  feed  during  harvest, 
had  lightened  her  work  more  than  her  sewing 
machine.  The  increased  production  of  the 
earth  must  result  in  greater  wealth    to  the 


exemplified  in  the  costly  East  River  Bridge,  !  world.     Fifty  thousana  reaping  machines  in- 

which  we  hope  will  prove,  as  it  promises,  a       ^      *~  **^''  ^"'^  """*  "'        '*  '  '* 

master-piece  of  the  art.  He  also  mentioned 
the  two  famous  bridges  near  each  other  at 
North  Bangor,  in  Wales — one,  a  suspension 
bridge  completed  in  1825,  before  the  superiori 


volve  in  the  first  instance,  a  quickened  demand 
for  metal,  wood,  skilled  labor  and  means  of 
transportation.  It  calls  for  buildings,  clerks, 
and  agents;  The  wealth  it  produces  calls  for 
buildmgs,  stock,  carpets,  music,   books,  and 


ty  of  small  wire  cables  for  such  purposes  had  works  of  art.  Thus,  apparently  unconnected 
been  established.  Wires  were  immensely 
easier  to  stretch  across  one  at  a  time  and  were 
found  much  superior  in  strength  for  a  given 
weight  when  completed.  That  bridge  was 
built  with  what  are  sometimes  termed  pitch- 
chains,  bars  of  iron  laid  three  or  four  abreast 


branches  of   business    are  benefited    by  the 
reaping  machine. 

The  discussion  following  questioned  one  pro- 
position: It  was  doubted  whether  the  reign 
of  machinery  tended  to  narrow  the  faculties 
by  confining  a  man  to  one  branch  of  labor. 


and  knuckled  together  by  transverse  pins  j  Formerly  a  long  aprrenticeship  trained  the 
through  their  ends.  It  continues. to  be  used  for  I  faculties  to  the  production  of  a  wrought-nail 
general  carriage  traffic.  Near  it  is  the  famous  or  a  pin-head  and  there  stopped.  The  ap- 
tnbular  bridge  engineered  by  Stevenson  &  Fair- 1  prentice  system  is  gone.  There  is  danger  from 
bairn,  which  carries  the  railway  trams  between  I  its  absence,  but  so  far,  in  America  at  least, 
Anglesea  and  the  main  island  of  Great  Britam.  ;  the  intelligence  developed  by  the  schools,  gen- 
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eral  and  technical,  have  successfully  taken  its  j  ished  with  an  oblique  branch  directed  up- 
place,  and  all  are  mobile.  Our  great  manu-  i  wards,  and  bent  round  fo  terminate  in  an  iron 
factories,  with  iheir  hum  of  muchinery  are  |  or  bra^s  tunnel,  under  which  the  gas  or  petpo- 
schools  to  every  young  man  and  warn  him  •  leura  flame  burns.     The  heat  then  passeh  into 


that  he  should  be  leady  for  emergencies.  We 
have  no  indolent  rich,  no  idle  class  except  the 
tramps,  and  they  are  disappearing.  All  can, 
and  do,  work  with  head  or  hands,  and  nearly 
all  can  change  successfully  from  one  business 
to  another  with  only  three  weeks  of  special 
training. 


ENGINEERING   NOTES. 


S' 


the  inclosing  tube.  In  the  aii  box  above  holes 
are  provided  to  let  the  air  escape,  and  good 
ventilation  may  thus  be  secured. 

In  order  to  facilitate  repairs,  the  water  pipe, 
at  the  middle  of  the  doors  of  the  inclosing 
pipe,  is  formed  with  brass  connecting  screwa- 
But  the  use  of  the  ordinal y  soldered  junc- 
tion does  not  present  any  hindrance  by  rea. 
son  of  the  zinc  tube.  Nor  are  any  other 
serious  diflSculties,  it  is  said,  encountered  in 
the  working  of  the  system. 


'NiTED  States  Stibmarine  Surveying.— 


AFETY  Arrangement  for  Water  Pipes. 
In  order  to  obviate  the  very  common  evils  i  TT  3 
connected  with  the  bursting  of  water  pipes  in  I   U 

winter,  Herr  Weissbarth  has  contrived  an  ar-  work  of  the"  United  Slates  Government  was 
rangement  (we  learn  from  the  DeuUche  Indua- ,  undertaken  with  the  object  of  determining  the 
trie  Zeitung)  by  which  any  water  that  may  es- 1  exact  relation  of  the  fauna  of  the  Atlantic 
cape  thus  is  carried  off  into  the  street  drain  or  j  Ocean  with  that  of  the  Gulf  of  Mexico  and 
a  cesspool,  and,  at  the  same  time,  a  cheap  mode  j  the  Carribean  Sea.  The  deep  sea  soundings 
of  heating  the  whole  pipe  system  with  a  single  \  ranged  chiefly  between  450  and  800  fathoms, 
gas  or  petroleum  flame  is  rendered  possible.  ,  and  the  work  begun  in  June  last,  was  carried 
The  entire  system  of  water  pipes,  which,  as  in  |  on  about  120  miles  from  the  coast,  and,  gen- 
every  right  arrangement,  must  have,  in  all  its  ;  erally  parallel  to  it,  commencing  south  of  Cape 
branches,  falls  toward  the  ascending  pipe,  is  j  Hatteras.  The  sea  bottom  has  been  shown, 
inclusive  of  the  ascending  pipe)  inclosed  in  by  these  explorations,  not  to  be  gently  sloping, 
sheet  zinc  pipes  of  5  to  8ctm.  internal  diameter;  but  there  was  found  the  continuation  of  the 
so  that  water  finding  exit  atany  part  of  the  sys- 1  plateau  of  which  the  northern  portion  extends 
tern  gets  into  the  inclosing  pipe,  and  is  carried  ]  as  far  as  Cape  St.  Geoige,  the  southeasterly 
away.  The  inclosing  zinc  pipes,  about  1  meter  limit  reaching  to  the  Bahama  Banks.  The 
long,  are  not  soldered  at  the  joints;  but  stuck  I  work  of  exploration  was  confined  during  the 


into  each  other  like  gutter  or  waste  pipes, 
and  the  water  pipes,  of  lead  or  iron,  are  fixed 
in  the  others  by  means  of  rings  with  small  pro- 
jecting pieces  bent  at  a  right  angle,  which 
catch  in  metallic  tholes  soldered  on  the  interior 
of  the  zinc  pipe.    The  lowest  inclosing  pipe 


past  season  to  the  western  slope  of  the  plateau, 
the  sides  of  which  are  so  steep,  that  in  the  dis- 
tance of  a  few  hundred  feet,  the  depth  of 
soimdings  increased  from  100  to  450  fathoms. 
This  side  of  the  plateau  is  covered  with  a  rich 
deposit  of  mud  and  alluvium,  gathered  from 


has  a  bottom,  through  which  the  water  pipe  the  discharge  of  numerous  rivers  and  washed 
passes  tightly,  and  close  above  this  is  the  tube  off  the  top  of  the  plateau  by  the  action  of  the 
by  which  the  escaping  water  is  carried  off  to  Gulf  Stream.  The  result  of  this  action  has 
the  drain.  In  order  to  get  at  the  water  pipe  been,  that  while  no  animal  life  has  been  found 
without  having  to  take  the  zinc  pipes  out  of  to  exist  on  the  top  of  this  submarine  highland, 
each  other,  some  of  these  are  furnished  with  except  certain  coral  formations,  the  conditions 
doors  70  to  75ctm.  long  and  5  to  6ctm.  wide,  !  of  the  slope  are  highly  favorable,  and  the 
which  are  easily  slid  within  the  tube,  as  they  numerous  specimens  obtained  showed  that, 
are  led  above  through  a  soldered  metal  ring,  generally,  the  animal  life  corresponds  with 
and  below  through  packing  ;  the  latter  at  the  that  in  the  Gulf  of  Mexico  and  the  Canibean 
same  time  prevents  the  water  flowing  out  be- ,  Sea.  During  the  course  of  the  survey,  work 
tween  the  aoors  and  the  pipe  ;  moreover,  the  I  was  continued  day  and  night,  and  eight  dredg- 
longitudinal  borders  of  the  doors  are  packed  |  ings  were  generally  made  during  the  twenty- 
interiorly,  so  that  the  water  follows  the  pack-   four  hours. 

ing  and  does  not  issue  by  the  door.    The  flx-    

ing  of  the  zinc  tubes  to  the  walls  is  effected  rpHE  New  Tay  Bridge. — The  sketch  plans 
^t^u  -: — ^  « — ,T,:«K  *u^„  «^«  c.^r^^^^^A  ^i^u     _L     prepared  by  Mr.  W.  H.  Barlow,  C.  E., 


with  rings  on  which  they  are  supported  with 
noses.  Branch  pipes  are  soldered  into  the 
main  pipe.  When,  in  a  branch  pipe,  stop- 
cocks occur,  the  inclosing  pipe  is  there  perfor- 
ated for  the  spindle  and  stuflling  box.  In 
the  longer  branch  pipes,  as  in  the  vertical  as- 
cending pipes,  doors  must  also  of  course,  be 
introduced  in  the  inclosing  pipes,  the  openings 
being  naturally  on  the  upper  side.  At  places 
where  the  ascending  pipe  is  exposed  to  cold, 
as,  e.  g.y  in  water  closets  or  entrance  halls,  the 
arrangement  permits  readilv  of  a  warm  air- 
current  being  produced  in  the  inclosing  pipe, 
by  means  of  a  gas  flame  (which  ma;^  also  serve 
in  illumination).    To  this  end  the  pipe  is  fum- 


London,  in  connection  with  the  Parliamentary 
notices  already  published  for  the  erection  of 
another  Tay  Bridge,  have  been  issued.  While 
these  plans  do  not  show  the  structural  details, 
it  is  understood  that  the  bridge  is  to  be  of 
sufl^cient  width  to  admit  of  a  double  line  of 
rails  being  laid,  and  that  in  the  arrangement 
of  the  girders  the  rails  will  be  laid  partly  along 
the  lower  and  along  the  upper  booms,  the  per- 
manent way  being  enclosed  on  each  side  by  a 
strong  iron  parapet.  The  new  bridge  is  to  be 
erected  a  little  to  the  west  of  the  present  one, 
the  intervening  space  between  the  centers  of 
^he  bridges  being  about  50  feet  in  width,  and 
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the  course  it  takes  is  in  a  line  with  the  old 
bridge.  At  the  north  shore  it  joins  the  existing 
▼iaduct  at  Magdalen  Yard  Point.  In  the 
bridge  there  will  be  75  spans  in  all,  the  four 
highest  bein^  opposite  the  four  broken  piers  at 
the  south  end  of  the  gap  in  the  present  bridge. 
Their  width  will  be  229  feet  each,  and  height 
77  feet  above  the  high  water  level  of  ordinary 
spring  tides,  being  11  feet  lower  than  the  nigh- 
est  spans  in  the  old  bridge.  The  height  of  the 
first  span  on  the  Fife  side  is  to  be  65  feet,  and 
the  32  succeeding  spans  gradually  decline  in 
height  to 60  feet  6  inches.  The  four  spans,  77  feet 
high,  follow,  and  then  the  height  of  the  remain- 
ing spans  corresponds  to  the  declinature  of  the 
bridge  towards  the  north  shore,  where  the  spans 
are  23  feet  high.  The  width  and  height  of  the 
different  spans,  beginning  from  the  Fife  shore, 
«re  as  follows:  One  100  feet  span,  65  feet 
high ;  ten  106  feet  spans,  varying  from  65  to  68 
feet  high ;  twelve  132  feet  spans,  varying  from 
63  to  60  feet  9  inches  high;  one  130  feet  6 
inches  span,  60  feet  6  inches  high;  four  229 
feet  spans,  77  feet  high ;  one  229  feet  span,  74 
feet  9  inches  high;  one  211  feet  span,  72  feet 
9  inches  high;  two  229  feet  spans,  varying 
from  72  feet  9  inches  to  68  feet  6  inches  high ; 
one  211  feet  span,  66  feet  6  inches  high ;  four 
229  feet  spans,  varying  from  66  feet  6  inches 
to  58  feet  high ;  one  1&  feet  span,  40  feet  high ; 
eleven  117  feet  spans,  varying  from  40  feet  to 
27  feet  6  inches  high;  twenty -four  63  feet 
spans,  varying  from  S5  feet  to  19  feet  5  inches 
high;  two  skew  openings,  50  feet  span  each, 
and  23  feet  high:  six  27  feet  spans,  23  feet 
hi^;  three  27  feet  spans,  somewhat  less  in 
height,  and  last  of  all  the  present  arch  span 
100  feet  in  width  and  18  feet  in  height,  which 
crosses  the  esplanade  on  the  Dundee  side  of 
the  river.  The  gradients  are  shown  to  be  as 
follows :  From  the  first  span  at  the  Fife  side 
to  the  twenty -second  the  line  has  an  inclination 
of  1  in  733,  then  it  becomes  level,  and  contin- 
ues so  for  about  1000  feet,  when  it  begins  to 
fail  towards  the  north  shore  at  the  rate  of  1  in 
114,  until  it  reaches  1  in  76  at  the  viaduct,  and 
at  about  that  gradient  the  line  is  carried  into 
the  Tay  Bridge  Station,  where  it  becomes 
level.  The  plans  show  the  abandonment  of  the 
present  objectionable  junction  of  the  Newport 
line  at  the  south  end  of  the  bridge,  and  the 
substitution  of  another  junction,  which  will 
likely  be  satisfactory. 


IRON  AND  STEEL  NOTES. 

THE  Customs'  returns  for  the  past  month 
show  that  there  has  been  an  export  of 
83,905  tons  of  pig  iron  from  English,  Scottish, 
and  Welsh  ports,  and  that  Middlesbrough  ex- 
ported more  than  half  of  this— 44,848  tons. 
Barrow-in-Furness  ranks  second,  having  ex- 
ported 8,230  tons;  and  then  follow  Glasgow, 
with  7,655  tons;  Newcastle,  5,081  tons; 
Grans^mouth,  3,650  tons;  Liverpool,  3,454 
tons;  West  Hartlepool,  3,360  tons;  White- 
haven, 2,760  tons;  Stockton,  1,87S  tons;  and 
Troon,  1,700  tona  None  of  the  other  ports 
enumerated  have  shipped  more  than  655  tons. 
Of  bar  and  bundle  iron,  the  largest  shipment — 


10,904  tons— is  from  Liverpool,  the  amounts 
from  all  other  ports  being  comparatively  small. 
Of  rails,  Hull,  Liverpool,  Barrow,  Middles- 
brough, and  Cardiff- in  the  order  named— 
were  the  only  ports  exporting  large  quantities. 


IN  a  paper  • 
phonis  and  Silicon  in  Iron  and  Steel, 


On  the  Determination  of  Phos- 

in 
Dingier's  Polytechnisches  "Journal,"  Mr.  A. 
E.  Haswell  describes  a  new  method  of  analysis, 
in  which  the  whole  of  the  electro-negative  sub- 
stances present  in  the  metal  are  obtained  in  the 
.  insoluble  residues,  the  iron  being  completely 
separated  in  solution  as  the  first  operation. 
The  sample,  in  the  form  of  filings  or  borings, 
is  treated  with  a  7  per-cent.  solution  of  double 
chloride  of  copper  and  ammonium,  at  the  low- 
est possible  temperature  in  a  corked  flask. 
About  twelve  hours  are  required  to  effect  the 
solution,  the  flask  being  frequently  shaken. 
If  the  proper  equivalent  quantities  of  the 
double  copper  salt  are  taken,  the  iron  will  be 
completely  dissolved  as  ferrous  chloride,  free, 
or  nearly  so,  from  copper,  while  the  carbon, 
silicon,  sulphur,  and  phosphorus  will  remain 
in  association  with  the  reduced  sponge  of  me- 
tallic copper.  This,  when  carefully  washed, 
is  dissolved  in  nitric  acid,  the  silicon  deter- 
mined by  evaporation  to  dryness  and  calcina- 
tion, and  the  phosphorus  by  precipitation,  first 
with  molybdic  acid,  and  then  with  magnesia 
in  the  usual  way.  The  author  gives  several 
examples  showing  that  the  molybdic  acid  pre- 
cipitation is  not  affected  by  the  presence  of 
copper  salts  in  the  nitric  acid  solution. 

STEEL  Making  in  China. — In  the  manufac- 
ture and  use  of  steel,  the  Chinese  appear 
to  have  attained  a  very  early  and  remarkable 
proficiencv,  Chinese  records  do  not  enlighten 
us  as  to  the  precise  period  at  which  the  art  of 
reducing  metals  from  their  ores  became  known 
in  that  country;  but  it  is  evident  that  it  must 
have  been  some  centuries  before  the  Christian 
era.  Mention  is  made  of  steel  in  the  most  an- 
cient of  the  Chinese  writings,  and  Leih-tze,  an 
author  who  flourished  about  400  b.  c,  described 
the  process  by  which  it  was  made.  In  ttie  Yu 
Kung  section  of  the  Shoo  King,  Book  I.,  it  is 
stated  that  among  the  articles  forming  the  trib- 
ute of  Yu  were  nautical  gem  stones,  iron,  sil- 
ver, steel,  stones  for  arrowheads.  &c.  Legge 
points  out  that,  in  the  time  of  the  Han  dynas- 
ty, ironmasters  were  appointed  in  several  dis- 
tricts of  the  old  Lian-Choo  to  superintend  the 
iron  works.  With  the  exception  of  this  pas- 
sage, however,  it  is  considered  probable  that 
there  is  no  distinct  allusion  to  iron  in  Chinese 
writings  older  than  1000  b.  c.  Steel  continues 
to  be  manufactured  in  China  up  to  the  present 
day.  Mr.  James  Henderson,  a  commissioner 
of  Li-hun  chang,  the  governor-general  of  Chil- 
lili,  a  minister  of  the  young  King  of  China, 
states  that  the  *'  steel  which  comes  to  Tein-tsin 
from  the  Upper  Yang-tse  is  highly  prized,  and 
bears  much  higher  prices  than  the  Swedish 
steel  imported  into  China." 

SPANQEKBEno'S  EXPERIMENTS  ON  THE 
Stkenqthof  Ibon  AND  Steel. — A  Wer- 
der  testing  machine,  maximun  pull  100,000 
kilograms  (100  tons)  was  erected,  and  a  Klebe 
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measuring  apparatus  was  supplied,  measuriDg  | 
to  isTj^oc  millimeter  (rf^jx^  in.),  as  well  as  vari- 
ous other  instruments  for  conducting  the  ex- 
periments.    One  series  was  designed  to  test  i 
the  truth  of  WOhier's  three  laws,  which  are: 

(1)  Fracture  may  be  produced  by  the  con- 
tinual repetition  of  oscillating  stresses,  all  of 
them  much  below  the  breaking  stress.  It  is  | 
the  differences  of  strain,  defined  by  ihe  extent 
of  the  oscillations,  which  then  produce  frac- 
ture. I 

(2)  The  absolute  value  of  these  stresses  only 
enters  into  the  question  so  far  that  the  greater , 
this  value  the  smaller  are  the  differences  which  \ 
will  finally  produce  fracture. 

(3)  When  the  resistance  of  a  material  to  one 
form  of  stress  has  been  found  by  experiment, 
its  resistance  to  all  other  forms  can  be  deduced  ' 
by  calculation. 

The  author^s  experiments  have   confirmed 
the  truth  of  the  first  law.     With  regard  to  the 
second,  they  are  not  yet  complete.    They  do 
not  agree  with  the  third,  inasmuch  as  experi- 
ments on  transverse  strain  showed    a  much 
greater  tensile  resistance  in  the  most  heavilv 
strained  fibre  than  that  given  by  direct  expen- , 
ments  on  tearing.    Again,  on  comparing  ex- 1 
periments  on  Krupps'a  axle  steel,  made  in  1863  ! 
by  WOhler,  and  in  1873  by  the  Author,  it  ap- 
pears that  in  the  interval  the  material  had  been  i 
greatly  improved  in   its  resistance  to  the  or- 
dinary stresses  of  axles,  but  had  diminished  in  , 
its  resistance  to  direct  tension. 

This  latter  is,  of  course,  no  real  defect,  and  | 
is,  no  doubt,  due  to  an  alteration  in  chemical  [ 
composition ;  but  it  shows  that  tensile  tests  | 
alone  will  not  indicate  the  character  of  a  ma- 
terial, and  also  how  necessary  it  is  frequently 
to  repeat  such  experiments. 

The  Author  has  further  endeavored  to  inves- 
tigate the  connection  between  the  appearance 
of  fracture  and  the  molecular  changes,  in 
pieces  broken  by  repeated  strains.  His  theory 
18  that  under  such  strains  the  texture  of  the 
metal  is  graduallv  changed  from  the  crystal- 
line to  the  amorphous.  There  thus  arise  dif- 
ferent stales  of  equal  density  of  the  molecules, 
each  state  having  its  own  limit  of  elasticity. 
As  the  strains  go  on,  these  limits  of  elasticity 
are  passed  in  the  case  of  a  continually  increas- 
ing number  of  the  molecules,  and  the  piece  is 
thus  gradually  weakened  until  rupture  results. 
This  he  considers  to  accord  with  the  molecu- 
lar theory  of  Fourier  and  Redtenbacber,  viz., 
that  metals  consist  of  crystalline  molecules  of 
attracting  matter,  each  intermixed  and  sur- 
rounded with  repelling  ether.  The  action  of 
strain  would  then  be  to  break  up  the  molecules 
into  smaller  and  smaller  elements.  Hence  is 
explained  the  fact  that  just  at  the  point  where 
rupture  begins  the  fracture  looks  dull  and  am- 
orphous (because  the  action  has  there  been  the 
most  intense),  while  at  a  distance  it  is  still 
crystalline.  The  rays,  which  are  generally 
seen  converging  to  this  point  of  rupture,  are 
due  to  a  flow  of  surroimding  molecules  to  the 
more  heavily  strained  parts.  In  phosphor- 
bronze,  broken  by  repeated  strains,  a  flow  of 
the  phosphorus  to  the  more  extended  parts  i** 
distinctly  visible. — Abstracts  of  Institution  of 
Ginl  Engtne&rs, 


RAILWAY  NOTES. 

WE  are  informed  that  the  directors  of  the 
Paris,  LyonBand  Mediterranean  Rail- 
way Company,  have  decided  to  apply  the 
Westinghouse  brake  over  the  whole  of  that  im- 
mense system,  and  that  a  contract  has  been 
made  with  the  Brake  Company  for  the  supply 
of  the  fittings  for  1,500  vehicles  as  a  first  in- 
stalment. The  cost  of  fitting  the  whole  of  the 
passenger  engines  and  carriages  will  amount  to 
about  8,000,000f.  Our  neighbors  are  settling 
the  brake  question  in  France  in  a  much  more 
business-like  fashion  than  the  authorities  on 
our  own  railways,  for  the  Westinghouse  brake 
has  now  been  adopted  on  lines  having  one-half 
—and  by  far  the  more  important  half— of  the 
entire  mileage  of  French  railways,  and  as  the 
Railway  Commission  is  insistmg  upon  what 
are  virtually  the  conditions  laid  down  by  our 
own  Board  of  Trade,  there  seems  little  doubt 
that  the  whole  of  France  will  be  eflaciently 
equipped  long  before  our  own  railway  mag- 
nates have  done  wrangling  over  the  numerous 
inventions,  both  of  their  own  and  others,  and 
which  at  present  interfere  with  the  settlement 
of  the  brake  question  in  this  country. 

BREAKAGES  OP  StEEL  RaILS  ON  RUSSTAH 
Railways  During  1879. —The  statistical 
returns  of  the  Russian  Ministry  of  Ways  and 
Communications  give  the  following  interest- 
ing information  on  the  breakages  of  steel  rails 
on  Russian  railways  during  1879.  Up  to  Jan- 
uary 1,  188U,  on  all  lines,  the  length  of  which 
amounted  to  24,019  miles,  9,730  miles  of  steel 
rails  had  been  laid.  The  total  length  of  the 
Russian  railways,  taking  in  consideration  sta- 
tion sidings,  was  in  1879,  19,200  miles,  and  the 
breakages  of  steel  rails  during  that  year  were 
as  follows : 

Total    Ttr^„+i.e  Total 

No.     ^^°*^«'  No. 

January 639    July 247 

February 698    August 156 

March 864    September 214 

April 235    October 828 

May 235    November 841 

June 160    December 692 

The  best  rails,  judging  by  the  small  quanti- 
ty broken,  were  of  English  manufacture, 
namely,  those  from  Messrs.  Brown,  Bay  ley  & 
Dixon,  Sir  J.  Brown  &  Co.,  Cammell  &  Co., 
and  the  Barrow  Hematite  Iron  and  Steel  Com- 
pany. 

WRITING  on  the  manufacture  ofpaper  rail- 
way wheels,  the  Paper  World  says: 
"The  paper  is  straw-board  of  rather  fine  tex- 
ture. It  is  received  in  the  ordinary  broad 
sheets,  differing  in  no  particular  from  those 
used  for  straw  board  boxes  or  other  similar 
work.  These  sheets  as  they  come  from  the 
paper  mill  are  square,  and  are  first  cut  to  a  cir- 
cular pattern.  This  is  done  on  a  table  with  a 
knife  guided  by  a  radial  arm.  A  small  disc  is 
also  cut  fix)m  the  center  of  the  sheet  to  admit 
the  wheel  'center.  The  paper  has  now  to  be 
converted  from  loose  sheets  into  a  compact, 
dense  body,  capable  of  withstanding  the  tre- 
mendous crushing  force  to  which  It  will  be 
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subjected  in  the  wheels.  This  is  accomplished 
AS  follows:  Ten  sheets  are  pasted  together, 
one  upon  another,  making  a  disc  about  ^  in. 
thick.  Enough  of  these  discs  having  been  pre- 
pared to  fill  a  powerful  hydraulic  press,  they 
are  subjected  to  a  pressure  of  1800  lbs.  per 
square  inch.  When  removed,  the  discs  are 
buns:  on  poles  in  a  steam-heated  loft  and  left 
six  days  to  dry.  Thicker  discs  are  then  made, 
each  formed  by  pasting  together  two  or  three 
of  those  already  finished.  These  are  pressed 
and  dried  as  before,  and  the  process  is  re- 
peated until  a  block  is  built  4  in.  thick  and  of 
about  the  specific  gravity  of  lignum  vitse. 
After  earh  pasting  and  pressing  six  days  are 
allowed  for  drying,  and  when  the  block  is  com- 
plete it  is  left  m  a  drying-room  until  thorough- 
ly seasoned.  The  next  operation  is  that  of 
turning  the  paper  blocks  to  fit  the  steel  tires 
and  iron  centers.  This  is  done  in  lathes  in  the 
same  manner  as  if  the  material  worked  on  was 
tough  wood.  A  bed  or  recess  is  worked  out 
for  the  web  of  the  tire  to  rest  in.  The  block  is 
then  painted,  and  is  ready  for  its  place  in  the 
wheel." 

tMhe  London,  Chatham  and  Dover  Railway 
A.  Company  has  not,  we  believe,  made  any 
promising  announcements  as  to  new  station 
accommodation.  With  the  inclement  weather 
which  now  prevails  an  ordinary  dry  station  is 
not  the  most  desirable  place  to  shiver  away  a 
half  hour,  but  on  the  bams  of  stations  with 
which  the  passengers  are  provided  by  the 
Chatham  and  Dover  Company,  even  near  Lon- 
don, words  will  not  do  justice  to  the  outraged 
feelings  of  some  of  tneir  passengers.  It  is 
therefore  no  desirable  thing  that  passengers 
should  he  made  to  wait  unnecessarily  on  the 
platform  of  such  places.  The  Chatham  Com- 
pany has,  however,  issued  a  regulation  that  the 
gate  entrances  to  some  platforms  shall  be 
closed  as  soon  as  certain  trains  are  due.  No 
objection  whatever  can  be  made  to  closing 
these  gates  when  a  train  is  in  sight  or  even 
signaled,  or  at  any  time  if  notice  is  given  that 
it  will  be  done,  but  closing  them  when  a  train 
is  due  involves  discomfort  to  passengers.  At 
the  stations  where  there  are  two  or  three  de- 
parture platforms  this  is  especially  the  case 
during  bad  weather  when  rails  are  m  bad  con- 
dition and  all  trains  are  or  are  liable  to  be  more 
or  less  late,  for  a  passenger  goes  on  to  a  plat- 
form, say  ust  before  a  train  is  due.  He  finds 
that  the  train  is  not  even  signaled,  and  thinks 
he  will  be  able  to  take  a  train  signaled  at  an- 
other platform.  He  leaves  the  first  platform 
and  goes  to  the  second  only  to  find  the  fate 
elosed.  Finding  this  he  goes  back  to  the  first 
platform  only  to  find  that  though  the  train  is, 
as  he  knows  not  even  signaled,  the  gate  h  shut. 
This  train  is  late,  perhaps  very  late,  and  the 
passenger  waits  until  it  comes  in  and  goes, 
which  he  may  have  the  pleasure  of  seeing  it 
do.  Then  he  may  wait  for  another  train  not 
yet  due,  so  that  if  he  has  patience  he  has  time 
to  sit  down — no  he  cannot  sit  down,  because 
the  seats  not  occupied  by  the  other  passenger, 
who  sits  in  a  mackintosh  lost  in  a  reverie  on 
railway  pleasures,  may  be  wet;  but  he  can 
stand  and  think  of  the  great  difference  between 


the  ordinary  public  mind  and  the  mind  that 
can  master  the  mysterious  reasons  of  railway 
sages.  At  a  station  with  only  one  platform 
such  arrangements  would  be  worse.  A  passen- 
ger arrives  at  the  usual  time  for  a  train,  trains 
are  late,  and  the  last  train  has  only  just  gone, 
the  gate  is  closed  because  another  train  is  due. 
The  passenger  therefore  waits  until  that  train 
comes  in  and  is  gone,  and  then  waits,  unless, 
after  exhausting  his  stock  of  complimentary 
expressions,  he  goes  and  takes  a  cab,  tram  car, 
or  omnibus.  This  soit  of  thing  would  not  be 
so  bad  if  the  company  had  some  fine  stations 
they  wished  passengers  to  look  at,  but  with 
stations  without  sides  and  with  sieves  for  roofs 
it's — well  it  is  not  nice. 


ORDNANCE  AND  NAVAL 

ARRANOEMt  NTS  FOR  THE  DEFENCE  OF  THE 
Mouth  of  the  Weser. — The  armor- 
plated  works  for  the  defence  of  the  mouth  ol  the 
Weser  will  shortly  be  completed.  One  battery 
for  nine  21  cwt.  guns,  and  two  forts  contuining 
10  turrets,  intended  for  28  cwt.  and  15  cwt. 
guns  have  already  been  constructed  in  accord- 
ance with  the  approved  principles  of  the  pres- 
ent day  for  coast  defences.  The  armament  of 
the  above  works  will  consist  of  24  pieces. 

The  two  new  forts,  situated  one  on  the  right 
and  the  other  on  the  left  bank  of  the  Weser, 
are  built  on  a  sand  bank.  They  are  washed  by 
the  river  at  high  tide,  and  are  surrounded  by 
inaccessible  ground  at  low  tide. 

The  fort  on  the  left  bank  is  armed  with 
lighter  turrets  than  the  one  on  the  right,  and 
has  arrangements  for  these  being  worked  by 
hand.  Ten  men  can  cause  a  complete  rotation 
of  the  turret,  weighing  492  tons,  m  five  or  six 
minutes.  However,  by  means  of  a  special 
contrivance  two  men  will  sufiSce  to  bring  this 
about.  The  guns,  mounted  on  carriages  for 
minima  embrasures,  are  worked  by  hand  pow- 
er, and  can  be  served  quickly  enough  to  fire  a 
round  in  a  minute  and  a  quarter. 

There  is  a  steam  engine  (the  AUgemeine  ZeiU 
ung  states  that  this  engine  is  an  hydraulic  one) 
in  the  fort  on  the  right  bank,  which  can  cause 
the  three  turrets,  weighing  590  tons,  to  revolve 
simultaneously  and  give  17**  elevation  to  the 
six  guns  in  them. 

The  chill  cast  armor  plates  which  protect  the 
fortifications  at  the  mouth  of  the  Weser  have 
an  aggregate  weight  of  7,529  tons,  they  were 
supplied  by  the  Gruson  foundry,  which  has 
also  arranged  the  sub-structures  of  the  turrets, 
and  provided  the  ammunition  lifts  and  the  car- 
riages for  the  minima  embrasure.  These  arm- 
or-plated structures  have  one  great  advantage 
over  those  hitherto  constrm  ttd  in  Europe. 
Thus,  if  a  piece  is  struck  and  rendered  unser- 
viceable by  an  enemy's  projectiles  in  English, 
Belgian,  of  other  turrets,  it  has  to  be  left  in 
position  till  the  end  of  the  action,  and  you  are 
deprived  oi  its  fire.  In  the  Weser  turrets,  on 
the  contrary,  a  certain  apparatus  allows  the  in- 
jured piece  to  be  rapidly  removed  Hnd  imme- 
diately replaced  by  another  which  will  continue 
the  fire.    Before  being  consigned  to  the  mili- 
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tary  authorities  the  forts  will  be  subjected  to 
experiments  intended  especially  to  test  the 
armored  turrets  and  the  guns. 

Remarkable  practice  has  already  been  made 
with  the  28  cwt.  jjuns.  Although  the  maxi- 
mum charge  of  58  kilos,  of  prismatic  powder 
was  employed,  the  precautions  taken  at  first  to 
fire  by  electricity  and  remove  the  detachments 
from  the  turret  were  soon  found  to  be  super- 
fluous. In  fact,  thanks  to  the  small  size  of  the 
embrasure,  which  is  just  large  enough  to  allow 
of  the  passage  of  the  muzzle  of  the  gun,  the 
powder  gases  cannot  enter  the  turret,  and  are 
consequently  not  offensive  to  the  gun  detach- 
ments.— AUgemeine  MiUiar  Zeitung  and  Neue 
Frankfurter  Presw. 

RUSSIAN  Composite  8-in.  Siege  Gun,  Cast 
(in  Steel)  at  the  Factory  op  Obouk- 
HOFP. — The  gun  consists  of  : 

1.  An  inner  tube  of  steel  (8.8  m.)  containing 
rifling  and  chambers. 

An  envelope  consisting  of  two  parts: 

2.  One  the  breech  and  trunnions. 

3.  The  other  the  muzzle  part 

The  flrst  of  these  two  travels  on  the  siege 
carriage,  and  is  united  to  the  other  by  a  ring 
screw  collar. 

There  are  two  other  small  pieces. 

The  weights  of  the  five  pieces  are  as  follows: 

1.  Inner  tube 541 

2.  Breech 2904 

3.  Muzzle 1826 

4.  Screw  Collar 98 

5.  Breech  piece 299 

Total 5668  kilos. 

The  interior  tube  is  carried  in  a  stiflf-covered 
box. 

The  gun  was  put  together  and  placed  at 
Globosia,  opposite  Kustchuk,  in  three  hours, 
after  dark,  by  a  detachment  of  20  untrained 
men. 

The  piece  had  been  previously  fired  130 
times  with  7.8  kilos,  of  prismatic  powder. 

Seven  shots  were  fired  on  the  25th  of  Au- 
gust, 1877,  at  2,900  metres,  at  an  earth  battery; 
one  piece  said  to  have  been  dismounted  * 

Six  shots  were  fired  at  a  gunboat  on  the  1st 
of  September,  one  of  which  is  said  to  bave  hit 
it. 

On  the  14th,  16th,  and  19th  November,  47 
shots  were  fired  at  4,900  yards  against  boats. 

The  gun  stood  together  for  tnree  months, 
and  was  then  taken  to  pieces  with  ease. 

The  Russians  also  made  a  4-pr.  mountain 
gun  in  three  pieces  of  98,  114  and  164  kilos, 
respectively. 
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THE  Transactions  op  the  Abierican  In- 
stitdtb  op  Mining  Knoineers,  contain- 
ing: 

"  The  Determination  of  Sulphur,"  by  Thos. 
M.  Drown,  M.D. 

*  I  think  this  is  a  mistake:  some  of  the  8-in.  shells 
lay  nnburst  in  the  town  in  September,  but  I  beard 
nothinii?  of  a  dismounted  gan,  and  I  think  I  should 
have  hsid  there  been  one. 
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"  The  American  Bloomary  Process,"  by  T. 
Eggleston,  Ph  D. 

**  The  Eighty-Ton  Steam  Hanmier  at  Creu- 
sot,"  by  J.  A.  Herrick,  M.  E. 

''The  Weight,  Fall  and  Speed  of  Stamps." 
by  H.  S.  Monroe,  Ph.  D. 

''  Rail  Specifications  and  Rail  Inspection  in 
Europe,"  by  C  P.  Sandberg,  C.  E. 

**  Cost  of  Milling  Silver  Ores  in  Utah  and 
Nevada."  by  R.  P.  Rothwell,  M.  E. 

"Chemical  Reactions  in  the  Bessemer  Pro- 
cess," by  Chas.  F.  King. 

The  Monthly  Report  op  the  Weather 
Bureau  for  November. 

MODERN     ARCHITECTUBAL     DESIGNS     AND 
Details,  No.  4.      New  York:    Bick- 
nell  &  Comstock. 

American  Journal  of  Mathematics,  YoL 
3,  No.  2. 

PFiciAL  Gazette  op  the  United  Stater 
Patent  Oppicb,  Vol.  19,  No.  2. 

NAVAL  ENCYCLOP-fflDiA. — Philadelphia:    L. 
R  Hamersly  &  Co. 
The  Naval  Encyclopcedia  is  now  complete. 
It  is  a  royal  octavo  of  1170  pages. 

This  work  has  been  prepared  at  a  -very  large 
cost  of  time  and  labor,  making  it  probably  the 
most  costly  work  ever  prepared  for  the  naval 
profession  in  this  country. 

The  following  summary  of  contents  of  the 
book  will  give  an  idea  of  its  character  and 
value : 
L  A    complete     Dictionary  .of     Nautical 

Terms  and  Phrases. 
II.  Biographical    Notices   of   Distinguished 
Naval  Officers  of  our  own  and  foreign 
services. 

III.  Special  Articles,  including  in  their  scope 

the  entire  range  of  Modem  Naval  Sci- 
ence, prepared  expressly  for  this  work 
by  officers  and  others  ot  recognized 
ability  in  their  respective  fields  of  dis- 
cussion, and  comprehending  the  fresh- 
est and  most  authentic  information  at- 
tainable respecting  the  several  subject* 
treated. 

IV.  A  Gazetteer  of  the  principal  Naval  Sta- 

tions and  Seaports  of  the  World. 
V.  A  Supplement  containing  concise  Records 
of  Living  Officers  of  the  Navy,  includ- 
ing Captains,  Commanders,  Lieutenant- 
Commanders     and     Lieutenant^,     and 
Staflf  Officers  of  relative  rank.    The  re* 
cords  of  Flag  Officers  are  included  ia 
the  body  of  the  work. 
Of  the  value  to  the  service  and  nautical  men 
generally  ^here  can  be  no  manner  of  doubt. 
The  publishers  look  confidently  for  a  generous 
response  to  this,  their  final  circular,  from  the 
officers  of  the  service  whom  the  book  is  pri- 
marily intended  to  benefit. 

8 TEAM  Boilers:   Their  Design,  Coubtruc- 
TION  AND    MANAOFMENT.      Bv    WiLLIAK 

H.  Shock,  Engineer-in-Chief  and  Chief  of  the 
Bureau  of  Steam  Engineering.  United  States 
Navy.  D.  Van  Nostrand,  No.  23  Warren 
street.  New  York. 
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We  may  say  at  the  outset  that  this  hand- 
some quarto  reflects  great  credit  on  the  priut- 
ers  and  engravers  concerned  m  its  production. 
It  contains  thirty-six  full  page  and  double  page 
finely-engraved  plates,  which  are  placed  at  the 
end  of  the  volume,  and  150  cuts  inserted  in  the 
text.  It  i3  printed  on  fine  calendered  paper, 
and  is  altogether  a  triumph  of  American  typog- 
raphy. The  text  is  divided  into  nineteen  chap- 
ters, whose  headings  alnoe  indicate  its  scope, 
and  the  manner  in  which  the  various  divisions 
of  the  subject  are  treated  fairly  entitle  the 
author  to  say,  as  he  does  in  the  preface,  that 
he  has  "  supplied  a  long  felt  need  in  this  par- 
ticular branch  of  engineering  and  construc- 
tion." His  short  introductory  chapter  tells  us 
of  the  materials  used  in  the  construction  of 
boilers  in  the  earlier  days  of  the  steam  (engine, 
why  copper  was  superseded  by  plate  iron,  the 
latest  forms  of  boilers  due  to  the  introduction 
of  compound  and  high  steam  pressure,  the 
essential  parts  of  a  steam  boiler,  how  infinitely 
forms  may  vary,  the  conditions  which  deter- 
mine the  leatures  of  marine  boilers,  and  par- 
ticularly those  affecting  boilers  in  war  steam- 
ers. The  general  subject  thus  stated,  he  takes 
np  '*  combustion  "  in  a  chapter  which  gives  us 
the  latest  chemical  knowledge  of  fuels  and 
their  constituents,  the  latest  data  on  tempera- 
tures of  ignition  and  the  total  heat  of  combus- 
tion. Taking  in,  as  it  does,  all  the  facts  relat- 
ing to  fuel  as  a  source  of  power,  it  necessarily 
gives,  with  all  the  precision  attainable,  the  fig- 
ares  for  calculating  the  important  elements  of 
furnace  draughts.  He  now  proceeds  to  exam- 
ine the  ''transmission  of  heat  and  evapora- 
tion/' a  most  important  consideration,  for  on 
the  efficiency  of  the  heating  surfaces  depends 
the  rate  of  steam  production  and  so  leads  up 
to  the  latest  direction  which  inventiveness  in 
steam  engineering  is  taking— namely,  the  use  of 
superheated  steam.  Its  economy  of  fuel  is  un- 
doubted, and  the  only  other  question  to  be  an- 
swered is  that  of  "the  bulk,  weight  and  cost 
of  the  superheating  apparatus  or  the  labor  and 
expense  of  keeping  it  in  working  order  and  its 
liability  to  derangement."  The  chapters  on 
"Materials'*  is  interesting  even  to  the  lay 
reader,  who  takes  the  slightest  interest  in 
metallurgy.  The  use  of  copper,  brass,  the  in- 
valuable phosphor-bronze,  cast  iron,  wrought 
iron  and  latterly  steel,  which  improved  pro- 
cesses of  manufacture  have  made  available,  is 
treated  historically  and  scientifically,  invalua- 
ble tables  of  weights  of  iron  used  for  plates 
and  rivets  being  appended.  The  chapter  on 
"Testing  the  Material"  and  ''Principles  of 
the  Strength  of  Boilers"  involve  matters  of 
great  moment  to  the  profession,  and  not  less  to 
the  public.  We  now  come  to  the  making  of 
the  boiler,  and  this  is  exhaustively  considered  \ 
in  ten  chapters,  which  take  the  engineer  from 
the  design  on  paper  to  the  boiler  set  up  and 
ready  for  its  final  tests.  As  indicating  the 
minuteness  of  the  details  given  we  may  say 
that  these  ten  chapters  on  construction  are 
divided  into  eighty-eight  sections,  which  in- 
clude a  mass  of  tabulated  data  and  mathemati- 
cal formulas.  "  Tests,  inspections  and  trial 
of  Bteam  boilers  "  is  a  chapter  which  again  has 
grave  interest  outside  of  engineering  circles, 


for  on  the  faithfulnesss  and  efficiency  of  the 
test  life  no  less  than  property  is  almost  always 
dependent.  The  difficulties  in  the  way  of  a 
thorough  test  are  olten  very  great.  There  is, 
therefore,  grave  significance  in  the  author's 
words: 

*'  Boilers  which  are  faulty  in  design  or  built 
of  mferior  material,  or  have  had  workmanship 
put  on  them,  may  stand  the  hydraulic  test, 
but  under  the  varying  and  continiied  strains  of 
actual  practice  they  will,  sooner  or  later,  de- 
velop weaknesses  which  seriously  impair  their 
life  and  safety.  Grave  defects  may  be  hidden 
from  view  after  a  boiler  is  built  so  that  they 
cannot  be  discovered  by  the  closest  scrutiny. 
Therefore,  the  inspection  of  boilers  should 
commence  with  the  process  of  construction, 
and  should  be  repeated  frequently  during  the 
lifetime  of  the  boiler." 

The  tricks  resorted  to  by  boiler  makers,  such 
as  punching  the  rivet  holes  too  close  to  the 
edge  of  the  plates  when  these  happen  to  be 
cut  too  small,  are  here  pointed  out.  The  vari- 
ous kinds  of  tests  and  their  relative  values  are 
niinutely  examined.  "Management  of  Boil- 
ers "  takes  the  engineer  skillfully  throueh  this 
important  portion"  of  his  duties  and  leads  nat- 
urally to  the  consideration  of  "Causes  and 
prevention  of  the  deterioration  of  boilers." 
In  general  the  deterioration  arises  from  the 
accumulation  of  scale  or  sediment,  from  cor- 
rosion, fracture,  burning  or  distortion  of 
plates.  These  are  generally  traceable  to  de- 
lects of  design,  material  or  workmanship;  to 
mismanagement,  the  use  of  sulphurous  fuel  or 
impure  water  and  to  galvanic  action.  In  addi- 
tion to  this  formidable  catalogue  the  author 
says:  "There  are  some  destructive  agencies 
at  work  shortening  the  life  of  boilers,  the 
action  of  which  is  not  fully  understood ;  and 
instances  of  the  rapid  deterioration  of  boilers 
occur,  from  time  to  time,  for  which  no  defin- 
ite cause  can  be  assigned."  Stationary  boilers 
frequently  last  twenty  years;  the  life  of  ma- 
rine boilers  ranges,  under  favorable  condi- 
tions, from  nine  to  twelve  years,  and  in 
naval  vessels  is  often  limited  to  six  years  of 
use.  The  varying  conditions  of  prolonged 
strain  and  protracted  idleness,  of  frequent  im- 
possibility during  long  cruises  on  distant  sta- 
tions of  regular  cleaning  and  repairs,  account 
for  the  shorter  life  of  the  war  steamer's  boiler. 
The  closing  chapter  is  devoted  to  a  subject 
ugly  in  itself,  but  as  it  is  one  of  the  means  by 
which  the  life  of  the  boiler  is  determined, 
must  have  a  place — namely,  **  Boiler  Explo- 
sions:" 

"It  is,"  says  the  author,  "of  the  gravest 
importance  that  the  true  causes  of  every  boiler 
explosion  should  be  clearly  understood  in  or- 
der that  their  recurrence  may  be  guarded 
against.  The  tendency  to  ascribe  explosions 
to  obscure  causes  rather  than  to  regard  them 
as  the  natural  results  of  conditions  which  can 
be  prevented  by  intelligent  care  exercised  in 
the  design,  construction  and  management  of 
boilers,  has,  no  doubt,  its  origin  in  the  desire 
to  escape  responsibility  for  the  results  of  culpa- 
ble neglect,  and  has  been  productive  of  much 
mischief  by  engendering  carelessness  on  the 
part  of  owners  and  attendants  of  steam  boilers. " 
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It  is  not  sufficient  to  show  that  a  certain  set 
of  circumstances  could  exist  in  a  case  of  ex- 
plosion, but  thai  they  actuall^r  did  exiu.  Sev- 
eral of  the  extravagjint  theories,  such  as  sud- 
den development  of  electricity,  the  formation 
and  detonation  of  hydrou^en  and  oxygen,  the 
constituent  gases  of  water,  the  instantaneous 
conversion  into  steam  of  large  masses  of 
water,  and  so  on,  are  satisfactorily  met  and 
disposed  of.  Apart  from  external  injury  or 
violent  concussion  the  explosion  of  boilers 
are  generally  traceable  to  undetected  or  unre- 
medied defects  in  construction,  or  ignorance 
or  carelessness  of  management,  either  in  the 
boiler  itself  or  the  furnace  chamber  and  fuel 
supply.  We  cannot  follow  this  part  of  the 
subject  further,  but  it  has  a  vital  interest  that 
recommends  it  to  the  consideration  of  every 
person  concerned  in  the  ownership  and  man- 
a^meot  of  boilers.  We  have,  indeed,  barely 
skimmed  the  work  in  giving  our  testimony  to 
its  great  value  and  the  labor  and  knowledge  it 
represents.  These  only  can  be  estimated  by 
reading  it  carefully  from  cover  to  cover  and 
knowing  how  far  it  distances  any  work  of  the 
kind  which  pretends  to  ^ve  information  on 
the  subject  up  to  the  requirements  of  the  pres- 
ent day.— i\r.  Y.  Herald, 


MISCELLANEOUS. 

HERB  VON  Bogus  LA  W8KI  has  been  led,  from 
a  comparison  of  the  results  of  recent 
deep  sea  investigations,  to  the  following  con- 
clusions respecting  the  temperatures  of  the 
Atlantic  and  Paciflc  Oceans:  1.  The  water  of 
the  North  Paciflc  is,  in  its  whole  mass,  colder 
than  that  of  the  North  Atlantic.  2.  The 
water  of  the  South  Paciflc  is,  down  to  1300 
meters — 4225ft. — somewhat  warmer  than  that 
of  the  Atlantic,  but  below  the  depth  colder. 
3.  The  bottom  temperatures  are  generally 
lower  in  the  Pacific  than  the  Atlantic  at  the 
same  depths  and  in  the  same  degree  of  lati- 
tude; but  nowhere  in  the  Paciflc  are  found 
such  low  bottom  temperatures  as  in  the  Ant- 
arctic portion  of  the  South  Atlantic  between 
86  deg.  and  38  deg.  south  and  48  deg.  and  83 
deg.  west  longitude,  in  which  bottom  tempera- 
tures of  —0.3  deg.  C.  to  —0.6  deg.  C.  have 
been  measured.  4.  In  the  western  parts  of  the 
Pacific,  and  the  adjoining  parts  of  the  East 
Indian  Archipelago,  the  temperature  of  the 
water  reaches  its  minimum  at  depths  between 
550  and  2750  meters— 1787  ft.  and  8937ft.— 
remaining  the  same  from  this  depth  to  the  bot- 
tom. In  the  whole  of  the  Atlantic  the  tem- 
perature from  2750  meters— 8987ft.— to  the 
bottom  gradually  though  very  slowly  de- 
creases. 

SOLIDIPICATION  UNDERPRESSURE. — Walthcr 
Spring  has  investigated  the  phenomena 
of  universal  regelation,  or,  in  other  words,  the 
property  which  the  particles  of  solid  bodies 
possess  of  uniting  by  cohesive  action  under 
pressure.  The  pressure  in  some  of  his  experi- 
ments exceeded  20,000  atmospheres,  but  in  the 
majority  of  cases  from  2,000  to  8,000  atmos- 


I  pheres  were  suflScient  to  secure  his  results.    He 
I  concludes  that  all  solid   bodies   possess   the 
I  property  of  uniting  when  they  are  in  close  con- 
;  tact,     'i'his  property  is  more  orless  pronounced 
in  different  bodies,   and  it  appears  to  be  a 
'  function  of   the   hardness.    Soft   bodies  are 
easily  soldered :  hard  bodies,  with  difficulty. 
There  is,  however,  another  element  which  in- 
fluences the  union,  to  which  he  gives  the  name 
of    waxiness,    and  which    is    illustrated    by 
I  Tresca's  experiments  upon  the  flow  of  solids. 
In  every  case  the  bodies  which  were  submitted 
to  pressure  were  changed  into  a  denser  variety ; 
prismatic  sulphur,  for  example,  which  has  a 
speciflc  weight  of  1.96,  was  changed  into  oc- 
tahedric  sulphur,  with   a  specific  weight  of 
2.05.    We  may  infer  from  this  fact  that  the 
state  which  matter  assumes  depends  somewhat 
upon  the  volume  which    it  is  obliged  to  oc- 
j  cupy,  through  the  action  of  external  forces. 
These  experiments  seem  calculated  to  throw 
I  n<iw  light  upon    some   important    geological 
j  questions  ;  the  layers  of  primary  rocks,   for 
I  example,  may  have  resulted  from  the  union  of 
the  grains  of  sand  or  mud  which  were  borne 
I  along  by  the  waters  ;  the  freat  pressure  would 
I  have  ground  and  thrast  and  broken  and  soldered 
them  anew  so  as  to  give  them  the  form  which 
they  now  possess  ;  faults  and   cleavages   of 
I  everv  description  would  be  comparable  to  the 
;  crevices  of  glaciers. — Bull  de  C  Acad,  Boy.  de 
Belg, 

r  I  "^HE  towers  of  Cologne  Cathedral  are  now 
J_  the  highest  in  the  world,  the  height  they 
have  attaint  being  5ft. thigh erthan  the  tower  of 
St.  Nicholas  Church  in  Hamburg,  which  has 
hitherto  been  the  highest  edifice.  When  fin- 
lished  they  will  be  51ft.  lOin.  higher.  The 
^  Cologne  Gazette  Ogives  the  following  as  the 
heights  of  the  chief  high  buildings  in  the 
world :  Towers  of  Cologne  Cathedral  524ft. 
!  llin.  from  the  pavement  of  the  cloisters,  or 
515ft.  lin.  from  the  floor  of  the  church  ;  tower 
of  St.  Nicholas,  at  Hamburg,  478ft.  lin.  ;  cu- 
pola of  St.  Peters,  Rome,  469ft.  2in. ;  cathe- 
dral spire  at  Strasburg,  466ft.  11  in. ;  Pyramid 
of  Cheops,  449ft.  5in. ;  tower  of  St.  Stephen's, 
Vienna,  443ft.  lOin. ;  tower  of  St.  Martin's. 
Landshut,  434ft.  8in. ;  cathedral  spire  of 
Freibourg,  410ft.  lin, ;  cathedral  of  Antwerp, 
404ft  lOin. ;  cathedral  of  Florence,  890ft.  5in. ; 
St.  Paul's,  London,  865ft.  lin. ;  ridge  tiles  of 
Cologne  Cathedral,  860ft.  8in. ;  cathedral  tower 
at  Madgeburg,  889ft.  llin. ;  tower  of  the  new 
Votive  Church  at  Vienna,  814ft.  llin. ;  tower 
of  the  flne  new  brick-built  Kath-haus  at  Berlin, 
288ft.  8in.;  towers  of  Notre  Dame  at  Paris, 
232ft.  llin. 

THE  death  is  announced  of  Mr.  William 
Lassel,  F.  R.  S.,  on  the  5th  inst.,  in  his 
eighty-second  year.  He  was  an  astronomer  of 
unusual  ability,  and  the  inventor  and  con- 
structor of  astronomical  apparatus  of  great  im- 
portance. His  attainments  in  astronomy  and 
physics  and  mechanics  enabled  him  to  discern 
the  requirements  of  the  observer,  and  to  com- 
prehend and  apply  the  conditions  and  princi- 
ples involved  in  the  construction  of  the  things 
required. 
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represented  In  the  pa^es  of 

Lineirs  Living  Age. 

Jan.  1, 1881,  Thb  Ltvtko  Aoe  entered  upon  its  1481  li 
Vol  ante,  admittedly  unrivalled  and  continuously 
sacceesfuL    A  weekly  magazine,  it  drives  more  than 


THREE  A>7D  A  QI7AETEB  TEOUSAND 

double-column  octavo  pages  of  reading  matter  yearly. 
It  presents  in  an  Inexpensive  form,  considering  its 
neat  amount  of  matter,  with  freshness,  owing  to 
Its  weekly  issue,  and  with  a  tatitfactory  completeneM 
aUempUd  by  no  other  mibUcaiion,  the  best  Essays,  Re* 
Tiews.  Criticisms,  Serial  and  Short  Stories,  Sketches  of 
Travel  and  Discovery,  Poetry,  Scientific,  Biographical, 
Historical  and  Political  Information,  from  the  entire 
body  of  Foreign  Periodical  Literature. 

It  is  therefore  invaluable  to  every  American  reader, 
as  the  only  satisfactorily  fresh  and  COMPLETE  com- 
pilation of  an  Indispensable  current  literature.-  in- 
di«fwnM6febeoau8e  it  embraces  the  productions  of  the 

ABLEST  LIVING  WRITERS 

in  aU  branches  of  Literature,  Science,  Politics  and  Art. 

*'  In  no  other  form  can  so  nwch  thoroughly  good  reading 
be  got  for  so  little  money  ;  in  no  other  form  can  so  much 
instruction  and  entertainment  be  got  insosmalla  spaced 
—Philadelphia  Times. 

'-^  There  is  no  other  publication  like  it.  It  is  known  and 
read  by  aU  who  desire  to  keep  abreast  with  Ihe  cultivate 
thought  of  the  English-speaking  tror^</.'*— Episcopal  Reg- 
ister, Phfladelphia. 

**  It  reproduces  so  fully  the  choicest  articles, from  the  for- 
eign magazines,  that  one  who  takes  it  does  not  feel  the 
need  of  anything  else  in  the  way  qf  foreign  periodical  liter- 
ature.'"—The  Advance,  Chicago. 

*'  Its  frequent  issue  and  ample  space  enable  it  to  give  all 
that  the  very  ablest  qf  living  writers  .furnish  to  periodical 
Uteratvre  on  science,  history,  biography,  philosophy,  poe- 
try, theology,  pUitics  and  criticism,  and  to  add  to  this  the 
fiui  complement  qf  the  best  that  there  is  in  fiction."" — The 
Interior,  Chicago. 

•*  Gives  the  best  qf  aUatthe  price  qf  Ofi«."— New  York 
Independent. 

**  Teems  taith  the  choicest  literature  of  the  rfay. "New 
Tork  Tribune. 

"/r  iSjbyaU  odds,  the  best  edectie  published.""— 8o\ith- 
em  Churchman. 

**7?  enables  tJte  reader,  at  trifling  expense,  considering 
the  quantity  and  quality  qf  the  reading  furnished,  to  keep 
pace  with  the  best  thought  and  literary  work  qf  our  time.^" 
— Christian  Union,  New  York. 

**  One  cannot  read  everything..  ..No  man  uHO be  be- 
hind the  literature  of  the  times  who  reads  The  Living 
Aos."— Zion*s  Herald,  Boston. 

**  We  know  qf  no  investment  of  eight  dollars,  in  the 
world  (^  literature,  that  will  yield  equal  returns.""— The 
Presbyterian,  Philadelphia. 

•*  It  has  no  rival.""— Vew  York  Evening  Post. 

PuBLisHBB  WEEKLY  at  $8.00  a  year,  free  qf  postage; 
or  for  $10.50  The  Living  Age  and  any  one  of  the 
American  $4  Monthlies  (or  ffarper"s  Weekly  or  Bazar) 
wlU  be  sent  for  a  year,  postpaid  ;  or,  for  $9.50  The  Lrv- 
me  Aoe  and  the  St.  Nicholas,  or  Appleton"s  Journal  or 
lAp^neotts  Monthly. 
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INTRODUCTION. 


It  has  been  the  aim  of  the  author  in  the  prepar- 
ation of  this  little  book,  to  present  the  pnncipies 
of  the  Electro  Magnetic  Telegraph,  in  a  brief, 
concise  manner,  for  the  benefit  of^  practical  oper- 
ators and  students  of  telegraphy.  The  works  on 
tele^aphy  which  have  thus  far  been  presented, 
besides  being  expensive,  have  contained  much  that 
is  useless,  or  which  is  not  in  a  form  to  be  readily 
understood  by  young  and  inexperienced  telegraph- 
ers. Although  this  little  work  must  be  acknowl- 
edged incomplete,  it  is  hoped  that  it  may  go  Car 
toward  supplying  the  deficiency  which  has  existed  ; 
or,  at  least,  serve  as  a  stepping-stone  to  the  study 
of  the  more  complete  works  on  electricity  and 
telegraphy. 
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Part  IV.— Practical  Tblbgraphy.— Alphabet  and  Nu- 
merals. Adjustment  of  Instruments.  Testing  Tele- 
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Part  V.— Construction  of  Links. — The  Conductors. 
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Appendix.— Suggestions  and  Exercises  for  Learners. 
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THE    PRINCIPLES    INVOLVED    IN    THE    CONSTRUCTION 
OP    THE    TELESCOPE. 

By  THOMAS  NOLAN.  B.  8. 
Written  for  Vxr  Nostbamd's  Ehsinesrins  MxeAziKS. 


in. 


(i.)      DOUBLE   BEPLECTION. 


When  the  curvatures  of  the  inner  sur- 
faces of  the  glasses  of  an  achromatic 
lens  are  such  that  they  exactly  fit  each 
other,  they  are  frequently  joined  to- 
gether with  a  transparent  balsam,  so  as 
to  diminish  the  loss  of  light  in  passing 
through  the  lens.  Whenever  light  falls 
upon  transparent  glass,  between  S  and  4 
per  cent,  of  it  is  "  reflected  back,"  and 
when,  after  passing  through,  it  leaves 
again,  about  the  same  amount  is  '^re- 
flected back"  into  the  glass.  Conse- 
quently, about  7  per  cent,  of  the  light  is 
lost  in  passing  through  each  lens.  By 
joining  them  with  castor-oil  or  balsam, 
the  reflection  from  the  second  surface  of 
the  flint,  and  the  flrst  surface  of  the 
ciown  is  very  much  diminished,  and  the 
loss  of  about  6  per  cent,  of  the  light  is 
avoided.  In  case  there  is  no  balsam, 
the  inconvenience  of  double  reflection 
arises.  Some  of  the  light  **  reflected 
back"  from  the  second  surface  of  the 
flint,  is  again  reflected  from  the  first 
surface  of  the  crown,  and  sent  down  to 
the  focus  of  the  telescope  with  the 
direct  rays.  If  one  of  the  lenses  be  dis- 
placed in  the  slightest  degree,  the  re- 
flected rays  will  come  to  a  different 
Vol.  XXIV.— No.  3—13. 


focus  than  the  direct  ones,  and  every 
bright  star,  for  instance,  which  is  viewed 
with  the  instrument,  will  seem  to  have  a 
small  companion  star  along-side  of  it. 

2.      THE    BYE-PIECE. 

We  have  thus  far  discussed  the  optical 
principles  which  are  applied  in  the  con- 
struction of  refracting  and  reflecting 
telescopes,  consisting  of  an  object-glass 
or  speculum  and  an  eye-piece  of  the 
simplest  form,  viz:  a  single  double-con- 
vex lens.  We  will  now  go  into  detail 
somewhat  on  the  subject  of  eye-pieces, 
and  explain  some  of  the  different  kinds. 

Every  ordinary  lens  possesses  the  dis- 
advantages of  both  chromatic  and  spheri- 
cal aberration,  which  have  been  discussed 
in  connection  with  the  objective.  But 
the  eye-piece  is  not  corrected  for  these 
errors*,  in  the  same  way  that  the  object- 
ive is.  In  the  case  of  the  former,  the 
errors  are  corrected  by  using  two  lenses 
of  such  focal  lengths,  or  at  such  a  dis- 
tance apart,  that  each  counteracts  the 
defects  of  the  other.  We  do  not  use 
two  kinds  of  glass  as  in  the  case  of  the 
objective,  but  so  arrange  the  lenses,  that 
the  colored  rays  produced  by  the  first 
lens  shall  fall  at  different  angles  of  inci- 
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dence  on  the  second,  and  thus  become 
recombined. 

(1.)    THE    HUYGHENIAN   EYE-PIECB. 

This  eye-piece  consists  of  two  plano- 
convex lenses  A  and  B  (Fig.  26),  with 


ray  falling  on  the  lens  near  B  (Fig.  27). 
It  is  there  refracted,  but  as  the  violet 
rays  are  refracted  more  than  the  red, 
there  are  two  rays  produced,  r  and  t?, 
giving  a  colored  edge  to  the  image.  Bat 
when  this  image  is  viewed  by  A,  it  no 


FiK<  26. 


k-^--^--'^"'' 


their  convexities  turned  towards  the 
object-glass,  and  having  their  focal 
lengths  in  the  proportion  of  3  to  1. 
The  strongest  lens,  A,  is  next  the  eye, 
and  B  is  placed  inside  the  focus  of  the 
object-glass  and  brings  the  image  to  a 


longer  appears  colored)  for  v,  falling 
nearer  the  axis  of  A,  is  le^s  bent  than  r, 
and  they  are  rendered  nearly  parallel 
and  appear  to  proceed  from  the  point 
F',  where  the  image  appears  without 
color.     The  focal  length  of  B  is  three 


Fig.  27. 


focus  at  F,  about  halfway  between  A 
and  B.  This  image  is  then  viewed  by 
A,  and  a  magnified  image  of  it  is  seen  at 
F'.  To  show  how  this  combination  is 
achromatic,  let  us  consider  the  path  of  a 


times  that  of  A,  and  they  are  placed  at  a 
distance  of  half  their  joint  focal  length 
apart. 

(2.)     THE   BAMSDEN   EYE-PIECE. 

The  Ramsden  eye-piece  consists  of  two 
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plano-convex  lenses,  A  and  B  (Fig.  28), 
of  the  same  focus,  placed  at  a  distance 
of  two-thirds  the  focal  length  of  either 
apart.     They  are  both  on  the  eye  side  of 


Other  forms  of  eye-pieces  might  be 
mentioned,  as  the  Pancratic  Eye-piece^ 
the  different  forms  of  Solar  Eye-pieces^ 
etc.,  but  the  various  forms,  which  have 


the  focus  of  the  object-glass,  and  act  been  described,  are  sufficient  to  illustrate 
together  to  render  the  rays  parallel,  and  the  general  primjples  involved  in  the 
give  a  magnified  virtual  image  of  FF'.  |  construction  of  those  most  commonly 
This  eye-piece  is  not  strictly  achromatic,  I  used  for  astronomical  investigations. 


.A 

Fig.  28. 

B 

k    ^____j^ 

1 

^^^^^ 

1                   ^ 

bat  suffers  least  of  all  from  spherical 
aberration,  and  has  the  advantage  of 
being  placed  behind  the  focus  of  the 
object-glass,  which  makes  it  superior  to 
others  in  instruments  of  precision. 

(3.)     THB    BBBCTINO,    OB   DAY   BTB-PIBCB. 

The  eye-pieces,  which  we  have  de- 
scribed, give  an  inverted  image  of  the 
object,  that  is,  they  do  not  right  again 
the  inverted  image  formed  by  the  object- 


IV.       COMPARISON      OP     RKFBACriNG    AND 
REFLECTING  TELESCOPES. 

A  word  or  two  remains  to  be  said  in 

I  regard  to  the  relative  advantages  and 

!  disadvantages    of    the    two    classes    of 

I  instruments.      The    question  arises.   To 

which  class  will  the  great   telescope  of 

the  future  probably  belong?     Will  it  be 

a  refractor  or  a  reflector?    In  treating  of 

the  question  of   the  future  of   the  tele- 


5    E 


Fig.  29. 


glass.  Fig.  29  is  a  diagram  of  an 
erecting  eye-piece  due  to  Rheita,  and 
called  by  bis  name.  It  is  merely  a 
second  application  of  the  same  means 
that  first  inverts  the  object  AB,  viz;  a 
second  small  telescope.  Dolland  substi- 
tuted an  Huyghenian  eye-piece  for  the 
eye-lens  H,  and  so  made  what  is  called 
"DoUand's  Four  Glass  Eye-piece." 


scope,  many  authors  have  encroached 
upon  the  domain  of  opinion,  and  have 
gone  beyond  the  facts  vouched  for  by 
evidence.  But  in  a  discussion  of  this 
kind  there  are  three  questions  to  be 
borne  in    mind.      Of  the  two  classes  of 


instruments: 

1.  Which  has  the  greater  **%/i^^ra«p - 
ing^''  power  f 
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2.  Which  18   more   generally  suitable  \ 
for  observatory  work  ?  j 

3.  Which  has  greater  permanence  of\ 
optical  qualities  ? 

In  regard  to  the  first  qifestion,  it  is ' 
certain  that  up  to  the  present  limit  of 
size  produced,  the  refractor  has  the 
advantage.  But  in  the  reflector,  the 
reflecting  power  of  each  unit  of  surface 
is  constant,  whatever  the  size  of  the 
speouhim,  and  in  the  refractor  the  trans- 
mitting power  decreases  with  the  thick- 
ness of  the  glass,  rendered  necessary  by 
increasing  size..  It  is  obvious  then,  that 
on  increasing  the  size,  a  stage  must  be 
at  last  reached,  when  the  two  become 
equal  to  each  other.  The  limit  has  been 
estimated  to  be  35.435  inches,  a  size  not 
yet  reached  by  about  9  inches.  But 
object-glasses  are  slowly  gaining  in  size, 
and  it  is  not  improbable  that  this  limit 
will  sometime  be  reached. 

Suitability/  for  observatory  work,  de- 
pends 'somewhat  upon  the  nature  of  the 
work  required.  For  measuring  posi- 
tions, where  permanency  of  mounting  is 
of  great  importance,  the  refractor  has 
decidedly  the  advantage,  whereas,  for 
physical  astronomy,  where  a  steady 
image  for  a  time  only  is  required,  it 
may  be  found  that  the  advantage  will 
be  on  the  side  of  the  future  great  re- 
flector. 

The  question  of  permanence  of  optical 


qualities  is  worthy  of  attention,  and 
here  again,  the  refractor  undoubtedly 
has  the  advantage.  It  is  very  rarely  the 
case  that  the  polish  of  object-glasses  is 
in  any  way  injured  even  after  many 
years  of  continuous  use;  while  specula, 
whether  of  metal  or  of  silvered  glass, 
become  considerably  tarnished  after  a 
few  years  of  service. 

After  considering  these  advantages 
and  disadvantages  of  the  two  classes  of 
telescopes,  we  are  led  to  the  following 
conclusions: 

1.  At  the  present  day  the  largest 
refractor  is  equal  in  optical  power  to  the 
largest  reflector.  It  is  more  convenient 
in  use,  easier  to  manage,  and  better 
adapted  to  general  observatory  work. 
And  it  enjoys  a  greater  permanence  of 
optical  qualities. 

2.  The  reflector  will  be  the  great  tele- 
scope of  the  future  if,  (1)  specula  of 
large  diameter  can  be  produced,  free 
from  imperfections  of  curvature  and 
polish;  and  if,  (2)  increasing  difficulties 
of  mounting  and  manipulation  can  be 
overcome.  If  these  latter  mechanical 
difficulties  caiinot  be  entirely  removed, 
the  refractor  will  continue  to  be  the 
"working  instrument "  in  the  future,  as 
it  has  been  in  the  past,  although  the 
future  reflector  may  accomplish  the 
grandest  results  in  the  domain  of 
Physical  Astronomy. 


ON  THE  EMPLOYMENT  OF  TORPEDO  BOATS  AGAINST 

SHIPS. 

By  LIEUTENANT  CHABAND  AKNAULT. 
Translated  from  the  "B^yne  Maritime  et  Coloniale/' 


At  the  end  of  an  article  published  in 
the  Rivue,  for  May,  1874,  entitled, 
"Heavy  Guns,  Armor  Plating  and  the 
Ram,  in  Naval  Engagements,"  we  wrote 
the  following  lines:  "  We  leave  aside  the 
torpedo,  because  it  has  never  yet  figured 
in  engagements  between  ships,  and  we 
wish  to  argue,  not  on  the  results  of  ex- 
periments, more  or  less  conclusive,  made 
in  time  of  peace,  but  solely  on  the  results 
of  war  during  the  last  ten  or  fifteen 
years."  The  Turco-Russian  War,  which 
has  just  been  concluded,  has  given  us 


now  the  means  of  applying  a  similar  pro- 
cess to  the  stud^  of  torpedo  warfare, 
employed,  not,  it  is  true,  as  a  weapon  by 
sea-gomg  ships,  but  simply  as  an  engine 
of  destruction  used  by  small  steamboats. 
Relying  on  the  Russian  reports  M.  le 
Commandant  Chardonneau  has  published, 
in  the  JRSvue,  very  interesting  accounts  of 
the  principal  naval  actions  fought  by 
the  boat-torpedoists  of  the  Czar's  fleet. 
It  is  a  matter  of  great  regret  that  we  are 
unable  to  study  the  account  of  the  same 
occurrences      in     the     official     reports 
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addressed  to  the  Turkish  Government.* 
We  have,  however,  obtained  some  infor- 
mation from  the  latter  source,  which  we 
shall  not  fail  to  make  use  of.  Besides 
these,  the  Civil  War  in  America  offers 
two  or  three  naval  engagements  in  which 
torpedo  boats  plaved  an  important  part; 
we  give  the  particulars  of  these,  before 
describing  those  to  which  the  Turko- 
Hussian  War  gave  rise. 

Our  work  is  thus  divided  into  two 
parts:  the  first  consists  of  the  recital  of 
the  bare  facts  useful  for  us  to  know;  in 
the  second  we  shall  endeavor  to  throw 
some  light  on  the  lessons  which  may  be 
drawn  from  them. 


(L)  The  destruction  of  the  *^  Houssa- 
tonic,"on  the  night  of  the  17th  Februa- 
ry, 1864.  In  the  course  of  the  year,  1863, 
the  Confederates  built  several  boats, 
taking  more  or  less  the  cigar  form,  and 
known  in  America  by  the  name  of  ''  Da- 
vids." These  boats  were  intended  to 
attack  the  Federal  vessels  with  spar  tor- 
pedoes. One  of  them,  built  at  Charles- 
ton, had  the  power  of  sinking  herself 
completely  at  the  moment  of  attack. 
Her  propeller  was  a  screw,  worked  by 
hand,  by  a  crew  of  eight  men.  During 
hei*  first  cruize,  under  the  orders  of  Lieu- 
tenant Payne,  an  enemy's  vessel  passed 
close  to  her  without  noticing  her;  the 
swell  raised  by  the  paddles  of  this  craft 
sank  the  "  David,"  and  Payne  alone,  of 
all  the  criBw,  saved  himself.  This  in- 
trepid officer  did  not  lose  heart,  and  he 
persuaded  eight  sailors  to  follow  him 
again  in  his  boat  when  she  was  recovered. 
A  squall  of  wind  produced  an  accident 
similar  to  the  former  one.  Payne  and 
two  blue  jackets  escaped  death.  The 
boat,  again  picked  up,  had  some  novel 
experiences.  At  the  intended  moment 
she  dived,  but  never  came  up  again,  and 
Payne  perished  this  time  with  all  his 
crew.  And  even  after  three  such  catas- 
trophes, a  Lieutenant  Dixon  was  able 
to  find  eight  men  sufficiently  devoted  to 
man  the  same  boat  when  she  was  fished 
np  from  the  bottom  of  the  River  Cooper! 
"On  the  17th  February,"  writes  the 

*  Though  no  official  Tarklsh  reports  have  been  pub- 
Slflfaed,  Efobart  Pasha,  commanding  the  Turldsh  Fleet 
in  the  Black  Sea,  has  printed  in  vol.  oxxvti.  of  the 
Jfortk  AmeHean  Seview^  1878.  some  notes  on  the  occur- 
renoe  In  the  late  war.  His  statements  differ  yery 
much  firom  the  Rossian  aoooonts.— Ed. 


author  of  several  interesting  remarks  on 
the  Civil  War,  "the  Federal  corvette 
"  Houssatonic"  was  at  anchor  off  Charles- 
ton, on  the  outer  line  of  the  blockade;  it 
was  dark  when,  about  8.45  p.  m.,  the  offi- 
cer of  the  watch  perceived  something 
moving  in  the  water  towards  the  ship, 
about  100  yards  distant.  It  came  straight 
towards  the  ship,  and  in  two  minutes  was 
alongside.  During  this  time  the  cable 
was  slipped,  the  engines  moved  astern, 
and  the  crew  called  to  quarters.  About 
one  minute  later  the  explosion  took  place, 
and  the  ship,  going  down  by  the  stern, 
heeled  over  to  port,  and  sank.  Happily 
the  weather  was  fine  and  the  water  shal- 
low. The  crew,  with  the  exception  of 
two  officers  and  some  men  who  were 
drowned,  saved  themselves  in  the  rig- 
ging, and  were  rescued  by  the  boats  of 
the  '  Canandaigua.' " 

It  was  the  heroic  Dixon  who  thus  in- 
augurated, in  naval  engagements,  the 
rok  of  the  torpedo  carried  at  the  end  of 
a  spar.  His  submarine  boat  disappeared 
with  all  its  crew. 

(II.)  Unsuccessful  night  attack  on 
some  Federal  frigates.  "Other  unsuc- 
cesnful  efforts,"  continues  the  author 
whom  we  have  already  quoted,  "  were 
made  by  the  Confederates  against  the 
men-of-war  of  the  Union.  The  first  was 
directed  against  the  ironclad  frigate 
*  New  Ironsides,'  by  a  rebel  Lieutenant, 
who,  in  a  small  cigar-shaped  boat,  pro- 
ceeded to  attack  her  in  the  middle  of  the 
night,  when  off  Charleston.  Although 
he  got  alongside  without  being  discov- 
ered, and  although  the  explosion  was 
effected,  there  was  no  further  damage 
done  than  the  death  of  the  officer  of  the 
watch  of  the  'Ironsides,'  and  th6  loss  of 
the  torpedo  boat,  which  was  sunk  by  the 
mass  of  water  thrown  up  by  herself. 
The  frigates  *  Minnesota,'  *  Wabash '  and 
'  Memphis,'  were  successively  attacked 
by  cigar-shaped  torpedo  boats,  but  they 
escaped,  owmg  to  the  watchfulness  of 
those  on  board." 

(HI.)  Destruction  of  the  "  Albemarle  " 
(night  of  the  27th  October,  1864).— To- 
wards the  close  of  the  year  1864,  the 
town  of  Plymouth,  on  the  River  Roan- 
oke, was  in  possession  of  the  Confed- 
erates, but  besieged  by  the  Federal 
troops.  A  Confederate  ram,  the  "  Albe- 
marle," defended  it  against  all  attacks 
from  the  river  side.     This  vessel  was  se- 
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cured  to  a  quay,  under  the  double  pro- 
tection of  a  battery  of  guns  and  a  stock- 
ade of  floating  branches  of  timber,  which 
formed  a  circle  about  ten  yards  from  her. 
A  young  officer  of  the  Federal  navy, 
Lieutenant  Gushing,  volunteered  to  at- 
tempt the  destruction  of  the  "Albemarle" 
by  means  of  a  boat  fitted  with  a  spar 
torpedo.  On  the  night  of  the  27th  Oc- 
tober, he  ascended  the  Roanoke,  and  was 
received,  on  approaching  the  ram,  by  a 
brisk  fire  of  musketry;  his  boat,  how- 
ever, going  at  full  speed,  struck  on  the 
stockade.  Gushing  himself  worked  the 
movable  spar  of  his  torpedo,  placed  it 
beneath  the  side  of  the  *^  Albemarle,"  and 
fired  it  by  means  of  a  friction  tube.  The 
explosion,  or  perhaps  a  shot  from  the 
ram,  sank  the  Federal  boat,  but  the 
"Albemarle"  went  down  almost  imme- 
diately, and  Lieutenant  Gushing,  who 
saved  himself  by  swimming,  succeeded 
in  rejoining  the  Federal  army  through 
the  woods. 

Such  were  the  several  very  noteworthy 
engagements  which  gave  rise,  during  the 
American  war,  to  the  employment  of 
torpedoes  as  offensive  weapons  by  boats. 
We  shall  now  recount  the  similar  acts 
which  signalized  the  last  war  between 
Russia  and  Turkey. 

At  the  commencement  of  hostilities 
the  Turks  had,  on  the  Danube,  3  moni- 
tors, 5  ironclad  gunboats,  and  6  wooden 
gunboats;  in  the  Black  Sea,  2  frigates 
and  8  ironclad  corvettes,  besides  a  cer- 
tain number  of  wooden  ships.  The  Rus- 
sians could  oppose  no  respectable  man- 
of-war  to  this  numerous  fleet,  but  they 
possessed,  in  the  Black  Sea  ports,  15  tor- 
pedo boats,  mostly  of  the  Thorneycroft 
type,  with  silent  engines,  very  light  and 
fast,  and  built  in  water-tight  compart- 
menis.  A  screw-steamer,  the  "  Gonstan- 
tin, "  handed  over  to  the  Government  by 
a  maritime  Gompany  of  Odessa,  was  ar- 
ranged to  carry,  and  to  hoist  up  rapidly 
under  massive  boomkins,  four  of  these 
boats.  The  Russians  also  launched  on 
the  Danube  quite  a  flotilla  of  torpedo 
boats,  but  the  majority  of  these  latter 
were  ordinary  steam  launches  fitted  with 
a  spar  torpedo  over  the  bows. 

(IV.^  First  affair  of  Batoum  (night  of 
12th  May,  1877). — At  ten  o'clock  in  the 
evening,  the  "  Gonstantin "  being  seven 
miles  from  Batoum  lowered  her  four 
boats,  which  immediately  steered  for  the 


port.  On  arriving  there,  the  'Tchesme," 
commanded  by  Lieutenant  Zatzarennyi, 
was  ahead  of  the  other  Russian  boats  by 
three  or  four  cables*  lenglhs;  he  was 
armed  with  a  towing  torpedo.  Zatza- 
rennyi,  observing  an  ironclad  moored  at 
the  head  of  the  bay,  cleverly  manoeu- 
vred his  boat  and  succeeded  in  striking 
with  his  torpedo  the  stern  of  the  vessel. 
No  explosion  occurred.  We  do  not  know 
the  exact  type  of  the  "  diverging "  tor- 
pedo employed  by  the  Russians,  but  it 
appears  that  the  towing  conducting  wire, 
which  was  fouled  for  a  moment  in  the 
screw  of  the  "Tchesme,"  suffered  a  denu- 
dation, which  prevented  the  electric  car- 
rent  from  passing  and  from  lighting  the 
primer.  The  Turks,  however,  had  taken 
the  alarm,  their  shore  batteries,  as  well 
as  their  ships,  opened  such  a  brisk  fire 
of  artillery  and  musketry,  that  the  tor- 
pedo boats  thought  it  best  to  be  off  with 
all  speed.  The  "Tchesme"  and  the 
**  Sinope  "  reached  the  neighboring  har- 
bor of  Poti,  the  other  two  boats  rejoin- 
ing the  "  Gonstantin." 

(V.)  Destruction  of  the  "Seife" 
(^night  of  the  25th  May,  1877).— Three 
Turkish  ships  were  at  anchor,  with  steam 
up,  in  the  arm  of  the  Danube  which 
passes  the  town  of  Matchin,  the  double- 
turreted  monitor  "Seife,"  an  ironclad 
gunboat,  and  a  wooden  ship.  No  ob- 
structions protected  them,  but  two  guard- 
boats  watched  them,  one  at  a  short  dis- 
tance from  the  "  Seife,"  the  other  near 
the  ironclad  gunboat.  Four  Russian  tor- 
pedo boats,  from  the  neighboring  town 
of  Braila,  steamed  up  the  Matchin  arm 
to  attack  the  Ottoman  squadron.  They 
were  ordinary  steam  launches,  whose  en- 
gines and  crew,  composed  of  about  a 
dozen  sailors,  were  protected,  with  the 
exception  of  the  man  at  the  tiller,  by 
metallic  roofing ;  each  of  them  being 
armed  with  a  torpedo  carried  at  the  bow, 
containing  a  large  charge  of  gunpowder 
and  which  could  be  immersed  to  a  depth 
of  10  feet,  and  fired  electricallv  either 
by  contact  or  by  will.  The  sky  was 
overcast,  a  slight  mist  hung  about  the 
river,  but  the  night  was  not  very  dark. 
The  Russian  boats  crept  along  the  banks 
of  the  river,  and  as  their  engines  were 
noisy,  they  went  slowly  so  as  to  make  as 
little  noise  as  possible.  The  Turkish  offi- 
cer, who  commanded  the  "  Seife's"  boat, 
perceived  them,  but  lost  his  head,  and 
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pulled  off  as  fast  as  possible  instead  of 
alarming  his  compatriots.  It  was  then 
half-past  two  in  the  morning.  Arrived 
withm  a  cable's  length  of  the  "  Seife," 
Lieutenant  Doubaroff,  who  commanded 
the  Russian  boats,  put  his  boat,  the 
^Czarwitch,"  at  full  speed,  and  was 
hailed  and  made  out  by  the  Turkish  sen- 
tries. His  torpedo  struck  the  keel  of  the 
**  Seife  '*  under  the  overhanging  part  of 
the  stem  and  exploded  by  contact.  The 
^*  Czarwitch,"  which  the  fall  of  water  had 
three-quarters  filled,  hauled  off  as  quickly 
as  possible  under  the  fire  of  musketry 
from  the  monitor.  The  latter  becan  to 
sink  astern,  but  so  slowly  that  at  the  end 
of  ten  minutes  Doubaroff  ordered  the 
*'Xenia"  to  attack  her.  Lieutenant 
Chestakoff,  who  commanded  this  boat, 
took  the  ** Seife"  broadside  on,  and  ex- 
ploded his  torpedo  by  hand.  He  expe- 
rienced some  difficulty  in  getting  away, 
as  the  screw  of  the  **  Xenia  "  was  fouled 
by  some  of  the  debris  arising  from  the 
two  explosions.  Happily  the  "Seife," 
which  had  only  been  able  to  fire  two 
shots,  then  sank  very  rapidly  until  the 
moment  of  her  disappearance,  her  brave 
-crew  never  ceasing  to  keep  up  the  fire 
from  theirrifles.  The  other  two  Turkish 
ships,  slipping  their  cables,  had  opened 
a  well-sustained  fire  of  artillery  and 
rifles.  A  bullet  pierced  the  hull  of  one 
of  the  two  boats  which  had  been  left  in 
reserve.  This  boat  was  obliged  to  beach 
herself  on  the  bank,  but  quickly  stopped 
the  leak,  and  was  able  to  follow  the  other 
boats  of  Doubaroff  in  their  retreat.  This 
fine  affair  cost  the  Russians  none  killed 
nor  wounded. 

(VI.)  Affair  of  Sulina  (night  of  10th 
June,  1877). — In  consequence  of  the  feel- 
ing caused  by  the  loss  of  the  '^  Seife," 
the  Commander-in-Chief  of  the  Turkish 
fleets  Hobart  Pasha,  ordered  the  vessels 
under  his  conmiand  to  observe  the  fol- 
lowing rules  :  Ist.  To  keep  one  watch 
under  arms  at  their  quarters  all  night. 
5d.  To  constantly  patrol,  by  boats 
under  steam,  or,  in  default  of  these,  by 
boats  under  oars,  the  neighborhood  of  the 
vessel.  3rd.  To  surround  the  latter  by 
obstacles  capable  of  stopping  the  ad- 
vance of  a  torpedo  boat.  All  these  meas- 
ures of  pruaence  were  rigorously  ob- 
served by  the  crews  of  three  armored 
oorvettes  and  a  gunboat  at  anchor  before 
Sulina  on  the  night  of   the   10th  June. 


The  obstacles  which  surrounded  these 
vessels  consisted  of  ropes,  arranged  par- 
arallel  to  each  other  like  clothes-lines, 
stretched  between  two  boats  which  were 
kept  in  their  places  by  strong  anchors, 
and  supported  at  intervals  by  little 
buoys,  the  upper  part  of  this  system 
coming  level  with  the  top  of  the  water, 
though  keeping  out  of  sight.  The  Rus- 
sians affirm  that  one  of  the  Turkish  ships 
was  under  weigh,  but  the  Turks  do  not 
mention  this  circumstance.  The  ironclad 
corvette  "  Idjalick  "  was  anchored  at  the 
head  of  the  squadron. 

The  "Constantin"  had  left  Odessa 
on  the  10th  June,  with  three  torpedo 
boats  hoisted  to  her  davits,  and  three 
more  in  tow,  and  stopped  the  following 
night  when  five  miles  from  Sulina.  At 
half  past  one  in  the  morning,  the  boats, 
divided  into  two  groups,  steered  to- 
wards the  port.  At  their  head  was  the 
"  Tchesme,"  commanded  by  Zatzarennyi, 
and  armed  with  a  "  diverging  '*  torpedo; 
their  boats  Nos.  1  and  2,  under  the  or- 
ders of  Lieutenants  Poustchine  and  Roj- . 
destoonski.  The  night  was  so  dark  that 
in  spite  of  the  precautions  taken  by  the 
Turks,  the  Russian  boats  arrived  within 
100  yards  of  their  ships  without  being 
observed.  Zatzarennyi  made  a  sweep  to 
bring  his  "diverging"  torpedo  to  bear 
against  the  "  Idjalick,"  but  his  towing- 
con ducting  wires  fouled  the  screw  of  the 
"Tchesme,"  and  she  was  obliged  from 
that  time  to  cease  taking  part  in  the 
action. 

According  to  the  account  of  M.  Char- 
douneau,  the  torpedo  boat  No.  2  attacked 
the  "  Idjalick,"  whilst  No.  1  advanced  on 
another  vessel,  but  all  the  accounts  from 
Turkish  sources  agree  in  pointing  out 
the  "Idjalick"  as  having  been  the  ad- 
versary of  Lieutenant  Poustchine,  and 
besides,  none  of  them  say  that  any  other 
ship  had  to  repulse  a  Russian  attack.  It 
is,  therefore,  nearly  certain  that  the  "  Id- 
jalick "  was  the  only  antagonist  of  boats 
Nos.  1  and  2.  The  latter,  going  at  full 
speed,  cleared  the  obstacle  round  the 
Turkish  ship,  and  her  torpedo  exploded 
on  contact;  it  is  probable  that  it  struck 
some  obstacle  before  touching  the  bottom 
of  the  "Idjalick,"  or  was  struck  by  a 
projectile  which  ignited  its  priming,  since 
this  explosion  produced  no  damage  to 
the  enemy's  ship.  The  Turks,  in  their 
reports,  do  not  even  mention  it.     How- 
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ever  it  may  have  been  caused,  the  water 
from  it  filled  the  fore  compartment  of 
boat  No.  2y  and  she,  being  thus  brought 
down  by  the  head,  was  able  to  clear  the 
obstacles  and  free  herself  by  going 
astern.  For  some  minutes  the  Turks  had 
opened  a  general  fire  of  artillery  and 
musketry,  it  was  then  that  No.  1,  stop- 
ped at  first  by  the  ropes  of  the  obstruc- 
tion, succeeded  in  clearing  it.  Lieuten- 
ant Poustchine  was  standing  by  to  fire 
the  torpedo  himself  if  contact  did  not 
efPect  it,  but  the  explosion  took  place  in 
an  unexpected  manner  before  the  boat's 
.  spar  touched  the  enemy's  bottom.  The 
"  Idjalick "  only  suffered  some  slight 
damages  above  water.  It  appeared  that, 
excited  by  the  brisk  fire  of  the  Turks, 
the  blue  jacket  charged  with  immersing 
the  torpedo  had  failed  in  his  work;  the 
torpedo  was  on  the  surface  of  the  water 
and  was  struck  by  a  projectile  which 
exploded  it.  Lieutenant  Poustchine  dis- 
engaged himself,  but  his  boat  had  suf- 
fered such  damages  that  they  were 
obliged  to  abandon  her,  and  this  brave 
officer  and  the  six  men  who  accompanied 
him  were  kept  afioat  by  their  life-belts; 
at  daybreak  they  were  picked  up  by  the 
Turkish  boats. 

The  second  group  of  Russian  torpedo- 
boats,  who  had  taken  no  part  in  the  ac- 
tion, the  "  Tchesme  "  and  No.  2,  rejoined 
the  '*  Constantin,"  without  the  loss  of  a 
man. 

(VIL)  Day  affair  near  Rustchuk  (20th 
June,  1877). — With  the  iatentionof  clos- 
ing the  navigation  of  the  Danube  to  the 
Turkish  ships,  the  Russians  had  adopted 
the  plan  of  placing  lines  of  mines'  in 
several  places.  On  the  morning  of  20th 
June,  six  of  their  boats  were  occupied  in 
arranging  such  an  obstacle,  near  Rust- 
chuk, when  a  Turkish  ironclad  from  this 
place  obliged  them  to  take  refuge 
amongst  the  reeds  which  border  the 
river.  The  boat  "Choutka,"  armed 
with  a  spar  torpedo,  and  commanded  by 
Lieutenant  Skrydloff,  started  at  full 
speed  to  intercept  the  course  of  the 
Turkish  ship,  in  face  of  a  hail  of  pro- 
jectiles which  fell  around  him,  but  the 
torpedo  would  not  explode  since  its  con- 
ducting wires  had  been  cut  in  two  places 
by  bullets,  and  at  this  moment  the  bow 
of  the  "  Chontka  "  was  pierced  by  a  bul- 
let or  case  shot;  the  boat  however,  go- 
ing at  full  speed,  succeeded  in  escaping.  I 


Skrydloff  and  four  of  his  companions 
were  wounded. 

(VIII.)  Day  affair  near  Nicopolis  (23d 
June,  1877). — During  the  course  of  this 
day,  a  Turkish  monitor,  commanded  by 
an  English  officer,  left  Nicopolis  and 
proceeded  down  the  Danube.  Two  ste^m 
boats  armed  with  spar  torpedoes  waited 
for  her  as  she  passed,  biding  them- 
selves behind  a  little  island.  They  darted 
at  her  at  full  speed.  The  monitor  let 
fall  rapidly  round  her  side  nets  hun^  to 
booms,  each  one  carrying  a  torpedo  at 
its  extremity,  opening  at  the  same  time 
a  lively  fire  of  artillery  and  musketry. 
One  of  the  Russian  boats,  the  "  Mina," 
had  the  wires  of  her  torpedoes  cut,  and 
suffered  such  damages  as  obliged  her  to 
haul  off.  The  other,  the  "Choutka,' 
commanded  by  Niloff,  vainly  struggled 
to  reach  the  hull  of  his  enemy;  stopped 
by  the  booms  and  nets,  pierced  by  a 
splinter  of  a  shell,  driven  on  shore  by 
the  monitor,  she  had  great  difficulty  in 
saving  herself.  Although  the  crews  of 
the  Russian  boats  were  protected  by 
screens  and  iron  shields,  they  had  four 
or  five  wounded  on  that  day. 

(IX.)  Affair  at  Soukhoum  Kal6 
(night  of  23d  August). — In  reading  the 
account  of  this  engagement,  which  M. 
Chardonneau  has  piven,  we  understood 
that  the  weapons  employed  by  the  Rus- 
sian boats  were  spar  torpedoes,  one  of 
these  boats  having  been,  in  fact,  half 
filled  by  the  column  of  water  from  the 
explosion,  and  another  sunk  on  approach- 
ing the  Turkish  ship,  circumstances 
which  would  seem  to  indicate  a  very 
close  attack;  but  a  rei-ent  note  by  W. 
Chardonneau  in  the  "  Revue  Maritime," 
of  November,  1878,  the  report  written 
by  Captain  Makaroff,  of  the  "  Constan- 
tin,"  as  well  as  certain  information  from 
Turkish  sources,  seem  to  point  out  that 
the  engines  used  by  the  Russians  against 
the  "Assar-i-Chefket "  were  "  diverging" 
(towing)  torpedoes. 

Profiting  by  the  night  of  the  23d  Aug- 
ust, on  which  there  was  an  eclipse  of 
the  moon,  the  "  Constantin "  stopped 
some  six  miles  from  Soukhoum  Kal4. 
Some  Turkish  ironclads  frequently 
moored  before  this  place,  which  had  re- 
cently fallen  into  the  hantls  of  the  Sul- 
tan's troops.  The  four  torpedo-boats  of 
the  "  Constantin,"  headed  by  Lietenant 
Zatzarennyi,  started  off  with  the  inten- 
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tion  of  seizing  the  momeDt  of  the  eclipse 
to  enter  the  roads  of  Soukhoum.  To- 
wards half -past  two  in  the  morning,  they 
perceived  a  Turkish  ironclad  at  her  an- 
chorage. This  was  the  corvette  "  Assar- 
i-Chefket,"  commanded  by  a  brave  of- 
ficer who  had  served  some  time  in  the 
English  navy.  Hence  there  was  good 
watch  kept  on  board  this  ship,  several 
boats  were  guarding  her,  and  lar^e 
fires  lit  on  the  shore  illuminated  all  the 
roadstead.  The  Russian  boats  were,  in 
consequence,  early  received  by  a  lively 
fire  from  the  "Assar-i-Chefket,"  and 
from  the  batteries  of  Soukhoum.  The 
"Sinope"  and  the  "Navarino"  succeeded, 
nevertheless,  if  we  are  to  believe  the  of- 
ficers commanding  these  boats,  in  ex 
ploding  their  torpedoes  against  the  star 
board  side  of  the  ironclad ;  the  crew  of 
a  Turkish  boat,  hauled  up  alongside 
the  ^'Assar-i-Chefket,  was  actually  en- 
gaged for  a  moment  in  a  hand-to-hand 
fight  with  the  crew  of  the  "  Sinope,"  us- 
ing their  stretchers  for  arms.  The 
"  Navarino  **  w^as  half  filled  with  water 
by  the  columns  from  its  torpedo.  The 
Russian  boats  "Tchesm^  "  and  "  Mina? 
had  steered  towards  another  vessel,  but, 
on  making  her  out  to  be  a  merchant  brig, 
they  returned  towards  the  "Assar-i- 
Chefket."  The  "Mina"  exploded  her 
torpedo  against  the  starboard  side  of  the 
ironclad,  the  ^^  Tchesme  "  attempted  the 
same  manceuvre,  but  as  she  approached 
the  **  Assar-i-Chefket,"  the  rolling  of  the 
latter,  caused  by  the  explosion  of  the 
"Mina's**  torpedo,  would  have  infallibly 
upset  the  boat.  The  Russian  boats  re- 
joined the  "  Gonstantin  "  with  all  speed. 
This  attempt,  they  say,  did  not  even 
cost  them  one  wounded.  Such  is  the  ac- 
count of  the  battle  of  Soukhoum  from 
Russian  sources.  The  "  Assar-i-Chef- 
ket,"  however,  only  suffered  slight  dam- 

Ses,  since  after  a  stay  at  Constantino- 
5,  from  31  St  August  to  12th  Septem- 
ber, she  proceeded  to  cruise  on  the  coasts 
of  the  Adriatic.  Her  captain  besides 
affirms  that  on  the  night  of  the  2dd  Au- 
gust, only  one  of  the  torpedoes  directed 
against  him  was  fired,  and  that  the  explo- 
sion was  not  even  effected  when  in 
contact. 

(X.)  Second  affair  of  Batonm  (night 
of  the  27th  December). — About  ten 
o'clock  in  the  evening  the  "  Gonstantin  " 
stopped  five  miles  from  Batoum  and  low- 


ered her  four  torpedo-boats.  The  night 
was  perfectly  dark,  a  fine  rain  was  fall- 
ing, and  the  sea  was  only  ruffled  by  a 
slight  swell.  Lieutenant  Zatzarennyi, 
who  had,  as  before,  the  command  of  the 
Russian  boats,  had  some  difficultly  in 
finding  his  way  in  the  darkness.  How- 
ever, about  midnight  he  rounded  the 
point  of  Batoum,  and  observed  two 
large  ironclads  lying  at  single  anchor, 
bows  outwards,  with  their  stems  moored 
to  the  shore.  They  noticed  round  them 
neither  obstructions  nor  guard-boats. 
Each  of  the  Russian  boats,  "Tchesm^" 
and  "  Sinope,"  was  armed  with  a  White- 
head torpedo.  The  former  carried  her 
tube  under  the  keel,  the  latter  had  hers 
arranged  on  a  raft  which  she  towed. 
Arrived  at  about  seventy  yards  from  the 
nearest  Turkish  ironclad,  the  two  boats 
fired  their  torpedoes  almost  simultane- 
ously; that  of  the  "  Tchesm6  "  exploded 
on  the  beam  of  the  enemy's  ship,  that  of 
the  "Sinope"  appeared  to  strike  the 
stern  of  the  Ironclad.  Their  course 
would  easily  be  followed  on  the  surface 
of  the  water.  Not  till  then  did  the  ships 
and  Turkish  batteries  open  their  fire  on 
the  Russian  boats,  which  rejoined  the 
"Gonstantin"  with  all  speed.  On  the 
way  the  "  Tchesme  "  got  rid  of  her  in- 
jection tube. 

The  Turkish  ship  attacked  by  the 
Kussians  boats  had  not  suffered  any  se- 
rious damage.  M.  Ghardonneau  thinks 
that  the  "Tchesm^'s"  torpedo  struck  a 
rock,  and  that  of  the  "Sinope"  did  not 
explode.  But  may  we  not  suppose  that 
the  Kussian  torpedoes  exploded  against 
under-water  defences  arranged  by  the 
Turks? 

(XI.)  Third  attack  at  Batoum.  De- 
struction of  a  Turkish  war  ship  (night  of 
25th  January,  1878).*— On  the  25th 
January,  at  half-past  eleven  at  night, 
Captain  Makaroff  again  stopped  five 
miles  from  Batoum,  and  sent  off,  under 
orders  of  Lieutenant  Zatzarennyi,  the 
two  boats  "Tchesme"  and  "Smope," 
each  armed  with  Whitehead  torpedoes. 
The  weather  was  cloudy,  but  towards^ 
two  in  the  morning,  the  moon  rising,  en- 
abled the  Russians  to  distinguish  per- 
fectly the  ships  moored  before  Batoum. 
One  of  these  was  an  unarmored  cruiser 


♦  Aocordine  to  Hobart  Pasha,  this  never  ooourred  ; 
no  ship  was  destroyed  at  this  time  and  at  this  place.— 
Ed. 
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of  1,200  or  1,500  tOQ8,  anohored  at  the 
head  of  the  bay.  The  "Tchesm^"  and 
the  "Sinope"  steered  for  her,  and  when 
about  eighty  yards  from  her  beam, 
simultaneously  fired  their  Whitehead 
torpedoes.  Both  exploded,  and  in  less 
than  three  minutes  the  Turkish  vessel 
entirely  disappeared.  The  Russian  boats 
sucoessfully  returned  to  the  "  Constan- 
tin." 

n. 

When  acts  of  war  are  studied  with 
the  intention  of  deriving  therefrom  use- 
ful lessons,  it  is  necessary  to  bear  in 
mind  the  relative  worth  of  the  personnel 
and  of  the  material  which  are  employed 
in  each  encounter  by  the  two  belliger- 
ents. A  victory  gained  by  forces  wiseljr 
organized  over  barbarians  without  disci- 
pline and  unpossessed  of  deadly  weap- 
ons, proves,  from  a  military  point  of 
view,  nothing ;  a  success,  which  the 
troops  or  navy  of  one  powerful  nation 
owe  to  the  employment  of  improved 
weapons,  over  aaversaries  equally  pow- 
erful, nearly  always  furnishes  examples 
well  worth  our  cons' deration.  Now,  in 
the  case  which  we  are  considering,  it  is 
certain  that  during  the  two  last  years  of 
the  great  American  War,  that  is,  at  the 
time  of  the  destruction  of  the  '*  Hous- 
satocic  "  and  of  the  "  Albemarle,"  both 
Federals  and  Confederates  possessed 
sailors,  devoted  up  to  the  point  of  hero- 
ism, admirably  cognisant  of  the  details 
of  their  business,  and  furnished  with 
weapons,  often  of  most  recent  invention, 
which  were  not  for  that  reason  less  for- 
midable in  their  hands.  We  have  only 
described  the  strange  career  of  the  sub- 
marine boat,  commanded  successively  by 
Payne  and  Dixon,  for  the  purpose  of 
showing  to  what  a  pitch  certain  Ameri- 
cans then  pushed  their  self-devotion. 

In  the  Turco-Russian  War,  the  adver- 
saiies  whom  we  find  opposed  equally 
merit  the  most  serious  consideration. 
The  sailors  of  the  Czar's  fleet  gave  such 
decisive  nroofs  of  their  bravery,  audaci- 
ty, and  dexterity  in  handling  their  tor- 
pedo boats  that  it  would  be  superfluous 
here  to  extol  their  military  virtues. 
Amongst  the  Turks,  courage  and  devo- 
tion were  not  less  remarkable.  Recall- 
ing the  destruction  of  the  "Seife,"  until 
the  moment  when  this  monitor  sank  be- 
neath the  waves  of  the  Danube,  her  in- 


trepid defenders  remained  at  their  sta- 
tions, pouring  fire  on  the  enemy  !  The 
Osmanli  have,  it  is  true,  the  reputation 
of  keeping  a  bad  look-out,  but  it  should 
not  be  forgotten  that  durins^  the  later 
engagements,  the  Sultan's  Navy  was 
commanded  by  an  English  officer  of  the 
greatest  energy,  Hobart  Pasha,  and  that 
several  of  his  ships  were  manoeuvred  by 
captains  of  the  same  nationality  If  the 
watch  kept  was  defective  at  Matchin 
and  in  Batoum  Roads,  it  was  perfect, 
nevertheless,  at  Sulina  and  before  Souk- 
boum  Kale.  Thus,  on  the  Danube,  as 
well  as  in  the  Black  Sea,  the  Turkish 
sailors  were  worthy  foemen  for  the  Rus- 
sians. 

This  point  once  established,  let  us  ex- 
amine the  actions  which  have  been  re- 
counted. When,  for  the  first  time,  the 
Americans  employed  the  torpedo  as  the 
offensive  weapon  of  boats,  the  latter 
seemed  threatened  with  three  dangers, 
which  must  inevitably,  it  was  feared, 
cause  their  loss;  if  the  direct  effect  of 
the  "  water-blow  "  did  not  stave  in  their 
bottoms;  if  the  column  thrown  up  by  the 
explosion  did  not  fill  them,  extinguish- 
ing the  fires  in  their  boilers,  how  were 
they  to  escape  the  hail  of  bullets,  case- 
shot,  and  balls  hurled  by  a  watchful  ene- 
my? After  the  American  War,  after 
the  destruction  of  the  under-water  boat 
commanded  by  Dixon«  of  the  steam  pin- 
nace of  Cushing,  and  of  the  **  David," 
which  tried  to  sink  the  "Ironsides,"  one 
certainly  considered  as  sacrificed,  before- 
hand, every  torpedo-carrying  boat  which 
was  despatched  against  an  enemy's  ship. 
Soon,  however,  numerous  experiences 
came  to  show  that  a  well-built  torpedo 
boat  hau  nothing  to  fear  from  the  shock, 
or  from  the  thrown-up  water.  The  fights 
at  Matchin,  Sulina,  and  Soukhoum  Kale 
thoroughly  confirm  these  opinions.  In 
fact,  several  of  the  boats  employed  by 
the  Russians,  especially  at  Matchin,  were 
far  from  presenting  the  guarantees  of 
strength,  which  the  beautiful  boats 
specially  constructed  for  torpedo  work 
of  the  present  day  possess  ;  none,  how- 
ever, of  them  were  lost  in  consequence 
of  the  torpedo  which  they  carried.  If 
the  under-water  boat  of  Lieutenant 
Dixon,  and  ihe  "David,"  directed 
agai..st  the  "  Ironsides,"  were  less  fortu- 
nate, it  is  only  to  be  attributed  to  their 
defective    construction.     In    respect  of 
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Lieutenant  Cnshing's  boat,  it  seems 
proved  that  its  loss  was  caused  by  a  shot 
from  the  "  Albemarle." 

The  fire  of  guns,  mitrailleuses,  and 
rifles — these  are  the  only  real  dangers 
which  the  torpedo  boats  have  to  fear. 
Before  the  Kusso-Turkish  War,  many 
seamen  considered  this  risk  as  so  serious, 
as  to  place  in  doubt  the  efficacy  of  a  di- 
rect attack  by  boats  armed  with  torpe- 
does, not  only  in  the  daytime  against  a 
vessel  under  weigh,  but  even  at  night 
against  a  vessel  at  anchor,  if  a  good 
look-out  were  kept.  We  may  believe 
now  that  a  torpedo  boat,  suitably  built, 
does  not  run  any  exceptional  danger. 
What,  in  fact,  do  the  engagements  just 
quoted  teach  as  ?  Leaving  aside  boats 
which  did  not  directly  contribute  to  the 
results,  whose  crews,  though  present  on 
the  spot,  were  not  actively  engaged, 
neglecting  also  the  American  boats, 
which  were  victims  only  to  their  defect- 
ive construction,  we  see  that  during  the 
Turko-Russian  and  American  Wars,  six- 
teen torpedo  boats  attacked  enemy's  ves- 
sels, with  torpedoes  of  different  descrip- 
tions. Now,  of  these  sixteen  boats, 
only  two  were  destroyed,  Lieutenant 
Oushing's  pinnace  and  Ueutenant  Poust- 
chine's  boat;  the  latter  officer  even 
avows  that  he  sank  the  boat  himself,  as 
an  accident  to  the  machinery,  suffered 
after  the  engagement,  would  certainly 
have  caused  her  to  fall  into  the  enemy's 
hands.  Finally,  several  of  the  Russian 
attacks  were  made  under  most  unfavor- 
able circumstances;  at  Matchin,  the 
**Xenia"  was  immovable  for  ten  minutes 
under  the  fire  of  the  "  Seife,"  before  at- 
tacking her;  at  the  engagement  at  Suli- 
na,  boats  Nos.  1  and  2,  after  having 
cleared  the  rope  obstruction  of  the  *'  Id- 
jalick,*'  occupied  a  relatively  long  time 
in  disengaging  themselves;  before  8ouk- 
f*oum,  the  four  boats  which  fought  the 
**  Assar-i-Chef ket "  were  made  out  at  a 
considerable  distance  by  the  Turks.  But 
these  are  nothing  compared  to  the  temer- 
ity which  the  Russians  displayed  during 
the  affairs  of  Rustchuk  and  Nicopolis  in 
broad  daylight.  The  officers  declare  that 
at  the  latter  of  these  actions  the 
^'Choutka"  remained  exposed  for  an 
hour  to  the  fire  of  her  adversary — a 
Turkish  monitor,  well  armed  and  perfect- 
ly commanded — and,  nevertheless,  the 
**Choutka''  succeeded  in  escaping,  just 


as  the  '^  Mina  "  saved  herself,  and  just  as 
the  boats  employed  at  Matchin,  Sulina, 
and  Soukhoum  Kale  escaped. 

Some  recent  experiments  have  shown 
that  a  fast  steam  launch,  when  pierced 
by  one  or  more  balls  of  the  size  of  case- 
shot,  is  in  no  danger  of  sinking  if  it  con- 
tinue at  high  speed.  This  fact  was  con- 
firmed, on  different  occasions,  during  the 
Russo-Turkish  War.  The  "Choutka" 
was  pierced  at  Rustchuk  by  a  tolerably- 
sized  projectile,  and  at  Nicopolis  by  a 


grape-shot,  and  on  both  occasions  kept 
herself  afloat  by  going  at  full  speed; 
near  Matchin,  the  Russian   boat  **Dji- 


guite,"  of  only  moderate  speed,  received 
a  bullet  which  pierced  her  stern ;  she  had 
time,  nevertheless,  to  beach  herself,  and 
was  able  to  stop  her  leak  in  a  few  min- 
utes. 

Will  not  the  crew  of  a  torpedo  boat 
be  more  endangered  than  its  hull,  under 
the  hail  of  bullets,  grape  and  case,  of 
the  enemy  ?  Examination  of  the  differ- 
ent actions  of  the  Turco-Russian  War 
permits  us  again  to  answer  this  question. 
Taking,  first,  the  night  affairs;  one 
wounded,  such  is  the  only  loss  suffered  by 
the  eleven  torpedo  boats,  which,  exclusive 
of  the  boats  themselves  destroyed  by  one 
means  or  another,  attacked  different  ships. 
In  the  engagements,  relatively  prolonged 
at  Matohm  and  Sulina,  not  a  Russian 
was  touched  by  the  Turkish  projectiles, 
and,  for  all  that,  several  of  the  boats 
which  Doubaroff  and  Zatzarennyi  led 
were  simply  protected  by  screens,  or  by 
half-made  roofings. 

In  each  of  the  two  day  affairs,  at 
Rustchuk  and  at  Nicopolis,  the  assail- 
ants lost  three  or  four  wounded,  but 
there  again  they  were  most  imperfectly 
sheltered  from  the  enemy's  bullets.  It 
may  well  be  asked  by  what  miracle  the 
"  Ghoutka "  and  her  crew  escaped,  on 
the  23rd  June,  from  the  continued  and 
prolonged  firing  of  the  monitor  which 
they  had  so  pluckily  attacked.  The  ar- 
tillerymen of  the  Turkish  ships  possibly 
were  not  very  well  drilled,  but  the  rifle- 
men have  not  usually  been  considered 
more  inexpert  than  others,  and  we  re- 
peat that  some  of  the  Ottoman  ships, 
pre-eminently  those  commanded  by  Eng- 
lish officers,  proved  in  this  war  that  they 
were  capable  of  rendering  good  service. 

Hence,  and  present  experience  shows 
it,    the    attack    by    day    or    by    night 
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of  a  well-built  torpedo  boat  against  a 
vessel  at  anchor  or  under  weigh  does 
not  present  exceptional  danger,  either 
for  the  boat  herself  or  fc  her  crew. 

In  all  coast  wars,  then,  the  employ- 
ment of  torpedo  boats  is  possible,  but 
will  it  be  really  efficacious?  The  first 
part  of  this  article  has  shown  us  that, 
out  of  fourteen  attacks  made  by  torpedo 
boats,  four  compassed  the  destruction  of 
the  ship,  three  have  caused  more  or  less 
serious  damage  to  the  enemy;  the  others 
appear  to  have  been  resultless.  Now,  in 
each  of  these  affairs,  the  materiel  and 
personnel  exposed  by  the  assailants  to 
the  fire  of  their  enemy  were  hardly 
worth  mentioning — ten  or  twenty  men 
and  one  or  more  boats,  worth  together 
from  16,000  to  100,000  francs.  And  it 
was  with  forces  small  as  these  that  they 
succeeded  once  in  three  times  in  destroy- 
ing a  ship  manned  by  hundreds  of  men, 
and  the  cost  of  replacing  which  was 
,  measured  by  millions  of  francs.  Is  not 
such  a  result  sufficiently  conclusive  ? 

Let  us  notice  also  the  conditions  un- 
der which  the  pre-described  attacks  were 
made.  The  American  torpedo  boats 
employed  during  the  war  were  all,  as  we 
have  already  seen,  singularly  defective; 
many  also  of  the  Russian  boats  em- 
ployed during  the  last  war  against  the 
Turks  left  much  to  be  desired.  Have 
the  torpedoes  themselves  which  were 
employed  by  the  assailants  always  given 
sufficient  proofs  of  their  efficacy  ?  Not 
so;  for  tne  diverging  torpedo  of  the 
**  Tchesme  "  would  not  even  ignite  in  the 
first  affair  at  Batoum,  and  was  not  able 
to  be  used  at  SSulina:  again,  at  Souk- 
houm  the  explosion  of  these  torpedoes — 
probably  of  a  similar  description — only 
caused  trifling  damages  to  the  '^  Assar-i- 
Chefket." 

Another  question — The  Russian  crews 
were  excellent,  but  did  they  always  ma- 
noeuvre their  torpedo  boats  in  the  most 
judicious  manner?  During  the  first 
affair  at  Matchin  four  boats  were  under 
the  orders  of  Lieutenant  Zatzarennyi, 
but  only  one,  the  "Tchesme,"  attempted 
to  use  her  torpedo.  This,  then,  we  pro- 
nounce, was  a  very  trifling  attack.  If 
the  boats  had  together  charged  the 
Turkish  ironclad  which  was  attacked  by 
the  "  Tchesme,"  would  the  result  have 
been  the  same?  In  the  Danube,  near 
Matchin,  the  intention  of  Doubftroff  was 


to  engage  successively  each  of  the  ene- 
my's ships,  only  usmg  one  boat  at  a  time; 
from  this  cause  three  boats  remained 
stationery  for  ten  minutes  under  the  fire 
of  the  Turks.  Would  it  not  have  been 
more  decisive,  and  less  dangerous,  to 
have  attacked  simultaneously  the  "Seife" 
with  the  "  Czarwitch  "  and  the  '*  Xenia," 
and  the  armored  gunboat  with  the  two 
other  boats  ?  It  is  enough  to  read  the 
account  of  the  fight  at  Sulina  to  see  that 
in  this  case  the  plan  of  the  Russian  offi- 
cers was  badly  laid.  Alone  of  all  the 
night  attacks  made  during  the  last  war, 
those  against  the  "  Assar-i-Chefket "  and 
the  ship  sunk  before  Batoum,  were  con- 
ducted in  a  faultless  manner. 

The  affairs  of  Rustchuk  and  of  Nicop- 
olis  deserve  special  attention.  Such  an 
attack,  made  m  broad  daylight,  against 
a  ship  under  weigh,  has  none  of  the 
same  characteristics  as  a  night  attack. 
In  the  latter,  the  object  of  the  assailants 
is  to  surprise  an  immovable  vessel ;  one 
boat  alone  is  sufficient  to  obtain  the  suc- 
cess; the  destruetion  of  the  **Hou8sa- 
tonic  "  and  the  ruin  of  the  "  Albemarle  " 
prove  this  incontestable.  In  the  former 
case,  on  the  contrary,  it  is  necessary  to 
fight  an  enemy  on  his  guard,  who  sees 
his  enemy  approaching  from  afar,  and 
can  manoeuvre  quickly.  Several  boats 
should  then  unite  their  endeavors  to  di- 
vide his  attention  and  augment  their 
own  chances  of  success..  The  attacks  of 
the  "Choutka"  and  **Mina"  were  there- 
fore almost  fatally  condemned  to  failure, 
for,  in  an  action  like  that  of  Rustchuk 
or  Nicopolis,  the  co-operation  of  four 
boats,  at  the  least,  seemed  necessary. 

Thus  the  torpedo  boats  of  America 
and  of  Russia  have  fought  the  majority 
of  their  actions  under  circumstances  un* 
favorable  to  the  efficacy  of  their  weap- 
ons. This  consideration  causes  the  prac- 
tical worth  of  an  arm  to  stand  forth,  the 
record  of  the  success  of  which  on  the 
field  of  battle  is  one  overwhelming  suc- 
cess to  two  checks. 

We  have  noticed  that  in  each  of  the 
affairs  at  Rustchuk  and  at  Nicopolis,  the 
Russians  suffered  the  loss  of  four  or  five 
wounded;  in  nearly  all  their  night  at- 
tacks, on  the  contrary,  they  did  not  lose 
a  single  seaman  from  the  fire  of  the  ene- 
my. This  fact  quite  proves  that  if  ordi- 
nary boats  may  be  utilized  to  surprise  a 
vessel  in  the   midst  of  darkness,  a  day 


Digitized  by 


Google 


ON  THE  EMPLOYMENT  OF  TORPEDO  BOATS  AGAINST  SHIPS. 


189 


attack  rf  quires  special  boats^ — fast,  turn- 
ing rapidly,  presenting  as  small  h  target 
as  po88i>>le  to  the  enemy's  gunners,  and  : 
the  crew  of  which  should  be  absolnlely  j 
protected  against  musketry.     Grape  and  I 
case  can  pierce  the  boat,  but  the  ex  peri- 1 
ence  gained  at  Rustchuk  and  Nicopolis ' 
shows  us  that  if  the  engines  remain  un-  i 
harmed,  the  boat  escapes  by  keeping  up  I 
a  high  speed.     Hence  great  lightness  of  \ 
hull,  rapidty  of  movement  and  turning, 
small   dimensions,   musketry  protection 
limited  to  the  machinery  and  the  fight- 
ing posts  of  the  crew — such  seem  to  us 
to  be  the  principal  requirements  which 
boats  specially  built  for  torpedo  fighting 
should  fulfill. 

Proceeding  with  our  subject,  we  will 
now  endeavor  to  determine  what  sort  of 
torpedo,  according  to  different  circum- 
stances,  is  best  employed  in  boats. 

During  the  first  affair  at  Batoum,  and 
before  Suliua,  the  "  Tchesme  '*  vainly  en- 
deavored to  use  a  "  diverging  torpedo."* 
If,  aa  we  believe,  the  "  Assar-i-Chef ket " 
was  attacked  by  weapons  of  the  same 
description,  the  inefSciency  of  the  three 
explosions  on  this  occasion  will  singu- 
larly enforce  the  a^uments  employed 
against  their  use.  Tiie  captain  of  the 
l^rkish  ironclad,  we  saw,  affirms  that 
one  only  of  the  Russian  torpedoes  ex- 
ploded. There  is  nothing  surprising  in 
this  contradiction  between  the  relative 
accounts  of  the  affair  at  Soukhoum.  In 
the  midst  of  darkness,  of  disturbance 
produced  by  the  repeated  discharges  of 
heavy  ^uns  and  of  musketry,  the  assail- 
ants might  very  well  have  taken  the  ex- 
plosion of  a  heavy  gun  for  that  of  a  tor- 
pedo blowing  up,  at  over  forty  yards 
distance  from  their  boat;  or  those  attack- 
ed might  not  even  have  heard  the  noise 
caused  by  this  latter  explosion.  We  do 
cot  know  what  was  the  exact  method  of 
igniting  the  torpedoes  used  against  the 
"  Assar-i-Chefket,"  but  if  we  admit  the 
accuracy  of  the  Russian  accounts,  how 
are  we  to  explain  the  inefficiency  of  the 
three  explosions?  Was  the  Turkish 
vessel  protected  by  a  ring  of  floating 
baulks  of  timber,  kept  at  a  slight  dis- 
tance from  the  hull,  and  against  which 
the  enemy's  torpedoes  struck  and  ex- 
ploded? No  report  gives  any  support 
to    this     suggestion.      From    whatever 

*  Eridently  some  fonn  of  Hairey  torpedo,  to  be  ig- 
nited by  electricity. 


cause  it  arose,  the  failure  of  the  diverg- 
ing torpedoes  of  the  "Tchesme"  was 
sufficient  to  cause  the  rejection  of  these 
machines  from  use  in  boats.  It  was 
seen,  in  fact,  that  they  might  become  for 
the  assailants  a  cause  of  delay  and  of 
mischief,  spoil  the  boat's  maneuvering, 
and  place  her,  in  a  word,  in  a  most  criti- 
cal position  under  the  fire  of  the  enemy. 
Still,  might  not  all  these  inconveniences 
be  compensated  for  by  very  great 
chances  of  efficacy  ?  Certainly  not 
The  slightest  floating  protection  will 
stop  the  diverging  torpedo.  Ropes 
stretched  between  two  booms  will  throw 
off  its  towline  and  save  the  ship  from  all 
danger. 

Reasoning,  therefore,  founded  on  the 
experience  acquired  during  the  Russian 
War,  leads  us  to  reject  entirely  the  em- 
ployment of  divering  torpedoes  from 
boats. 

The  actions  which  we  have  described 
at  the  commencement  of  this  article 
present  three  complete  successes  out  of 
six  attacks  made  by  means  of  the  spar 
torpedo.  But,  as  we  have  seen,  the  tor- 
pedo boats  employed  by  the  Americans 
during  the  war  were  defective,  and  also 
the  affairs  of  Rustchuk  and  Nicopolis 
were  undertaken  under  conditions  pecu- 
liarly unfavorable  to  the  assailants.  The 
destruction  of  the  "  Houssatonic "  and 
of  the  "  Seif e  "  show  that  the  spar  tor- 
pedo is,  during  the  night,  a  terribly  effect- 
ive weapon  against  vessels  at  anchor, 
unprotected  by  external  defences.  That 
of  the  "  Albemarle "  and  the  fight  off 
Sulina  prove  that  such  a  defence  is  some- 
times insufficient.  We  know,  in  fact, 
that  during  the  night  of  the  10th  of 
June  the  Russian  boats  of  Lieutenants 
Rojdestoonski  and  Poustchine  cleared 
the  obstacles  which  surrounded  the 
"Idjalick."  That  their  torpedoes  did 
not  destroy  this  ship  was  because  they 
were  strucK  by  a  projectile,  or  met  some 
obstacle  inside  the  "  stockade  "  arranged 
by  the  Turks.  However,  this  stockade 
was  possibly,  in  fact  probably,  the  chief 
cause  of  the  failure  of  the  Russians, 
since  it  detained  them  fgr  some  minutes 
under  the  fire  of  the  "Idjalick,"  pro- 
duced amongst  them  momentary  disor- 
der, which  prevented  them  working  their 
torpedoes  with  all  the  coolness  desirable. 
Now,  however  rapidly  the  torpedo  spar 
may  be  worked,  there  must  always  be 
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the  greatest  difficulty  in  immersing  the 
apparatus,  during  the  short  space  of  time  i 
which  the  boat  occupies  in  passing  over  I 
the  space   which    separates    the   vessel  | 
from  her  defences.     In   the  day  affair  at  j 
Nicopolis  it  was  similarly  the  nets  and 
booms   of    the   Turkish   monitor   which 
presented  an  impassable  barrier  to  Lieu- 
tenant Niloff's  boat.      Relative  power- 
lessness  against  a  vessel  defended  by  ex- 
terior obstacles,  then,  is  the  principal  ob- 
jection which  can   be  made  to  the  em- 
ployment of  the  spar  torpedo. 

The  Russians  attribute  the  premature 
explosion  of  the  two  torpedoes  which 
they  were  using  against  the  "  Idialick  ** 
to  their  being  struck  by  a  projectile;  at 
Rustchuk  the  torpedo  of  the  "  Choutka," 
at  Nicopolis  that  of  the  "  Mina,"  could 
not  be  fired,  according  to  the  Russian 
officers,  because  their  wires  had  been  cut 
by  bullets.  Should  we  not  rather  look 
for  the  cause  of  these  four  failures  in 
the  defects  of  the  weapons  employed  by 
the  Russians,  in  the  over  hurry  of  their 
maneuvers,  or  in  some  blunders  made 
when  under  the  enemy's  fire  ?  In  fact, 
experience  proves  that  the  impact  of 
bullets  or  grape-shot  cannot  expl6de  a 
torpedo,  unless  they  act  directly  on  its 
priming;  and,  also,  two  conducting 
wires  are  a  very  small  target  for  musket- 
ry; besides,  there  is  nothing  to  prevent 
these  wires  being  protected  by  means  of 
the  torpedo  spar  itself.  If  we  must  give 
absolute  confidence  to  the  Russian  re- 
ports, a  most  improbable  chance  brought 
about,  on  four  different  occasions,  acci- 
dents, which  the  fallibility  of  men,  even 
the  most  practical  and  the  bravest,  ex- 
plains much  better.  Hence  we  cannot 
consider  the  damage  to  which  the  enemy's 
fire  subjects  the  spar  torpedo  as  a  serious 
objection  to  their  use. 

We  have  only  been  able,  unfortunate- 
ly, to  cite  two  actions  in  which  the  as- 
sailants used  the  Whitehead  torpedo; 
one  was  a  check,  the  other  a  complete 
success  for  the  Russians.  What  actual- 
ly occured  at  that  second  affair  of  6a- 
toum?  M.  Chardonneau  believes  that 
the  "Tchesme'g"  Whitehead  struck  a 
rock;  since  this  torpedo  was  fired  at  only 
70  yards  from  the  Turkish  ironclad,  we 
must  then  believe  that  this  ship  was  her- 
self very  close  to  the  reef;  the  slightest 
change  of  position  would  have  put  her 
on  shore.     It  is  not  probable  that  her 


captain  should  have  chosen,  in  the  vast 
Bay  of  Batoum,  such  a  perilous  position. 
May  we  suppose  that  the  Russian  torpedo 
met  some  submarine  defences  arninged 
by  the  Turks?  The  latter  were,  doubt- 
less, competent  to  attempt  such  a  sys- 
tem of  defence,  but  no  accounts  credit 
them  with  such  an  effort. 

It  is  necessary  to  search  elsewhere  for 
the  explanation  of  the  Russian  failure. 
When  they  attacked,  the  night  was  very 
durk,  consequently  they  may  have  consid- 
erably misjudged  the  distance  which  sepa- 
rated them  from  the  enemy.  Every  sea- 
man knows  that  in  profound  darkness 
the  loom  of  a  large  ship  suddenly  ap- 
pearing presents  a  misleading  idea  of 
height  and  length.  The  Russian  officers 
profess  to  have  followed  on  the  water 
the  track  of  the  "Tchesme's"  torpedo 
on  its  way  to  the  beam  of  Turkish  ship^ 
but  the  adjusting  of  a  Whitehead  tor- 
pedo is  a  most  delicate  operation;  so 
that,  in  their  path,  these  machines  do  n«t 
always  follow  a  straight  line.  It  is, 
therefore,  very  possible  that  the  Rus- 
sians fired  their  torpedoes  at  a  much 
greater  distance  than  70  yards  from  the 
Turk,  and  that  they,  swerving  slightly, 
passed  astern  of  the  vessel,  and  struck 
the  reefs  of  the  neighboring  shore. 
This  supposition  appears  even  more  ad- 
missible, since  from  the  reports  of  the 
Russian  officers,  the  "  Sinope's  "  White- 
head took  a  direction  towards  the  stem 
of  the  ironclad. 

Besides,  the  methods  adopted  for  dis- 
charging the  torpedoes  from  the 
"Tchesme"  and  from  the  "Sinope" 
were  probably  defective;  a  movable 
tube  under  the  boat's  bottom,  or  the  ex- 
pedient of  an  accompanying  raft,  do  not 
seem  to  us  to  be  very  convenient  ar- 
rangements for  pointing  a  Whitehead. 
Did  the  Russians  improve  these  arrange- 
ments before  the  third  affair  at  Batoum  ? 
We  do  not  know;  but  the  rapidity  with 
which  the  attacked  Turkish  ship  sank 
would  lead  us  to  suppose  that  both  the 
Whiteheads  fired  in  this  case  by  the 
"Tchesme"  and  "Sinope"  reached 
their  destination. 

We  see  that  on  the  Danube  the  Rus- 
sians made  no  attempt  with  the  White- 
head. Rivers,  and  sea  coasts  with 
strong  tides,  and  all  estuaries  with  cur- 
rents, are  essentially  unfavorable  to  the 
employment     of    these     engines,    even 
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against  vessels  at  anchor.  Both  the 
boats  and  the  torpedoes  find  themselves, 
then,  subject  to  too  many  exterior  in- 
flaences  for  pointing  of  the  torpedo 
to  be  performed  with  accuracy;  a 
rough  sea  renders  also  very  ticKlish, 
or  even  impossible,  the  discharge  of 
a  Whitehead,  and  finally  the  difference 
in  density  between  salt  water  and  fresh 
might  possibly  be  a  great  obstacle  to  the 
employment  on  rivers  of  Whiteheads 
experimented  on  and  regulated  in  ,a 
maritime  port.*  Thus,  deviations  aris- 
ing from  an  incorrect  estimate  of  dis- 
tance, defective  adjustment  of  the  rud- 
der, inaccurate  pointing,  and  exterior 
influences  affecting  its  direction  or  its 
depth  of  immersion,  such  are  the  grav- 
est inherent  difficulties  in  the  use  of 
Whitehead  torpedoes  from  boats. 

Based  principally  on  the  experience 
acquired  m  the  Russo-Turkish  War,  the 
foregoing  discussion  permits  us  to  define 
the  circumstances  which  appear  favora- 
ble either  to  the  effective  use  of  spar 
torpedoes  or  of  the  Whitehead  torpedo; 
firstly,  against  ships  at  anchor,  and  sec- 
ondly, when  under  weigh. 

When  a  vessel  is  anchored  in  the  mid- 
dle of  a  strong  stream,  it  is  very  difficult 
to  establish  a  defence  round  her  water- 
line,  or  even  a  good  defensive  arrange- 
ment of  nets  and  spars  from  her  hull. 
We  have  just  seen  that  similar  circum- 
stances, above  all,  with  a  dark  night  and 
a  rough  sea,  render  also  very  uncertain 
the  aim  of  a  Whitehead.  Spar  torpe- 
does should  then  be  employed  in  pref- 
erence, by  boats  charged  to  attack:  the 
darkness  will  also  enable  these  latter  to 
evade  more  easily  than  on  a  bright 
night  the  look-out  of  the  patrol  boats 
and  of  the  enemy's  sentries. 

When,  on  the  other  hand,  the  night  is 
not  too  dark,  when  the  sea  is  calm,  and 
the  absence  of  eurrent  permits  the  at- 
tacked vessel  to  defend  herself  by  ex- 
terior defences,  the  employment  of 
Whiteheads  presents  good  chances  of 
success,  which  are  unattainable  for  the 
spar  torpedoes. 

The  opportunity  of  attacking  a  vessel 
under  weigh  by  torpedo  boats  may  offer 
itself  as  well  by  day  as  by  night.  No 
engagement  argues  for  or  against  the 

^NoUby  TVoiMteior.— This  objection  is  sli^rht,  as  all 
ow  Woolwich  torpedoes  are  regulated  in  fresh  water, 
the  difference  between  their  performance  in  that  and 
in  salt  water  being  inappreciable.  ' 


employment  of  Whiteheads  under  such 
circumstances;  but  the  affair  at  Nicopo- 
lis  shows  that  a  ship  of  ordinary  speed 
can  protect  herself  effectively  against 
the  employment  of  spar  torpedoes  by  an 
arrangement  of  nets  and  spars.  The 
use  of  Whiteheads  under  such  circum- 
stances is  thus  naturally  suggested. 
We  must  not  forget,  however,  that  the 
speed  of  the  enemy's  ship  adds  a  consid- 
erable element  to  the  external  causes 
which  render  the  aim  from  boats  very 
uncertain.  Summing  up,  it  would  ap- 
pear wise  to  introduce  into  flotillas  in- 
tended for  coast  defence  some  boats 
armed  with  spars,  and  some  with  White- 
head torpedoes. 

In  conclusion,  we  quote  a  simile,  the 
truth  of  which  has  struck  us.  The  spar 
torpedo  is  the  dagger  which  a  deter- 
mined man  plunges  into  the  body  of  an 
enemy  who  does  not  protect  himself  with 
a  coat  of  mail;  the  Whitehead  torpedo 
is  the  bullet  which,  easy  to  discharge 
from  afar,  kills  the  enemy  in  its  path, 
but  which  very  often  strays  uselessly  far 
from  its  mark. 

Till  now,  we  have  only  examined  the 
actions  fought  by  the  torpedo  boats  from 
the  point  of  view  of  the  assailants,  let 
us  see  if  they  offer  us  any  useful  hints 
as  to  the  defence.  That  the  '^  Minne- 
sota," "Wabash,"  and  the  "Memphis" 
were  neither  sunk  nor  seriously  damaged 
by  the  Confederate  "Davids"  was  ow- 
ing chiefly  to  the  extreme  watchfulness, 
of  their  crews;  but  the  "  Houssatonic," 
which  was  on  her  guard,  since  she  had 
slipped  her  cable  at  the  moment  of  the 
explosion,  was,  nevertheless,  destroyed 
by  Lieutenant  Dixon's  boat.  The  Turk- 
ish ships  moored  at  Matchin  and  before 
Soukhoum  Kale  had  patrol  boats  out,  but 
yet  the  "  Seife  "  was  sunk,  and  the  "  As- 
sar-i-Chefket "  only  escaped  the  same  fate 
through  the  bad  management  of  the 
weapons  brought  against  her.  One  sees, 
therefore,  that  the  most  careful  watch- 
fulness is  not  always  sufficient  guarantee 
against  the  attack  of  torpedo  boats.  AH 
the  actions  which  we  have  reviewed  show 
equally,  in  a  most  decided  manner,  the 
inefficiency  in  these  cases  of  a  defence 
based  solely  on  artillery  and  rifle  fire. 
On  the  other  hand,  if  the  "  Albemarle  * 
was  sunk  in  spite  of  the  stockade  around 
her,  we  have  seen  that  simple  ropes 
stretched  round  the  "  Idjalick  "  baulked 
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the  efforts  of  the  Russians,  and  that  the 
monitor  attacked  before  Nicopolis  proba- 
bly owed  her  escape  to  the  nets  and  spars 
extended  from  her  hull.  The  objection 
is  raised  to  the  use  of  such  systems  of 
defence,  of  the  necessity  of  a  ship  liable 
to  the  attacks  of  torpedo  boats  being 
always  ready  to  get  under  weigh;  but 
the  example  of  the  **  Houssatonic  ** 
proves  that  this  latter  precaution  is  in- 
sufficient to  save  a  ship  from  the  attack 
of  a  fast  torpedo  boat.  Besides,  need 
the  getting  under  weigh  be  prohibited 
by  a  system  of  nets  and  booms  arranged 
round  the  vessel  ?  Decidedly  not,  since 
the  Turkish  monitor  at  Nicopolis  used 
this  species  of  defence  while  actually 
under  weigh.  Such  a  feat  cannot  have 
too  much  importance  attached  to  it, 
which  has  demonstrated  practically  the 
possibility  of  defending,  externally,  the 
null  of  a  steamer  under  weigh;  and, 
hence,  the  necessity  of  seriously  study- 
ing this  subject.  We  are  well  aware  that 
in  the  open  sea,  even  at  slow  speed,  the 
employment  of  nets  and  spars  would  be 
impossible,  but  it  is  nearly  always  at 
mouths  of  rivers,  in  narrow  passages, 
and  in  roadsteads,  in  generally  calm 
water,  that  ships  will  have  to  defend 
themselves  against  the  attacks  of  tor- 
pedo boats. 

In  addition,  or  in  default  of  spars  and 
nets  stretched  from  the  hull,  a  ship  at 
anchor  can,  under  certain  circumstances, 
protect  herself  effectively  by  means  of 
^'stockades"  attached  to  boats  or  to 
buoys  moored  around  her.  It  was  thus 
that  the  Turkish  stockade  at  Sulina  was 
made  that  baffled  the  efforts  of  the  Rus- 
sian torpedo  boats.  The  Ottoman  ships 
at  Batoum  were  in  excellent  positions  for 
following  that  example.  Their  bows 
fast  to  an  anchor  ahead,  and  their  stems 
moored  to  the  shore,  they  had  every 
facility  for  establishing  a  good  stockade 
some  yards  from  their  hulls,  which 
would  have  been  practically  immovable. 
It  is  evident  that  in  tideways,  or  varia- 
ble winds,  a  ship  swinging  to  her  anchors 
could  not  adopt  similar  arrangements,  in 
consequence  of  the  too  great  room  re- 
quired for  her  movements. 

Hence,  the  events  of  the  Turco-Rus- 
sian  War  seem  to  indicate  the  following 
measures  as  the  most  advantageous  for 
the  protection  of  a  ship  against  the  at- 
tacks of  torpedo  boats,  to  be  combined 


according  to  the  different  curoumstanoes 
I  which  present  themselves.  One  watch 
I  of  the  crew  to  sleep  at  their  quarters  all 
I  the  night;  machine  guns  and  guns  of 
I  small  caliber  loaded  *  and  depressed  in 
advance;  steam  up  and  cables  ready  to 
slip;  a  system  of  nets  and  booms  ex- 
tended from  the  ship;  a  stockade  of  the 
description  of  that  employed  by  the 
Turks  before  Sulina;  rowing  boats  pro- 
tecting this  stockade,  armed  with  guns 
or  machine  guns;  and,  finally,  at  a  dis- 
tance of  not  less  than  100  yards,  one  or 
more  boats  under  steam,  their  object  be- 
ing to  give  the  alarm,  and  yet  mor^  to 
rush  with  all  speed  on  an  enemy's  boats, 
which  might  be  preparing  to  use  White- 
head torpedoes.  A  vessel  thus  prepared 
may  not  be  invulnerable,  but  she  would 
have,  we  believe,  much  the  best  chance 
on  her  side. 

Conclttsion. 

In  summing  up,  these  are  the  conclu- 
sions to  which  we  bring  our  examination 
of  the  engagements  passed  in  review  in 
the  first  part  of  this  article. 

1st.  The  attacks  made  by  torpedo 
boats  during  the  American  and  Turoo- 
Russian  Wars  were  delivered  under  con- 
ditions such  that  their  results  ought  to 
be  taken  into  serious  consideration,  with 
the  view  of  extracting  information. 
These  results  appear  to  establish  the  fol- 
lowing points: 

2nd.  An  attack  made  against  a  ship 
by  means  of  a  torpedo  boat  does  not  re- 
quire more  exceptional  circumstances, 
nor  more  absolute  devotion,  than  any 
other  operation  of  naval  war. 

3rd.  An  attack  of  this  description, 
where  the  assailant  only  risks  forces  rel- 
atively small,  offers  such  chances  of  suc- 
cess that  it  should  always  be  tried  when 
the  occasion  presents  itself. 

4th.  One  single  torpedo  boat,  of  mod- 
erately good  quality,  is  sufficient  to  sur- 
prise at  night  a  vessel  at  anchor;  a  day 
attack,  on  a  vessel  under  weigh,  requires 
the  co-operation  of  several  torpedo 
boats,  especially  built  for  the  purpose. 

5th.  Under  all  circumstances  where 
such  boats,  collected  into  a  flotilla,  have 
to  attack  one  or  more  ships,  their  attacks 
should  be  simultaneous. 

6th.  The  use  of  "  diverging  torpedoes" 
in  boats  should  be  discontinued. 

7th.  Spar  torpedoes  are  usefully  em- 


Digitized  by 


Google 


GEOMETRICAL  INTERPRETATION  OF  IMAGINARY  QUANTITIES.       193 


ployed  by  boats  attacking,  on  a  very 
dark  night  or  with  a  slightly  agitated 
sea,  a  ship  moored  amongst  strong  cur- 
rents, or  which  may  be  expected  not  to 
be  protected  by  e^^temal  defences. 

8th.  Whitehead  torpedoes  will  be  em- 
ployed by  preference  when  the  night  is 
comparatively  clear,  the  sea  very  calm, 
the  current  slight,  and  when  one  may 
suppose  the  enemy's  ship  to  be  provided 
with  obstacles. 

9th.  Against  a  vessel  under  weigh,  the 
two  species  of  torpedoes  will  both  re- 
spectively find  their  value,  according  to 
cirumstances.  It  would  appear,  then,  to 
be  best  to  combine,  in  a  flotilla  intended 
for  the  defence  of  harbors  and  road- 
steads, both  spar  and  Whitehead  tor- 
pedo boats. 

1 0th.  Whenever  circumstances  will 
permit,  a  ship  at  anchor  should  guaran- 
tee herself  against  the  attack  of  torpedo 
boats,  not  only  by  the  help  of  a  good 


watch  on  board  and  abroad,  but  also  by 
obstacles  attached  to  her,  or  by  an  inde- 
pendent stockade,  or  even  by  combining 
the  two  systems. 

1 1  th.  Finally,  in  certain  circumstances, 
a  ship  under  weigh  may  defend  herself 
advantageously  against  torpedo  boats 
by  booms  and  nets. 

It  is  necessary  to  add  that  we  have 
not  the  slightest  pretension  to  laying 
down  bere  what  are  termed  the  princi- 
ples of  torpedo  warefare.  We  have 
simply  endeavored  to  draw  some  useful 
information  from  the  conscientious  ex- 
amination of  the  different  sea  fights  in 
which  torpedo  boats  have  taken  part. 

The  torpedo  is  an  arm  too  recent  not 
to  undergo,  before  long,  transformations 
which  may  considerably  modify  its 
method  of  employment.  In  the  mean- 
time, let  us  profit  by  the  lessons  taught 
us  by  these  seamen,  the  first  who  have 
used  these  redoubtable  weapons  of  w  ar 
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in. 


22.  Let  as  now  assume  some  point 
other  than  the  center  K  (Fig.  16),  as  V, 
and  find  th6  product  of  VA,  VB,  VC, . . . ., 
VG.  _ 

Since  VA=VK4-KA,  and'^=VK  + 
KB,  ....     we  have 
vLmvc^  .  _,_  .  _VG= 

(VK  +  KAKVK  +  KB)  .  .^ 
(VK  +  KG)=VK»+ir.VK^i  + 
ir'.VK'*-«+ iI(»-i).VK  +  iIC»). 

Now  we  have  just  seen  that  the  coeffi- 
cients 17',  IT\  n"',  .  .  .  ,  to  TIC*-!)  are 
zero,  and  that  in'»)= — (-l)^    Hence 

YLYB.YG^.  .  VG=^»--(-l)« 

=(-KV)*-(-l)»=(KV»-l)(-l)'*. 
To  constmct  KY^  lay  off  AKU  equal 
to  n  times  AKV^     Make  KU  =  KV^ 
whence  KU'*  =  KV»     Therefore 
Vol.  XXIV.— No.  3—14. 
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KV2-1=KU-1=KU-KA    _       _ 
=KU+AK=AU, 

and  VA.VB.VC  .  . .  VG=(-1)»AU. 

If  we  consider  VA,  VB, ,  VG  and 

AXJ  as  positive  prime  lines,  we  may  make 
VA==r^VA,'^=r".VB,. . . .  ,VG=r(»)VG 
and  AU=p.AXJ;  p,  r\  r", .  .  .  ,  r<»)  being 
directed  radii  or  the  roots  of  unity.  We 
should  then  have 

A.VB-Vt  - 

=  (-l»AU, 

and  (No.  12,  §  8),  VA.VB VG=AU. 

For  example,  let  KV=cb,  KU=a*,  the 

angle  AKV=a,  the  angle  AKU=w«,  the 

2;r 
angle  AKB=:  — .    We  should  then  find 

AU'=a«^— 2iB»  cos  r?a + 1, 

VB'=a;*-2a;cos  (a-  ^)  4-1, 

VC»=a;*-2a;cos  (a-  ^)  +1, 


VD'=aj'— 2a;cos 


VA"=ic'-2a«os(a-  ^)  4-1 

=«•— 2.xcosa4-l, 

and,  squaring  the  equation  YA.YB  .  .   , 
VG=AXJ,  we  shall  have 

a;^ — 2a:»cos  na  4- 1 = 

ia;'— 2a;cos/a-— j4-l  [ 


X 


icB*— 2a;cos(a -)  +  l  \ 

X-ja'— 2a;cosfa -)  +  l  f 

X  .  .  .  .  X(a;'— 2a;  cos  a  4-1), 

there  being  n  factors  in  the  second 
member. 

The  development  of  the  rational 
factors  of  the  first  or  second  degree  of 
the  binomials  a'*4-l)  «**— 1,  is  obtained 
by  making  coswa=l  and  coswa=0  in 
this  formula.  On  this  well  known  fact 
it  is  unnecessary  to  be  more  specific. 

23.  If  V  (Fig.  17)  be  on  the  circumfer- 
ence, we  have 


AU=2sin 


na 


VA=2sin^, 

Hence,  substituting  a  for-^  and 
in( a  j=8in(;r— a) 


smf 


Fig.  17. 


for  sin  a,  there  results 
2sinfta= 


2».sin( aj8in( a\sin( a\ 

.    (  (w— l);r         )   .   /HTT      \  ' 

Maldng  a=s —  ^,  we  obtain  na=:'^  —nb 

and  sin  na=cos  nb.     The  substitutional 
these  values  gives 

2cosn^=2'*cos 

(rn-(2n-3)];r     ^) 
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24.  In  Fig.  18,  make  the  arc  AB=arc 
AG;  then"KNrJKB+BN  and  KN=EG 
+GN;  whence  we  obtain,  obBerving 
that  BN+GN=0,  and  that  KGi=:KB-i, 


Fig.  18. 


2KN=KB+KB-i. 

Raising  both  members  of  this  equa- 
tion to  uie  nth  power,  n  being  a  whole 
nmnber,  it  becomes 

(2KN)*=KB» + nKB«-« + 

n(n-l) 

2  _ 

Making  the  arc  AB= a,  then  KN=co8  a, 
EB=cosa'^8ina,  and,  in  general,  EB*^ 
=cosfna^sinma.  Substituting  these 
Talnes  in  the  above  equation,  and,  since 
the  first  member  contains  no  medial 
terms,  suppressing  those  of  the  second 
member,  we  have 
(2  cos  a)*=cos  7M»+n  cos(n— 2)a+ 


.KB-»+4 + nKB-'H-a + KB-» 


n(n-l) 


cos(n— 4)a+  ...+ 


n(n-l) 


2      ^''^"    -,-.....        2 

cos(— n+4)a+ncos(— w+2)a 

+cos(— na). 

Since,  in  general,  cosm=cos(— m),  the 

terms   of  the  second  member  may  be 

added  two  and  two;  but  two  cases  must 

be  distinguished,  according  as  n  is  even 

or  odd.    In  the  first  case,  the  number  of 

the  terms  in  the  second  member  is  odd 

aud  the  middle  term  stands  alone;  this 

term  is 

n(n-l)(n-2).. 


J-(t-')[ 


1.2.3...^ 


cos(n— n)a= 


n(7*-l)...(|l+l) 


1.  2.  3 . 


n 


In  the  second  case,  all  the  terms  are 
doubled,  and,  if  we  begin  the  series  with 
cos  na  +  cos  (—na)  =  2  cos  mz,  the  last 
term  will  be 

n(«-l)(n-2)...]«-(^-l)} 


1.  2.  3 


M-1 


COB  [m— (n— l)]a=. 

n(n-l)(n-2)...^ 
2 n — 1 cos  a. 


1.  2.  3  .  .  . 


7^-l 


In  the  same  way  may  be  found  the 
value  of  (2Mna)»\_  We  h^  NB=NK  + 
KB,NG=:NK  +  KG;  butNG=-NBand 
KG=KB-i;  whence  2NB=KB-KB-i; 
and 

(2i^)«=KB«-7i.KB«-«  H-  ^i!^. 


KB«-*- 


2 


.  ±'^).KB-n+4:p 


n.KB-«+8  ±  KB-»=  (-^2  sin  a)\ 

The  upper  and  lower  signs  correspond 
respectively  to  the  cases  in  which  n  is 
even  or  odd.  Examine  first  the  former* 
('^2  sin  a)"  is  then  of  the  prime  order, 
and  the  medial  terms  in  the  development 
of  the  second  member  may  be  neglected; 
whence 

±  (2sina)"=cos«a— /M;os(n— 2)rt  + 


w(n— 1) 


n(w-l) 


— ^^C0Bin'"4t)a-...  +  — ^ — 

ncoB(-n + 4)a-m50s(-n  +  2)a  +  cos(-na). 

In  the  first  member  we  take  the{plus 
sign  when  n  is  of  the  form  4m,  and  the 
minus  sign  when  n  is  of  the  form  4m  +  2. 
The  middle  term,  which  is 

n(n-l...(|-+l) 


1.2.3.    .^ 


as  in  the  formula  for  the  cosine,  is  not 
doubled. 

In  the  second  case,  (^^2  sin  a)**  is  of  a 
medial  order.  Hence  the  prime  terms 
of  the  second  member  must  be  dropped, 
which  gives,  after  dividing  the  equations 
by  '^l, 
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±  (2sina)"=sinna-7i8in(n-2)a4 


w(w-l) 


4v  n(7\—X)  .   ,  .V 

{7i''4t)a—. , .  -   ^  ^ — ^sm(— n  +  4)a 


sin 


+  n  sin( — w  4- 2)a— sm(  —  na). 
The  +  and  —  signs  correspond  re- 
spectively to  the  cases  in  which  ?^  is  of 
the  form  4m +  1  and  4m +  3.  Here  all 
the  terms  are  equal  two  and  two;  for,  in 
general,  sinm  =  —  sin  (— m^,  and  the 
number  of  terms  is  even.  Umting,  there- 
fore, as  above,  the  equal  terms,  the  series 

71  +  1 

reduces  to  —^r— terms,  the  last  of  which  is 


But  (No.  12,  §  4) 


7ia 


na      =. 


wN='^sin-^XKM='^sin-^  .««, 

^rz'^sin-^  XKiP='^sin-^.  u  , 

Hence 

,   na     ^  ,  na     . , - 

Ca  **  A  ft 


'^sm- 


a 


sm- 


a 


na 


n(n— 1)  (n— 2)  . 


n-\'Z 


1.  2.  3 


n-1 
2 


-smo. 


25.  Suppose  the  arc  AN  divided  into 
n  equal  parts  AB,  BC, .  .  .  .  ,  EN  (Fig. 
19). 


Draw  AN  and  AB  and  throu^  their 
middle  points,  n  and  6,  the  radii  KM,EP. 
Then 

KB+KC  +  ra)+. .  .+KN= 

cos  a'^ sin  a + cos  2a'^ sin  2a + 
cos  3a'^sin  3a  + ...  +  cos  na^ 

sinna=C'^S, 
where 

C =cos  a + cos  2a + cos  3a + ... + cos  710, 
S=sina+sin2a+sin3a+...  +  sinna. 
_Let  KB  =  w,  KO=w',    .     .    .     .    , 
KN=w'*;  whence 
KB+KC+...  +  KN=w+M*  + 


kb-ka'^    Eb+ak'^ 

AB*  ^""^ 


.    a  \ 
sin^ 


n  +  1 


.   n+1 


cos — Q—  tt'^  sm — ^ 


Equating  the  terms  of  like  order,  we 
have 


C= 


.  na       n  +  1 
sm-^.cos— ^a 


sm- 


and    S= 


.  na    .  n+1 
sm-jz- .  sm — ^  a 


sm- 


a 


26.  A  similar  process  will  lead  to  the 
reduction  of 

K=cosa+cos(a+J)  +  cos(a+26) 

+  .  . .  +cos(a+nJ), 
2=sin  a  +  sin(a + 6)  +  sin(a + 2^) 

+  . .  .  +sin(a+nJ). 

To  this  end,  describe  the  arcs  AB=a, 

BC,  CD, .  . . ,  EN=6  (Fig.  20),  the  latter 


Fig,  20. 


t^ 


being  n  in  number.  Make,  moreover, 
AH=NI=Mnd  draw  BI  and  AH,  Then 
if  KH=w,  KB=i;,  we  have 

KC  =  vu,  KD=rw% ,    

KN=tn/«     KI=tm»+i. 
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Therefore 

w»+i_»     kT-kb     KT+BK 


M-1 

BI      JBI 

(^ft).    K.(AB+iBI) 


KH-KA    KH+AK 

=[No.  12,  §  6] 


'Sin 


~Bmi*.K.iAH 
~smJ6  ~~ 

rms  of  like  oi 


sin  ^5 
or,  equating  terms  of  like  order, 


and 


sin^^ 

-^ ; — r^T . 

sin^o 

27.  What  precedes  is  sufficient  to 
show  that  the  method  here  presented 
may  be  employed  in  trigonometrical  re- 
seiurches.  It  may  also  be  of  some  use  in 
elementary  geometry  and  algebra,  as  will 
now  be  briefly  indicated. 

28.  Let  Fig.  21  be  constructed;    its 


simphcity  and  analogy,  with  those  al- 
ready made  use  of,  renders  its  explana- 
tion unnecessary.  It  follows  from  the 
rules  of  multiplication  and  addition  that 
Ox^=^',  and  jeB=KN  4- NBT 
KG=KN+NG.  HenceKA'=(KN+NB) 
(KN+NG).  LetKA=^,  KN=a,NB= 
NG=ft.     Then 


29.  Any  directed  chord  PQ  (Fig.  22)  is 
of  the  same  order  and  sign  as  the  radius 
KRy   drawn    in    the    direction  of    this 


Fig.  22. 


chord.    Now  the  angle  AKB  is  equal  to 

-— ;  for,  drawing  KM  perpen- 

dicular  to  PQ,  we  have 
arcAR=AP-hPMH-MR=AP-hiPQ-f- 

2^=AP4-i(AQ— AF)-!- 2= g ' 

The  radius  KR  may  therefore  be  ex- 
pressed (No.  12,  §  6)  by  K./^^±^  "^  "" 

an  expression  indicating  the  direction  of 
the  chord  PQ.  On  this  expression  we 
also  remark  that  the  chord  PQ  being 
indeterminate,  the  letters  P  and  Q  may 
be  interchanged,  and  for  QP  we  should 


)■ 


have 


K.(^Q±|^), 


an  expression  identical  with  the  former; 
for  AP + AQ= AQ  -l-^AP.  We^sheuld  in- 
fer from  this  that  PQ  and  QP  have  the 
same  direction,  which  is,  however,  not  the 
case,  since  they  are  reciprocally  positive 
and  negative.  To  solve  this  difficulty 
we  observe  that  the  designation  of  an 
arc  by  its  two  terminal  points,  as  AP, 
applies  to  an  infinite  number  of  arcs,  as 
AiP  -h  2w7r,  n  being  any  integer.  In  such 
expressions,  then,  as  the  above,  of  all 
these  arcs  that  one  should  be  taken 
which  conforms  to  the  construction  fol- 
lowed in  the  establishment  of  the  gen- 
eral formula.  Suppose  the  point  Q  to 
move  in  the  direction  QRS  until  it 
reaches  P,  and  that,  at  the  same  time,  P 
moving  in  the  same  direction,  reaches  Q. 
The  chord  PQ  will  then  be  what  was 
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before^  the  chord  QP.     The  direction  of 
this  chord  PQwill  still  be 


K. 


/AP  +  AQ  +  ?r 


)' 


but,  in  this  last  expression,  the  arc  AP 
should  be  estimated  from  A,  round  the 
entire  circumference,  plus  the  arc  AP 
itself,  so  that  this  expression  really  dif- 
fers from  the  former  by  the  quantity 

-^  =  ;r,  as  it  should. 

To  avoid  all  ambiguity,  it  is  sufficient 
in  the  general  formula 

chord  PQ  hamng  the  direction 


to  consider  the  arc  AQ  greater  than  the 
arc  AP,  following  along  the  circumfer- 
ence in  either  direction  from  A  to  P  to 
determine  the  arc  AP,  and  then  con- 
tinuing in  the  same  direction  till  Q  is 

reached.    Thus  for  K  .  ^^+^Q  +  ^^ 


we  might  write  K 


/2AP  +  PQ  +  ?r 
V  2 


Vthe 


arcs  AP  and  PQ  being  estimated  in  the 
same  direction.  In  addition  to  the  fore- 
going it  may  be  remarked  that,  if  the 
chord  PQ  is  divided  at  N  into  any  two 
segments,  the  part  NQ  has  the  same 
AP+AQ+~;r\         . 

_  -2 }^^ 

the  part  NP,  which  relative  to  NQ  is 
negative,  has  the  direction 


direction  as  K 


■(- 


.)=^^±^) 


^/AP+AQ  +  ff 
K.( 2 

Hence,  remembering  that  in  general  the 
product  of  two  lines  having  the  direc- 
tions  K.FG,  K.HI  is  in  the  direction  of 
K.(FG  +  HI),  we  conclude  that  the  pro- 
duct   NP.NQ  will  have    the    direction 

k:(ap+aq). 

30.  Take  now  any  four  points  P,Q,K,S ; 
remembering  that  in  general  MN=-NM, 
we  may  write 

pa  QR+"ES^  =  PS^J-  (RQjf^) 
(PS+_SQ)=PS^  -fRQJ>S+RQ.SQ  + 
QS.PS  +  J^S^Q  ^RQ^Q  +  QS£S  + 
QS.SQ=:QS(QR  -H  PS  +  SQ) =QS.PR. 


Now,  if  the  points  P,  Q,  B,  S  are  so 
situated  that  the  three  products  of  the 
final  equation  PS.QR+RS.PQ=QS.PR 
have  the  same  direction,  this  equation 
will  be  true  of  absolute  lines.  This  con- 
dition will  be  satisfied  if  the  points  in 
question  are  taken  in  the  order  P,  Q,  B, 
S,  on  the  circumference,  in  which  case 
PQ,  QR,  RS,  PS  are  the  sides  of  a  quad- 
rilatend  whose  diagonals  are  PR,  QS. 
In  fact,  these  sides  and  diagonals  being 
so  many  chords  of  the  circle,  we  may, 
by  the  formula  of  the  preceding  article, 
form  the  following  table,  the  origin 
of  the  arcs  A  being  supposed  to  imme- 
diately precede  the  point  P : 


Chords. 


PS 


Directions. 

AP+AS  +  ;r^ 
2 


QR        K. 


AQh-AR  +  tt 


) 


K.(^^f+^) 


BS 
PQ 


K 


( 


AP+AQ  +  ;r 


) 


QS 


•( 


AQ+AS  +  ;r 


) 


and  these  expressions  will  be  free  from 
ambiguity,  because,  on  account  of  the 
supposed  order  in  which  A,P,Q,R  and  S 
are  taken,  these  six  chords  are  all  taken 
in  the  same  direction. 

Hence,  in  virtue  of  the  principle  cited 
above,  the  three  products  PS.QR,RS.PQ, 
QS.PR  have  the  same  direction,  namely, 
that  of 


/AP+AQ+AR+AS+2 


--)• 


Thus,  then,  for  absolute  lines,  we 
have  PS.QR=RS.PQ  +  QS.PR.  This 
demonstration,  far  more  simple  than  the 
ordinary  one  founded  only  on  the  com- 
parison of  similar  triangles,  is  here 
given  only  as  illustrative  of  the  use  of 
intermedials,  of  which  littie  has  been 
said. 
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31.  In  this  last  article  we  propose  to 
show  that  every  polynomial  or  the  form 
X-+aX*-i+^X*-«+.  .  .  +/X+^isde- 
composable  into  factors  X+o  of  the 
first  degree.  It  is  to  be  noticed  that 
Oy  by  .  .  ,  g  are  not  necessarily  reals,  as 
is  ordinarily  the  case. 

It  is  weU  known  that  the  problem 
consists  in  the  proof  that  a  quantity  can 
always  be  found  which,  substituted  for 
X9  will  render  the  polynomial  zero,  which 
latter  we  make=Y.  Denote  by  T(p), 
^(p+pO  *^®  values  of  Y  obtained  by 
makiiig  X=/>,  X=p+pi,  p  and  i  being 
arbitrary  numbers  and  p  a  directed  radius 
or  an  indeterminate  root  of  unity.  We 
then  have  Y(p)  =j»»  +  ap^-^  +  hp^-'' + .  .  . 

+/»  Y(p^/»)=(/>+pO'*+«  (/>  +  pO'^-^^ 

4(Jt>+p*)«-8+...+^=Y(p)  +  ^pQ^-^VR 
+  i*p'S4-. . .,  Q,  R,  S  being  known  quan- 
tities, dependent  on  />,  w,  a,  ^,  c,  . .  . , 
and  obtiuned  from  the  development  of 
the  powers  of  p  +  fn.  If  t  be  supposed 
infinitely  small,  the  terms  containing  t*, 
i*, . .  .  ,  disappear,  and  we  have  simply 

direcdon  oiY(^p).  Assume  p  so  that  ^pQ 
shall  have  the  direction  PK,  that  is  of 
the  same  order  as  Y(^),  but  opposite  in 
direction ;  it  follows  that  the  magnitude 
of  ^ip-i-fii)  will  be  less  than  that  of  Y(p) ; 
similarly  we  may  obtain  a  new  value 
of  Y  which  shall  be  less  than  that  of 
Y(p^pi)j  and  so  on,  and  finally  therefore 
a  vaJue  of  X  for  which  Y=o. 

To  render  the  demonstration  com- 
plete, it  must  be  remarked  that  the  term 
tpQ  may  become  zero.     In  this  case  we 


should  retain  the  succeeding  term  t*p'R, 
or,  should  this  disappear,  i*p*S,  and  so 
on^  The  reasoning  remains  the  same, 
because  the  powers  p',  p',  .  .  :  are  quan- 
tities of  the  same  nature  as  p. 

32.  The  method  above  explained  rests 
upon  two  principles  of  construction,  one 
for  the  multiplication,  the  other  for  the 
addition  of  directed  lines;  and  it  has 
been  already  observed  that  inasmuch  as 
these  principles  depend  upon  inductions 
which  are  not  securely  established,  they 
cannot,  as  yet,  be  considered  as  other 
than  hypotheses,  whose  acceptance  or 
rejection  should  depend  upon  either  the 
consequences  which  they  entail  or  a  more 
rigorous  logic. 

We  might  have  dwelt  more  fully  upon 
the  fimdamental  ideas  which  lead  to 
these  results.  We  might  have  indicated, 
by  some  comparisons,  how  certain  points, 
in  the  theories  of  Algebra  and  Geometry, 
bear  upon  these  principles  admitted  by 
induction,  whose  truth  is  established 
rather  by  the  exactness  of  their  conse- 
quences than  by  the  logic  on  which  they 
are  founded ;  but  this  discussion  would 
have  contributed  nothing  essential  to 
the  foregoing,  and  we  confine  ourselves 
to  proposing  the  method  of  directed 
lines  as  an  instrument  of  research,  whose 
use  is  advantageous  in  certain  cases,  be- 
cause geometric  constructions  offer,  as 
it  were,  a  picture  to  the  eye  which  facili- 
tates purely  intellectual  operations. 
Moreover,  it  is  always  possible  to  trans- 
late the  demonstrations  founded  on  this 
method  into  ordinary  language. 


THE  ANNUAL  RAINFALL  IN  ITS  RELATION  TO  THE 
WATER  SUPPLY  OF  A  CITY. 

By  P.  H.  BABRMANN,  C.  E. 
Abstract  of  a  Paper  read  before  the  PI  Bta  Society,  Troy,  N.  Y. 


Ip  a  vessel  is  filled  with  water  and  ex- 
posed to  the  air,  the  quantity  becomes 
diminished  and  after  a  time  entirely 
disappears.  Non-absorbent  objects,  wet 
by  showers,  become  dry  soon  after  the 
flan  be^ns  to  shine  upon  them,  the 
water  m  both  cases  being  evaporated, 
converted  by  heat  into  vapor  and  dif- 
used  through  the  air. 


So  evaporation  goes  on  from  the  entire 
land  and  water  surface  of  the  earth. 

The  air  is  only  capable  of  receiving  a 
certain  amount  of  vapor;  this  capacity 
depends  principally  upon  the  tempera* 
ture,  increasing  with  heat  and  deoreas- 
ingwith  cold. 

When  the  limit  of  absorption  is  reach- 
ed the  air  is  said  to  be  at  its  point  of 
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saturation,  and  any  further  supply  floats 
in  the  form  of  clouds  or  mist,  or  is  re- 
turned to  its  liquid  condition  and  falls  to 
the  earth.  ' 

As  the  quantity  of  vapor  in  the  atmos- 
phere increases,  or  a  fall  in  the  tempera- 
ture causes  its  more  rapid  condensation, 
the  clouds  receiving  this  condensation 
become  heavier  and  sink  to  a  lower  level, 
the  small  globules  of  water  of  which 
they  are  composed  become  larger,  form 
drops  of  rain  which,  increasing  in  size, 
fall  to  the  earth.  Thus,  the  supply  of 
all  fresh  water  sources,  be  it  wells, 
springs,  brooks,  rivers  or  lakes,  is  fur- 
nished by  the  condensation  of  the  vapor 
in  the  air,  precipitated  in  the  form  of 
rain,  dew  or  snow.  As  the  fresh  water 
upon  the  earth  is  so  small  in  area  com- 
pared with  the  ocean,  we  regard  the  sea 
as  the  source  of  all  water  supplies. 

It  will  be  interesting  to  consider  briefly 
the  causes  producing  the  annual  precipi- 
tation, the  distribution  of  which  varies 
so  greatly  in  different  places  and  at 
different  seasons,  yet  locally  so  regular 
in  its  coming  and  amount  that  it  must  be 
the  result  of  laws  as  sure  in  their  opera- 
tion as  the  seasons  in  their  rounds. 

"The sea  supplies  the  winds  with  food 
for  the  rain  which  these  busy  messengers 
convey  from  the  ocean  to  '  the  springs  in 
the  valleys  which  run  among  the  hills.' 
To  the  philosopher,  the  places  which 
supply  the  vapors  are  as  suggestive  and 
as  interesting  for  the  instruction  they 
afford,  as  the  places  are  upon  which  the 
vapors  are  showered  down.  Therefore, 
as  he  who  studies  the  physical  geography 
of  the  land  is  expected  to  make  himself 
acquainted  with  the  regions  of  precipi- 
tation, so  he  *  *  *  should  search 
for  the  regions  of  evaporation,  and  for 
the  springs  in  the  ocean  which  supplv 
the  reservoirs  among  the  mountains  with 
water  to  feed  the  rivers;  and  in  order  to 
conduct  this  search  properly,  he  must 
consult  the  winds  and  make  himself  ac- 
quainted with  their  circuits.'* 

For  about  thirty  degrees  upon  each 
side  of  the  equator,  and  separated  by  a 
region  of  equatorial  calms,  we  have  two 
zones  of  constant  winds  extending  en- 
tirely around  the  earth;  those  upon  the 
north  called  the  N.  E.  trade  winds,  those 
upon  the  south  S.  E.  trade  winds,  blow- 
ing continually  and  almost  invariably  in 
the  same  direction. 


The  belt  of  calms,  having  a  width  of 
about  6  degrees,  travels  during  the  year 
with  the  sun,  back  and  forth  over  about 
1 7  degrees  of  latitude,  coming  north  in 
the  summer  and  returning,  reaches  its 
extreme  southern  latitude  in  March  or 
April,  thus  having  a  width  of  from  5  to 
7  degrees  and  a  motion  north  and  south 
of  17  degrees.  It  is  evident  that  some 
localities  are  covered  twice  annually  by 
this  zone,  and  as  within  this  zone  it  rains 
almost  constantly  there  are  places  which 
have  two  rainy  seasons. 

This  zone  of  calms  is  formed  by  the 
meeting  of  the  two  trade  winds. 
•  **  *  Warmed  by  the  heat  of  the  sun, 
and  pressed  on  each  side  by  the  whole 
force  of  the  N.  E.  and  S.  E.  trades,  these 
two  winds  cease  to  move  onward,  and 
ascend. 

"  This  operation  is  the  reverse  of  what 
takes  place  near  the  30th  paralleL  Hav- 
ing ascended  to  the  upper  regions  of  the 
atmosphere  again,  the  wind  travels  coun- 
ter to  the  N.  E.  and  S.  E.  trades  until  it 
meets,  near  the  dOth  decree,  the  winds 
from  the  north  and  south  poles  coming 
to  take  its  place."  Another  belt  of 
calms  occurs  here  "from  under  which 
two. surface  currents  of  wind  are  eject- 
ed, those  towards  the  equator  being  the 
trades,  and  those  towards  the  poles  the 
N.  and  S.  W.  passage  winds."     *     * 

'*  Hence,  we  say,  that  the  primum 
mobile  of  the  air  is  derived  from  change 
of  specific  gravity  induced  by  the  freez- 
ing temperature  of  the  Polar  regions,  as 
well  as  from  change  of  specific  gravity 
due  to  the  expanding  force  of  the  sun's 
rays  within  the  tropics." 

When  the  trade  winds  meet  and  pro- 
duce the  Equatorial  calm,  the  air  is 
heavily  charged  with  moisture  absorbed 
in  its  passage  over  large  areas  of  the  ocean, 
and  as  it  cannot  escape,  except  upward^ 
a  portion  of  the  vapor  is  condensed  and 
in  this  region  of  calms  we  have  almost 
constant  precipitation. 

The  balance  of  the  vapor  is  carried  in 
the  upper  current  until  it  reaches  the 
30th  parallel,  where  it  becomes  a  surface 
wind  towards  the  poles.  The  decrease 
in  temperature  causes  condensation,  pre- 
cipitation commences,  and,  at  last  reach- 
ing the  extreme  north  and  south,  the 
whole  of  the  moisture  has  been  extract- 


*  Maury,  "Physical  Geography  of  the  Sea.** 
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ed  by  the  low  temperature,  and  as  dry 
air  it  oommenoes  its  return  to  the  equa- 
tor. 

In  the  passage  of  these  winds  towards 
the  tropics,  they  absorb  this  water  after 
passing  the  30th  parallel,  being  until  that 
time  upper  currents.  Those  coming 
from  below  the  equator  pass  over  an 
evaporating  surface  of  76,000,000  square 
miles,  while  those  from  above  the  equa- 
tor over  only  25,000,000.*  We  should 
ezpeot,  therefore,  that  the  amount  of 
water  carried  to  the  northern  hemisphere 
would  be  one-third  greater  than  that 
carried  to  the  southern.  The  deductions 
from  these  physical  laws  are: 

1.  That  the  rainfall  decreases  from  the 
equator  towards  the  poles. 

2.  That  the  rainfall  is  greater  in  the 
northern  than  in  the  southern  hemi- 
sphere. 

3.  That  in  the  temperate  zone  more 
rain  falls  upon  the  western  coast  than 
upon  the  eastern,  while  in  the  tropics 
the  reverse  obtains. 

4.  That  the  sides  of  mountains  ex- 
posed to  the  prevailing  winds  are  the  wet 
sides. 

6.  That  the  regions  of  greatest  pre- 
cipitation will  be  on  the  slopes  of  mount- 
ains first  receiving  the  trade  winds,  after 
having  crossed  the  largest  water  area. 

Let  us  now  compare  the  above  deduc- 
tions with  facts  and  thereby  prove  or 
disprove  these  laws. 

TABLE   OF  MEAN  AND   MAXIMUM  BAINFALL. 


Lat.  and  Long. 


Location. 


Cayenne.. 


N.&S.  E.&W. 

I 


4»68'N.  62n2^ 


Sierra  Leone. 


Xaranham. 


»«±N.;  8»±  W 


8*»±N.  44«±  W 


Mahabalesh^n 
laOMUes  in- 
land    from,  ' 
Bombay. . . .  18°58'N  72<»81'W 


14 


188 


254 


Authority. 


Be'rdmore 


818 1  Pet'rmann 


280  Johnston 


804 


Be*rdmore 


The  quantity  of  rain  falling  in  a  single  { 
day  in  tropical  regions  is  often  immense 
— thus  in  Sierra  Leone,  26  inches  fell  in 
two    days — and    at    Cayenne,   Admiral 
Roussin  collected  10  inches  in  ten  hours, 

♦Manry. 


while  the  average  annual  rainfall  of  the 
tropics  is  placed  by  Johnston,  at  11^ 
inches  in  the  western,  and  80  inches  in 
the  eastern  hemispheres. 

The  precipitation  in  the  temperate 
zone  is  given  at  40  inches  in  the  western^ 
and  34  in  the  eastern  hemispheres.  The 
first  deduction  is  therefor^  proven. 

The  rainfall  is  greater  in  the  northern 
than  in  the  southern  hemisphere,  the 
rain  gauge  showing  a  difference  of  4 
inches.  While  the  greater  number  and 
size  of  the  rivers^  in  the  former  than  in 
the  latter  discharge  the  increased  quan* 
tity.  Above  the  31st  degree  of  latitude 
we  find  the  N.  W.  and  S.  W.  winds  pre- 
vailing, hence  the  west  coasts  of  the 
temperate  zone  first  receive  and  condense 
the  moisture,  while  from  the  29th  degree 
towards  the  equator  we  have  the  trade 
winds  blowing  K.  E.  and  S.  E.,  which 
give  to  the  eastern  shores  of  the  torrid 
zone  the  greater  rainfall. 

Thus — the  rainfall  on  the  west  coast 
of  England  is  45  inches;  on  the  east 
27.4. 

The  eastern  sides  of  the  Andes  receive 
the  trade  winds,  and  in  their  passage 
over  them  the  entire  moisture  is  ex- 
tracted, owing  to  the  low  temperature^ 
then  these  winds  pass  over  the  western 
slope  to  the  Pacific,  incapable  of  fur- 
nishing rain.  Thus  the  coast  of  Peru  is 
rainless. 

♦From  the  30th  degree  north  in  the 
Pacific,  where  the  N.  E.  trades  first 
strike  the  ocean,  to  the  region  of  equa- 
torial calms,  they  travel  over  the  sea  ab- 
sorbing the  vapors  due  to  a  tropical  sun. 
Here,  laden  as  they  are,  they  rise  and 
taking  a  southeast  course,  pass  as  upper 
current  until  between  the  dOth  and  40th 
degree,  when  they  become  the  prevailing 
winds  of  the  southern  hemisphere,  and 
are  first  intercepted  by  the  Andes  of 
Patagonia,  whose  temperature  of  below  32 
degrees  deprives  them  of  their  moisture. 
161  inches  of  rain  in  41  days  have  been  re- 
corded, and  Mr.  Darwin  reports  that  the 
sea  water  along  this  part  of  the  coast  i& 
sometimes  quite  fresh  from  the  vast 
quantity  of  rain  that  falls. 

Thus  the  great  truths  of  Nature  be- 
come manifest,  and  by  their  study  and 
the  arrangement  of  facts  do  we  deduce 
the   laws   which .  control    their   actions. 


•Maury. 
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Thus  we  learn  "that  the  rain  we  see 
descending,  was  thawed  for  as  out  of  the 
icebergs  which  have  watched  the  polar 
star  for  ages,  and  the  lotus  lilies  have 
soaked  up  from  the  hill,  and  exhaled  as 
vapor,  snows  that  rested  on  the  summits 
of  the  Alps." 

Since  "  the  waters  under  the  Heavens 
were  gathered  together  and  the  dry  land 
appeared,"  the  annual  round  of  winter 
and  summer,  of  rain  and  sunshine,  of 
seed  time  and  harvest  have  been  con- 
stant, owing  to  the  laws  which  govern 
the  atmosphere  and  the  laws  which  gov- 
em  the  oceao.  In  what  follows,  only  the 
United  States,  occupying  the  central 
portion  of  the  northern  division  of  the 
American  Continent,  whose  shores  wash- 
ed by  the  Atlantic  ocean  on  the  east,  the 
Pacific  on  the  west,  the  Gulf  of  Mexico 
an  the  south,  and  the  chain  of  lakes  in 
the  north,  its  breadth  from  east  to  west 
opproximately  2700  miles,  and  its  length 
from  north  to  south  1000  miles,  with  an 


approximate  area  of  3,000,000  square 
miles,  will  be  regarded. 

This  area  majr  be  divided,  with  refer- 
ence to  the  precipitation,  into  three  great 
regions,  namely:  That  of  periodical,  fre- 
quent and  of  scanty  rainfall. 

The  first  comprises  the  western  por- 
tion of  the  Pacific  slope;  and  here  we 
find  a  marked  example  of  the  effect  of 
the  winds.  As  before  stated,  the  belt  of 
equatorial  calms  has  a  motion  north  and 
south  during  the  year,  of  about  17  de- 
grees of  latitude,  and  consequently  the 
trade  and  passage  winds  which  blow  in 
opposite  directions  cover  alternately  the 
same  locality,  as  they  are  crowded  out 
of  their  normal  positions.  This  change 
of  wind  does  not  take  place  above  the 
40th  parallel,  and  consequently  that  por- 
tion of  the  Pacific  slope  above,  receives 
constantly  the  rain  winds;  while  below 
the  same  parallel  the  coast  receives  them 
in  spring  and  winter,  and  in  summer  and 
fall  the  trade  winds. 


Place. 


San  Diego 

San  Francisco. . . 

Sacramento 

Port  Oxford  . . . . 
Fort  Vancouver. 
Fort  Steilacoom. 


Lat. 

Amount  of  Rain. 

8prin|. 

Sum'er. 

Autumn. 

Winter. 

Year. 

32^42' 

0.75 

1.24 

5.90 

10.63 

) 

37*'48' 

8.81 

0.03 

3.37 

11.38 

23.59      {. 

88**33' 

9.02 

0.00 

3.74 

8.56 

21.32 

42°44' 

19.12 

3.00 

19.60 

26.80 

68.62 

45''40" 

9.28 

6.23 

10.30 

19.69 

45.50    ' 

47n0' 

11.19 

3.85 

15.20 

21.61 

61.75    1 

(.48  Mean 


55.29  Mean 


The  region  of  frequent  rains  extends 
from  the  Atlantic  westward  to  the  100th 
meridian.  On  that  portion — along  the 
Atlantic  slope  as  far  as  Washington, 
nearly  the  same  annual  quantity  falls, 
and  is  distributed  with  remarkable  uni- 
formity during  the  year.  South  ofi 
Washington  and  in  the  Gulf  States,  the  j 
greater  portion  of  the  rainfall  occurs  in 
summer. 


Place. 


Eastport,  Me.  . . 
Charleston,  8.  C. 
Baton  Rouge... . 


Rain  in  inches. 


a 

■| 

QQ 


8.88 

9.89 

15.08 


3i 


10.05   9.8510.61 
17.4510.06   7. 
19.1412.4815.40 


08 

39.39 
44.92 
62.10 


The  region  of  scanty  rains,  from  what 
precedes,  would  naturally  be  sought  west 


of  the  100th  meridian  and  east  of  the 
Cascade  and  Sierra  Nevada  Mountains, 
including  the  inland  basin  of  Utah,  the 
eastern  slopes  of  the  Rockv  Mountains, 
and  the  lower  portions  of  the  Pacific 
slope. 

Among  the  mountains  frequent  show- 
ers occur,  and  in  exceptional  cases  the 
valleys  between  are  well  watered;  Santa 
Fe,  with  an  elevation  of  6800  feet,  and 
Fort  Massachusetts  with  an  elevation  of 
8300  feet  above  tide,  both  situated  in  the 
valley  of  the  Rio  Grande,  have  a  mean 
annual  rainfall  of  between  19  and  30 
inches. 

The  annual  rainfall  of  the  desert  re- 

fion  through  which  the  great  Colorado 
ows,  is  estimated  at  3  inches;  that  of 
the  Nilan  basin  of  Utah  at  5  inches,  the 
larger  portion   of  which  is  received  in 
winter. 
The  greatest  amount  of  rain  reported* 


*  Army  Meteorological  Register. 
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for  any  given  year,  was  in  1846,  at  Ba- 
ton Rouge,  116.6  inches,  and  the  least  in 
1863,  at  Fort  Yuma  in  lower  California, 
1.78  inches. 

By  analyzing  the  rainfall  statistics  of 
the  United  States,  extending  over  a  series 
of  years,*  we  ascertain  that  territorial  di- 
visions having  the  same  meteorological 
characteristics  yield  similar  results,  both 
as  to  the  order  of  the  monthly  precipita- 
tion, and  as  to  the  total  annual  amount. 

Fanning,  in  his  able  work  on  water 
supply,  groups  the  statistics  in  the  fol- 
lowing order  : 

Mean  Annual 
Rainfall. 
Group  1.  Atlantic  sea  coast  from  Port- 
land to  Washington 43.44 

2.  Atlantic  sea  coast,  Virginia  to 
Florida 47.63 

3.  Hudson  River  Valley,  North- 
ern and  Western  New  York, 
Vermont 34.99 

4.  Upper  Mississippi,  part  of 
Iowa,  Minnesota  and  Wis- 
consin   83.27 

5.  Ohio  River  Valley,  western 
Pennsylvania  to  eastern  Mis- 
souri  40.88 

6.  Indian  Territory  and  western 
Arkansas 38.26 

7.  Lower  Mississippi  and  Red 
Rivers 51.48 

8.  Mississippi  Delta,  Coast  of 
Mississippi  and  Alabama. . .  59.12 

9.  Pacific  Coast,  San  Francisco 

to  Alaska 41.49 

Taking  the  mean  fall  for  each  month 
in  the  year,  and  plotting  it  with  reference 
to  a  horizontal  line  sis  unity,  representing 
the  mean  monthly  fall  at  one-tewlfth  of 
the  mean  annual,  we  obtain  a  type  curve 
for  each  group  representing  the  fluctua- 
tions of  the  rainfall  for  each  month  : 


erage 
nation 
eyear. 

1 

1 

5«5 

o 

O 

«§  O 

Pr.cent. 

1 

1 

40 

2 

2 

128 

3 

8 

66 

4 

4 

109 

5 

5        78 

6 

6 

91 

8 

8 

75 

9 

232 

Maximum 
rainfall. 


Minimum  rainfall. 


Month  of 


August 
Ist  August. 

1st  July. 
30th  June. 

1st  June. 
May. 

August. 
December. 


January  or  February 

April  and  October. 

Ist  February. 

Ist  February. 

January. 

January. 

October. 

July. 


Making  application    now    to  the    3d 
group,  representing  the  Hudson  Valley, 

•Smtthflonian  ContribntioiiB  to  SdeDce,  Vol.  XVin. 


Vermont,  Northern  and  Western  New 
York,  we  can  test  the  type  curve  with 
reference  to  this  particular  locality  where 
the  record  of  the  rainfall  has  been  kept 
since  1826. 

We  find  the  fluctuation  of  the  monthly 
fall  during  the  last  fifty  years  to.  be  66 
per  cent,  that  the  rainfall  is  a  maximum 
in  the  month  of  July,  and  a  minimum  in 
February. 

If  we  take  the  rainfall  for  each  year 
since  1826,  and  construct  a  curve,  we 
represent  the  wet  and  dry  periods  as 
they  vibrate  back  and  forui  about  the 
mean  of  the  whole.  From  such  a  figure 
the  following  facts  are  noticeable  :  The 
years  of  low  rainfall  occur  more  fre- 
quently in  twos  or  threes,  1834-5,  1861- 
2,  1858-59-60,  1864-65-66.  These  series 
of  low  years  appear  to  succeed  each 
other  at  regular  intervals  of  from  ten  to 
eleven  years,  thus  :  1834-6,  1844,  1864, 
1864  and  1875  ;  that  several  years 
of  more  than  mean  rainfall  are  followed 
by  several  of  less  than  the  average, 
thus :  1861-62-63  are  followed  by  1864- 
66-66 ;  that  the  average  rainfall  of  a 
series  of  low  years  is  about  eight- tenths 
of  the  mean. 

Great  storms  or  unusual  draughts  affect 
temporarily  the  annual  results,  while  a 
series  of  years  will  approach  closely  to 
the  mean. 

In  the  great  storm  of  October,  1869, 
there  fell  during  forty  hours,  between  8 
and  9  inches,  which  caused  an  average 
annual  rainfall  to  become  a  maximum. 
The  record  at  Troy  shows  in  that  month 
a  fall  of  13.80  inches,  as  compared  with 
a  mean  precipitation  for  that  month  of 
3.57  inches,  so  at  the  present  writing,  the 
rainfall  during  the  last  60  days  has  been 
very  slight,  and  probably  this  year  will 
be  an  unusual  minimum.  As  the  drain- 
age area  with  which  the  engineer  has  to 
deal  is  comparatively  limited,  the  ques- 
tion of  storage  becomes  of  great  import- 
ance. 

When  we  consider,  as  deduced  above, 
that  the  period  of  low  rainfall  may  ex- 
tend through  a  term  of  three  or  four 
years,  during  which  time  the  annual  fall 
will  only  equal  eight-tenths  of  the  mean, 
it  becomes  necessary  to  determine  not 
only  the  proportion  per  annum,  but  the 
proportion  per  month  which  may  be 
made  available.  The  surface  and  degree 
of  cultivation  affect  largely  the  propor- 
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tion  of  water  flowing  from  any  drainage 
arae,  and  when  possible  this  should  be 
determined  by  measuring  the  amount 
flowing  off  and  comparing  it  with  the 
recorded  rainfall  on  the  known  area. 
Experiments  of  this  kind  are  not  numer- 
ous, but  from  the  record  of  the  drainage 
of  large  river  and  small  hill  districts  m 
England,*  the  flow  from  the  Groton  and 
Cochituate  basins,!  the  measurements  of 
the  Madison  and  Eaton  6rooks,|  the  fol- 
lowing percentages  of  drainage  may  be 
taken  as  approximately  correct: 

From  mountain  slopes  or  improyed 

rockhills 80  to  90 

"     woody  swampy  lands 60  **  80 

''     undulating  pasture  and  wood- 
land   50  *'  70 

**     flat  cultivated  land  and  prairie  45  *'  60 

When  the  area  is  ample  it  will  be  safe 
in  the  calculations  to  take  50  per  cent, 
of  the  mean  annual  rainfall  as  collecta- 
ble. 

Having  decided  upon  the  percentage 
of  the  annual  rainfall  which  can  be  col- 
lected from  the  different  surfaces,  our 
next  step  is  to  ascertain  its  distribution 
throughout  the  year.  The  average 
monthly  rainfall  at  Troy,  for  the  last 
fifty  years,  divided  by  one-twelfth  of  the 
mean  annual  fall,  will  give  the  ratio  of 
each  month,  as  follows: 


Jan. 

Feb. 

March. 

.79 

.69 

.80 

July. 

Aug. 

Sept. 

1.85 

1.18 

1.02 

Ipril. 

May. 

June. 

.93 

1.06 

1.29 

Oct. 

Nov. 

Dec. 

1.19 

.96 

.82 

These  ratios  may  be  used  in  determin- 
ing approximately  the  rainfall  in  any 
month  where  the  mean  annual  is  known, 
but  they  do  not  represent  the  amount 
flowing  from  a  given  area.  It  will  be 
found  that  when  these  ratios  are  the 
greatest  the  least  amount  is  collectable, 
which  becomes  evident  upon  considera- 
tion, that  in  July  and  August  the  tem- 
perature is  high,  the  evaporation  great- 
est, and  the  percolation  into  the  ground, 
and  the  absorption  of  vegetable  life  the 
greatest. 

"The  analysis  of  the  records  of  the 
flow  of  the  average  Atlantic  coast  streams 
leads  to  the  following  approximate  esti- 
mate of  the  ratio  of  the  monthly  mean 
rainfall  that  flows  down  the  streams  in 
each  month  of  the  year,  in  which  due 
consideration  of  the   evaporation   from 

*  Beardmore.      t  FaoDing.      t  Canal  Rep.,  18<^,  1875. 


soils  and  foliage  in  very  dry  seasons  has 
not  been  neglected."* 

MONTHLY    RATIOS   OP   FLOW    OP   STREAMS. 

Ratio  of 
flow. 

January 1 .65 

February 1 .50 

March 1.65 

April 1.45 

May 85 

June 75 

July 85 

August 25 

September 80 

October 45 

November. 1 .20 

December 1.60 

Here  unity  equals  the  mean  monthly 
flow,  or  one- twelfth  the  mean  annual 
flow. 

We  are  now  able  to  estimatelthe  quan- 
tity which  can  be  collected  from  a  given 
area  not  exceeding  100  square  miles  in 
extent.  Having  used  as  an  illustration 
thus  far  this  city,  we  will  apply  the  com- 
putation to  the  same  locality. 

The  mean  annual  rainfall  here  is  36.15 
inches,  while  as  shown  in  Fig.  6,  the 
series  of  low  year  precipitation  amounts 
to  about  .8  of  the  mean. 

The  mean  annual  flow  of  the  streams 
from  the  drainage  area,  is  assumed  to  be 
50  per  cent,  of  the  annual  rainfall 

36.15X0.5+0.8     ,  ^^_     , 
=1.205  mches. 

average  available  rain  monthly. 

This  average,  multiplied  by  the  ratios 
above,  gives  the  depth  in  inches  of  avail- 
able rain  flowing  in  each  month,  thus: 

Depth  in  inches 
of  avatlabie 
Rain  flowing 
Ratios.     Per  month. 

Januarj...  1.205...  x  ...  1.65..  =  ...  1.98 

February..  •'    ...x  ...  1.50..  =  ...  1.80 

March.....  '*    ...  x  ...  1.65.  .  =  ...  1.98 

April.....  -    ...  X  ...  1.45..  =  ...  1.74 

May ''    ...  X  ...     .85..  =  ...  1.02 

June *'    ...  X  ...     .75..  =  ...     .90 

July *'    ...  X  ...     .35..  =  ...     .42 

August....  **    ...  X  ...     .25..  =  ...     .30 

September  "...  x  ...    .30. .  =  ...     .86 

October...  "    ...x  ...     .45..  =  ...     .54 

November  *'    ...  x  ...  1.20.  .  =  ...  1.44 

December.  "    ...  x  ...  1.60..  =  ...  1.92 

which  quantities  have  only  to  be  multi- 
plied by  the  number  of  acres  or  square 
miles  in  the  water  shed  to  determine  the 
amount  obtainable. 

The  fluctuations  in  the  rainfall  and  in 


Mean  monthly 
KaiDfall. 


♦Fanning  Water  Supply, 
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the  flow  of  streams  as  above  shown, 
together  with  the  great  variation  in  the 
consomption,  necessitates,  in  almost 
every  case,  large  artificial  storage.    The 

f^resent  article  has  exceeded  greatly  the 
imits  originally  intended,  and  therefore, 
the  question  of  consumption  will  not  be 
investigated  at  this  time,  but  before  con- 
clading  it  will  be  necessary  to  consider 
briefly  the  question  of  evaporation  and 
percolation,  losses  which  affect  largely 
the  available  supply.* 

Experiments  in  this  country  on  the 
annual  evaporation  from  water  surfaces 
are  very  limited,  but  where  the  depth  of 
water  is  ten  feet  and  over,  a  safe  esti- 
mate of  the  evaporation  will  be  about  60 
per  cent,  of  the  annual  rainfall  in  the 
Eastern  and  Middle  States.  In  the  case 
of  Troy,  we  should  have  36.15  +  60  per 
cent.  =  21.6  inches.  21.6  inches  divided 
by  12  gives  1.8  inches  as  the  mean  month- 
ly evaporation. 

This  mean  must  be  multiplied  by  the 
monthly  ratios,  as  in  the  rainfall  and 
drainage,  to  obtain  the  average  monthly 
evaporation. 

These  ratios  are  approximately: 

Mean  ratio. 

January 80 

February 36 

March 60 

April 80 

May 1.46 

June 1 .  70 

July 1.86 

August 3.00 

September 1 .46 

October 76 

November 60 

December 86 

The  monthly  evaporation  for  this 
Ipcality  would  then  be  closely: 

Inches  evap. 

January 64 

Pebniary 63 

March 90 

April 1.44 

May 2.61 

June 8.06 

July 8.38 

August 8.60 

September 2.61 

October 1 .  86 

November 90 

December 68 

Year 21.6 

*  EyapontioD  measared  on  the  west  branch  of  the  Cro- 
ton  River  gave  84.16  mean  annual,  or  abont  60  per  cent, 
of  the  rainfall.  J.  Jas.  R.  Creep,  Am.  Soc.  Civ.  Bng'rs, 
V,  Y.,  July,  1874.  Also,  at  Ogdensbargh  and  Syracase, 
N.  Y.,  Salem  and  Cambridge,  Mass.,  ranging  from  49.87 
to  6«  in.  per  aanam. 


From  what  has  been  stated  it  is  evi- 
dent that  the  evaporation  from  the  land 
and  water  surface  of  the  drainage  area 
has  already  been  taken  into  account  in 
the  assumption  of  only  60  per  cent,  of 
the  rainfall  as  flowing  in  the  streams,  and 
this  additional  loss  refers  to  the  reservoir 
surfaces  only. 

Collecting  the  results,  we  find;  the  mean 

annual  rainfall  being 1 .00 

The  mean  annual  of  low  year  series 80 

Annual  available  flow  of  stream 60 

Annual  evaporation  from  land  and  con- 
sumption by  vegetation 40 

Annual  evaporation  from  water  surfaces.     .60 « 

In  the  calculation  upon  water  works, 
we  deal  with  the  monthly  ratios  as 
deduced  from  the  above  annual,  thus  : 
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VAN  K08TBAin>'8  BNOINSEBIKa  MAOAZHTE. 


AMBER. 

Translated  from  **La  Nature.** 


Thb  ancients  regarded  amber  as  a  pre- 
cious substance.  They  made  ornaments 
of  it,  and  engraved  upon  it  the  images 
of  their  deities.  The  Egyptians  called 
it  aacal  or  checheleth.  It  was  one  of  the 
three  aromas  which  formed  the  incense 
of  the  Tabernacle.  The  Philistines 
called  it  sachcUeth^  and  the  Phenicians 
secheleth.  The  Scythians  called  it  saoi- 
umy  the  Greeks  electrum.  Chachal  sig- 
nifies weeper.  Amber,  they  said,  origi- 
nated in  the  tears  of  the  sisters  of  Phae- 
ton, who  were  transformed  into  poplars. 
Homer. in  the  Odyssey  calls  both  amber 
and  an  alloy  of  gold  and  silver,  electrum. 
The  palace  of  Menelaus  was  ornamented 
with  amber. 

The  trade  of  the  Phenicians  in  amber 
of  the  north  is  yet  a  subject  of  contro- 
versy. Herodotus,  in  his  description  of 
Europe,  makes  no  mention  of  amber  in 
the  northern  part. 

Tacitus  was  the  first  to  make  mention 
of  the  amber  of  Prussia.  It  was  not 
obtained  from  Prussia  before  the  year 
600,  but  from  the  peninsula  of  Cimbria, 
Jutland  or  the  lower  Elbe.  The  amber 
was  carried  across  the  continent  to  the 
shores  of  the  Mediterranean.  Hatria  or 
Atria,  founded  by  the  Pelagians  upon 
the  shore  of  the  Adriatic,  was  the  cen- 
ter ef  commerce  of  bronze  and  amber, 
and  was  on  the  highway  between  Occi- 
dent and  orient. 

The  Assyrians  engraved  ornamental 
designs  upon  amber  which  they  called 
electra  or  stone  of  the  sun.  The  Greeks 
changed  this  word  to  electron,  Thales 
was  the  first  to  discover  that  amber, 
when  rubbed,  attracted  light  bodies; 
from  this  fact,  as  is  well  known,  we  get 
the  word  electricity.  The  Roman  gladi- 
ators often  carried  amulets  of  amber, 
bearing  the  inscription  "I  shall  conquer." 

According  to  the  ancients,  amber  came 
from  Lydia,  where  it  was  formed  out  of 
the  urine  of  the  Lynx,  and  it  was  hence 
called  Lyncurium,  They  knew  nothing 
of  its  nature  nor  of  its  vegetable  origin. 
In  Byzantine  art  we  find  but  few  objects 
made  in  amber;  but  during  the  Middle 
Ages  and  throughout  the  Kenaissatice  it 


was  much  wrought;  medallions,  cruci- 
fixes, reliquaries  and  images  of  the  Vir- 
gin being  carved  in  it. 

The  name  amber  was  brought  from  the 
East  by  the  crusaders,  who  got  it  from 
the  Arabic  wood  ambar.  The  Spanish 
called  it  ambrara  and  the  Italians  ambra. 
But  these  names  are  less  significant  than 
those  given  by  the  Romans  and  the  Ger- 
mans; the  former  calling  it  lapis  ardens 
and  the  latter  bemstein^  both  names  sig- 
nifying a  stone  which  bums.  Modem 
Greeks  call  it  bereniketistan. 

After  the  treaty  of  Tilsit,  there  was 
accumulated  at  the  Louvre  a  large  col- 
lection of  objects  in  amber  of  all  shades, 
and  wrought  in  a  great  variety  of  forms* 
Sicily  probably  furnished  most  of  the 
amber  to  the  ancients,  just  as  at  present 
the  shore  of  the  Baltic  supplies  the  en* 
tire  world.  Although  amber  has  been 
found  in  small  quantities  elsewhere,  it 
has  up  to  the  present  time  been  chiefly 
furnished  from  these  two  centers. 

The  theory  of  the  origin  of  amber  is 
the  following:  During  the  eocene  epoch 
the  present  bed  of  the  Baltic  was  occu- 
pied by  an  immense  forest,  which  ex- 
tended over  most  of  the  northem  part  of 
the  continent. 

In  dredging  at  the  bottom  of  the  sea, 
there  is  found,  at  two  meters'  depth, 
thirty- two  species  of  cone-bearing  trees. 
These  trees  exuded  a  gum,  which  having 
been  subjected  to  long  continued  press- 
ure in  the  earth  has  become  amber.  The 
Pinua  succinus  has  produced  the  larger 
proportion  of  it.  More  than  twelve 
hundred  species  of  fossils  have  been 
found  enclosed  in  it.  When  the  resin 
flowed  from  the  tree  it  exhaled  an  odor 
which  attracted  flies,  and  these  in  turn 
drew  the  spiders,  who,  spun  webs  to  catch 
them.  Reptiles,  pursuing  their  prey, 
were  entrapped  by  it,  and  a  fresh  layer 
of  resin  flowing  over  thern^  they  were 
preserved  for  all  time.  The  gum  re- 
mained sometines  fast  to  the  tree,  but  it 
frequently  dropped  upon  the  ^ound  and 
enveloped  shells,  minerals,  twigs,  mostea 
and  drops  of  salt  water. 

Amber  is  mined  from  slight  depths  in 
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the  earth,*  and  is  &;athered  by  divers 
from  the  bottom  of  the  sea.  It  is  at 
times  worked  up  on  the  shores  of  the 
Baltic  daring  storms.  Amber  is  the 
property  of  the  crown.  In  Prussia  no 
one  can  mine  it  on  his  own  property 
without  purchasing  the  privilege  from 
the  government,  the  income  from  this 
source  amounting  to  600,000  francs  a 
year.  One  company  that  employs  sev- 
eral steamboats  for  dredging  along  the 
shores  of  Konigsberg,  pays  about  400 
thalers  per  day  for  the  privilege. 

The  production  of  amber  in  1874  was 
175,000  kilogrammes,  in  masses  of  all 
qualities  and  of  all  sizes,  sent  to  all 
parts  of  the  world.  The  finer  qualities 
are  employed  in  the  manufacture  of 
mouthpieces  for  pipes,  cigar-holders,  and 
table  and  mantel  ornaments  of  all  kinds. 
A  chandelier  of  amber  made  by  Hart- 
man,  exhibited  at  Vienna,  was  bought  by 
the  Emperor  of  Russia  for  75,0(»0  francs. 

True  amber  is  distinguished  from  sub- 
stances which  somewhat  resemble  it, 
especially  copal,  by  the  following  char- 
acters: 

1st.  Copal  is  yellow,  of  a  more  or  less 
deep  tint,  but  uniform  throughout,  and 
has  upon  its  surface  yellow  points  re- 
sembling crystallized  sulphur.  Amber, 
on  the  contrary,  in  a  fragment  of  12 
centimeters'  length  will  always  exhibit  a 
variation  of  shade. 

2d.  If  a  fragment  of  amber  be  rubbed 
with  the  finger  in  the  palm  of  the  hand 
for  a  few  seconds,  it  will  exhale  a  strong 
aromatic  odor.  Copal  and  the  other 
imitations  of  amber  have  not  this  prop- 
erty. 

dd.  By  long  exposure  to  the  air,  amber 
sometimes  parts  with  its  essential  oil, 


*  The  only  locality  where  amber  la  prodaced  from  nn- 
dergroond  worka  la  at  Palmnicken,  on  the  Baltic  coaat. 
Theatratum  prodncing  it  ia  the  ao-called  **blne  earth," 
a  loose  aandatone  of  a  blnlah  color,  from  included  glan- 
conite  gnina,  when  fresh,  bat  weathering  to  a  greyish 
green,  18  the  lower  member  of  the  marine  tertiiury  for- 
mation of  Ohe  diatrict.  The  thlcknesa  variea  from  8  to 
SSfeet,  the  lower  part  of  7  to  11^  feet  alone  being  work- 
ed. An  area  of  abont  160  acres  has  been  proved  by 
8haftaandleTeIa,the  depth  below  theaarface  being  abont 
106  feeU  or  40  feet  below  the  level  of  Uie  sea.  The 
ground  beinff  easily  excavated  by  pick  and  shovel,  the 
advance  of  the  levels  is  at  the  rate  of  B^  to  7  feet  in  the 
Bhiftof  twelve  hoars ;  bat  for  the  same  reason  consider- 
able expenditnre  of  timber  is  necessary  to  secnre  the 
•ides  of  the  workings.  The  levels  are  timbered  with 
complete  door-frame  sets,  at  intervale  of  8Ufeet  from 
center  to  center,  the  roof  and  aides  being  lined  with 
inch  pl%k8.  Great  care  most  be  exercised  in  secnring 
the  working  faces,  which,  when  left  to  themselves,  even 
for  a  short  time,  readily  give  way.  It  is  even  foand 
neeessary  to  board  ap  the  ends  of  the  levels  on  leaving 
them  at  the  change  of  ahift.  The  section  of  the  levels 
'varies  with  the  workable  thickneas  of  the  bed  from  6  to 
IS  feet  in  height ;  the  brea^lfa  ia  genera^y  ^  feet. 


and  loses  its  characteristic  aspect.  If 
the  surface  be  scraped  with  a  knife,  the 
dust  formed  is  heavy  and  falls;  copal, 
treated  in  the  same  manner,  yields  a  fine 
dust  that  floats  in  the  air. 

4th.  Amber  may  be  bent  by  smear- 
ing it  with  tallow,  and  heating  it 
for  some  minutes,  taking  care  to  heat  it 
most  strongly  at  the  places  where  it  is 
expected  to  yield  the  most.  The  imita- 
tions will  not  bend. 

5th.  Amber  is  harder  than  any  of  its 
imitations.  It  is  with  difficulty  scratch- 
ed by  the  finger  nail.  Copal  yields 
easily,  especially  to  repeated  efforts. 

6th.  Amber  may  be  cut,  sawed,  rasped 
or  polished,  but  cannot  be  cemented  or 
soldered  as  can  its  imitations. 

7th.  To  prepare  varnish,  copal  is 
melted  in  a  copper  vessel  over  a  brisk 
fire.  At  100*  C.  the  water  contained  in 
it  [forms  considerable  steam;  the  copal 
melts,  preserving  its  yellow  color.  Am- 
ber requires  a  temperature  of  400°  to 
fuse  it,  at  which  point  it  blackens  and 
yields  an  overpowering  odor. 

If  33  per  cent,  of  linseed  oil  be  added 
to  amber  it  will  melt  at  150**. 

8th.  The  density  of  amber  is  1.09  to 
1.11.  The  density  of  copal  is  1.04,  and 
of  some  false  amber,  1.05. 

9th.  Amber  yields,  upon  distillation, 
needle-shaped  crystals  of  succinic  acid. 
The  different  copals  do  not. 

When  used  for  cigar-holders,  false  am- 
ber fuses  easily ;  copal  cracks  while  am- 
ber resists  the  heat. 

The  chemical  composition  of  amber  is, 
according  to  Schrotter, 

Carbon  78.82. 
Hydrogen  10.25. 
Oxygen  10.90. 


Fob  the  brilliant  white  enamel  often 
applied  to  fine  cards  and  other  purposes, 
the  following  formula  is  given:  For 
white,  and  for  all  pale  and  delicate 
shades,  take  24  parts  by  weight  of  paraf* 
fine,  add  thereto  100  parts  of  pure  kaolin 
(China  clay),  very  dry,  and  reduced  to  a 
fine  powder.  Before  mixing  with  the 
kaolin  the  paraffine  must  be  heated  to 
fusing  point.  Let  the  mixture  cool,  and 
it  will  fo«m  a  homogeneous  mass,  which 
is  to  be  reduced  to  powder,  and  worked 
into  paste  in  a  paint  mill  with  warm 
water.  *This  is  the  enamel  ready  for  ap- 
plication. 
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EXPERIMENTAL  INVESTIGATIONS  OF  THE  RESISTANCE 
OP  FLUES  TO  COLLAPSE. 

By  C.  R.  BOELEBR,  Engineer  Ctorps,  U.  S.  Navy. 
Written  for  Van  Nostband'a  ENOiNBEBnrG  Magazine. 


1.  Cbushing  and  Collapsing  op 
Tubes. — A  hollow  cylinder  exposed  to 
an  external  fluid  pressure  experiences  a 
circumferential  thrust,  which  has  the 
greatest  intensity  at  the  inner  surface  of 
the  cylinder.  When  the  thickness  of 
the  cylinder  is  small,  relatively  to  its  di- 
ameter, the  circumferential  thrust  may 
be  considered,  without  a  sensible  error, 
as  beinff  of  equal  intensity  throughout 
the  wall  of  the  cylinder,  and  the  crush- 
ing pressure  will  be  given  with  sufficient 
accuracy  for  practical  purposes  by  the 
following  formula,  viz  : 


/>=- 


2tcG 


(1) 


where  p=pressure  in  pounds  per  square 
inch,  t=:thickness  of  cylinder  in  frac- 
tions of  an  inch,  {f=  diameter  of  cylin- 
der in  inches,  and  C= modulus  of  rup- 
ture for  crushing  of  the  material. 

This  formula  applies  only  to  the  case 
of  a  tube  having  an  accurately  circular 
cross  section,  and  constructed  through- 
out of  perfectly  homogeneous  material, 
which  is  strained  equally  at  every  por- 
tion of  its  wall.  A  tube  strained  by  an 
external  fluid  pressure  may  be  regarded 
as  being  in  a  state  of  unstable  equi- 
librium, because  deviations  from  the  cir- 
cular form,  either  existing  originally  in 
the  tube  or  produced  by  the  conditions 
under  which  the  pressure  is  applied,  tend 
to  increase  in  an  increasing  ratio  with  the 
pressure  till  the  tube  gives  way  by  col- 
lapsing. In  practice  the  cross  section  of 
boiler  flues  is  never  exactly  circular,  nor 
is  their  material  ever  perfectly  homoge- 
neous, and  they  always  give  way  by  col- 
lapsing at  fl  pressure  far  below  that 
given  by  formula  (1).  Deviation  from 
circularity  and  imperfect  homogeneity 
in  boiler  flues  are  variable  and  uncertain 
elements,  and  this  fact  is  sufficient  to 
account  for  the  discordant  results  ob- 
tained in  many  experiments  on  the  col- 
lapse of  flues  under  apparently  equal 
conditions.    To  obtain    results  of   real 


practical  value,  it  is  important  that  the 
dimensions  and  the  construction  of  ex- 
perimental flues  should  be,  as  nearly  as 
possible,  such  as  are  actually  used  in 
steam  boilers;  and  the  experiments 
should  be  specially  directed  to  the  deter- 
mination of  the  quantity  of  the  weaken- 
ing effect  of  such  distortions  as  may  ob- 
tain under  various  conditions  of  prac- 
tice. 

2.  Experiments  on  the  Collapse  of 
Tubes. — ^The  earliest,  best  known,  and 
most  extensive  experiments  on  the  re* 
sistance  of  tubes  to  collapse  were  made 
by  William  Fairbaim,  and  were  first  de- 
scribed by  him  in  a  paper  read  before 
the  Royal  Society  in  1 858.  (See  "  Philo- 
sophical Transactions,"  1858,  also  "Use- 
ful Information  for  Engineers,"  VoL  IL) 

The  apparatus  used  by  him  consisted 
of  a  cast-iron  cylinder  8  feet  Ions,  28 
inches  in  diameter  and  2  inches  thick, 
having  a  removable  cover  at  each  end. 
The  cylinder  communicated  with  a  force 
pump.  The  pressure  within  the  cylinder 
was  measured  by  two  spring  gauges, 
and  a  safety  valve  did  not  permit  the 
pressure  to  rise  above  500  pounds  per 
square  inch.  Durine  the  experiments 
this  cylinder  was  placed  upright  in  a* 
pit. 

The  tubes  experimented  upon  consist- 
ed, in  most  cases,  of  a  single  plate,  0.043 
inch  thick,  bent  to  the  cylindrical  form 
upon  a  mandril,  and  riveted  and  brazed 
at  the  joint  to  prevent  leakage.  The 
ends  of  these  tubes  were  riveted  and 
brazed  to  rigid  cast-iron  discs.  The  di- 
ameters of  these  experimental  tubes 
were  4",  6",  8",  10",  and  12",  and  their 
lengths,  between  the  cast-iron  ends, 
ranged  between  19  inches  and  60  inches. 
A  pipe,  2^  inches  in  diameter,  which 
passed  through  the  upper  cover  of  the 
cast-iron  cylinder  and  was  secured  to  it 
by  nuts,  placed  the  interior  of  the  ex- 
perimental tube  in  communication  with 
the  outer  air.  This  pipe  served  also  the 
purpose  of  bracing  the  upper  disc  of  the 
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tabes;  the  lower  disc  was  braced  by  a 
rod  secured  to  it  and  to  the  lower  cover 
of  the  cast-iron  cylinder. 

A  few  experiments  were  made  in 
which  the  cast-iron  ends  of  the  tubes 
were  not  braced,  in  order  to  determine 
whether  the  tension  produced  in  the 
tubes  by  bracing  them  had  any  influence 
on  their  resistance  to  collapse.  But  the 
results  obtained  were  conflicting  and 
were  not  regarded  as  conclusive  by  Fair- 
bairn. 

Some  of  the  experimental  tubes  tested 
by  Fairbaim  were  thicker  than  0.043 
inch,  viz: 

One  tube  (a)  18f  inches  in  diameter 
and  61  inches  long,  and  consisting  of  a 
single  sheet  with  a  lap-joint,  was  made 
of  plate  iron  0.25  inch  thick.  It  col- 
lapsed at  a  pressure  of  420  pounds. 

Two  tubes,  both  9  inches  in  diameter 
and  3Y  inches  long,  were  made  of  plate- 
iron  0.14  inch  thick.  One  (b)  had  a  lon- 
gitudinal butt-joint  with  an  outside  cov- 
ering plate,  and  collapsed  at  a  pressure 
of  378  pounds.  The  other  one  {b)  had 
a  longitudinal  lap-joint,  and  bore  only 
262  pounds. 

An  iron  flue  (o),  consisting  of  three 
courses  with  lap-joints,  the  longitudinal 
seams  breaking  joint,  was  made  of  plates 
0.125  inch  thick.  Its  diameters  were 
14^  and  14f)-  inches,  its  extreme  length 
60j  inches;  the  ends  were  of  sheet-iron 
}  inch  thick*  The  rivets,  ^  inch  in  diam- 
eter, were  spaced  1 J  inches  apart.  This 
tube  collapsed  at  a  pressure  of  125 
pounds. 

An  iron  flue  (ef),  15  inches  in  diameter 
and  0.125  inch  thick,  consisted  of  three 
rings  connected  by  flanges  with  a  plate- 
iron  diaphragm  between  them.  The 
length  of  the  two  outer  rin^s  was  21^ 
inches,  that  of  the  middle  ring  was  17 
inches.  The  rivets  began  to  leak  at  150 
pounds,  and  after  being  re-caulked,  one 
of  the  outer  rings  collapsed  at  146 
pounds.  This  experiment  was  rejected 
by  Fairbaim,  who  suspected  that  the 
tabe  was  originally  defective. 

A  steel  flue  (6),  bavins  the  same  di- 
mensions and  constructed  m  like  manner 
as  flae  (c?),  collapsed  at  220  pounds  in 
the  middle  ring.  This  flue  was  slightly 
elliptical,  the  diameters  being  15^  inches 
and  15f  inches. 

Two  experiments  were  made  with 
elliptical  tubes,  which  showed  the  weak- 
VoL.  XXIV.  No.  8-15. 


ening  effect  produced  by  a  deviation 
from  the  circular  form. 

From  the  foregoing  experiments  Fair- 
baim deduced  the  loUowing  empirical 
formula,  viz.: 

jt>= 9,675,600^^  (2) 

where  the  notation  is  the  same  as  in  for: 
mula  (1),  and  ^= length  of  tube  in  inches. 

In  the  year  1874  experiments  were 
made  at  the  Navy  Yard,  Washington, 
D.  C,  with  two  large  cylindrical  boiler 
flues.  (See  Shock,  "  Steam  Boilers,"  p. 
113]. 

The  apparatus  used  for  this  purpose 
consisted  of  a  cylindrical  shell  63  inches 
in  diameter,  constructed  of  plate-iron  f 
inch  thick ;  the  experimental  flues  were 
riveted  to  flanges  within  this  shell. 

For  the  first  experiment  a  cylindrical 
flue  (/)  76^  inches  long  and  54  inches  in 
inside  diameter,  was  made  of  ^  inch 
boiler  iron.  It  consisted  of  two  rings 
connected  by  an  interior  butt-strap  7f 
inches  wide  and  i  inch  thick.  Each  ring 
was  formed  of  two  plates  with  butt- 
ioints,  having  interior  butt-straps  7f 
inches  wide  and  i  inch  thick.  The  lon- 
gitudinal seams  of  the  two  rings  broke 
joint.  All  seams  were  double  riveted. 
The  unsupported  length  of  the  experi- 
mental flue  (measured  between  the  inner 
edges  of  rivet  holes  in  flanges)  was  71^ 
inches. 

One  of  the  rings  of  this  flue  collapsed 
at  a  pressure  of  105  pounds.  The 
bulged  part  was  pressed  out  and  shored 
up,  and  the  pressure  was  again  applied. 
This  time  collapse  took  place  in  the 
other  ring  at  a  pressure  of  120  pounds. 
The  operation  of  forcing  out  and  shor- 
ing up  the  bulge  was  repeated  several 
times,  the  tube  becoming  stiffer  each 
time.  At  the  fifth  trial  collapse  took 
place  at  a  pressure  of  186  pounds.  It 
was  found  that  the  sheet  which  collapsed 
first  was  slightly  less  in  thickness  than  ^ 
inch,  and  that  the  flue  was  slightly  oval, 
the  larger  diameter  being  54^  inches,  and 
the  smaller  diameter  53|  inches. 

A  second  flue  (g)  was  made  of  i  inch 
boiler  iron,  the  sheets  having  been  accu- 
rately gauged  before  fitting  them.  This 
flue  consisted  likewise  of  two  rings,  38 
inches  and  39  inches  long  over  ail  re- 
spectively, which  were  connected  by 
flanges  with  a  ring  \^  inch  thick  between 


Digitized  by 


Google 


210 


VAN  NOSTRAND'S  ENGINEERING  MAGAZINE. 


them,  as  in  the  Adamson  joint.  This 
flue  was  found  to  be  perfectly  cylindri- 
cal, having  an  internal  diameter  of  ex- 
actly 54  inches.  One  of  the  rings  col- 
lapsed at  a  mean  pressure  of  133.3 
pounds,  as  indicated  by  three  spring 
gauges.  The  bulged  part  was  shored 
up  and  a  second  trial  was  made,  when 
the  other  ring  collapsed  at  a  mean  press- 
ure of  130.6  pounds. 

Experiments  were  made  in  March, 
1878,  by  the  Leeds  Forge  Company, 
England,  with  a  plain  cylindrical  and  a 
corrugated  furnace  flue,  to  test  their  rel- 
ative strength  when  exposed  to  a  col- 
lapsiujf  pressure.  (See  "Engineering," 
Vol.  XXV,  pp.  245-260). 

The  plain  cylindrical  flue  (h)  was  made 
of  two  iron  plates  f  inch  thick,  of  un- 
equal width,  the  narrower  plate  being 
about  24  inches  wide.  These  plates 
were  lap-welded,  the  welded  parts  being 
hammered  down  to  the  thickness  of  the 
adjacent  portions  of  the  plates.  The 
actual  thickness  of  the  plates  varied' 
from  0.36  to  0.40  inch.  The  flue  had  an 
outside  diameter  of  about  37^  inches, 
and  a  length  of  84  inches,  with  a  turned 
collar  in  addition  at  each  end,  welded  on, 
making  the  length  97^  inches  over  all.      | 

The  test  vessel  was  a  wrought-iron  cy- 
linder, about  3  inches  larger  inside  than 
the  experimental  flue,  and  strengthened 
with  five  welded  rings  6"  X  3'',  bored  and 
shrunk  on.  Th6  ends  were  formed  by 
cast-iron  rings,  tied  to  each  other  by  long 
bolts  outside  the  test  vessel,  and  bored 
to  flt  the  turned  ends  of  the  flues,  with 
a  groove  to  receive  a  cupped  leather 
packing  ring.  This  airangement  allowed 
the  flue  to  expand  or  contract  freely. 

On  testing  the  flue  with  straight 
edges,  it  was  found  to  have  prominences 
from  i  inch  to  ^  inch  high.  Two  of 
these  points  (marked  a)  at  a  distance  of 
about  four-tenths  the  length  of  the  tube 
from  one  end,  were  selected  for  measur- 
ing the  honzontal  and  vertical  diameters 
which  were  found  to  be  36.65  inches  and 
37.20  inches  respectively.  A  slight  dif- 
ference in  the  horizontal  and  vertical 
diameters  was  also  found  near  the  other 
end,  where  points  were  selected  for 
measurements  during  the  trial.  The 
pressures  were  raised  by  increments  of 
50  pounds  at  Urst,  and  of  25  pounds  af- 
terward, and  were  taken  off  again  after 
each  increase.     At  200  pounds  pressure 


the  flue  began  to  come  down  like  a  blis- 
ter, about  5  inches  in  diameter,  on  the 
top  of  the  flue  at  the  point  a  of  the  orig- 
inal prominence.  The  pressure  began 
to  fall  at  first  slowly,  then  quickly,  until 
it  reached  50  pounds,  when  the  swelling 
had  extended  24  inches  by  12  inches  by 
18  inches  deep.  The  collapse  took  place 
in  the  narrow  plate  between  the  two 
welds,  where  the  thickness  was  fully 
0.375  inch.  It  was  remarkable  how 
slight  were  the  indications  of  weakness 
preceding  the  collapse;  a  total  deflection 
and  permanent  set  of  0.04  inch  at  the 
point  a  being  the  only  sign. 

According  to  Fairbaim's  formula  (2), 
I  this  flue  should  have  borne  about  360 
pounds  pressure,  while  it  actually  bore 
but  little  more  than  one-half  that  press- 
ure. Although  the  tube  was  not  accu- 
rately circular,  the  irregularities  of  form 
were  not  greater  than  are  common  in 
welded  flues,  and  were  less  than  in  ordi- 
nary riveted  lap-jointed  flues.  It  may  be 
assumed  that  the  close  proximity  of  the 
two  welds  was  a  source  of  weakness.  It 
is  also  probable  that  the  flue  would  have 
resisted  a  greater  pressure,  if  the  ends 
had  been  rigidly  secured,  instead  of  be- 
ing merely  stiffened  by  stout  rings  and 
otherwise  left  free  to  move. 

In  addition  to  the  foregoing  experi- 
ments, a  few  cases  of  the  collapse  of 
tubes  are  recorded  by  different  writers, 
in  which  the  conditions  under  which  col- 
lapse took  place  were  sufliciently  well 
known  to  make  the  data  valuable  for 
comparison. 

Fairbairn  gives  two  examples  of  new 
boilers  in  which  the  flues  became  oval 
during  the  application  of  the  hydraul- 
ic test  pressure.  (See  "Philosophical 
Transactions,"  1858).  The  flues  (k  and 
I)  were  42  inches  in  diameter,  f  inch 
thick,  and  35  feet  and  25  feet  long  re- 
spectively. The  longer  flue  (k)  became 
oval  at  a  pressure  of  97  pounds,  and  the 
shorter  flue  (/)  at  a  pressure  of  127 
pounds. 

An  experiment  made  by  Mr.  Alfrey 
of  the  firm  Humphreys,  Tenant  &  Co., 
is  cited  by  W.  C.  Unwin  in  a  paper  on 
the  "  Resistance  of  Boiler  flues  to  Col- 
lapse," contained  in  the  "  Proceedings  of 
the  Institution  of  Civil  Engineers,"  Ses- 
sion 1875-76,  Part  IV.).  The  flue  (m) 
was  old;  originally  f  inch  thick,  it  had 
been  reduced  to  nearly  -^  inch  by  corro- 
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sion.  There  were  four  longitudinal  lap- 
joints  in  the  circumference  of  the  flue, 
and  four  circumferential  lap-joints  in  its 
length.  The  diameter  of  the  flue  was 
33^  inches,  its  length  860  inches,  its  thick- 
ness 0.34  inch.  It  collapsed  at  a  press- 
ure of  99  pounds  over  an  arc  of  about 
one-eighth  of  its  circumference,  the  col- 
lapsed part  extending  about  one-half  of 
the  length  of  the  flue. 

An  experiment  is  recorded  in  Julien 
et  Bataille,  "  Machines  k  Vapeur,"  p. 
240.  The  flue  (n)  had  longitudinal  and 
circumferential  joints.  Its  diameter  was 
7.87  inches,  its  length  276  inches,  and  its 
thickness  0.157  inch.  It  collapsed  at  a 
pressure  of  110  pounds. 

3.  Formula  Dsducbd  fbom  thb 
FoRSGOiNG  Experiments  bt  Differ- 
ent Writers. — Fairbaim  thought  that 
the  results  of  his  experiments  warranted 
the  conclusion  that  the  resistance  of  c 
lindrical  tubes  to  collapse  varies  in  the 
inverse  ratio  of  their  diameter  and 
length.  Ib  deducing  a  formula  from  his 
experiments  he  starts  with  the  assump- 
tions that  the  product  of  the  collapsing 
pressure,  per  square  inch,  into  the  length 
and  diameter  of  similar  tubes  of  equal 
thickness  is  a  constant  quantity,  and 
that  the  resistance  of  thin  tubes  to  col- 
lapse follows  the  same  law  ad  the  resist- 
ance of  thin  iron  plates  to  crumpling, 
which  varies  directly  as  a  certain  power 
of  their  thickness;  the  number  indicat- 
ing this  power  has  been  found  to  lie  be- 
tween 2  and  3. 

Selecting  twenty  experiments  with 
tubes  having  a  thickness  of  0.043  inch, 
Fairbaim  deduces  from  their  results  a 
mean  value  for  the  expression j9^.  It  is, 
however,  to  be  observed  that  this  value 
varied  in  many  cases  greatly  for  the  sev- 
eral tubes,  and  that  (with  one  exception, 
viz.,  the  8-inch  tubes)  the  mean  value  of 
pld  for  each  set  of  tubes  of  equal  diam- 
eter decreased  as  the  diameter  of  the 
tubes  increased,  but  not  in  a  regular 
ratio.  The  greatest  discrepancy  existed 
in  the  results  of  the  experiments  with 
12-inch  tubes. 

Introducing  the  mean  value  of  the  ex- 
pression pld  into  an    equation   of    the 

form-^^7-r  =  (-)  Fairbaim  determines  the 

value  of  the  exiponent  x  from  the  three 
experiments  marked  (a),  (6),  (c),  in  Sec- 


tion (2).  The  three  values  of  x  thus 
found  were  2.23,  2.14  and  2.16;  and  tak- 
ing 2.19  as  the  mean  of  these  values,  he 
uses  this  number  as  the  exponent  of  ^in 
his  equation.  In  this  manner  he  gets 
formula  (2),  viz. : 

^2.19 

^=9,675,600-^. 

Fairbaim  says  that  this  *'  is  the  general 
formula  for  calculating  the  strength  of 
wrought-iron  tubes  subjected  to  external 
pressure,  within  the  limits  indicated  by 
the  experiments;  that  is,  provided  that 
their  length  is  not  less  than  1.5  feet,  and 
not  greater  probably  than  10  feet."  It 
is,  however,  to  be  observed  that  the 
higher  limit  ofjength  is  arbitrarily  fixed, 
since  none  of  the  experimental  tubes  ex- 
ceeded 61  inches  in  length. 

Fairbaim  states  that  a  closer  approxi- 
mation to  the  experimental  results  is 
given  by  the  formula 

p=9,675,600-r^- 0.002—  (3) 

which  allows  for  a  slight  deviation  from 

the  circular  form  owing  to  the  thinness 

of  the  plates. 

2a* 
For  elliptical  flues  the  value -^  is  to  be 

substituted  for  d  in  formula  (2),  where  a 
is  the  greater,  and  b  is  the  lesser  semi- 
axis  of  the  ellipse. 

He  recommends  the  use  of  the  simpler 
formula 


/>=9,675,600^ 


(4) 


saying  that  for  thick  tubes  of  considera- 
able  diameter  and  length,  this  formula 
may  be  regarded  as  sufficiently  accurate 
for  practical  purposes.  It  is  easily  seen 
that,  by  substituting  the  exponent  2  for 
2.19,  the  value  of  p  will  be  increased  for 
thicknesses  less  than  one  inch,  and  de- 
creased for  thicknesses  greater  than  one 
inch.  The  increase  will  amount  to  70 
per  dent  when  ^  is  ^  inch,  20  per  cent, 
when  ^  is  f  inch,  and  0  per  cent,  when  t 
is  1  inch. 

R.  Wilson  makes  the  following  obser- 
vations regarding  Fairbaim's  formula, 
viz.: 

"  Its  application  is  limited  to  wrought- 
iron  tubes  above  a  certain  length,  for  it 
can  easily  be  shown  that,  if  we  take  the 
crushing  (crippling)  strength  of  the  ma- 
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terial  at  12  tons  per  square  inch,  the 
number  15  multiplied  by  the  thickness  in 
inohes  of  the  tube  will  give  the  length 
in  feet  at  which  the  crushing  (crippling) 
strength  of  the  tube  and  its  collapsing 
strength,  according  to  Fairbairn's  rule, 
are  equal,  and  any  further  reduction  of 
the  length  will  not  give  the  increase  of 
strength  as  it  should  do  if  the  formula 
were  correct.     .     .     . 

"It  is  probable  that  with  ordinary 
tubes  of  the  above  lengths,  a  collapsing 
pressure  over  one-half  the  crushing 
(crippling)  pressure  will  never  be  at- 
tained.   .     .     . 

"  If  Fairbairn's  formula  is  worth  any- 
thing at  all,  we  shall  ^ain  nothing  m 
collapsing  resistance  to  hydraulic  press- 
ure by  making  ft  inch  thick  tubes  in 
shorter  lengths  than  11  feet,  seeing  that 
this  is  the  length  given  by  the  rule  (viz. 
formula  2),  at  which  the  collapsing 
strength  is  half  the  crushing  (crippling) 
pressure  .  .  •  The  greater  the  thick- 
ness of  the  tube  in  proportion  to  the  di- 
ameter, or  the  stiffer  the  tube  the  more 
will  the  strengthening  rings  tend  to 
bring  the  collapsing  pressure  up  to  the 
crushing  (crippling)  pressure.  A  con- 
sideration of  the  resistmg  powers  of  the 
strengthening  rings  themselves  should 
also  not  be  omitted  in  an  investigation 
of  this  matter  at  the  high  pressures  we 
are  assuming.  For  a  f  inch  thick  tube 
strengthening  rings,  at  3-feet  lengths 
over  the  fire,  still  serve  a  very  useful 
purpose  in  keeping  the  tube  in  shape  in 
the  event  of  overheating,  and  in  restrict- 
ing the  amount  of  distortion  in  the 
event  of  collapse,  and  should  always  be 
employed  here."  (See  Engineeringy 
June  2,  1876). 

Fairbairn's  formula  (4)  has  been  gen- 
erally accepted  as  the  basis  of  rules  for 
ascertaining  the  strength  of  boiler  flues. 
In  some  cases,  however,  limits  are  fixed 
to  its  application  by  a  supplementary 
formula  of  the  form  of  equation  (1). 

Lloyd's  Register  contains  the  following 
formula  for  the  strength  of  circular 
boiler  flues,  viz.: 


p_89,600<' 


(5) 


•  The  English  Board  of  Trade  pre- 
scribes the  following  formula  for  circu- 
lar flues,  when  the  longitudinal  joints  are 


welded,  or  made  with  riveted  butt-straps, 
viz.: 

90,000e*  .  . 

^=(L:n)5  <'> 

For  lap-joints  and  for  inferior  workman- 
ship the  numerical  factor  may  be  re- 
duced as  low  as  60,000. 

The  rules  of  Lloyd's  Register  as  well 
as  those  of  the  Board  or  Trade  pre- 
scribe further,  that  in  no  case  the  value 
of  P  must  exceed  the  amount  given  by 
the  following  equation,  viz.: 


P= 


8000^ 


(^) 


In  formula  (5),  (6),  (7),  P  is  the  high- 
est working  pressure  in  pounds  per 
square  inch,  t  and  d  are  the  thickness 
and  diameter  in  inches,  L  is  the  length 
of  the  flue  in  feet  measured  between  the 
strengthening  rings,  in  case  it  is  fitted 
with  such.  Formula  (5)  is  the  same  as 
formula  (4),  with  a  lactor  of  safety 
equal  to  ^.  In  formula  (6)  the  length  L 
is  increased  bv  1 ;  the  influence  which 
this  addition  has  on  the  value  of  P  is, 
of  course,  greater  for  short  tubes  than 
for  long  ones.  By  an  inspection  of  col* 
umn  VI  of  the  subjoined  table,  it  will  be 
seen  that  the  limit  fixed  by  formula  (7), 
for  formulae  (5)  and  (6)  is  by  no  means 
too  low. 

Grashof  selected  twenty-one  of  Fair- 
bairn's experiments  (seventeen  of  which 
were  on  tubes  0.043  inch  thicker,  and  four 
on  tubes  from  i  to  ^  inch  thick),  and 
deduced  from  them  the  following  form- 
ula, viz.: 

^8.815 

^=2M81,000^^  (8) 

This  formula  agreed,  however,  better 
with  the  results  of  the  experiments  with 
thin  tubes  than  of  those  with  thicker  ones'; 
Grashof  devised,  therefore^  a  second 
formula,  which  gives  a  close  agreement 
with  the  four  experiments  on  tubes  from 
^  inch  to  i  inch  thick,  viz.: 


^2.081 

^=1,033,620^,^^,3^, 


(9) 


where  the  notation  is  the  same  as  in  form- 
ula (2).     (See  "  Theorie  der  Elasticitat 
und  Festigkeit,"  von  Dr.  F.  Grashof,  p. 
328.) 
Nystrom  has  deduced  from  Fairbairn's 
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experiments  the  following  formula  for 
the  collapsing  strength  of  fines,  viz. : 

'=^      <") 

where  j9,  t  and  d  have  the  same  meaning 
as  in  formula  (2),  L  is  the  length  in  feet, 
and  T  is  the  tensile  strength  of  the  metal 
in  pounds  per  square  inch. 

If  we  assign  to  T  the  value  50,000, 
and  express  the  length  of  the  flue  in 
inches,  equation  (10)  assumes  the  follow- 
ing form,  viz. : 

^=692,800^^  (10a) 

which  is  more  convenient  for  comparison 
with  formula  (9.)  Nystrom  considers  the 
factor  of  safety  J  sufficient  in  apply- 
ing his  formula.  (See  "  A  new  Treat- 
ise on  Steam  Engineering,"  by  J.  W. 
Nystrom,  p.  106). 

Formulae  (2),  (5),  (8),  (9)  and  (10)  have 
the  common  defect  that  they  make  the 
collapsing  pressure  decrease  indefinitely 
with  increase  of  length  and  vice  versa. 
M.  Love  has  deduced  from  Fairbaim's 
experiments  an  equation  of  a  different 
form,  which,  reduced  to  English  meas- 
ures, is  as  follows,  viz. : 

j?=5,358,150=^  4-41,906  ^+1,323^  (11) 

where  the  notation  is  the  same  as  in 
formula  (2).  Prof.  W.  0.  XJnwin  says, 
regarding  this  formula:  "  It  is  based  to 
a  certain  extent  on  theoretical  considera- 
tions bearing  on  the  probable  limit  of 
decrease  of  collapsing  pressure  with  in- 
crease of  length,  and  it  no  doubt  repre- 
sents very  closely  Fairbairn's  experi- 
ments." 

Unwin,  who  had  been  associated  with 
Fairbaim  in  making  the  experiments 
described  in  section  (2),  has  published  a 
re-investigation  of  them  in  the  "Pro- 
ceedings of  the  Institution  of  Civil  En- 
g'neers,"  Vol.  XLVI.,  Session  1875-76, 
art  IV.,  of  which  the  following  is  an 
abstract: 

He  shews  first  that  in  the  experiments 
with  thin  tubes,  which  had  a  uniform 
thickness  01  0.043  inch,  the  originally  cir- 
cular tubes  bent  during  collapse  into 
figures  consisting  bf  acres  of  alternately 
convex  and  concave  curvatures,  and  that 
the  number  of  arcs  increased  as  the 
ratio  of  length  to  diameter  decreased. 

Considering  a  strip  of  a  tube   1   inch 


wide,  the  total  uniformly  distributed  load 
on  one  arc  of  such  a  strip  la  p\  pounds, 
when  t  is  the  length  of  the  arc  ;  and  the 
resistance  to  bending  is  given  by  the 
equation 

Consequently  the  collapsing  pressure 
necessary  to  produce  bending  varies  in- 
versely as  the  square  of  the  length  of  the 
arcs  into  which  the  tube  divides;  and 
the  strength  of  the  tube  must  depend  on 
the  number  of  arcs  into  which  tne  tube 
divides.  From  the  results  of  19  experi- 
ments with  thin  tubes  Unwin  finds  the 
equation 

A.=0.0376Z0.45^.08  (13) 

which  gives  the  best  average  value  for 
the  length  of  the  arcs  into  which  the 
tubes  divided  during  a  collapse. 

Unwin  assumes  that  the  metal  of  the 
fine  is  in  the  same  condition  as  a  straight 
column  of  the  length  Ttd^  subjected  to  a 
compression  of  the  intensity 


2 


(14) 


where  b  is  the  length  of  a  slice  of  the 
flue,  and  d  its  diameter.  He  then  applies 
the  laws  of  resistance  of  long  columns 
to  the  investigation  of  the  strength  of 
flues.  According  to  Ealer's  theory  we 
have 


T=7r' 


(15) 


where  I  is  the  moment  of  inertia  of  the 
section  of  the  column  about  an  axis, 
through  its  center  of  figure,  and  perpen- 
dicular to  the  plane  of  bending;  E  is  the 
modulus  of  elasticity  of  the  material;  T 
is  the  greatest  thrust  consistent  with 
stability.     For  a  rectangular  section, 


'=12-5 


then 


T=!^^ 


(16) 


12   A.' 

Putting  E= 28,600,000  we  have 

bt* 
T=  23,440,000^;  (17) 

and  combining  equations  (14)  and  (17), 
we  get 

46,880,000 1* 
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Introducing  into  this  equation  the  value 
of  «=  0.043,  we  find 

A=iL2L  (19) 


Combining  equation  (19)  with  equation 
(13),  we  obtain  for  the  collapsing  press- 
ure of  tubes  0.043  inch  thick,  the  follow- 
ing formula,  viz.: 

Fairbaim's  formula  for  the  same  tubes,  is 

which  is  not  widely  different,  though 
obtained  in  an  entirely  different  manner. 
Unwin  next  defines  the  limits  of  length 
and  thickness  within  which  the  formula 
is  applicable.      He  finds,   Ijng^  =  6.7  cT 

nearly;    4nin.  =4468  .j^-jg-.      The     two 

d 
limits  coincide  when  t=—.     For  greater 

values  of  t  the  formulae  cease  to  be  applic- 
able. 

Assuming  that  the  preceding  investi- 
gations indicate  that  the  collapsing  press- 
ure of  tubes  is  given  by  an  equation  of 
the  form 


^ 


and,  taking  the  experiments  on  thin  tubes 
as  a  starting  point  of  the  comparison, 
Unwin  deduces  values  of  the  factor  o  and 
the  exponent  n  from  a  number  of  experi- 
ments with  thicker  tubes,  combining  the 
results  obtained  with  tubes  of  similar 
construction. 

From  two  experiments  with  tubes 
made  with  a  longitudinal  lap-joint, 
[marked  (a)  and  {b)y  in  section  2],  he 
deduces  the  formula 

/>=7,363,000^5;^,  (22) 

From  one  experiment  with  a  tube  hav- 
ing a  longitudinal  butt-joint,  [marked  (b) 
in  section  2],  he  gets  the  formula 

i>=9,614,000^5^,  (23) 

From  five  experiments  with  tubes  hav- 
ing longitudinal  and  circumferential 
points  [marked  (c),  (k),  (l),  (m)  and  (n), 
in  section  2],  he  derives  the  formula 


fS.85 

p=15,547,000^5;5^^,  (24) 

In  order  to  make  the  latter  formula 
convenient  for  arithmetical  calculations, 
he  gives  it  the  form 

/>=15,547,000^.^  (24a) 

where  a  /3  y  are  variable  co-efficients, 
the  values  of  which,  corresponding  to 
certain  values  of  t,  I  and  d,  are  given  by 
him  in  a  table  adjoined  to  his  investiga- 
tion. 

Unwin  says,  regarding  these  formulae: 
"  It  will  be  seen  that  the  indices  of  the 
thickness  do  not  differ  more  than  would 
be  anticipated  from  Hodgkinson's  value. 
It  is  believed  that  the  separation  of  the 
experiments,  here  adopted,  into  sets  of 
similar  experiments  leads  to  more  relia- 
ble results  than  the  mixing  up  of  hetero- 
geneous experiments  to  obtain  average 
values  of  constants.  In  applying  these 
formulaB  to  practical  cases,  it  ought  to  be 
borne  in  mind  that  slight  deviations  from 
the  circular  form  may  greatly  affect  the 
value  of  A,  and  much  reduce  the  strength 
of  the  flue." 

Theodore  Belpaire  has  made  an  attempt 
to  develop  a  formula  for  the  strength  of 
flues  from  experimental  data,  from  which 
the  variable  and  uncertain  element  of 
strength  due  to  circularity  of  form  has 
been  eliminated.  He  starts  with  the  idea 
that  flues  derive  their  main  strength  from 
the  rigid  fastenings  of  their  ends.  Con- 
sidering the  flexure  of  a  narrow  strip  of 
a  tube  cut  parallel  to  its  axis,  he  finds 
that  the  bending  forces  ai*e  so  insignifi- 
cant that  they  may  be  neglected  without 
sensible  error;  and  he  bases,  therefore, 
his  investigation  on  the  equation  giving 
the  greatest  shearing  forces  which  exist 
at  the  rigidly  secured  ends  of  the  loaded 
strip,  viz.: 

2t 

The  highest  value  of  S  consistent  with 
stability  is  to  be  deduced  from  experi- 
mental data.  Belpaire  rejects  all  exper- 
iments with  circular  fines,  and  uses  those 
made  with  elliptical  ones,  because  in  the 
latter  cases  the  relation  existing  between 
the  strength  and  the  form  of  the  trans- 
verse section  can  be  deduced  with  some 
degree  of  certainty. 

Calling  D  the  greater  and  X  the  lesser 


(26) 
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diameter  of  the  ellipse,  be  represents  its 
eccentricity  by 

-^      (") 

S  is  evidently  a  function  of  the  eccentric- 
ity, and  may  be  expressed  with  sufficient 
accuracy  by  an  eijuation  of  the  form 

S=a'{'B€+Ge\  (2g) 

Since  the  resistance  to  flexure  ap- 
proaches zero,  and  consequently.  S=0, 
whenE=l,  and  since,  on  the  other  hand, 
S=a  maximum,  when  6=0,  the  equa- 
tion (28)  can  be  put  under  the  following 
form,  viz.: 

S=A(l-e«.)  (29) 

S  (and   consequently  A)   is  likewise  a 

function  of  -5,  and  an  approximate  value 

for  A  may  be  deduced  from  an  equation 
of  the  form 

A=m  +  «(i)+j(iy  (30) 

Since  S=0,  when-=0,  we    must  make 
a 

m=0.       Introducing     this    value    into 

equation  (30),  and  combining  equations 

(29)  and  (30)  we  get  the  equation 

Belpaire  deduces  values  for  n  and  ^ 
from  two  experiments  by  Fairbairn  on 
elliptical  tubes.  Introducing  the  values 
thus  found  into  equation  (31),  and  mak- 
ing 6=0,  he  gets  the  following  expres- 
sion for  S  applicable  to  tubes  of  a  circu- 
lar cross-section,  viz. : 

8=1,713,576  /^)-28,446,20o(^)       (32) 

Introduoing  this  value  of  S  into  formula 
(26),  we  get 

/>=3,427,162-^  -56,892,400-^         (33) 

Applying  this  formula  to  a  number  of 
examples  of  tubes  collapsed  under  known 
conditions,  Belpaire  finds  that  the  actual 
collapsing  pressures  were  from  1.0f>  to 
4.15  times  as  great  as  the  pressures  given 
by  formula  (33).  These  variations  he 
ascribes  to  the  influence  of  the  uncertain 
elements  of  stiffness,  circularity  of  form 
and  homogeneity  of  material,  which,  he 
avers,  should  not  be  allowed  to  influence 
a  formula  of  this  kind.     Since,  however. 


all  tubes  derive  more  or  less  additional 
strength  from  these  causes,  he  considers 
one-quarter  a  sufficiently  large  factor  of 
safety  in  proportioning  flues  by  means  of 
formula  (33).  (See  "Note  sur  la  resist- 
ance des  tubes  press^es  de  l'ext6rieur,^' 
par  Theodore  Belpaire,  in  "  Annales  du 
G6nie  civil,"  Mars,  1879). 

Equation  (33)  may  be  written  as  fol- 
lows, viz: 

/>=3,427,152~^(  1  —  16.6-^)    (33a) 

The  factor  (1  — 16.6 -^\  becomes  zero,  and 

consequently /)=0,  when  16.6-^=1,  or  <?= 

16.6  t.  This  indicates  that  the  formula 
is,  at  best,  applicable  only  within  certain 
limits,  which,  however,  have  not  been 
determined. 

D.  K.  Clark,  in  his  "Manual  of  Rules," 
etc,,  p.  696,  gives  the  dimensions  of  six 
flues,  selected  from  the  reports  of  the 
Manchester  Steam-Users  Association. 
186 2-6 9t  which  collapsed  while  in  actual 
use  in  boilers.  These  flues  varied  from 
24  to  60  inches  in  diameter,  and  from 
^  to  f  inch  in  thickness.  They  con- 
sisted of  rings  of  plates  riveted  together, 
with  one  or  two  longitudinal  seams,  but 
all  of  them  unfortified  by  intermediate 
flanges  or  strengthening  rings.  At  the 
collapsing  pressures  the  flues  experienced 
compressions  ranging  from  1.53  to  2.17 
tons,  or  a  mean  compression  of  1.82  toi^s 
per  square  inch  of  section.  From  these 
data  Clark  deduced  the  following  form- 
ula "  for  the  average  resisting  force  of 
common  boiler  flues,"  viz  : 

y=,(55^»_,O0)  (34) 

where  p  is  the  collapsing  pressure  m 
pounds  per  square  inch,  and  d  and  t  are- 
the  diameter  and  thickness  expressed  in 
inches. 

It  is  assumed  that  the  flues  are  not 
strengthened  by  rings.  The  influence 
of  length  on  the  strength  of  flues  Clark 
calls  an  uncertain  element;  it  is,  how- 
ever, a  very  important  one,  as  proven  by 
Fairbairn's  experiments,  and  for  this  rea- 
son the  formula  is  not  generally  applica- 
ble. 

The  following  table  contains  the  data 
of  all  experiments  on  the  collapse  of 
flues  having  thickness  of  one-^hth  inch 
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and  more,  of  which  a  reliable  record  could 
be  obtained,  and  which  are  described  in 
section  2  of  this  article  ;  also  the  col- 
lapsing pressures  calculated  by  means  of 
the  different  formulse,  of  which  an  ac- 
count has  been  given.  In  comparing  the 
calculated  with  the  actual  collapsing 
pressures,  for  the  purpose  of  estimating 
the  reliability  of  the  several  formulae,  it 
is,  of  course,  necessary  in  each  case  not 
to  take  into  consideration  those  experi- 
ments from  which  the  formula  was  de- 
duced. 

In  Fairbaim's  formula  (2)  the  index 
number  of  the  power  of  t  was  deduced 
from  the  results  of  experiments  Nos.  1,  2 
and  0.  Leaving  these  experiments  out 
of  consideration,  only  one  experiment, 
viz.,  No.  11,  shows  a  tolerably  close 
agreement  between  the  actual  and  the 
calculated  collapsing  pressures  ;  all  other 
,  experiments  give  too  large  a  value  for 
flues  having  a  length  less  than  60  inches, 
and  too  small  a  value  for  flues  having  a 
length  of  276  inches  or  more. 

Fairbairn's  approximate  formula  (4) 
gives  in  every  case  a  larger  value  for  the 
collapsing  pressure  than  formula  (2),  as 
previously  explained.  It  is  easily  seen 
that  the  close  agreement  between  the 
actual  and  calculated  results  in  the  case 
of  experiments  Nos.  9  and  10  is  purely 
accidental. 

Grashof's  formula  No.  (9)  gives  in 
every  case  much  too  high  a  value  of  p, 
except  in  experiments  Nos.  1,  2,  5  and 
6,  from  which  the  formula  was  deduced. 

Nystrom's  formula  (10)  was  deduced 
from  Fairbaim's  experiments,  but  it  is 
not  stated  which  of  them  were  used.  As 
in  no  case  the  tensile  strength  of  the 
metal  of  which  the  experimental  flues 
were  made  has  been  recorded,  an  aver- 
age value  of  T= 50,000  in  the  case  of 
iron  flues,  and  of  T= 70,000  in  the  case 
of  the  steel  flue,  has  been  assumed.  On 
the  whole,  this  formula  gives  a  closer 
agreement  of  the  calculated  with  the 
actual  collapsing  pressures  in  experiments 
on  flues  of  every  description  than  any  of 
the  other  formulae. 

Love's  formula  (11)  gives  in  every  case 
too  large  a  value,  probably  because  it 
was  deduced  mainly  from  Fairbaim's 
experiments  with  very  thin  tubes. 

Unwin's  formulae  (22),  (23),  (24),  ap- 
plied to  other  experiments  than  those 
irom  which  they  were  deduced,  give  too 


large  results,  except  in  the  case  of  No, 
11,  where  the  agreement  is  tolerably 
close. 

Experiments  Nos.  4  and  5  were  re- 
jected by  Fairbaim  and  Unwin,  but 
perhaps  not  on  sufficient  grounds.  Nys- 
trom's formula  (11)  agrees  quite  well  with 
the  results  of  these  experiments. 

Belpaire's  formula  (33)  gives  in  only 
one  case  a  close  agreement  with  the 
actual  results  of  the  experiments;  and  the 
degree  of  agreement  varies  widely  in  the 
other  cases. 

4.  Insufficiency  of  the  Above-Dk- 
SCRIBED  Experiments. — It  will  be  no- 
ticed that  many  of  the  f  ormulsB  given  in 
the  previous  section,  though  deduced 
mostly  from  the  same  set  of  experi- 
ments, and  being  similar  in  form,  assign 
very  different  values  to  the  influence  of 
length,  diameter  and  thickness  of  tubes 
on  their  resistance  to  collapse,  and  that 
most  of  them  give  very  discordant  re- 
sults. 

The  differences  in  the  two  formulsa, 
(8)  and  (9),  deduced  by  Grashof.from 
Fairbaim's  experiments,  illustrate  plainly 
the  fact  that  the  numerous  experiments 
on  very  thin  tubes  are  of  relatively  little 
value  for  determining  the  strength  of 
flues  used  in  steam  boilers.  In  fact,  all 
those  formulae  which  are  based  princi- 
pally upon  the  experiments  with  tubes 
0.043  inch  thick,  are  very  defective. 
This  remark  applies  speciallv  to  Fair- 
baim's formula  (2),  to  Love's  formula 
(11),  and  also  to  Unwin's  formula  (22), 
(23)  and  (24).  Unwin  recognized  the 
fact  that  it  was  hazardous  to  apply  to 
thick  tubes  the  rules  relating  to  the  in- 
fluence of  length  and  diameter  on  the 
strength  deduced  from  very  thin  tubes; 
but  he  was  compelled  to  do  so  by  the 
paucity  of  available  experiments.  He 
derived  the  numerical  factor  and  the  in- 
dex number  of  t  in  formula  (22)  from 
ttoo  experiments,  those  in  formula  (23) 
from  one  experiment,  and  those  in  for- 
mula (24)  from  five  experiments,  on 
tubes  from  J  inch  to  f  inch  thick.  There 
are  not  a  sufficient  number  of  experi- 
ments extant  to  test  fully  the  value  of 
his  formula). 

It  should  be  especially  noticed  that 
not  a  single  experiment  has  been  made 
on  tubes  representing  exactly  the  ordi- 
nary construction  and  dimensions  of  cy- 
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lindrical  furnace  flues,  bo  extensively 
used  at  the  present  day  in  marine  boil- 
ers. The  two  flues,  marked  (/)  and  (^), 
used  in  the  experiments  made  at  the 
Washington  Navy  Yard  in  1874  (See 
Section  2  and  Nos.  11  and  12  in  the  table), 
were  made  of  very  thin  metal  relatively 
to  their  diameter.  The  flue  used  in  the 
experiment  made  by  the  Leeds  Forge 
Company  (See  Section  2,  and  No.  13  in 
the  table),  while  being  otherwise  an  ex- 
act representation  of  a  cylindrical  fur- 
nace flue,  was  not  secured  at  the  end; 
and  there  is  no  doubt  that  this  circum- 
stance altered  materially  the  conditions 
of  the  experiment,  and  was  one  cause  of 
the  low  collapsing  pressure  of  this  tube. 

The  influence  of  deviations  from  the 
circular  form  has  never  been  fully  inves- 
tigated. Fairbairn*8  experiments  proved 
the  weakness  of  lap-joints;  but  they 
comprise  only  two  experiments  with 
elliptical  flues,  which  furnish  insufficient 
data  for  the  construction  of  a  formula 
as  attempted  by  Belpaire. 

There  are  no  records  of  tests  made  to 
determine  the  quality  of  the  metal  used 
in  the  construction  of  any  of  the  experi- 
mental tubes. 

The  behavior  of  the  tubes  under  in- 
creasing pressures  during  the  experi- 
ments has  been  recorded  only  in  a  single 
instance,  viz.,  in  the  experiment  made  by 
the  Leeds  Forge  Company,  and  then 
only  imperfectly. 

While  no  reliable  rules  for  proportion- 
ing and  determining  the  strength  of 
furnace  flues  can  be  deduced  from  the 
data  furnished  by  the  experiments  here- 
tofore made,  these  will  be  useful  for 
checking  the  results  obtained  in  future 
experiments— made  with  a  special  view 
toward  determining  the  resistance  of 
tubes  representing  the  dimensions,  con- 
struction and  conditions  of  working  of 
furnace  flues  as  they  occur  in  practice. 
When  flues  collapse  during  actual  use  in 
boilers  the  circumstances  accompanying 
collapse  and  the  immediate  causes  of  the 
failure  are  seldom  known  sufficiently 
well  to  make  such  accidents  the  basis  of 
accurate  calculations. 

6.  Recommendations  Regarding  Fu- 
ture Experiments  on  the  Resistance 
OF  Furnace  Flubs  to  Collapse. — 
Exhaustive  experiments  on  the  resistance 
of  furnace  flues  to  collapse  should  have 


for  their  object  the  determination  of  the 
influence  which  the  following  elements 
have  on  the  strength  of  flues,  viz.:  1. 
The  length,  diameter  and  thickness,  with 
the  proportions  usual  in  practice.  2. 
Various  modes  of  construction,  e,  g,y  the 
use  of  riveted  butt-joints  and  of  welded 
joints  for  the  longitudinal  seams,  differ- 
ent styles  of  circumferential  joints,  and 
different  methods  of  securing  strength- 
ening rings.  3.  The  kind  and  quality 
of  the  metal  of  which  the  flues  are  made, 
viz.,  iron  or  steel,  and  especially  the  duc- 
tility and  limit  of  elasticity  of  the 
metal.  4.  Various  elements  of  weak- 
ness common  in  practice,  especially  devi- 
ations from  the  circular  form,  and  local 
weaknesses  produced  by  corrosion  and 
by  overheating  of  the  plates. 

The  usual  dimensions  of  furnace  flues 
of  marine  boilers  may  be  assumed  to 
vary  between  the  following  limits,  viz., 
the  length  between  30  inches  and  84 
inches,  the  diameter  between  30  inches 
and  42  inches,  the  thickness  between  ^ 
inch  and  ^  inch. 

A  first  aeries  of  experiments  should  be 
made  with  a  special  view  toward  determ- 
ining the  influence  of  the  several  di- 
mensions, viz ,  length,  diameter  and 
thickness,  on  the  strength  of  flues.  For 
this  purpose  each  dimension  should  be 
varied  at  least  three  times  within  the 
above-given  limits,  under  otherwise 
identical  conditions  of  dimensions,  quali- 
ty of  material  and  mode  of  construction. 
All  these  flues  should  be  made,  as  nearly 
as  possible,  circular;  they  should  be  con- 
structed in  the  manner  which  is  most 
common  in  practice,  and  can  be  best  re- 
lied upon  to  give  uniform  results;  that 
is  to  say,  riveted  butt-joints  with  inter- 
nal straps  should  be  used  for  the  longi- 
tudinal seams.  The  same  material  should 
be  used  in  this  whole  series  of  experi- 
ments, and  it  should  be  of  the  kind  com- 
monly used  in  the  construction  of  fur- 
nace flues,  viz.,  Extra  Firebox  Iroix^  or  a 
similar  brand,  the  ductility  and  limit  of 
elasticity  of  which  have  been  carefully 
determined  in  the  testing  machine. 

A  second  series  of  experiments  should 
he  made  with  flues,  circular  in  cross  sec- 
tion, and  identical  in  every  respect  with 
the  flues  used  in  the  first  series  of  ex- 
periments, with  the  exception  of  either 
the  mode  of  construction,  or  the  mate- 
rial, or  both;  that  is  to  say,  some  flues 
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are  to  be  made  of  steel  or  of  different 
brands  of  plate  iron  of  known  quality; 
others  are  to  be  made  with  welded  joints 
instead  of  riveted  bntt-ioints  at  the  lon- 
^tudinal  seams;  in  others,  different 
kinds  of  circamferential  joints  connect- 
ing the  several  sections  of  the  flues  may 
be  used.  At  least  two  experiments  should 
be  made  with  each  kind  of  material  and 
style  of  joint,  but  the  dimensions  of  the 
flues  may  be  varied  in  each  experiment. 

A  third  series  of  experiments  should 
be  especially  directed  to  the  investiga- 
tion of  the  weakening  effect  of  devia- 
tions from  the  circular  form.  This  sub- 
ject should  receive  the  most  careful  at- 
tention, as  an  accurate  determination  of 
this  weakening  influence  will  enable  us 
to  proceed  intelligently  in  assigning  a 
co-efficient  of  safety,  to  be  used  in  con- 
nection with  formulae  derived  from  the 
first  and  second  series  of  experiments, 
and  may  likewise  explain  any  apparent 
anomalies  in  the  results  of  these  experi- 
ments. Slight  deviations  from  the  cir- 
cular form  are  unavoidable  in  furnace 
fines,  and  will  occur  also  in  the  experi- 
mental flues  of  the  first  and  second 
series;  they  must  be  carefully  measured 
and  recorded  in  all  cases.  In  practice, 
deviation  from  the  circular  form  may  be 
due  to  the  following  causes,  viz.:  1. 
The  mode  of  construction,  e,  ^.,  when 
lap-joints  are  used;  in  this  case  the 
amount  will  depend  on  the  thickness  of 
the  plates.  2.  Inaccuracy  of  workman- 
ship frequently  causes  a  difference  of  J 
inch  or  f  inch  in  the  diameters  of  flues 
of  ordinary  dimensions.  3.  Distortion 
under  pressure  in  consequence  of  want 
of  homogeneity  of  the  material,  or  of 
unequal  distribution  of  strains.  No 
numerical  value  can  be  assigned  to  dis- 
tortion due  to  these  causes.  4.  Distor- 
tion due  to  unequal  expansion  in  conse- 
quence of  difference  of  temperatures. 
The  increase  of  diameter,  due  to  a  uni- 
form increase  of  temperature,  such  as 
may  occur  in  practice,  is  small.  The  di- 
ameter of  a  36-inch  tube  will  increase 
about  ^  inch,  when  the  temperature  is 
raised  550  degrees  Fahrenheit.  Local 
distortions,  due  to  overheating  of  plates 
in  places  where  the  accumulation  of 
scale  prevents  the  ready  transmission  of 
heat  to  the  water,  will  vary  greatly  in 
amount  under  different  conditions. 

To  determine  the  weakening  effect  of 


these  causes,  experiments  should  be  made 
with^flues  constructed  in  the  same  man- 
ner and  of  the  same  material  as  the  flues 
of  the  first  series  of  experiments.  The 
ratio  of  thickness  to  diameter  should  be 
likewise  in  them  approximately  the  same, 
but  their  cross  section  should  deviate  a 
known  amount  from  the  circular  form. 
In  determing  this  deviation  it  is  not  suf- 
ficient to  measure  the  differences  of  di- 
ameters, but  the  actual  curves  of  the 
cross  sections  should  be  accurately  meas- 
ured. To  make  the  results  of  these  ex- 
periments comparable,  at  least  two 
values  of  sufficient  magnitude  should  be 
given  to  these  deviations  from  the  circu- 
lar form  in  otherwise  identical  flues. 

Kf mirth  series  may  comprise  experi- 
ments with  flues  made  of  old  plates  cor- 
roded to  a  greater  or  less  degree  in  an 
irregular  manner,  or  showing  signs  of 
blistering  and  lamination.  In  others 
local  weaknesses  and  unequal  distribution 
of  strains  may  be  produced  by  the  ap- 
plication of  intense  heat.  For  the  lat- 
ter purpose  gas  jets,  impinging  on  the 
crown  of  the  flue  may  be  used,  the  ex- 
ternal cylinder  having  been  filled  only 
partly  with  water  so  that  the  space  over 
the  top  of  the  flue  is  filled  with  com- 
pressed air,  which  permits  the  overheat- 
ing of  the  plates. 

From  every  plate  used  in  the  construc- 
tion of  the  experimental  flues  two  speci- 
mens should  be  cut,  one  lengthwise  and 
one  crosswise  the  fiber,  for  testing  the 
ductility  and  the  limit  of  elasticity  of 
the  metal  in  the  testing  machine.  These 
specimens  should  have  a  uniform  width, 
and  a  length  of  8  inches  between  the 
shoulders,  this  being  the  standard  length 
of  test-specimens  adopted  by  the  French 
and  English  Governments.  The  elonga- 
tion of  the  specimens  under  increasing 
strains,  after  the  limit  of  elasticity  has 
been  passed,  should  likewise  be  carefully 
measured  and  recorded.  If  possible, 
these  tests  should  be  repeated  at  high 
temperatures. 

The  thickness  of  each  plate  must  be 
accurately  gauged  and  its  soundness 
must  be  carefully  tested  before  it  is  used 
in  the  construction  of  flues.  If  the  flues 
fail  by  local  distortion,  the  bulged  plates 
should  be  drilled  or  cut  and  carefully  ex- 
amined for  hidden  defects. 

The  ends  of  the  flues  should  be  secure- 
ly fastened,  as  in  actual  boiler  practice. 
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The  apparatus  used  in  the  experiments 
made  at  the  Washington  Navy  Yard,  in 
1874,  may  serve  as  a  model  for  futuer 
experiments.  (See  Section  2  and  Shock 
"Steam  Boilers,"  p.  113). 

The  pressure  should  be  applied  gradu- 
ally to  the  experimental  apparatus  by 
means  of  a  force  pump.  After  each  in- 
crease of  50  pounds,  or  25  pounds  as  the 
limit  of  strength  is  approached,  the  tube 
is  to  be  accurately  gauged  at  several 
places;  then  the  pressure  is  to  be  re- 
leased, and  the  flue  is  to  be  ganged 
again  to  determine  whether  any  perma- 
nent set  has  taken  place.  The  element 
of  time  deserves  particular  notice  in 
making  these  experiments.  Especial 
care  is  to  be  taken  in  every  case  to  main- 
tain each  increase  of  pressure  a  suffi- 
ciently long  time  to  let  it   produce  its 


full  effect.  A  complete  record  of  all 
variations  in  the  form  of  the  tubes  un- 
der pressure,  and  of  all  conditions  and 
incidents  of  the  experiments  is  to  be 
kept. 

The  form  of  the  tube  should  be  deter- 
mined before  commencing  the  experi- 
ments as  well  as  during  its  progress,  by 
measurement  from  a  fixed  central  axis 
by  means  of  an  adjustable  radial  arm, 
movable  along  and  around  this  axis. 

While  complete  series  of  experiments, 
as  above  described,  can  be  undertaken 
only  under  the  auspices  of  the  Govern- 
ment or  other  public  institution,  each 
single  experiment  conducted  by  private 
parties  will  be  of  great  value  if  the 
above  suggestions  are  followed,  and  a 
full  record  of  accurate  observations  is 
kept  and  made  public. 


ELECTRIC  LIGHTING:    THE  DIVISION  AND   REGULATION 
OF  THE  ELECTRIC  CURRENT.* 

From  Sawyer*8   "Electric  Lighting   by   Incandescence/* 


To  announce  a  new  work  on  electric 
lighting  in  these  days  is  to  excite  anew 
the  public  interest  in  a  subject  which  at 
no  time  within  the  last  two  years  has 
failed  to  elicit  the  absorbed  attention  of 
all  classes.  The  opinion  of  an  expert  in 
matters  relating  to  the  present  and 
probable  future  condition  of  this  very 
practical  question  will,  in  some  measure, 
satisfy  the  demand  for  better  knowledge 
of  the  problems  which  the  inventors  have 
of  late  been  striving  to  solve. 

The  new  work  of  Mr.  Sawyer  will  be 
found  valuable,  inasmuch  as  it  describes 
with  exceptional  clearness  the  character 
of  the  difficulties  to  be  overcome,  and 
the  methods  devised  by  diflferent  invent- 
ors to  meet  the  requirements  of  in-door 
lighting  by  electricity. 

After  describing  the  different  types 
of  generators  and  of  incandescent  lamps, 
the  author  proceeds  to  the  elucidation  of 
the  all-important  question  of  the  "  Di- 
vision of  the  Current  and  Light." 

We  quote  here  from  chapters  IX.  and 


♦  Electric  Lighting  by  Incandescence  and  its  applica- 
tion to  Interior  Illumination;  oy  William  Edward  Saw- 
yer.   New  York :    D.  Van  Nostrand. 


X.,  the  latter  being  devoted  to  regula- 
tors and  switches: 

"Division  of  Current  anj)  Light. — ^Much 
has  been  written  concerning  the  loss  of 
light  by  subdivision  of  the  current,  and 
this  has  been  variously  estimated,  some* 
times  as  the  square  and  sometimes  as 
the  cube  of  the  number  of  lights  among 
which  the  current  is  divided.  Upon 
what  data  and  with  what  purpose  these 
estimates  have  been  made  it  is  difficult 
to  conceive,  for  they  have  no  foundation 
in  practical  fact. 

If  to  the  conducting  pipe  of  a  gas  sys* 
tem  a  given  volume  of  illuminatmg  gas 
is  supplied  in  a  given  time,  and  all  this 
gas  is  consumed  in  a  single  burner  in 
order  to  yield  a  given  light,  when  wo 
divide  the  volume  of  gas  thus  supplied 
among  two  or  more  burners  the  total 
light  produced  may,  indeed,  have  greatly 
decreased.  We  do  not,  however,  supply 
gas  in  this  manner,  but  the  volume  of 
gas  supplied  is  in  direct  proportion  to 
the  number  of  burners  to  be  fed. 

What  is  true  of  gas  is  equally  true  of 
electricity.     If  a  fixed  volume  of  current, 
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sufficient  for  one  light,  is  furnished  to  a 
single  lamp  the  maximum  eflfeet  is  pro- 
duced, and  if  we  divide  this  fixed  volume 
among  two  or  more  lamps  the  total  effect 
is  greatly  diminished;  but  to  suppose 
that  such  a  division  is  contemplated  is 
to  suppose  a  similar  operation  in  the  case 
of  gas,  and  criticism  of  statements  based 
xipon  such  a  supposition  is,  simply,  waste 
of  time  and  labor.  When  we  increase 
the  number  of  lights  in  circuit,  we  in- 
crease the  volume  of  current  in  propor- 
tion ;  and  the  power  of  the  total  light  is 
increased  in  proportion ;  and  the  energy 
expended  in  producing  the  light,  and 
therefore  its  cost,  is  increased  in  propor- 
tion. 

Without  at  this  time  entering  into  any 
considerations  of  the  fact  that  the  cur- 
rent from  a  single  generator  of  electricity 
has  repeatedly  been  divided  between 
from  two  to  two  hundred  incandescent 
burners,  the  operations  of  the  Brush  sys- 
tem of  voltaic-arc  lighting  set  at  rest  the 
question  of  economical  subdivision. 

Two  machines  of  the  Brush  type  are 
selected  for  comparison,  viz.,  tiie  .  six- 
light  and  the  sixteen-light  machines,  both 
of  which  are  in  practical  use  throughout 
the  United  States — the  light  of  each  of 
the  twenty-two  lamps  being  of  the  same 
intensity  as  that  of  each  and  every  other 
lamp. 

With  the  six-light  machine  the  total 
driving  power  absorbed  per  minute  is 
236,940  foot-pounds,  or  39,490  fooi^ 
pounds  per  lamp. 

With  the  sixteen-light  machine  the 
total  driving  power  absorbed  is  618,090 
foot-pounds,  or  38,'630  foot-pounds  per 
lamp. 

It  is  thus  clearly  shown  that  for  each 
lamp  added  to  the  circuit  there  is  an  ex- 
penditure of  power  in  proportion  to  the 
additional  work,  the  somewhat  dimin- 
ished power  per  lamp  expended  in  the 
sixteen-light  machine  being  mainly  due 
to  the  element  of  friction,  in  which  the 
percentage  of  absorption  of  power  is 
less  in  large  than  in  small  generators. 

As  a  matter  of  fact,  there  is  no  limit 
to  the  divisibDity  of  the  electric  current. 
While  the  possibDity  and  the  impossi- 
bility of  its  divisibility  become  from  time 
to  time  the  subject  of  controversial  dis- 
cussion, practical  subdivision  is  a  daily 
concomitant  of  every  telegraphic  circuit. 
Even  in  telephonic  transmission  the  cur- 


rent generated  is  divided  between  the 
transmitter  and  the  receiving  instrument, 
and  in  some  large  telegraphic  stations  the 
wires  radiate  from  a  single  generator  in 
several  directions,  and  in  the  circuit  of 
each  of  these  wires,  at  towns  and  cities 
along  their  route,  there  is  placed  a  greater 
or  less  number  of  instruments,  each  of 
which  is  energized  from  the  source  com- 
mon to  all  of  them ;  and  the  proportion 
of  current  suppHed  to  each  instrument  is 
made  substanllaUy  the  same  in  all  cases, 
by  making  the  resistance  of  the  instru- 
ments uniform.  The  strength  of  the 
current  thus  supplied  is,  of  course,  inad- 
equate to  the  operation  of  an  electric- 
lighting  system,  as  an  ordinary  main-line 
telegraphic  battery  is  inadequate  to  the 
operation  of  even  a  single  voltaic-arc 
lamp ;  but  if  we  increase  its  strength 
proportionately,  and  for  each  telegrapnic 
instrument  substitute  an  electric  lamp, 
we  as  certainly  accomplish  subdivision 
of  the  electric-light  current  as  subdivision 
of  less  powerful  currents  is  accomplished 
with  telegraphic  instruments.  Indeed, 
the  la^s  which  govern  the  supply  of  gas 
to  gas  burners  and  the  supply  of  electri- 
city to  electric  burners  are  daily  recog- 
nized and  availed  of  in  the  operation  of 
telegraphic  circuits. 

For  instance,  in  operating  a  given 
number  of  telegraphic  instruments  in 
series,  we  employ  a  given  number  of  cells 
of  battery.  Suppose,  now,  that  we  double 
the  number  of  instruments  and  the  re- 
sistance of  the  circuit;  all  the  instru- 
ments, since  they  receive  proportionately 
less  current,  become  practically  inopera- 
tive, and  we  increase  the  nimiber  of  cells, 
and  therefore  the  electro-motive  force  of 
the  battery,  in  proportion  to  the  addi- 
tional work  required,  which  is  that  of 
overcoming  the  added  resistance.  If, 
on  the  other  hand,  we  divide  the  current 
from  a  single  generator  among  two  or 
more  lines,  each  including  a  number  of 
instruments  in  series,  we  require  a  cur- 
rent of  greater  quantity ;  hence  we  in- 
crease the  size  of  the  elements  of  the 
generator. 

In  electric  lighting  there  are  five 
methods  of  dividing  the  current  from  a 
single  generator  of  electricity : 

1.  The  series  system.  Passing  the 
current  seriatim  through  the  lamps,  as 
in  the  Brush  system  of  lighting. 

2.  The  multiple  system.     Connecting 
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the  poles  of  the  generator  with  two  par- 
allel wires,  and  placing  each  lamp  in  a 
branch  running  from  wire  to  wire,  as  in 
the  Edison  and  Maxim  systems. 

3.  The  multiple-series  system.  Con- 
necting the  poles  of  the  generator  with 
two  parallel  wires,  and  placing  a  number 
of  lamps  in  each  branch  running  from 
wire  to  wire,  as  in  the  Sawyer-Man  sys- 
tem. 


other  forces,  direct  application  is  found 
to  be  the  most  economical.  * 

How  to  practically  divide  the  current 
from  a  single  source  among  a  large  num- 
ber of  incandescent  lamp  3  has  been  con- 
sidered a  debatable  question.  We  shall 
content  ourselves  with  glancing  at  the 
results  which  must  follow  an  extension 
of  the  four  systems  which  appear  to  be 
suitable,  assimiing  that  in  each  case  1,000 


Pig.  66.    The  Secondary  System. 


^4.  The  series-multiple  system.  Con- 
necting one  pole  of  the  generator  to  a 
wire  which,  at  the  point  at  which  light 
is  needed,  divides  into  a  number  of 
strands,  each  containing  a  lamp  or  lamps, 
and  which  strands  again  combine  to- 
gether in  a  single  wire,  which  runs  to 
the  next  point  of  division  ;  and  so  on  in- 
definitely, returning  finally  to  the  other 
pole  of  the  generator ;  as  in  the  Sawyer 
system.  , 


lamps  and  10,000 lamps  are  to  be  operated 
upon  a  single  circuit.  Where  there  is  a 
limited  number  of  lamps  either  the  series, 
the  multiple,  the  multiple-series  or  the 
series-multiple  systems  may  be  employed 
with  about  equal  advantage ;  but  where 
the  number  of  lamps  is  increased  to  hun- 
dreds or  thousands,  as  must  be  the  case 
in  any  general  application  of  electric 
lighting,  considerations  novel  in  charac* 
ter  rapidly  present  themselves.     • 


■@  ® ® ®- 


Fig.  67.    Lamps  in  Series. 


5.  The  secondary  system.  Passing 
the  main  current  through  the  primary 
wire  of  an  induction  coil,  in  the  circuit 
of  the  secondary  coil  of  which  the  lamp 
is  placed  (Fig.  66). 

Alternating  or  intermittent  currents 
•are  employed,  and,  owing  to  the  reactive 
earth  inductions,  this  principle  cannot 
be  applied  over  any  considerable  terri- 
tory. Moreover,  it  involves  loss  of  power 
in  the  heating  of  the  iron  core  of  the  in 
duction  apparatus,  is  an  indirect  applica- 
tion of  power,  and,  in  electric  as  in  all 


I      Taking  first  the  series  system  (Fig. 

67),  in  which  the  current  traverses  the 
\  lamps  seriatim,  and  assuming  that  inter- 
'  ruption  of  the  circuit  of  any  lamp  will 

not  interrupt  the  entire  circuit,  we  have 
'  with  1,000  lamps  a  resistance,  notinclud- 


*  As  recently  as  1877-78  several  claimants  to  this 
method  of  subdivision  have  appeared,  but  the  system 
was  patented  in  England  by  Harrison  in  1867  (Letters 
Patent  588),  under  the  title,  '*  Improvements  in  obtain- 
ing Light  by  Electricity:"  and  it  is  not  quite  clear  that 
Harrison  was  the  original  inventor.  The  Harrison 
patent  expired  in  1871,  unless  the  Government  taxes 
were  unpaid,  in  which  case  it  must  have  expired  at 
an  earlier  date. 
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ing  the  internal  resistance  of  the  gen- 
erator or  the  external  resistance  of  the 
main  conductor,  of  1,000  ohms.  With 
10,000  lamps  the  resistance  becomes 
10,000  ohms. 

Can  this  resistance  be  overcome  by 
any  practicable  construction  of  gen- 
erator ? 

The  electro-motive  force  of  current 
necessary  to  operate  an  incandescent 
lamp  of  one  ohm  resistance  is,  as  to  the 
lamp,  such  as  will  yield  a  voltaic  arc  ^ 
of  an  inch  in  length.  The  electro-motive 
force  necessary  to  overcome  the  resist- 
ance of  1,000  lamps  is,  therefore,  that 
which  will  yield  an  arc  of  31^  inches  in 
length,  or  with  10,000  lamps  an  arc  26 
feet  in  length. 

Assuming  its  existence,  we  need  not 
describe  the  probable  effect  of  a  current 
of  such  tension  upon  the  person  of  any 
one  unfortunate  enough  to  come  in  con- 
tact with  the  conductor,  or  the  difficulty 
of  insulating  the  conductor  at  sH ;  but 


ployed),  the  internal  resistance  of  the 
generator  would  be  66.66  ohms,  and  the 
total  resistance  of  the  circuit  266.66- 
ohms.  Suppose  now  that  we  add  another 
lamp  to  the  circuit  of  the  machine ;  we 
reduce  the  eitemal  resistance  to  100 
ohms,  because  the  current  has  now  two 
paths  to  traverse,  each  of  200  ohms  re- 
sistance. The  total  resistance  of  the 
external  circuit  becomes  166.66   ohms^ 

and       '       of  the  current  is  wasted  in 

the  machine.  Let  the  number  of  lamps 
be  ten ;  then  we  have  an  external  resist- 
ance of  20  ohms,  and  a  total  resistance 
of  86.66  ohms.     We  thus  obtain  in  the 

external  circuit  only— ——-of  the  current 
00.00 

generated,  or  about  23  per  cent.  Ex- 
tending tiie  calculation  to  one  hundred 
lamps,  thus  making  the  external  resist- 
ance two  ohms,  we  are  able  to  utilize  less 
than  3  percent,  of  the  current  generated. 


+ 


m 


m      ^ 


¥\g.  68.    Multiple  Circuit. 


wiU  simply  say  that  no  generator  could 
be  constructed  around  the  commutator 
of  which  the  current  generated  would 
not  short-cirotiit.  In  other  words,  the 
current  could  not  be  produced  exterior 
to  the  machine. 

•  With  the  multiple  system  (Fig.  68)  the 
conditions  are  in  some  respects  reversed. 
The  danger  of  a  short  circuit  occurring 
in  any  branch  is  avoidable,  and  the  elec- 
tro-motive force  of  current  being  low, 
there  would  appear  to  be  no  difficulty  in 
insulating  the  main  conductors.  The 
questions  arising  in  the  operation  of 
this  system  relate  particularly  to  the 
generator. 

Assuming  that  the  generator  is  so  con- 
stmcted.as  to  give  a  useful  efiEect  in  the 
external  circuit  of  any  percentage  of  the 
total  current,  say  75  per  cent.,  and  that 
the  resistance  of  the  lamp  used  is  200 
ohms  instead  of  one  ohm  (for  compari- 
son with  a  low-resistance  lamp  would 
obviously  be  unfair  to  a  system  in  which 
lamps  of  high  resistance  only  are  em- 


In  order  .to  be  able  to  operate  one  hun 
dred  lamps  with  a  utilization  of  60  per 
cent,  of  the  whole  current,  we  must^ 
therefore,  reduce  the  internal  resistance 
of  the  generator  to  two  ohms ;  with  one 
thousand  lamps,  its  resistance  must  be 
reduced  to  two-tenths  of  one  ohm ;  and 
with  ten  thousand  lamps,  to  two  one- 
hundredths  of  an  ohm.  In  order  that 
there  may  be  but  little  loss  in  the  main 
conductors  leading  from  the  generator, 
they  must  be  of  large  size,  for  the  resist- 
ance of  a  copper  conductor  weighing  four 
pounds  per  foot  is  substantially  four 
one-hundredths  of  an  ohm  per  mile ;  and 
as  there  are  two  mains,  the  total  resist- 
anc)  of  the  conductors,  costing,  as  bare 
copper  at  30  ctnts  per  pound,  $12,672, 
is  eight  one-hundredths  of  an  ohm.  With 
such  a  conductor,  the  total  resistance  of 
the  circuit  of  1,000  lamps  would  be  .48 
of  an  ohm,  divided  as  follows:  Gen- 
erator, .2  ;  mains,  .08 ;  lamps,  .2.  There 
would  thus  be  wasted  in  the  generator 
41|  per  cent,  of  the  current,  and  in  the 
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mains  l6f  per  cent ;  utilized  as  light, 
41f  per  cent.  To  bring  the  utilization 
up  to  between  49  and  50  per  cent.,  the 
mains  must  weigh  32  pounds  per  foot, 
and  will  therefore  cost  $101,376.  The 
respective  resistances  will  then  be: 
Generator,  .2 ;  mains,  .01 ;  lamps,  .2  of 
an  ohm. 

In  corresponding  ratio  the  size  of  one 
mile  mains  for  10,000  lamps  must  be  in- 
creased, if  we  desire  to  approach  a  reali- 
zation in  light  of  even  50  per  cent,  of  the 
current  generated,  and  the  internal  re- 
sistance of  the  generator  must  be  reduced 
to  two  one-hundredths  of  an  ohm.  We 
shall  not  pause  to  consider  the  character 
of  a  generator  of  the  required  power  and 
of  so  low  an  internal  resistance,  for  we 
have  no  practical  data  upon  which  to 
base  an  opinion.  The  production  of  a 
generator  of  the  resistance  given,  com- 
bined with  the  capacity  indicated,  is  at 
all  events  possible.     Concerning  tiie  re- 


I  erator  of  five  ohms,  making  the  total 
I  resistance  twenty-six  ohms,  Siere  is  util- 
:  izable  as  light  the  ten-thirteenth  part  of 
I  the  current  generated,  or  about  77  per 
I  cent.  Applied  to  lamps  of  low  resistance, 
I  as  cne  ohm  each,  the  arrangement  would 
I  have  to  be  materially  changed ;  for,  un- 
less changed,  the  external  resistance  of 
the  lamp  circuit  would  be  but  one-tenth 

of  an  ohm  /--21— =.lj,    and  the  total 

resistance  of  the  system  6.1  ohms; 
whence  it  follows  that  we  would  only  be 
able  to  utilize  in  the  production  of  light 
1.64  per  cent  of  the  current  generated. 
Beversing  this  arrangement  and  pro- 
viding 10  branches,  each  containing  100 
lamps,  we  have  a  circuit  resistance  of  10 


ohms 


(!^=ao), 


10 
erator  resistance  of    2.5 
resistance  in  the  mains  of 


and  with    a 


gen- 
ohms,  and  a 
.25  ohm,  mak- 


® 


Fig.  60.   Multiple-Series  Ciroult. 


quirements  of  any  multiple-circuit  gen- 
erator, however,  we  are  enabled  to  see 
that  it  must  be  one  of  multiple  induction, 
thq  coils  of  which  shall  be  automatically 
joined  together  to  form  a  multiple-inter- 
nal circuit,  which  shall  both  increase  the 
quantity  of  the  current  generated  and 
reduce  the  internal  resistance  of  the  gen- 
erator, in  proportion  as  the  nimiber  of 
lamps  in  the  external  circuit  is  increased 
and  the  external  resistance  reduced.  In 
the  mechanical  construction  of  such  a 
generator  there  is  a  wide  field  for  study 
and  experiment. 

Beferring  now  to  the  multiple-series 
system  (Fig.  69),  it  is  evident  that,  in 
operating  1,000  lamps  of  200  ohms  re- 
sistance each,  there  may  be  one  hundred 
branches  across  from  main  to  main,  and 
in  each  branch  ten  lamps,  which  would 
make  the  external  resistance  of  the  cir- 
cuit, not  including  that  of  the  mains,  20 

ohms  ( — Y(\f\ — =20  j.    With  a  resistance 


in  the  mains  of  one  ohm,  and  in  the  gen- 
ing  the  total  resistance  of  12.75  ohms, 
we  are  enabled  to  utilize  as  light  78  per 
cent  of  the  current  generated;  but  we 
must  light  substantially  the  entire  hun- 
dred lamps  in  each  branch  at  once  and 
extinguish  them  all  at  once,  or  else  we 
must  waste  the  current  which  would  go 
to  the  lamps  in  equivalent  artificial  re- 
sistances when  we  extinguish  a  part  of 
the  lamps ;  for,  as  the  current  is  to  be 
equaUy  divided  among  all  the  branches, 
a  branch  must  in  practice  either  be  en- 
tirely cut  oflf  from,  or  its  entire  resistance  , 
interposed  in,  the  circuit. 

In  the  fourth  or  series-multiple  sys- 
tem of  subdivision  (Fig.  70),  as  in  the 
multiple-series  system,  the  resistance  of 
the  external  circuit  may  be  anything  de- 
sired, and  there  may  be  operated  in  the 
same  circuit  very  many  different  combi- 
nations of  lamps.  The  main  conductor, 
which  is  single  as  in  the  series  system, 
is  cut  at  the  points  at  which  light  is 
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desired,  and  from  the  two  disconnected 
ends  a  number  of  small  conductors  are 
run  each  to  a  lamp  or  series  of  lamps. 
In  the  operation  of  1,000  lamps  by  this 
system  there  may  be,  say,  one  hundred 
points  of  divergence,  and  at  each  of  these 
points  ten  lines  of  wire  containing  one 
lamp  each.     Thus  the  resistance  of  the 

lampcircuit  is  made  10  ohms( — ^75 — =10 ) 

and  with  a  generator  resistance  of  2.5 
ohms,  and  a  resistance  in  the  connecting 
conductors  of  .25  ohm,  we  utilize  as 
light  78  per  cent,  of  the  whole  current. 
Vol   XXIV.— No.  3—16. 


With  10,000  lamps  there  may  be  500 
points  of  divergence,  each  containing  20 
lamps,  by  which  arrangement  the  resist- 
ance of  the  lamp  circuit  becomes  25  ohms 

( — ^jT — =25 1 ;  and  with  a  generatoi*  re- 
sistance of  5  ohms,  and  a  resistance  im 
the  connecting  conductors  of  1  ohm,  the 
proportion  of  current  available  for  Ught 
is  80  per  cent,  of  the  total  production. 
We  might  continue  these  calculations 
indefinitely,  but  to  no  further  purpose. 
The  flexibility  of  the  system  is  obviously 
such  as  to  permit  of  any  regular  combi- 
nation of  lamps  whatever,  and  thus  to 
obtain  any  external  resistaiice  whatever ; 
and  it  will  be  found  to  permit  equally 
well  of  all  irregular  combinations,  so 
that  in  one  division,  where  the  volume  of 
light  required  is  great,  there  may  be, 
say,  five  lamps  in  multiple,  and  in  the 
next  division,  where  the  volume  of  light 
required  is  ordinary,  there  may  be  ten 
lamps  in  multiple,  each  of  the  latter  le- 
ceiving  but  one-fourth  as  much  current 
as  each  of  the  former,  because  the  joint 
resistance  of  the  ten  lamps  is  .1  ohm, 
while  the  joint  resistance  of  the  five 
lamps  is  .2  ohm ;  and  the  ten  lamps  re- 
ceive but  half  as  much  current  as  the 
five  lamps,  while  the  number  of  lamps  is 
doubled.  The  closing-up,  sjiort-circuit- 
ing,  or  reducing  the  resistance  of  any 
division  acts  simply  to  reduce  the  resist- 
ance of  the  whole  circuit,  in  the  same 
manner  as  removing  a  portion  of  the 
lamps  in  a  simple-series  system.  The 
relative  advantages  of  the  multiple- 
series  and  the  series-multiple  systems 
can  only  be  determined  by  the  number 
of  lamps  operated  from  a  single  source 
and  the  practical  operation  of  both  sys- 
tems, although  there  are  considerations 
of  simplicity  which  would  seem  to  fa- 
vor the  series-multiple  arrangement  of 
lamps,  whose  connection  with  a  line  of 
dwellings  is  illustrated  in  Fig.  71. 

Begulators  and  Switches. — Although 
it  is  matter  of  common  knowledge  that 
a  carbon  loop  or  pencil,  intensely  heated 
by  the  passage  of  the  electric  current, 
becomes  luminous,  it  is  not  generally 
known  what  proportion  the  degree  of 
luminosity  bears  to  the  strength  of  the 
current.  The  precise  relations  of  the 
current  supplied  and  the  light  produced 
have  never  been  determined ;  but  results 
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which,  it  is  believed,  closely  approximate 
the  truth  were  first  obtained  in  August, 
1878. 

A  Sawyer-Man  lamp  of  high  resistance 


portion  to  its  length  and  cross  section, 
the  percentages  observed  in  one  lamp 
are  the  percentages  of  all  lamps  in  which 
wastage    of    the    carbon    by    chemical 
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(.6  of  an  ohm)  was  employed  in  the  tests 
then  made ;  but  it  should  be  borne  in 
mind  that,  without;  reference  to  the 
length  or  cross  section  of  the  carbon,  so 
long  as  the  current  supplied  is  in  pro- 


action  is  obviated.  Disintegration  ^at 
the  points  of  contact  when  these  are  im- 
perfect, mechanical  disengagement  of 
particles  of  the  carbon,  and  rupture  due 
to  imperfections  in  the  constitution  of 
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the  earbon  are  occurrences  common  to 
all  incandescent  lamps. 

A  dynamo-electric  machine  wound  ex- 
pressly for  the  purpose,  and  driven  ar 
an  unvarying  speed,  was  used ;  and  as 
there  was  abundance  of  power,  and  as 
the  speed  remained  constant  under  almost 
any  circumstances,  it  was  deemed  neces- 
sary, in  order  to  obtain  a  satisfactory 
result,  that  the  resistance  external  to  the 
machine  should  be  kept  constant. 
Therefore  the  internal  resistance  of  the 
lamp  to  be  experimented  upon  was  meas- 
ured, and  it  was  found  to  be  as  stated. 
A  new  form  of  current  regulator,  after- 
wards known  as  the  Sawyer-Man  switch 
(Pig.  72),  was  employed  in  tlie  tests. 


resistances  is  4.2  ohms,  thus  sending 
through  the  lamp  six-sevenths  of  the 
current,  while  maintaining  the  resist- 
ance from  the  4- to  the— point  the  same. 
It  was  found  that  when  the  volume  of 
current  supplied  to  the  lamp  was  three- 
sevenths  of  the  whole  current,  the  con- 
tact-piece B  bearing  upon  the  studs  4,  4, 
the  carbon  was  brought  to  a  low  red 
heat.  With  four-sevenths  of  the  cur- 
rent supplied  to  the  lamp,  the  carbon 
gave  a  light  of  about  one  candle ;  five- 
sevenths  of  the  current,  the  light,  meas- 
ured by  a  Sugg  photometer,  was  three 
candles;  with  six-sevenths  of  the  cur- 
rent, nine  candles  ;  with  the  whole  cur- 
rent, twenty-seven  candles.    When  the 
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Fig.  72.    The  Sawyer-Man  Switch. 
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The  poles  of  the  generator  had  connec- 
tions at  the -hand— points,  A  being  a 
sHding-bar,  and  the  cross  piece  B  being 
a  spring  contact-piece  brought  to  a  bear- 
ing upon  the  two  rows  of  studs  1,  2,  3, 
4,  5,  6,  7,  8,  accordingly  as  it  is  moved 
backward  or  forward.  Whatever  posi- 
tion the  cross  piece  assumes,  it  will  be 
noted  that  the  resistance  of  the  circuit 
from  the-l-tQ  the— point  is  the  same. 
In  the  position  shown,  all  the  current 
traverses  the  lamp.  With  the  contact- 
piece  B  bearing  upon  the  studs,  7,  7, 
two  paths  for  the  current  are  afforded, 
one  by  way  of  a  resistance  of  .10  ohm 
and  the  lamp  outward,  making  a  total 
resistance  of  .70  ohm  in  that  circuit,  and 
the  other  by  way  of  resistance  of  2.10, 
.70,  .35,  21,  .14,  .10,  and  .60  ohms,  out- 
ward, the  sum  total  of  which  series  of 


contact  piece  B  was  bearing  upgn  the 
studs  1,  1,  the  whole  current  paesed 
through  the  artificial  resistance  of  .60 
ohm.  The  gradations  of  light  by  this 
means  being  too  sudden  (from  less  than 
one  candle  light  to  three  candle  light, 
from  three  to  nine,  and  from  nine  to 
twenty-seven  candle  Hght),  the  resist- 
ances were  subsequently  changed  so  as 
to  admit  to  the  lamp  first  one-half  of 
the  current,  then  five-eighths,  three 
quarters,  seven-eighths,  fifteen-six- 
teenths, thirty-one-thirty  seconds,  and 
finally  the  whole  current.  With  this 
arrangement  the  gradations  were  grad- 
ual and  pleasing. 

The  disparity  between  the  volume  of 
current  supplied  and  the  intensity  of 
the  light  obteined  is  very  clearly  indica- 
tive of  the  requirements  of  an  incandes- 
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cent  lamp.  Since  five-sevenths  of  the 
total  current  for  a  single  lamp  produces 
but  three  candle-light,  while  the  whole 
current  produces  twenty-seven  candle- 
light, or  nine  times  as  much,  it  follows 
that  in  order  to  secure  the  maximum 
economy  the  carbon  must  be  raised  to  a 
high  temperature.  For  if  we  have  a 
supply  of  current  equal  only  to  the  maxi- 
mum requirements  of  fifty  lamps,  from 
which  we  may  obtain  a  sum  total  of 
1,350  candles,  we  cannot  divide  this  cur- 
rent among  seventy  lamps  without  sus- 
taining enormous  loss,  as  the  sum  total 
of  light  given  by  the  seventy  lamps  will 
be  but  210  candles,  while  the  expendi- 
ture of  power  will  be  the  same.  There 
is  a  compensating  influence  in  the  case 
of  lamps  in  series  driven  by  a  dynamo- 
generator,  consisting  in  the  increase  per- 
centage of  current  exterior  to  the  gene- 
rator when  the  resistance  of  the  exter- 
nal circuit  is  increased. 

To  sustain  the  high  temperatures 
necessary  to  the  economical  operation  of 
an  incandescent-lighting  system  the 
carbon  must  be  hard,  dense,  and  sub- 
stantial; and  in  the  absence  of  these 
qualities  is  found  the  explanation  for  the 
inefficiency  of  fine,  filamentary  carbons, 
which  can  never  be  safely  brought  above 
the  temperature  of  a  gas  flame.  Carbon 
incandescence  (that  of  white  light),  un- 
like the  incandescence  of  an  iron  or 
platinum  conductor,  is  of  two  grades 
and  various  intensities.  In  the  first  the 
carbon  is  intensely  white,  and  its  form 
optically  broadened  and  lost  in  a  sur- 
rounding haze  of  light.  In  the  second 
and  more  intense  incandescence  its  form 
stands  out  sharply  defined,  and  it  ap- 
pears no  longer  opaque  but  limpid,  seem- 
ingly translucent,  like  the  body  of  the 
sun.  It  is  to  this  degree  of  intensity 
that  economical  lighting  by  incandes- 
cence is  confined. 

The  Sawyer-Man  switch  affords  a 
ready  means  of  dividing  the  current  in 
any  desired  manner,  while  maintaining 
the  resistance  of  a  circuit  constant 
Thus  any  number  of  lamps  provided 
with  it  may  be  operated  by  a  single  gen- 
erator, and  any  portion  of  them  may  be 
regulated  to  any  desired  degree  of  in- 
tensity without  affecting  other  lamps  in 
circuit.  The  objection  to  its  use  con- 
sists in  the  fact  that  when  a  lamp  is  ex- 
tinguished the  work  of  the  generator  is 


not  lessened,  but  the  entire  current  that 
served  to  operate  the  lamp  is  wasted  in 
heating  an  artifical  resistance.  It  was 
this  consideration  that  led  to  the  design- 
ing of  the  graduating  switch  (Fig.  73), 


Fig.  78.    Small  Sawyer  S¥ritoh. 

which  is  fixed  to  the  wall  of  a  room  or 
in  any  other  convenient  place,  or  at- 
tached to  the  lamp  fixture.  In  this 
switch,  which  is  illustrated  apart  in  Fig. 
74,  there  is  an    insulating  disc,  upon 


Fig.  74.    Switch  apart. 

which  are  fixed  four  brass  segments,  of 
a  circle.  Over  this  disc  is  placed  the 
brass  enclosing  cap,  through  which 
passes  loosely  a  slotted  iron  pin  carry- 
ing a  brass  contact  bar,  which  is  forced 
to  a  bearing  upon  the  brass  segments,  by 
means  of  a  steel  spring  coiled  in  the 
head  of  the  cap.  Upon  the  end  of  the 
iron  pin  the  finger  piece  is  finally 
screwed.  By  turning  the  finger  piece 
in  one  direction  or  the  other  the  light  is 
turned  on  or  off,  or  regulated  to  interme- 
diate points  of  intensity.  In  Fig.  75 
the  switch,  as  attached  to  the  arm  of  a 
chandeUer  or  bracket,  is  illustrated,  the 
circular  case  at  the  end  of  the  arm  being 
shown  partly  in  section.  The  lamp  is 
fixed  to  the  nipple  above  the  switch 
case,  and  the  insulated  conducting  wires 
pass  through  the  hollow  arm.  The  con- 
nections of  the  switch  are  shown  in 
Fig.  76. 
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When  both  ends  of  the  cross  bar  A  are 
bearing  upon  segment  4,  the  whole  cur- 
rent passes  through  the  lamp.  When 
the  cross  bar  bears  upon  segments  3 
and  4,  the  current  divides,  a  part  pass- 


posed  to  the  air  or  embedded  in  plaster- 
of-Paris  and  enclosed  in  the  case  (Fig. 
75). 

By  means  of  this  switch    it    is  clear 
that  when  a  lamp    is    extinguished  its 


Fig.  75.    Switch  attached  to  Bracket. 


ing  through  the  lamp  and  part  through 
the  artificial  resistance  of  .50  and  .25 
ohm.  When  the  cross  bar  bears  upon 
s^ments  2  and  4,  the  current  is  divided 
between  the  lamp  and  the  artificial  re- 


resistanoe  is  removed  from  'the  circuity 
and  the  current  is  not  wasted  in  heating 
an  artificial  resistance.  But  in  order 
that  changes  which  take  place  in  its  cir* 
cuit  may  not  add  to  or  lessen  the  volume 


Xamp'tsdhmi 


Fig.  76.    Switch  Connections. 


sistance  of  .25  ohm.  Bearing  upon  seg-  of  current  supplied  to  other  lamps,'it  is 
ments  ^1  and  4,  the  lamp  is  short-cir-  necessary  that  the  changes  which  occur 
cuited  and  practically  receives  no  cur-  in  its  circuit  shall  in  some  manner  react 
rent.  The  artificial  resistances  are  pre-  j  upon  the  source  of  the  current ;  and 
ferably  made  of  naked  copper  wire  ex- 1  this  brings  us  to  the  conside;pa4:ion  of j 
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regulators  operating  to  supply  current 
in  proportion  to  the  requirements  of  a 
system. 

Before  taking  up  this  subject,  how- 
ever, a  form  of  switch  designed  for  use 
upon  a  circuit  of  lamps  in  series,  where 


is  pressed  upward  by  insulated  spring 
E.  F  and  O  are  stop-pins,  and  I  ifi  an 
artificial  resistance. 

In  the  ^position  shown  lever  A  is  in 
contact  with  stop-pin  G.  Lever  B  is  in 
contact  with  stop-pin  F,  but  not  with 


Fig.  77.    Electro-Magnetio  Switch. 


interruption  of  the  circuit  at  any  one 
lamp  would,  without  it,  result  in  extin- 
guishing all  the  lamps  in  circuit,  will  be 
described. 

In  Fig.  77  the  switch  is  shown  as 
fixed  to  the  wall  of  the  room,  and  also 
with  its  cover  and  finger  piece  apart. 
In  Fig.  78  the  interior  mechanism  is 


Pig.  78.    Mechanism  of  Switch. 

illustrated.  In  Fig.  79  we  have  a  dia- 
gram of  the  connections. 
[•  A  is  the  magnet  lever ;  B  and  C  are 
other  levers;  D  is  a  cam  operating  to 
raise  and  lower  lever  C,  which  is  pressed 
downward  by  coiled  spring  H.     Lever  B 


lever  A.  Lever  C  is  in  contact  with  cam 
D,  but  not  with  lever  A.  The  current* 
therefore,  .  passes  from  the  +  point 
through  the  coils  of  the  magnet  to  the 
lamp  and  outward  at  the— point,  the  ar- 
mature lever  being  attracted  to  its  con- 
tact vrith  stop-pin  G  and  the  entire  cur- 
rent passing  through  the  lamp.  To  ex- 
tinguish the  light  cam  D  is  moved  a 
little  to  the  right,  but  not  leaving  its 
contact  with  lever  C,  when  lever  C  is 
pressed  downward  to  a  contact  with 
lever  A.  The  lamp  is  thus  short-cir- 
cuited, the  current  passing  from  the-l- 
point  through  levers  A  and  C  to  the  cam 
D  and  outward  at  the— point  To  give 
the  lamp  sufficient  current  to  produce 
one-half  its  full  light,  the  cam  D  is 
moved  further  to  the  right,  so  as  to  pass 
from  its  contact  with  lever  C.  Then 
lever  C,  falling  further,  forces  lever  A  to 
make  connection  with  lever  B,  and  the 
current  divides,  a  part  flowing  from  the 
+ point  through  the  coils  of  the  magnet 
and  the  lamp  outward,  and  the  remain- 
der flowing,  by  way  of  levers  A  and  B 
and  resistance  I,  outward  to  the— point- 
With  the  cam  turned  to  the  intermediate 
I  point  the  lamp  is  extinguished.  Turned 
j  as  far  as  it  will  go  to  the  right,  one-half 
j  of  the  light  is  emitted.  Turned  as  far 
^  s  it  will  go  to  the  left,  the  maximum  in- 
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tensity  of  light  is  produced.  In  the 
event  of  an  interruption  of  the  lamp 
circuit  the  lever  A,  which,  when  the  cir- 
cuit is  complete,  is  attracted  bjthe  mag- 
net, drops  to  contact  with  lever  B,  and 
the  circuit  is  re-established  by  way  of 
resistance  L  Lever  A  can  only  be  drawn 
towards  the  magnet  when  the  pressure 
of  spring  H  is  removed  by  raising  lever 
<3  from  its  contact  with  lever  A. 


The  Edison  .  switch,  however,  like  the 
switches  employed  in  the  Sawyer  sys- 
tem, does  not  interpose  current-wasting 
resistances  when  no  light  is  required, 
the  supply  of  electricity  being  supposed 
to  be  regulated  at  the  generator  in  pro- 
portion to  the  requirements  of  the  cir- 
cuit. 

Many  attempts  at  automatic  regula- 
tion of  the  supply  of  current  have  been 


Fig.  79.    Eleotro-Magnetio  Swltob  Oonneotloiis. 


A  form  of  artificial  resistance  useful  in 
-electric  lighting  is  illustrated  in  Fig.  80, 
in  which  a  rod  of  carbon  is  held  in  brass 
-connecting  clamps  upon  a  soapstone 
base.  A  thin  piece  of  platinimi,  to 
establish  perfect  contact,  is  placed  be- 
tween the  end  of  the  carbon  and  a  plate 
of  brass  upon  which  the  upper  set  screw 
presses*  Copper  wire  for  artificial  re- 
sistances is  preferable  to  iron  wire  of 
equal  diameter,  owing  to  the  greater  sur- 


Flflr.80.    Carbon  ReBlfltanoe. 

face  exposed  to  radiation  and  convection 
of  heat  by  the  better  conductor;  and 
copper  ribbon,  for  the  same  reason,  is 
preferable  to  either. 

In  the  Edison  and  Maxim  systems  of 
lijg^htiiig  the  ordinary  make-and-break 
circuit  svntch  is  einployed.  In  respect 
to  tdmplicity  it  cannot  be  improved,  but 
it  affords  no  means  of  graduating  the 
light,  which  must  either  be  kept  at  its 
full    power    or    entirely    extinguished. 


made  both  in  this  country  and  abroad, 
the  nearest  approach  to  its  realization 
by  foreign  electricians  being  the  device 
of  Dr.  Siemens,  who  in  January,  1879, 
proposed  to  place  a  number  of  carbon 
discs  in  an  insulating  tube,  pass  the  cur- 
rent through  them,  and  by  means  of  a 
platinum  wire,  also  in  the  circuit,  to 
vary  the  conductivity  of  the  carbon  pile 
by  varying  the  pressure  of  the  discs 
upon  each  other.  For  several  reasons, 
unnecessary  to  state,  this  arrangement 
could  have  no  practical  application  in  an 
electric-lighting  system. 

The  conditions  to  be  met  are  not  so 
easily  met  as  might  appear  from  a  super- 
ficial examination.  Let  us  suppose  that 
there  are  ten  lamps,  of  one  olun  resist- 
ance each,  arranged  in  multiple-circuit, 
and  that  each  lamp  receives  one-tenth 
part  of  the  whole  current.  Suppose, 
now,  that  we  add  a  lamp;  then  each 
lamp  receives  but  one-eleventh  of  the 
former  current.  We  must,  therefore,  so 
increase  the  supply  that  each  of  the 
eleven  lamps  shall  receive  as  much  cur- 
rent as  each  of  the  ten  lamps  received 
before.  To  accomplish  this  increase, 
there  are  two  very  similar  forms  of  regu- 
lators, the  first  of  which  was  patented  by 
Sawyer  &  Man,  June  25,  1878,  and  the 
second  of  which  was  recently  devised  by 
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IVIr.  Maxim.  The  latter  is  illustrated  in 
Pig.  81.  Its  operation  is  as  follows: 
In  one  of  the  branches  across  the  two 
main  conductors  of  a  multiple-circuit 
system  is  placed  the  electro-magnet  A. 
A  proportion  of  the  current,  dependent 
upon  the  difference  in  the  resistance  of 
the  magnet  branch  and  that  of  all  the 
multiple-lamp  branches,  traverses  the 
magnetic  coil;  and  as  this  proportion 
vanes  according  to  the  number  of  lamps 
in  a  circuit,  it  is  obvious  that  the  force 
with  which  its  armature  is  attracted 
varies.  When  the  supply  of  current  is 
insufficient  the  armature  is  released,  and 
by  means  of  a  system  of  gear  wheels. 


operation  are  such  as  to  cause  a  rhyth' 
mical  increase  and  decrease  of  the  in- 
tensity of  light  from  the  lamps  con- 
nected with  it,  owing  to  the  failure  of 
the  armature  mechanism  to  act  until  the 
strength  of  the  current  has  too  far  ex- 
ceeded or  fallen  too  far  below  the  point 
at  which  it  must  remain  in  order  to  pro* 
duce  no  appreciable  alteration  in  the  in- 
tensity of  the  lighi  The  interposition 
of  a  sensitive  relay,  operating  to  open 
and  close  the  circuit  of  the  magnet  A, 
instead  of  placing  the  magnet  A  in  the 
main  circuit,  would  have  operated  to 
maintain  the  intensity  of  the  light  con- 
stant.* 


Fig.  81.    The  Maxim  Regulator. 


continuously  in  motion,  the  shaft  B  is 
rotated  in  one  direction,  and  the  com- 
mutator brushes  of  the  generator  are 
thereby  so  set  as  to  supply  a  greater 
volume  of  current.  When,  on  the  other 
hand,  the  supply  of  current  becomes  too 
great,  by  reason  of  the  removal  of  lamps 
from  the  circuit,  the  armature  is  at- 
tracted, and  through  the  system  of  gear 
wheels  mentioned  the  shaft  B  is  rotated 
in  the  opposite  direction,  and  the  com- 
mutator brushes  are  thereby  so  set  as  to 
yield  a  less  volimie  of  current.  These 
are  the  principles  of  this  regulator, 
which  it  is  only  reasonable  to  suppose  is 
as  yet  undeveloped.  The  considerable 
changes  in  current  force  necessary  to  its 


In  the  Sawyer  system  of  regulating 
the  supply  of  current,  without  regard  to 
the  speed  of  the  generator  or  the  electro- 
motive force  of  the  current  (Fig.  82),  we 
have  first  to  find  the  proper  relation  be- 
tween the  strength  of  current  and  the 
number  of  lamps  to  be  operated.  Let 
us  suppose  that  there  are  ten  lamps 
arranged  in  series,  and  that  the  full  cur- 


•  In  Letters  Patent  of  the  United  States,  No.  888,660, 
i  of  January  ^0,  1880.  granted  to  Professors  Thomson 
I  and  Houston,  members  of  the  Franklin  Institute  of 
I  Philadelphia,  the  principles  of  this  regulator  are  de- 
scribed, with  the  following  claim : 
I  **  As  a  motor  for  effecting  the  adjustment  of  the 
I  commutator-collecting  brushes,  an  electro-magnet,  K, 
•  traversed  by  the  current,  or  a  portion  of  the  currenti 
of  the  machine, 'Whose  attraction  upon  its  armature, 
i  N,  moves  said  commutator-collecting  brushes  in  one 
I  direction,  motion  in  the  other  direction  being  obtained 
i  by  the  action  of  a  spring,'* 
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rent  is  exactly  sufficient  to  operate  these 
lamps  at  their  maximum  intensity.  At 
any  point  in  the  circxiit  we  place  an 
electro-magnet,  B,  haying  the  sensitive- 
ness of  a  telegraphic  relay.  The  relation 
of  this  magnet  towards  the  regulating 
apx)aratus  is  actually  the  same  as  the 
relation  of  the  telegraphic  relay  towards 
the  local  telegraphic  instrument.  The 
armature  lever  of  this  magnet  is  set 
between  two  contact  points,  between 
which  it  plays  without  appreciable 
motion.  Indeed,  both  points  may  be  in 
actual  contact  with  the  lever,  so  that  the 
latter  shall  not  move  at  all;  but  the 
local  circuit  shall  be  changed  by  the 
change  in  resistance  due  to  the  mere 
difference  in  pressure  of  the  relay-lever 
upon  the  separate  contact  points.    Thus 


resistance  of  the  lamp  circuit  is  reduced 
to  1.25  ohms,  and  the  effect  of  the  cur- 
rent upon  B  is  correspondingly  in* 
creased.  Its  lever  at  once  actuates  the 
regulating  mechanism,  which  moves  lever 
A  to  contact  with  stud  6,  thus  bringing 
the  resistance  of  the  circuit  to  its  normal 
point,  viz.,  2.5  ohms.  The  same  action 
ensues  whenever  a  lampis  short-circuited^ 
and  the  reverse  action  whenever  an  addi- 
tional lamp  is  thrown  into  the  circuit. 
In  practice  the  resistances  D  D  are 
greater  in  number  and  each  of  a  les» 
value  than  described,  but  the  sum  total 
of  all  remains  the  same.  The  lever  of  B 
in  practice  is  in  constant  vibration  be- 
tween its  contact  points,  and  the  lever  A 
is  in  constant  vibration  between  two 
contiguous  studs  or  segments  of    the 


-^rrfnT 


.  Fig.  82.    System  of  Begalation. 


arranged,  variations  in  the  strength  of 
the  lighting  current,  sensible  only  to  a 
galvanometer,  may  be  made  to  operate 
the  circuit  of  a  local  battery,  and  thus 
to  energize  electro-magnetic  regulating 
mechanism. 

Let  CO  be  the  ten  lamps  in  circuit, 
and  A  a  rotating  contact  lever.  DD  rep- 
resent a  series  of  ten  artificial  resist- 
ances, the  sum  total  of  which  is  2.5 
ohms.  The  sum  total  of  the  resistance 
of  the  ten  lamps  in  circuit  is  also  2.5 
ohms.  When  all  the  lamps  are  in  opera- 
tion, the  circuit  pases  from  the  +  point 
to  tiie  stud  No.  1,  and  thence  through 
relay  B  and  the  ten  lamps  CC  to  the  — 
point.  The  resistance  of  B  is  for  con- 
venience disregarded,  as  it  is  but  a 
fraction  of  the  total  resistance.  Sup- 
pose, now,  that  we  extinguish  half  of  the  j 
lamps  by  short-circuiting  them.      Thei 


circle,  in  addition  to  its  positive  move- 
ments over  a  greater  or  less  number  of 
studs. 

In  the  engraving  (Fig.  83),  from  a 
photograph,  is  illustrated  the  Sawyer 
electro-magnetic  regulator.  The  large 
gear  wheel,  whose  shaft  carries  a  rotat- 
ing contact  arm,  corresponding  to  lever 
A  of  Fig.  82,  making  connection  seriatim 
with  a  number  of  insulated  segments  of 
a  circle  enclosed  in  an  oval-top  case,  is 
set  in  motion  by  a  pinion  on  the  shaft  of 
a  small  reversing  electric  engine  enclosed 
in  the  central  round  metal  case.  When 
there  is  too  great  a  supply  of  current, 
the  armature  lever  of  the  magnet  in  the 
main  circuit  establishes  the  local  circuit 
of  a  commutator  which  drives  the  engine 
in  one  direction;  when  there  is  too  little 
current,  the  armature  lever  establishes 
the  circuit  of  a  second  commutator  which 
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drives  the  engine  in  the  opposite  direc- 
tion. In  the  first  instance  resistance  is 
introduced  in  the  main  circuit.  In  the 
second  instance  resistance  is  removed 
from  the  circuit. 

Imperfections  due  to  the  oxidization 
of  contact  points  in  the  electric  engine, 
and  the  occasional  failure  of  the  engine 
to  respond  to  changes  in  its  circuit,  led 
to  the  abandonment  of  what  was  other- 


studs  or  segments  of  Fig.  82.  B  is  a 
cylinder  fixed  to  the  base  J  and  open  at 
the  top.  Closely  fitting  in  cylinder  B  is 
the  cylinder  A,  open  at  the  bottom. 
Supported  by  a  tube  passing  through 
the  l3ase,  and  closely  fitted  in  cylinder  A, 
is  the  piston  C.  Insulated  upon  one 
side  of  cylinder  B  is  a  stationary  contact 
plate  E,  to  which  one  pole  of  the  gener- 
ator is  attached.    Insulated  upon    the 


Fig.  88.    The  Sawyer  Electro-Magnetic  Regulator. 


wise  a  successful  regulator,  and  the  sub- 
stitution therefor  of  hydraulic-cylinder 
and  piston  mechanism,  constituting  the 
regulatoi;  shown  in  Fig.  84,  which  is  also 
from  a  photograph. 

The  internal  arrangements  of  the 
regulator  are  shown  in  Fig.  85,  in  which 
J  is  a  hollow  metal  base  containing  the 
various  resistances  connected  with  the 
18  pieces  F,  corresponding  to   the   10 


opposite  side  of  the  cyhnder  are  the  18 
grooved  central  plates  F.  Running  in 
the  grooves  of  E  and  F  are  two  contact 
arms,  G  and  H,  whose  pressure  upon  E 
and  F  is  regiilated  by  spring  I.  The 
current,  therefore,  passes  by  way  of  plate 
E  to  arms  H  and  G  and  a  contact  plate 
F  outwardly,  as  shown  in  the  regulator 
connections.  Fig.  82.  The  ends  of  the 
cores  of  an  electro  magnet,  K,  provided 
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Pig.  84.    Hydraulic  Regulator. 
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Fig.  a5.     Hydraulic  Regulator  Mechanism. 


Digitized  by 


Google 


STREET  CA.EEIAGEWAY  PAVEMENTS. 


837 


with  an  armature  lever,  L,  pass  through 
(he  piston  head,  and  serve  to  open  and 
dose  the  valves  NM.  When  the  magnet 
K  is  not  energized,  a  coiled  spring 
forces  the  armature  away,  and  valve  N  is 
opened  to  the  flow  of  a  stream  of  water, 
and  valve  M  is  closed  against  its  escape 
into  the  lower  chamber  and  outwarcfiy 
through  the  exit  tube  O.  Therefore  the 
cylinder  A  rises.  When  the  magnet  is 
energized,  the  valve  N  is  closed  and  the 
ingress  of  water  stopped,  while  valve  M 
is  opened  and  the  water  contained  in  the 
upper  chamber  is  allowed  to  escape. 
The  cylinder  A  then  falls  by  its  own 
weight  as  rapidly  as  the  escaping  water 
permits.  By  a  suitable  arrangement  the 
waste  water  is  used  to  cool  fiie  various 
artificial  resistances.  The  local  circuit 
of  the  magnet  E  is  established  by  the 
back  contact  of  the  relay  lever.  The 
movements  of  the  cylinder  A  are  smooth 
and  the  changes  rapid.  The  contacts  of 
O  and  H  with  F  and  E  are  of  a  firm  and 
substantial  character.  With  a  pressure 
of  10  pounds  of  water  and  a  piston  area 
of  10  square  inches,  the  cylinder  A  is 
raised  above  its  weight  with  a  force  of 
50  pounds;    and  as  its    weight  is  50 


pounds,  it  obviously  falls  with  the  same 
force.  With  a  piston  area  of  80  square 
inches  and  20  pounds  pressure  of  water, 
a  circuit  is  operated,  with  singularly 
rapid  changes  in  the  direction  of  move- 
ment of  the  cylinder,  with  an  upward 
force  in  the  cylinder  of  1,600  pounds. 
There  is  apparently  no  limit  to  the 
powerful  effects  thus  producible  by 
minute  changes  in  the  strength  of  cur- 
rent supplied  to  a  system  of  lamps.  By 
means  of  these  regulators,  the  changes 
in  the  circuit  occasioned  by  the  Sawyer 
switches  for  graduating  tiie  light  are 
instantly  balanced;  but  the  fact  remains 
that  as  much  power  is  expended  in  driv- 
ing the  generator  when  there  are  a  few 
as  when  there  are  many  lamps  in  circuit, 
and  in  a  general  distributing  system, 
where  economy  is  the  prime  considera- 
tion, such  regulators,  however  perfect  in 
their  operation,  can  have  no  practical 
application." 

Quite  as  valuable  as  the  above  is  the 
author's  presentation  of  the  subjects  of 
"General  Distribution"  and  "The  Com- 
mercial Aspects."  But  for  these  topics 
we  must  refer  the  reader  to  the  book 
itself. 


STREET  CARRIAGEWAY  PAVEMENTS. 

By  GEORGE  FREDERICK  DEACON,  M.  Inst.  0.  E. 
From  Prooeedings  of  the  Institution  of  CItII  Engineers. 


As  a  branch  of  civil  engineering  street 
paving  has  never  occupied  a  vei^y  high 
place.  It  is  true  that,  when  once  the 
conditions  of  its  maximum  economy  and 
efficiency  are  ascertained,  exceptional 
skill  is  not  required  to  put  them  into 
practice ;  but  those  conditions  have 
rarely  received  at  the  hands  of  engineers 
the  consideration  in  detail  which  they 
demand ;  and  when  the  very  high  degree 
ii  duly  appreciated,  in  which  the  welfare 
of  the  community  is  influenced  by  the 
method  of  paving  adopted,  it  must  be 
oonceded  that  the  divergent  opinions 
and  practice  at  present  extant  should  at 
once  be  formulated  and  fairly  compared. 
The  prooeedings  of  the  institution  have 
contained  no  discussion  on  the  subject 
for  many  years.  The  author  therefore 
proposes  to  state  his  practice,  and  to 


tabalate  its  results  in  a  manner  which,  if 
generally  adopted,  will  remove  much  of 
the  present  difficulty  of  making  accurate 
comparisons  between  the  various  classes 
of  pavements  and  the  different  modes  of 
constructing  them. 

The  present  paper  will  be  confined  to 
street  carriageways,  and  will  exclude  the 
consideration  of  such  roads  as  form  lines 
of  communication  between  centers  of 
population,  or  between  scattered  rural 
dwellings  and  market  towns,  railway 
termini,  or  harbors.  The  former  divi- 
sion of  the  subject  of  road  making  offers 
abundant  matter  for  consideration  in  a 
single  paper,  and  the  latter  division  has 
been  ably  dealt  with  by  Mr.  W.  H. 
Wheeler,  M.  Inst.  C.  E.  The  details  and 
cost  of  construction  of  certain  pavements 
will  be    given,  and  their  relative   ad- 
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Tantages  will  then    be    generally  con- 
sidered. 

L      CONSTRUCTION. CARRIAGEWAYS     OF 

HAMMSR-DRBSSED    STONE,    OR    SET 
PAVEMENTS. 

Figure  of  Sets, — Sets  when  properly 
secured  in  position  and  formed  of  the 
hardest  stones  are  so  durable,  even  under 
the  heaviest  traffic,  that  it  is  not  worth 
while  to  make  them  more  than  from  6  to 
7i  inches  deep.  Two  depths  are  em- 
ployed in  Liverpool:  the  first  for  moder- 
ate traffic,  averaging  6^  inches;  and  the 
second  for  the  heaviest  traffic,  averaging 
7i  inches.  In  relation  to  its  other 
dimensions,  a  set  should  be  of  such 
depth  that  when  the  wheel  of  a  heavy 
cart  passes  over  one  edge  of  its  upper 
surface  it  should  not  tend  to  tip.  The 
resultant  direction  of  pressure  of  the 
load  and  adjoining  sets  should,  in  short, 
always  tend  to  depress  the  whole  set 
vertically.  Where,  as  frequently  hap- 
pens, this  precaution  is  neglected,  the 
maintenance  of  a  uniform  surface  is  im- 
possible. This  consideration  would  lead 
per  «e,  for  sets  of  the  above-mentioned 
depth,  to  a  surface  of  4  or  5  inches 
square.  Sets  of  this  figure  remain  com- 
paratively stable,  even  on  bad  founda- 
tions and  with  defective  joints.  There 
are  other  influences,  however,  which  lead 
to  a  modification  of  this  form.  It  is 
desirable  that  the  width  of  each  set 
measured  along  the  street  should  be 
small.  If  it  is  large,  a  horse  drawing  a 
heavy  load  attempting  to  find  a  joint 
slips  back,  and  requires  an  exceptionally 
wide  joint  to  pull  him  up.  The  wide 
joint  induces  increased  wear  of  the  upper 
comers  of  the  sets,  and  increased  noise. 

In  practice,  the  author  has  found  that, 
for  all  but  the  softer  stones,  upon  which, 
even  if  there  were  no  joints,  horses 
could  travel  with  facility,  it  is  desirable 
that  the  widths  of  the  sets  should  be 
such  that  four  taken  at  ran4om,  and 
placed  side  by  side,  will  not  measure 
more  than  14  inches  across.  As  in  this 
measurement  the  irregular  projections  of 
the  sets  are  taken  into  account,  the  aver- 
age surface  width  is  less  than  3  inches  ; 
and  if  with  this  width  the  surfaces  are 
square,  the  number  of  longitudinal  joints 
is  so  great  that  it  is  impossible  for  the 
paviors  to  break  joint  properly,  and  at 
the  same  time  to  keep  the  joints  close. 


without  much  loss  of  time  in  selecting 
each  set  as  it  is  placed.  Two  or  more 
longitudinal  joints  in  nearly  the  same 
line,  or  a  single  rather  wide  longitudinal 
joint,  almost  invariably  initiates  a 
groove. 

The  square  form  which,  for  stability, 
would  otherwise  have  been  the  best,  has 
therefore  been  altered  in  the  author's 
practice  to  an  oblong  of  the  width  above 
stated,  and  of  a  length  varying  from  5  to 
7  inches,  which,  when  the  set  is  fixed  in 
position  in  the  manner  about  to  be 
described,  is  not  found  to  be  too  great  in 
relation  to  the  depth  to  secure  stability. 

These  conclusions  may  be  summarized 
as  follows: 

HARD  STONE,  IN  WHICH  JOINTS  ARE  NECB88ART 
FOR  FOOTHOLD. 

Depth.  Width.  Lengths 

in.    in.  sets.  in.  in.    in. 
Sets  for  moder- 

atetraffic...    ^io^  4tol4  5to7 
Sets  for  heavi- 
est traffic...    7''7i  4 to  14  5  "7 

SOFTER  STONES,  IN  WHICH  JOINTS  ARE  UNNEC- 
ESSARY FOR  FOOTHOLD. 

Depth.        Width.       Length* 
in.    in.       sets.  in.       in.    in. 
Sets   for  light 
traffic  or  in- 
clines     6to6i        8tol4        5to7 

Materials  of  Sets. — Amon^  the  igne- 
ous, plutonic,  and  metamorphic  rocks  are 
to  be  found  a  great  variety  of  stones 
suitable  for  paving,  of  all  degrees  of 
hardness,  brittleness,  and  toughness;  bat 
the  durability  under  traffic,  the  tendency 
to  wear  round  rather  than  flat  and  to  be- 
come slippery,  are  dependent  upon  no 
conditions  which  can  readily  be  foreseen* 
The  size  and  distribution  of  the  crystals, 
the  nature  and  hardness  of  the  constitu- 
ent minerals,  operate  in  such  a  manner 
that  two  opposite  combinations  often 
produce  nearly  the  same  result;  while 
rocks  of  nearly  equal  hardness  frequent- 
ly behave  very  differently  under  traffic. 
The  specific  gravity,  moreover,  appears 
to  afford  no  assistance  in  the  determina- 
tion. 

The  only  sedimentary  rocks  which  it  is 
desirable  to  use  for  street  pavements  are 
some  portions  of  the  millstone  grits  and 
other  more  laminated  grits  of  the  coal 
measures,  and  the  use  of  these  should  be 
confined  to  steep  gradients  and  to  streets 
of  little  traffic.    Specimens  of  rooks  used 
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in  Liverpool  for  paving  are  exhibited, 
and  in  the  following  tabl^  (page  240)  are 
stated  the  localities  from  which  they  are 
obtained,  their  lithological  characters, 
and  their  behavior  under  traffic,  so  far 
as  is  known  to  the  author,  when  paved 
as  described  in  this  paper. 

Mode  of  Jointing, — Until  1871  the 
joints  of  Liverpool  set  pavements  were 
simply  filled  with  gravel,  well  worked 
down  with  a  tool  called  a  cramming  iron. 
In  many  towns  a  grouting  of  hydraulic 
lime  and  gravel  is  brushed  into  the 
joints.  The  first  method  answers  moder- 
ately well  for  streets  of  light  traffic;  the 
second  binds  the  gravel  to  some  extent, 
but  in  very  few  cases  do  the  sets  fail  to 
work  loose,  and  the  grouting  to  become 
disintegrated,  even  if  the  vibration, of 
the  traffic,  which  is  generally  too  soon 
turned  upon  the  pavement,  has  ever 
allowed  it  to  set  firmly.  Joints  made 
according  to  the  first  method  are  always 
very  pervious  to  water  ;  those  made  by 
the  second  method  are  less  so ;  but, 
owing  to  the  fact  that  the  grouting  is 
almost  always  disintegrated,  they  are  far 
from  impervious. 

In  pavements  of  which  the  founda- 
tions are  not  of  concrete,  impervious- 
ness  is  of  the  utmost  importance  ;  for 
where  water  can  percolate  to  the  sub- 
stratum, that  substratum  is  softened, 
and  under  continuous  traffic  portions  of 
it  work  up  through  the  joints,  or  press 
the  sets  upwards  in  places  where  the 
traffic  is  lighter.  In  either  case  hollows 
are  formed.  Unless  a  strong  concrete 
foundation  is  employed,  it  is  useless  to 
attempt  to  make  the  joints  impervious 
with  a  brittle  material  such  as  cement  or 
lime  ;  and  so  far  as  the  author  is  aware, 
the  only  thoroughly  impervious  joints 
under  such  circumstances  have  been 
formed  with  various  asphaltic  composi- 
tions. For  more  than  thirty  years  the 
authorities  of  many  towns  in  Lancashire 
and  Yorkshire  have  made  the  joints  of 
their  pavements  by  first  filling  them 
with  clean  gravel,  and  then  pouring  in  a 
boiling  asphalt  of  pitch  and  creosote  oil. 

A  crucial  examination  of  many  classes 
of  pavements  satisfied  the  Author,  in 
1871,  that  those  jointed  with  asphalt 
retained  their  figures  better,  and  wore 
out  less  rapidly,  than  any  others.  This 
method  of  jointing  is  often  very  indiffer- 
ently performed  ;  and,  as  it  is  scarcely 


known  in  the  South  of  England,  it  may 
be  useful  to  describe  in  detail  the  mode 
which  experience  has  shown  to  be  the 
best.  The  sets,  which  should  be  dry, 
are  paved  as  closely  as  possible,  having 
regard  to  the  maintenance  of  each  course 
in  a  straight  line,  upon  whatever  found- 
ation may  have  been  prepared  for  them. 
If  npon  a  concrete  foundation,  about  f 
inch  of  sharp  sand  is  allowed  to  inter- 
vene between  the  pavement  aLd  the 
foundation. 

When  a  considerable  area  is  ready,  it 
is  covered  with  clean,  dry,  and  hard 
gravel,  which  has  been  passed  through 
a  f-inch  riddle,  and  rejected  by  a 
i-inch  rddle.  When  this  gravel  has 
been  well  brushed  into  the  joints,  the 
sets  are  thoroughly  rammed  with  the 
old-fashioned  two-handled  vertical  ram- 
mer, which  the  rammerman  swings  be- 
tween his  legs.  The  effect  of  this  is  to 
shake  the  gravel  down,  and  cause  it  in 
most  places  to  disappear ;  more  gravel 
is  then  added,  and  the  ramming  repeated. 
After  a  third,  if  not  after  the  second,, 
gravelling  and  ramming,  each  set  should 
be  perfectly  firm.  The  vibration  of  the 
ramming  shakes  the  pebbles  even  into 
the  narrowest  spaces,  where  they  act  as 
most  efficient  wedges.  The  firmness  of 
the  pavement  even  at  this  stage  is  gen- 
erally surprising  to  those  who  see  it  for 
the  first  time. 

The  asphalt  is  prepared  in  boilers  on 
wheels.  The  large-sized  boilers  for  mak- 
ing carriageways  contain  about  25  cwt. 
of  asphalt,  while  the  small  sizes  used  for 
repairs  contain  from  6  to  10  cwt.  The 
coal-tar  pitch  employed  costs  in  Liver- 
pool about  Is.  6d.  per  cwt.  Care  must 
be  taken  that  it  is  not  too  brittle  ;  fore- 
men accustomed  to  the  work  can  judge 
of  this  quality  by  biting  it.  Pitch,  from 
which  so  much  of  the  essential  oil  has 
been  expelled  as  to  make  it  brittle,  and 
to  raise  its  melting  point  too  high,  will 
never  assume  that  permanently  plastic 
condition,  when  boiled  with  oil,  which  is 
necessary  to  prevent  subsequent  cracking. 
The  cil  employed  for  softening  the  pitch 
is  the  impure  carbolic  acid  or  dead  oil 
from  the  distillation  of  coal  tar.  It  is 
known  in  the  trade  as  creosote,  or  creo- 
sote oil,  but  is  quite  distinct  from  true 
creosote.  It  costs  about  2jd.  per  gallon. 
About  fifty  gallons  of  creosote  oil  are 
required  for  every  ton  of  pitch,  but  the 
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exact  quantity  depends  chiefly  upon  the 
qnality  of  the  pitch.  During  the  process 
of  boiling,  the  consistency  of  the  asphalt 
is  determined  from  time  to  time  by  cool- 
ing small  portions  in  water  and  kneading 
it  m  the  fingers. 

The  hot  asphalt  is  drawn  off  into  iron 
buckets,  each  containing  rather  less  than 
1  cwt.     Each  bucket  is  carried  to  the 

Erepared  pavement  on  a  carrying  bar 
etween  two  men,  and  the  contents 
ladled  out.  No  attempt  is  made  to  run 
it  into  the  joints  without  covering  the 
whole  surface.  The  asphalt  penetrates 
the  smallest  interstices,  and  for  many 
hours  aft<5r  the  joints  are  apparently  full 
it  continues  to  sink  until  only  a  thin 
coating  is  left  on  the  surface,  with  here 
and  there  a  hole,  which  is  filled  from  a 
small  ladle.  Lastly,  the  pavement  is 
finished  bv  covering  it  with  small  sharp 
gravel,  which,  with  much  of  the  remain- 
ing pitch,  is  subsequently  squeezed  into 
the  joints  by  the  traffic. 

The  cost  per  square  yard  in  Liverpool, 
of  pavements  laid  as  above  descnbed, 
exclusive  of  the  foundation  and  of  exca- 
vation, is  as  follows  : 

nCPBBVIOUS  PAVEMBNT  WITH  ASPHALT  JOINTS. 
AS  NOW  LAID  i:^  LIVERPOOL.    8.    d. 

0.31    ton  Stone  sets  1}4  inches  deep, 

including  cartage,  at  288 8  8 

0.064  ton  Gravel  for  bedding,  f  inch 

thick,  cartage  at  6s.  6d 0  5 

0.015  ton  Pitch,  cartage  at  80s 0  5.25 

0.6    gallon  Oil,  cartage  at  2^d 0  1.5 

O.O02  ton  Coke,  cartage,  at  l2s 0  0.25 

0.018  ton  Shingle,  dr&d  and  riddled, 

at  78 0  1.5 

Labor 0  8.5 

10    6 
Add  establishment  expenses, 

8  per  cent 0  10 

Total  per  square  yard.  11   4 

Similar  pavement  with  sets  6i  inches 

deep  per  square  yard 10   4 

Pervious  pavements  with  ordinary 
gravel  joints  as  formerly  laid  in  Liver- 
pool (present  prices  per  square  yard) : 

«.    d, 
0.31  ton  stone  sets,  7i  inches  deep,  in- 

cludiDg  cartage,  at  28< 8    8 

0.096  ton  gravel  for  bedding,   1  inch 

thick,  including  cartage  at  6«.  6d  0    7.5 
0.02  ton  gravel  for  joints,  1  inch  thick 

^  including  cartage,  at  6« 0    1.5 

Labor 0    5 

0  10 
Add  establishment  expenses,  8  per  cent.  0    0 

Total  per  square  yard 10    7 

Vol.  XXIV.— No.  3—17. 


«.    d. 
Similar   pavements   with  sets  Oj 
inches  deep  per  square  yard 9     6 

foundation. 
It  has  already  been  stated  that  in  1871 
the  author  gave  the  preference  to  as- 
phalt-jointed pavements.  Prior  to  that 
time  they  had  never  been  employed  in 
Liverpool;  and  as  the  Liverpool  traffic 
was  probably  heavier  than  that  of  any 
other  town,  it  became  necessary  to  con- 
sider whether,  in  addition  to  the  change 
in  the  method  of  jointing,  any  alteration 
should  be  made  in  the  foundations  of  the 
carriageways. 

In  the  oldest  Liverpool  streets  the  sets 
had  simply  been  paved  upon  an  old 
macadamized  surface,  but  in  those  more 
recently  constructed,  it  had  been  usual  to 
form  foundations  after  the  manner 
adopted  by  Telford  for  highways,  of 
which  the  wearing  material  was  broken 
stone.  Those  foundations  consisted  of 
rough  stones,  10  or  12  inches  long,  set  on 
end  by  hand  to  the  proper  curvature  of 
the  road.  The  tops  of  any  projecting 
stones  were  broken  off,  and  the  hollows 
filled  in  with  smaller  stones  and  rolled. 
The  traffic  was  then  allowed  to  pass  for 
several  weeks  before  the  pavement  was 
laid. 

9.  d. 
Present  cost  per  yard  of  hand-pitched 
foundation,  as  formerly  adopted  in 

Liverpool '.  ...1    5 

Add  for  establishment  expenses,  8  per 
cent 0    1.86 

Total  per  square  yard 1    6.86 

Apart  from  all  other  considerations,  this 
method  of  forming  the  foundation  was 
obviously  undesirable,  where  it  was  neces- 
sary  to  reconstruct  the  pavements  of  ex- 
isting streets,  on  account  of  the  long 
time  occupied  m  consolidation. 

In  Manchester,  where  the  pavements 
were,  on  the  whole,  the  most  perfect  the 
author  had  seen  in  any  of  the  towns  ex- 
amined, the  sets  were  simply  laid  upon  a 
well-consolidated  bed  covered  with  cin- 
ders, and  the  impervious  joints  were 
trusted  to  prevent  the  unequal  sinking 
so  generally  caused  by  water  soaking 
into  the  foundations;  out  where  heavy 
traffic  constantly  passed  over  the  same 
lines,  the  sets  did  undoubtedly  sink  be- 
neath those  lines.  The  author  decided, 
therefore,  that,  for  the  heavier  traffic  at 
least,  it  was  desirable  to  employ  con- 
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Crete  foundations.  Subsequently  as- 
phalt-jointed pavements  were  tried,  both 
with  and  without  concrete  foundations, 
with  so  marked  an  advantage  in  favor  of 
the  concrete  that  it  has  since  been  used 
in  all  except  the  quietest  streets,  and 
within  the  last  six  years  about  200,000 
superficial  yards  have  been  laid.  The 
methods  adopted  have  varied  slightly 
from  time  to  time,  but  experience  has 
led  for  some  years  past  to  the  following 
practice:  The  concrete  employed  is 
either  Portland  cement  or  bituminous 
concrete.  Before  reconstructing  a  car- 
riageway for  heavy  traffic,  pans  of  the 
existing  foundation  are  exposed  in  many 
different  places.  If,  as  often  happens,  no 
part  of  this  foundation  is  worth  retain- 
ing, the  ground  is  excavated  to  the  prop- 
er depth  for  Portland  cement  concrete. 
If,  as  sometimes  happens,  either  an  old 
macadamized  road,  or  an  old  hand-pitch- 
ed foundation,  is  met  with  at  a  sufficient 
depth  below  the  base  of  the  proposed 
pavement,  Portland  cement  concrete  is 
still  employed.  If,  on  the  other  hand, 
the  macadamized  surface  or  the  hand- 
pitching  reaches  in  places  close  up  to  the 
pavement,  so  that  only  a  very  thm  stra- 
tum of  concrete  can  be  used  without 
removing  it,  bituminous  concrete,  inca- 
pable of  cracking,  is  used  in  preference 
to  the  comparatively  brittle  Portland  ce- 
ment concrete. 

Portland  Cement  Concrete  Founda- 
tions, — Where,  as  in  the  case  of  a  car- 
riageway foundation,  a  comparatively 
thin  stratum  of  concrete  is  required,  it  is 
especially  necessary  that  that  stratum 
should  be  uniform  in  strength,  or  homo- 
geneous, if  the  term  can  be  properly  ap- 
plied to  such,  a  mixture.  The  most  per- 
fect concrete  which  the  author  has  pro- 
duced is  made  as  follows  : 

The  ground  on  which  the  foundation 
is  to  be  laid  is  first  well  watered ;  upon 
it  is  then  scattered  a  layer  of  wet  broken 
stone  like  coarse  macadam;  upon  this 
layer  is  spread  with  the  spade  a  thin 
stratum  of  cement  mortar,  and  upon  the 
mortar  a  further  layer  of  wet  broken 
stones.  The  upper  layer  of  broken  stones 
is  then  beaten  into  the  lower  layer  with 
beaters  like  large  spades,  with  straight 
handles  4  feet  4^  inches  long  and  fiat 
beaters  of  sheet  iron  about  12  inches 
square  and  J  inch  thick.  Another  stra- 
tum of   mortar,  followed  by  a  third  of 


stone,  is  then  laid,  and  the  beating  pro- 
cess continued;  and  so  on,  until  the  re- 
quired thickness  is  attained,  when  the 
surface  is  first  beaten  and  then  finished 
by  rubbing  with  the  beaters  to  the  proper 
curvature  of  the  carriageway.  The  sur- 
face is  thus  made  as  smooth  and  uniform 
as  a  plastered  wall.  Bv  this  method  a 
complete  but  thin  coatmg  of  mortar  is 
left  round  every  stone,  and  a  maximum 
of  strength  is  attained  with  a  minimum 
of  cement.  When  cut  through,  no  sign 
of  lamination  is  found.  The  mortar  is 
composed  of  six  parts  by  measure  of 
gravel  and  one  of  Portland  cement.  The 
broken  stones,  measured  separately,  rep- 
resent about  eight  parts,  but  when  the 
whole  is  mixed  and  beaten  together,  the 
proportion  of  stones  and  gravel  to  set 
cement,  is  as  11  to  1.  This,  however, 
includes  the  upper  layer,  in  which  there 
is  more  than  the  average  proportion  of 
mortar. 

No  cement  is  allowed  to  be  used,  the 
tensile  strength  of  which  is  less  than  800 
lbs.  on  a  section  of  2^  square  inches,  or 
which  sets  in  less  than  three  hours  so 
firmly  as  to  take  no  impression  from  a 
Vicat's  needle,  having  an  area  of  ^^th 
part  of  a  square  inch  and  a  weight  of 
2i  lbs.,  or  of  which  more  than  10  per 
cent,  is  rejected  by  a  50-^auge  sieve. 
Though  seldom  laid  more  than  6  inches 
in  thickness,  this  concrete  is  so  strong 
that  when,  for  the  purpose  of  laying  new 
service  pipes,  or  of  reaching  old  ones,  it 
has  to  be  removed,  it  is  simply  cut  with 
a  saw-pick,  just  as  slabs  of  stone  are 
quarried,  in  pieces  about  three  feet 
square.  When  the  excavation  has  been 
refilled  and  rammed,  these  blocks  are  re- 
laid,  cemented  to  the  old  concrete,  and 
paved  upon  at  once.  On  the  following 
day  the  traffic  is  allowed  to  pass  over 
them,  and  no  subsequnnt  sinking  has 
ever  been  known  to  take  place — a  strik- 
ing contrast  to  the  old  system,  in  which 
the  paving  over  trenches  in  streets  of 
considerable  traffic  was  generally  relaid 
three  times,  and  sometimes  oftener. 

The  author  desires  to  lay  great  stress 
upon  the  homogeneity  and  strength  of 
the  concrete,  which  renders  it  possible 
to  saw  it  out,  and  upon  the  smoothness 
and  exact  form  of  the  surface,  which  not 
only  insures  uniformity  of  the  subsequent 
paving,  but  guides  the  workmen  in  re- 
placing cut-out  blocks. 
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Experience  has  shown  that  concrete, 
made  in  the  manner  described,  should  not 
be  paved  upon  for  at  least  eight  days  after 
being  placed  in  situ,  Ei^t  days  is  a 
serious  addition  to  the  time  during  which 
part  of  a  street  must  be  closed  for  pave- 
ment, but  in  order  to  obtain  the  best 
result  the  inconvenience  must  be  en- 
dured; moreover  no  real  advantage  is 
gained  by  paving  one-half  at  a  time,  and 
leaving  less  than  one-half  open  to  traffic. 
It  is  impossible  under  such  circumstances 
to  do  the  work  so  well;  it  is  impossible 
to  do  it  so  quickly ;  and  the  blocks  which 
take  place  in  the  traffic  create,  in  the 
author's  opinion,  more  inconvenience  on 
the  whole  than  if  all  the  traffic  sought 
from  the  first  a  different  route.  The 
most  important  thoroughfares  in  the 
greatest  forwarding  town  in  the  world 
have  been  repaved  with  Portland  cement 
concrete  foundations  within  the  last  six 
years.  The  idea  of  closing  them  entirely 
was  at  first  not  contemplated,  and  when 
it  was  adopted  many  complaints  were 
naturally  made.  Those  who  know  the 
central  three  miles  of  Liverpool-dock 
streets  can  well  understand  this  ;  but  it 
will  be  shown  later  on  that  the  loss  was 
rapidly  recouped;  and  since  the  first  few 
thousand  yards  of  the  new  pavements 
were  opened,  warehouse  owners  and  car- 
riers have  alike  submitted,  without  com- 
plaint, to  the  temporary  loss,  for  which 
they  obtain  so  great  a  return. 

Owing  to  the  mode  in  which  the 
broken  stone  is  added,  the  quantity  of 
concrete  to  be  mixed  on  the  boards  is 
less  by  about  50  per  cent,  than  under  the 
ordinary  system.  Hitherto  the  work  has 
been  performed  by  hand,  as  follows: 
Each  man  stands  before  a  board  4  feet 
square  with  three  sides  8  inches  high. 
The  boards  are  placed  in  the  segment  of 
a  circle,  touching,  or  nearly  touching, 
each  other,  with  their  open  edges  towards 
the  center.  Behind  and  between  every 
pair  of  boards  is  a  frame  of  galvan- 
ized iron  supporting  a  galvanized  iron 
cistern  of  about  3  cubic  feet  capa- 
dty.  From  each  cistern  project  two 
pipes^  fitted  with  roses  and  taps,  one  over 
each  board.  Hinged  to  the  back  of  each 
board  is  a  box,  haying  a  capacity  of  1^ 
cubic  feet.  This  box  has  a  strong  han- 
dle, by  which  its  contents  may  be  readily 
tippea  on  to  the  board.  Behind  the 
boards  are  tipped  the  gravel  and  the  ce- 


ment. Suppose  the  boards  to  be  lettered 
from  A  to  G.  Box  A  is  filled  from  be- 
hind by  the  gravel  man,  then  B,  then  C, 
and  so  on  to  G.  Mixer  A  pulls  over  box 
A  with  his  spade,  and  spreads  out  the 
gravel,  over  which  the  cement  boy,  who 
follows  the  gravel  man  from  A  to  G, 
scatters  the  cement  from  a  hemispherical 
vessel,  containing  ^  cubic  foot.  Mixer  A 
then  turns  over  his  gravel  and  cement, 
until  thoroughly  incorporated.  He  next 
turns  the  tap  on  to  a  bare  part  of  the 
board,  and  shovels  over  the  mixture, 
scattering  it  among  the  spray.  An  ex- 
perienced man  will  scatter  the  mixture 
at  such  a  rate  that  when  all  turaed  over 
it  will  have  exactly  the  required  damp- 
ness. The  tap  is  then  turned  off,  and 
very  little  more  labor  is  necessary  to 
make  the  mixture  perfectly  uniform.  By 
this  time  a  cart  or  a  barrow  has  arrived 
from  board  G.  Having  discharged  the 
contents  of  his  board,  mixer  A  finds  that 
the  gravel  man  from  G  has  already  filled 
his  box,  which  he  pulls  over  as  before, 
and  the  whole  cycle  of  operations  is  re- 
peated. It  is  obvious  that  close  super- 
vision of  such  a  system  is  very  easy. 

One  of  the  most '  important  results 
effected  by  the  process  is  perfect  mixing 
with  very  little  water.  The  concrete  is 
only  so  far  wetted  that  when  squeezed 
forcibly  in  the  hands  a  slight  dampness 
appears  on  the  surface.  So  small  is  the 
quantity  of  water  used,  that  many  per- 
sons accustomed  to  concrete  mixing  have 
remarked  that  the  mortar  will  not  set 
properly  without  more  water.  Concrete 
formed  with  mortar  of  this  consistency 
can  be  beaten  into  a  much  more  compact 
mass  than  when  a  larger  proportion  of 
water  is  used;  it  is  much  stronger,  and 
can  be  formed  to  a  more  accurate  figure 
at  the  surface. 

In  the  earlier  trials  of  this  work  in 
Liverpool,  the  concrete  mixing  was  per- 
formed in  the  street.  A  carriageway, 
running,  for  example,  north  and  south, 
having  been  closed,  the  excavation,  com- 
menced at  the  north  end,  was  proceeded 
with,  at  first  by  carting  both  northwards 
and  southwards.  When  a  sufficient  open- 
ing was  made  the  concreting  was  com- 
menced at  the  northern  end,  the  mixers 
being  placed  south  of  the  concrete,  and 
the  materials  for  concrete  south  of  the 
mixers.  As  the  concreting  progressed, 
the  mixers  were  moved  southwards.     It 
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was  found  to  be  impossible  to  mix  so 
much  concrete  within  the  limits  of 
the  carriageway  as  could  be  laid  in 
situ  in  the  same  time,  and  the  work  was 
much  impeded  by  the  limited  space. 

In  order  to  ascertain  whether  any 
mode  of  mixing  at  a  shoit  distance  from 
the  site  could  be  devised  which  would 
not  diminish  the  strength  of  the  concrete, 
owing  to  subsequent  disturbance  in  lay- 
ing, the  author  tested  carefully-prepared 
samples  of  concrete,  some  moulded  imme- 
diately after  miidng,  and  others  moulded, 
and  thus  disturbed,  at  different  periods 
after  mixing.  In  a  modified  degree  the 
results  had  been  anticipated;  but  the  in- 
correctness of  the  prevalent  opinion  as  to 
the  effect  of  remixing  was  shown  to  be 
much  greater  than  was  expected,  so  far 
at  least  as  concrete  made  with  good 
slow-setting  Portland  cement  was  con- 
cerned. 

A  summary  of  the  results  of  four  hun- 
dred and  eighteen  experiments,  both  m 
compression  and  tension,  which  determ- 
ine this  question,  are  given  in  the  follow- 
ing table  (page  245). 

Since  the  time ,  when  the  first  set  of 
these  experiments  was  made,  concrete 
mixing  in  the  street  for  which  the  con- 
crete 18  destined  has  been  abandoned, 
and  any  convenient  yard  or  other  place 
has  been  used,  from  which  the  concrete 
may  be  deposited  within  a  moderate  time 
after  mixing.  In  the  author's  opinion, 
the  change  has  not  diminished  the 
strength  of  the  concrete. 

It  is  well  known  that  fresh  Portland 
cement  is  unfit  for  use,  on  account  of  the 
large  quantity  of  uncombined  lime  it 
contains.  If  moulded  in  this  condition 
the  lime  slakes  while  the  cement  is  set- 
ting, and  often  breaks  it  up  completely. 
To  avoid  this  the  cement  must  be  thor- 
oughly purged,  that  is,  exposed  to  the 
atmosphere  for  a  considerable  time.  Bv 
this  means  the  lime  is  slaked  to  a  suffi- 
cient extent  to  prevent  any  failure  of  the 
work  from  subsequent  slaking.  This  ac- 
tion diminishes  as  the  purging  becomes 
more  complete;  but  even  in  the  best 
Portland  cement  after  exposure  to  the 
air  for  an  indefinite  time  there  is  rarely 
a  diminution,  though  there  is  sometimes 
an  increase  of  strength  if  allowed  to 
stand  fifteen  or  twenty  minutes  between 
the  process  of  mixing  and  placing  in  situ. 
It  is  difficult  to  ascribe  any  cause  for 


this  except  on  the  hypothesis  that  even 
in  the  best  purged  cement  there  remain 
minute  points  of  compression,  scattered 
throughout  the  mass  and  produced  by 
minute  particles  of  lime,  which  are  slaked 
on  the  application  of  water.  Whether 
or  not  this  be  the  true  explanation,  the 
facts  are  indisputable,  and  have  an  im- 
portant bearing  upon  many  works  in 
concrete. 

The  cost  per  superficial  yard  of  Port- 
land cement  concrete  foundations  in  Liv- 
erpool, six  inches  deep,  constructed  in 
the  manner  above  described,  is  as  fol- 
lows : 


s.  d. 
0.182  ton   Broken   stones,   including 

cartage,  at  6s 0    9.5 

0.174  ton  River  Dee  Gravel,  including 

cartage,  at  5s.  6d 0  11.5 

0.024  ton  Portland  cement,  including 

cartage,  at  52s 1    3 

Labor,  mixing  concrete 0    8.25 

Labor,  layine  in  situ,  beating 

and  shaping. 0    2.75 

8    6 

Add  for  establishment  expenses, 

8  per  cent 0    8 


Total  per  square  yard ...  8    9 


Bituminous  Concrete  Foundations. — 
The  positions  iu  which  bituminous  is 
preferred  to  cement  concrete,  have 
already  been  described.  It  is  constructed 
in  Liverpool  as  follows  :  On  the  hard 
but  often  irregular  bed  of  the  old  found- 
ation, previously  well  brushed,  is  thrown 
the  required  thickness  of  broken  stone 
of  the  size  of  rough  macadam.  This  is 
well  leveled  and  rolled  to  the  proper 
form,  and  over  it  is  poured  precisely  the 
same  asphaltic  composition  as  that  above 
described  for  making  the  joints  of  seta. 
The  asphalt  sinks  to  the  bottom,  and 
fills  the  smallest  crevices  between  the 
stones.  On  the  surface,  while  the  asphalt 
is  still  warm,  is  laid  a  thin  stratum  of 
small  broken  stone,  which  is  thoroughly 
rolled  into  the  asphalt,  and  fills  up  the 
upper  spaces  between  the  larger  stones. 
As  in  the  process  of  rolling  the  soft 
asphalt  rises  between  the  smaller  stones, 
still  smaller  riddlings  are  scattered  over 
it,  until  a  perfectly  true  and  uniform 
surface  is  obtained.    In  a  few  hours  this 
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surface  will  bear  any  amount  of  ram- 
ming without  distortion. 
►^  The  cost   per  square  yard  of  bitumin- 
ous concrete  foundations   in  Liverpool, 
6  inches  deep,  is  as  follows  : 

8.  d. 
0.163   ton   Broken  stones,  including 

cartage,  at  6s 0  11 

0.041  ton    Pitch,   including  cartage, 

at  308 1    3 

1.2    gallon   Oil,    including   cartage, 

al2J^d : 0    3 

0.007   ton    Coke,  including  cartage, 

,  at  12s...  0    1 

I^bor 0    9 

3    3 
Add  for  establishment  expenses, 
8  percent 0    3 

Total  per  square  yard ...   3    6 


CARRIAGEWAYS      OF      BITUMINOUS      CON- 
CRETE, OR  ASPHALT  MACADAM. 

A  pavement  may  be  constructed  pre- 
cisely in  the  same  manner  as  the  bitumi- 
nous concrete  foundations  above  de- 
scribed. It  is  absolutely  impervious  to 
moisture,  and  in  first  cost  less  expensive, 
though  by  no  means  so  durable  as  a 
stone  pavement,  or  as  a  rock-asphalt 
pavement  ;  but,  nevertheless,  it  is  suffi- 
ciently durable  for  the  numerous  back 
streets  of  a  great  town,  in  which  facility 
of  cleansing  is  of  primary  importance. 

In  constructing  such  pavements  it  is 
desirable  that  the  upper  layer  of  large 
stones  should  be  of  smaller  size  than  is 
necessary  for  concrete,  and  that  they 
should  not  be  harder  than  limestone. 
The  still  smaller  stones  and  riddlings 
should  be  similarly  limited  in  hardness. 
The  object  of  this  proviso  is  that  the 
asphalt  between  the  stones  may  not  wear 
down  much  more  rapidly  than  the  stones, 
and  thus  leave  in  time  an  uneven  surface. 
The  proper  consistency  of  the  asphalt  is 
of  even  more  importance  than  when  it  is 
simply  used  for  joints.  About  23,000 
square  yards  have  been  laid  in  Liver- 
pool, and  on  sanitary  grounds  the  sys- 
tem will  probably  be  extended  annually 
over  large  numbers  of  back  streets. 

The  cost  per  superficial  yard  of  bitu- 
minous concrete  pavements  6  inches  deep, 
as  constructed  in  Liverpool,  is  as  fol- 
lows ; 


f.    d. 

0.144  ton  Broken  stone  and  lime-stone 
chippings,  Including  cartage,  at 
78.hd. 1    1 

0.041  ton   Pitch,    including   cartage, 

at  30» 1    8 

1.2  gallon   Oil,  including  cartage,  at 

2irf. 0    3 

0.007   ton    Coke    including    cartage, 

at  12d 0    1 

Labor 0  10 

8    6 
Add  for  establishment  expenses,  8  per 

cent 0    8 

Total  per  square  yard 8    9 


Bituminous  concrete  is  usually  pre- 
pared in  other  places  by  pouring  coal 
tar  over  broken  stones  of  the  size  of 
macadam  and  previously  heated.  The 
stones  are  then  laid,  and  thoroughly 
rolled  to  the  contour  of  the  finished  sur- 
face ;  after  which  about  an  inch  of  simi- 
larly prepared  chippings,  by  preference 
limestone,  is  spread  upon  them  and 
thoroughly  rolled. 

The  author  tried  this  method  in  Liver- 
pool, but  subsequently  obtained  greater 
success  by  the  first  method  described. 
In  some  Lancashire  towns  where  the 
second  method  is  employed,  the  surfaces 
appear  generally  to  become  disintegrated 
more  readily  than  those  in  Liverpool. 
Recently,  however,  he  has  examined 
some  street  carriageways  laid  in  Derby 
by  Mr.  Clement  Dunscombe,  according  to 
the  second  method,  and  they  are  among 
the  best  artificial  asphalt  pavements  he 
has  seen.  As  creosote  oil  cannot  readily  be 
obtained  in  all  towns,  and  as  tar  can  be 
obtained  wherever  gas  works  exist,  a 
knowledge  of  the  details  of  Mr.  Duns- 
combe's  practice  and  experience  would 
be  of  great  service  to  the  surveyors  of 
provincial  towns,  even  if  it  does  not 
supersede  the  first  method  where  creosote 
oil  is  cheap. 

WOOD   PAVEMENTS. 

In  Great  Howard  Street,  Liverpool, 
where  the  traffic  exceeds  3,300,000  tons 
annually,  or  216,000  tons  per  yard  width 
of  carriageway,  one  of  the  most  im- 
portant hospitals  in  Liverpool  is  situated. 
J^ear  all  hospitals  it  is  of  course  desira- 
ble to  reduce  the  noise  to  a  minimum. 
At  first  this  was  done  by  the  use  of 
macadam  in  the  middle  half  of  the  car- 
riageway ;  but  the  difficulty  of  main- 
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tainmg  it  became  so  sreat,  that  in  1871 
a  set  pavement  was  laid.  In  1872  the 
author  reoommended  the  substitution  of 
timber.  The  northern  half  of  the  work, 
about  700  square  yards,  was  accord- 
ingly paved  in  1873  by  the  Improved 
Wood  Pavement  Company.  The  site 
having  been  excavated  and  leveled, 
boards  of  Baltic  pine,  Ij  inch  thick, 
were  laid  diagonally  upon  3  inches  of 
sand,  and  upon  these  a  second  layer  of 
similar  boards  was  spiked.  The  blocks 
of  wood  were  of  Baltic  pine,  6  inches 
deep,  7  inches  and  8  inches  long,  and  3 
inches  wide.  Th«  ends  were  placed  in 
contact,  and  a  space  of  f  inch  was  main- 
tained between  each  row  by  a  narrow 
strip  of  wood  nailed  to  the  planking. 
This  space  was  subsequently  caulked 
with  gravel  and  a  bituminous  composi- 
tion. The  whole  surface  was  finished 
with  a  coating  of  asphalt  and  gravel. 
This  work  was  subject  to  very  frequent 
repair  and  was  entirely  relaid  after  four 
years  use.  The  defects  were  due  chiefly 
to  the  absence  of  a  proper  foundation, 
for  though  the  blocks  had  worn  down 
from  2  to  H  inches  during  the  four 
years,  they  would,  if  properly  held  in 
position,  have  lasted  some  time  longer. 
The  author  declined  to  recommend  the 
further  trial  of  wood  in  this  place  unless 
laid  upon  a  good  bed  of  concrete.  Ac- 
cordingly, in  1877,  a  pavement,  the  sur- 
face of  which  was  similar  to  that,  em- 
ployed in  the  first  instance,  was  laid 
upon  a  bed  of  bituminous  concrete,  con- 
structed as  already  described,  and  under- 
lying the  plank  foundation.  * 

The  southern  half  of  the  work,  about 
700  square  yards,  was  also  laid  in  1873, 
by  different  contractors,  on  a  material 
which  was  dignified  with  the  name  of 
concrete.  The  blocks  were  of  Baltic 
pine,  grouted  with  Portland  cement 
mortar,  a  material  quite  unsuited  for  use 
in  combination  with  wood.  Notwith- 
standing the  consolidating  action  to 
which  for  years  the  ground  had  been 
subjected,  the  lines  of  heaviest  traffic 
soon  showed  signs  of  sinking,  while  the 
adjoining  blocks  were  pressed  upwards  ; 
and  after  ten  months'  use,  the  pave- 
ment became  dangerous,  and  was  en- 
tirely relaid  on  the  same  system,  at  the 
contractors'  risk.  This  pavement  had  to 
be  removed  in  twelve  months,  when  a 
wood  pavement  similar  to  that  originally 


laid  on  the  northern  half  was  substituted. 
The  pavement  shows  very  plainly  the 
want  of  a  concrete  foundation. 

In  1874  the  pavement  of  Bold  Street, 
4,250  superficial  yards,  was  laid  by  the 
Improved  Wood  Pavement  Company,  in 
a  manner  precisely  similar  to  the  northern 
half  of  the  Great  Howard  Street  work. 
It  is  a  shop  street,  with  a  traffic  consist- 
ing chiefly  of  carriages,  amounting  to 
about  94,000  tons  per  annum  per  yard  in 
width  ;  but  even  here  the  want  of  a  con- 
crete foundation  soon  became  manifest, 
though  on  the  whole  the  pavement  has 
worn,  with  moderate  uniformity,  to  the 
extent  of  about  f  of  an  inch  in  four 
years. 

When  it  became  desirable  to  continue 
wood  pavement  along  the  upper  part  of 
Church  Street,  the  author  accordingly 
recommended  a  bituminous  concrete 
foundation,  S^  inches  thick,  which  was 
laid  under  his  direction  in  1878.  Upon 
this  the  Henson  Street  Paving  Company 
laid  their  pavement,  which  consisted 
simply  of  pine  blocks  from  Soroka,  3 
inches  by  6  inches  by  9  inches  long,  sepa- 
rated only  by  a  single  thickness  of  tarred 
felt,  a  layer  of  which  was  also  placed  be- 
tween the  foundation  and  the  blocks. 
A  transverse  V  groove,  1  inch  wide,  was 
cut  by  the  contractors  in  a  row  of  blocks 
at  every  12  inches,  ostensibly  with  the 
object  of  preventing  horses  from  slipping. 
Owing,  po  doubt,  to  the  nature  of  the 
foundation,  this  pavement  has  retained 
its  original  form  better  than  any  wood 
pavement  the  author  has  seen. 

The  author  has  not  hitherto  required 
the  surface  blocks  of  wood  pavement  to 
be  creosoted,  but  they  have  always  been 
selected  with  the  greatest  care.  The 
foundation  boards  when  used  have  been 
creosoted  with  not  less  than  10  lbs.  per 
cubic  foot. 

In  order  to  maintain  a  wood  pave- 
ment in  good  condition,  it  is  necessary 
to  scatter  fine  sharp  siliceous  gravel  over 
it  from  time  to  time.  This  operation 
adds  considerably  to  the  cost  of  main- 
tenance, but  if  properly  done,  it  pre- 
vents slipperiness  ;  and  if  not  overdone, 
the  little  angular  pieces  become  so  firmly 
embedded  in  the  fibres  of  the  wood 
that  they  are  prevented  from  rolling, 
and  are  gradually  worn  away  on  one 
side  only. 

The  first  costs  of  the  wood  pavements 
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most  recently  laid   in   Liverpool  have 
been  as  follows : 

COST  OP  WOOD   PAVEMENTS   PER  SUPERFICIAL 
YARD, 

a.    d. 

Improved  wood  pavements,  as  laid  in 
Great  Howard  Street,  in  1877,  in- 
cluding double  plank  foundation .  16    0 

Improved  wood  pavement,  as  laid  in 
Bold  Street,  including  double 
plank  foundation 15    8 

Benson's  wood  pavement,  as  laid  in 
Church  Street,  mcluding  bitumi- 
nous    concrete     foundation     di 
inches  deep 15  10 

It  is  scarcely  just  to  wood  pavement, 
however,  to  compare  these  figures  with 
those  previously  given  for  other  classes 
of  pavement.  In  the  case  of  the  wood 
pavements,  the  work  was  executed  by 
iiOndon  companies  ;  in  the  case  of  the 
other  pavements,  by  the  workmen  of 
the  Corporation  ;  and  the  8  per  cent, 
allowed  in  the  latter  case  for  establish- 
ment expenses,  would  inadeqaately  rep- 
resent the  additional  cost  necessarily  in- 
volved in  the  contract  work. 


weather,  are  so  objectionable ;  and  the 
quantity  of  detritus  washed  from  them 
into  the  sewers  is  so  larse,  that  for  many 
years  they  have  been  abandoned  except 
for  a  few  leading  carriage  thoroughfares 
to  the  outskirts.  The  proper  constmc- 
tion  of  the  substratum  of  macadamised 
roads  is  well  known,  but  not  always 
followed.  Much  difference  of  opinion 
exists,  however,  as  to  the  best  mode  of 
finishing  or  blinding  the  surface.  The 
author  has  tried  many  methods.  Under 
a  15>ton  steam  roller,  preceded  by  a 
watering  cart,  1,200  yards  of  trap-rock 
macadam,  without  blinding,  can  only  be 
moderately  consolidated  by  twenty-seven 
hours'  continuous  rolling.  If  blinded 
with  hard  rock  chippings  from  a  stone 
breaker  the  same  area  may  be  moder- 
ately consolidated  by  the  same  roller  in 
eighteen  hours.  If  blinded  with  silice- 
ous gravel  from  f  inch  to  the  size  of  a 
pin's  head,  mixed  with  about  one-fourth 
part  Qf  macadam  sweepings  obtained  in 
wet  weather,  the  area  may  be  thorough- 
ly consolidated  in  nine  hours.    Macadam 


Fig.1. 


VERTICAL  SCALS  0  TIMES  THE  HORIZONTAL  tOALC 


With  Liverpool  prices  at  the  prelent 
time,  the  actual  cost  per  square  yard  of 
wood  pavement,  with  blocks  6  inches 
deep  and  bituminous  concrete  founda- 
tion, would  be  as  follows  : 

«.    d. 

Bituminous  concrete ' 2    0 

Creosoted    Baltic   pine    blocks,    pitch 

S outing,  and  gravel,  incluaing 
^r 12    0 

14    0 
Add  for  establishment  expenses,  8  per 

cent 1    li 

Total 15    H 


HACADAMISBD   CABBIAGEWATS. 

There  are  no  thoroughfares  near  the 
center  of  Liverpool,  and  but  few  in  the 
outskirts,  which  are  still  paved  with 
macadam.  The  cost  of  maintaining 
macadamised  carriageways  where  the 
traffic  is  great  is  so  much  in  excess  of  the 
cost  of  maintaining  set  pavements ;  the 
dirt  in  wet  weather,  and  the  dust  in  dry 


laid  according  to  the  last  method  wears 
better  than  that  laid  by  the  second,  and 
that  laid  by  the  second  much  better  than 
that  laid  by  the  first. 

CONTOUR   OP   CROSS-SBCnON. 

For  the  purposes  of  traffic,  and  traffic 
alone,  the  best  form  of  cross  section  for 
a  carriageway  would  be  a  level  line,  as 
any  cross-fall  produces  friction,  ad- 
ditional traction,  and  wear  and  tear 
of  horse  and  vehicle.  But  for  the 
rapid  discharge  of  rainfall  a  cross- 
fall  is  necessary.  The  problem  is  there- 
fore to  design  the  section  in  such  a 
manner  that  the  water  shall  be  prop- 
erly discharged  with  the  least  possible 
miximum  fail.  Suppose  the  least  desir- 
able inclination  to  be  known,  if  this  were 
adopted  as  the  maximum  inclination 
also,  the  profile  shown  with  an  exagger- 
ated vertical  scale  in  Fig.  1  would  be  ob- 
tained. This  profile  would  be  objection- 
able on  the  ground  of  appearance,  and 
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because  the  breasting  would  tend  to 
wear  hollow. 

Having  due  regard,  however^  to  these 
considerations,  the  figure  should  approxi- 
mate as  nearly  as  possible  to  straight 
lines,  meetine  at  the  vertex  of  the  car- 
riageway. If  the  vertex  is  slightly 
rounded,  and  the  breasting  still  more 
slightly  rounded,  a  profile  is  obtained 
approximating  to  a  hyperbola,  as  in  Fig. 
2,  and  differing  widely  from  the  segment 
of  a  circle  too  often  adopted,  in  which 
the  crown  is  very  level  and  the  breasting 
unnecessarily  inclined. 

Let  a=the  horizontal  distance  from 
the  vertex  to  the  lowest  channel  in  feet. 

Let  r=the  rise  of  the  vertex  above 
the  lowest  channel  in  feet. 

Let  d=the  difference  of  the  levels  of 
the  two  channels  in  feet. 

Let  to=the  width  between  the  chan- 
nels in  feet. 


nels.    If-^  is  less  than  36,  the  figure  is 

less  than  half  the  above  figure,  and  the 

fall  is  wholly  towards  the  lower  channel. 

The  height  r,  above  the  chord  line,  of 

a  point  at  the  distance  -  from  the  vertex, 
4 

should  be  0.87  r. 

The  height  r,  above  the  chord  line,  of 

a  point  at  the  distance-  from  the  vertex, 

should  be  0.65  r. 

The  height  r,  above  the  chprd  line,  of 

a  point  at  the  distance  — -  from  the  ver- 
4 

tex,  should  be  0.35  r. 

In  order  to  apply  these  deductions  to 

practice  the  curve  in  Fig.  2  should  be 

drawn  to  a    lar^e    scale  for  reference. 

For  pavements  without  cross-fall  the  f uU 

curve  is  to  be  included.    For  pavements 
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For  well-made  impervious  pavements 
a 


r=- 


36 


When  there  is  a  cross  fall  from  chan- 
nel to  channel,  the  crown  or  vertex  of 
the  pavement  is  generally  placed  too 
near  the  center,  and  an  unnecessary  fall 
on  the  lower  side  is  involved.  In  order 
that  the  inclination  of  the  pavement  on 
the  two  sides  of  the  vertex  may  be  the 
same,  it  is  necessary  to  include  only  that 
portion  of  the  curve  in  Fig.  2  which  lies 
between  the  two  channels,  when  the  up- 
per channel  is  placed  in  such  a  position 

to 
c  that  the  known  ratio -^p  is  maintained. 
a 

If -=-=36,  the  figure  of  the  carriageway 

is  half  the  above  figure.    If-^-  is  greater 

than  36,  the  figure  of  the  carriageway  is 
greater  than  one-half  of  the  above  fig- 
ure, and  the  fall  is  towards  both  chan- 


with  cross-fall  the  upper  channel  o  is  to 


w 


be  so  placed  on  the  curve  that-^  in  the 

a 


w 


street  is  equal  to-^   in  the   figure,  and 

onlv  the  portion  of  the  curve  between  c 
ana  the  lower  channel  is  to  be  taken. 

It  is  thus  a  very  simple  matter  to  set 
out  the  cross  section  of  any  pavement  to 
the  proper  curve,  when  the  width  be- 
tween the  channels  and  the  difference  of 
their  levels  are  known;  and  if,  in  fixing 
the  heights,  foremen  were  always  in- 
structed to  follow  such  simple  rules,  the 
minimum  friction  arising  from  lateral 
pressure  in  vehicles,  consistent  with  prop- 
er water-discharging  power  of  the  pave- 
ment, would  be  attained.  The  fact  that 
these  objects  are  not  always  sought 
must  be  the  author's  excuse  for  bringing 
such  simple  matters  before  the  Institu- 
tion. 

Having  so  designed  the  cross  section 
of  a  carriageway,  that  without  unduly 
increasing  the  traction,    and  wear  and 
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tear  of  vehicles  owiog  to  lateral  press- 
ure, water  runs  from  it  to  the  channels 
with  maximum  efficiency,  it  is  important 
to  consider  the  best  mode  of  conveying 
that  water  to  the  sewer  gullies.  The 
best  channels  are  heavy  blocks  of  hard 
rock  12  to  18  inches  wide,  with  at  least 
one  natural  and  perfectly  smooth  face. 
The  slabs  should  be  set  upon  concrete, 
with  close-dressed  joints  filled  with  as- 
phalt, and  with  a  fall  of  J  inch  per  foot 
towards  the  curb,  and  not,  as  is  some- 
times done,  with  the  same,  comparative- 
ly great  fall,  as  the  breasting  of  the 
pavement,  which  tends  to  throw  the 
wheels  of  vehicles  against  the  curb. 
The  lower  edge  of  the  pavement  should 
be  about  f  inch  hi^ber  than  the  upper 
edge  of  the  channel.  If  constructed  in 
this  manner  a  longitudinal  fall  of  1  in 
200  is  sufficient  to  discharge  the  water 
rapidly. 

n.    COMPAEATIVB    ADVANTAGES    OP   VARI- 
OUS CLASSES  OP  PAVEMENTS. 

Much  has  from  time  to  time  been  writ- 
ten on  the  relative  advantages  of  vari- 
ous classes  of  pavements;  but  the  ele- 
ments necessary  to  make  the  statements 
comparable  have  always,  so  far  as  the 
author  is  aware,  been  absent.  Light 
traffic,  and  much  oftener  heavy  traffic,  is 
spoken  of;  but  the  heavjr  traffic  is  often 
so  called,  because  a  few  times  in  the  year 
a  heavy  boiler  or  piece  of  machinery  is 
drawn  over  it;  and,  in  another  case,  be- 
cause the  carriageway  is  crowded  with 
Hansom  cabs  and  other  light  vehicles. 
The  author  has  endeavored  to  formulate 
the  question  in  such  a  manner  that  the 
results  may  be  generally  applied. 

With  reference  to  the  traffic,  the 
knowledge  of  three  easily  ascertained 
facts  is  necessary: 

(a)  The  tonnage  passing  over  the  car- 
riageway in  twelve  months. 

u>)  The  width  of  the  carriageway. 

(c)  The  number  of  wheels  on  which 
the  twelve  months'  traffic  is  borne. 

Then  T— the  weight  of  traffic  per  yard 

of  width,  and -= the  number  of  tons  per 

wheel,  giving  a  fair  relative  knowledge 
of  the  average  kind  of  traffic  in  various 
streets. 


With  respect  to  the  wear  of  a  pave- 
ment, the  following  course  should  be 
adopted.  If  stone  sets  are  in  question, 
one  or  two  rows  of  sets,  the  full  width  of 
the  carriageway,  should  be  taken  up  and 
weighed.  They  should  then  be  carefnllv 
replaced,  so  as  to  be  perfectly  flush  with 
the  surrounding  pavement,  and  at  the 
end  of  twelve  months  again  weighed. 
If  the  material  is  wood  the  exact  meas- 
urement of  a' number  of  sets  is  sufficient. 
In  addition  to  the  information  thus  ob- 
tained, a  street  ledger  should  be  kept, 
giving  at  a  glance  the  cost  per  square 
yard  of  maintaining  every  pavement  for 
each  year.  If,  in  writing  of  the  relative 
durability  of  various  pavements,  this  in- 
formation were  given,  an  immense 
amount  of  experience  might  be  rendered 
generally  available.  Without  some  such 
information,  any  statements  made  can  be 
little  more  than  the  opinion  of  individ- 
uals based  upon  impressions  with  re- 
spect to  the  traffic,  which  are  by  no 
means  always  correct. 

About  300,000  square  yards  of  stona 
pavement,  constructed  as  described, 
have  been  laid  within  the  last  six 
years,  in  streets  of  varying  traffic  in 
Liverpool,  up  to  360,000  tons  per  yard 
width  per  annum,  and  an  average  of 
0.923  of  a  ton  per  wheel  including 
empties — two  figures  which,  taken  to- 
gether, are  probably  not  surpassed,  if, 
indeed,  they  are  equaled,  by  any  other 
traffic  in  the  world.* 

The  old  pavements  in  streets  of  such 
traffic  were  generally  of  the  hardest  and 
most  durable  stone  (A  and  B  in  the 
Table  page  6),  and  the  foundations,  as 
already  stated,  of  hand  pitching;  never- 
theless, the  pavements  cost  about  Sd  per 
square  yard  per  annum  to  maintain,  and 
they  were  never  in  good  condition.  The 
hard  stone  sets  B  and  C,  paved  on  con- 
crete, and  with  impervious  joints,  re- 
main in  excellent  condition.  The  oldest 
of  these  pavements,  constructed  in  1872, 
though  subjected  to  a  traffic  of  218,000 
tons  per  annum  per  yard  of  width,  and  a 
mean  load  of  0.679  ton  per  wheel,  in- 
cluding empties,  have  hitherto  cost 
nothing  to  maintain  beyond  the  occa- 
sional filling  up  of  joints  with  asphalt, 
and  the    restoring  of   a    few  sets,  not 


*  The  traffic  given  is  that  in  the  dock  line  of  streets. 
In  the  average  load  of  0.9S8  ton  per  wheel,  empties 
and  light  trafflo  are  included. 
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vorn,  but  split  and  crushed  by  loads  o' 
60  tons  on  four  wheels. 

The  rate  of  wear  under  the  greatest 
traffic  has  not  exceeded  0.02  of  an  inch 
of  solid  stone  per  annum,  except  at  junc- 
tions of  streets  and  some  other  places, 
where  very  hard  stones  were  avoided  in 
order  to  prevent  slipperiness. 

Under  a  smaller  traffic  the  macadam 
opposite  the  hospital  in  Great  Howard 
street  cost  3^.  6d,  per  yard  per  annum  to 
maintain,  and  would  now  cost  4^.  Sdr, 
and  in  the  same  place  wood  costs  the 
corporation,  including  graveling,  Is.  lid. 
per  annum  to  maintain.  The  greater 
part  of  this  is,  however,  paid  to  the  com- 
pany for  maintenance,  and  really,  there- 
fore, includes  a  sinking  fund. 

These  figures  serve  to  show  generally 
the  great  divergence  in  the  cost  of  main- 
tenance; but  they  do  not  include  cleans- 
ing, the  figures  relating  to  which  are  still 
more  favorable  to  the  asphalt-jointed 
pavements.  But  a  much  more  correct 
idea  of  the  total  difference  of  cost  may 
be  gathered  from  the  table  on  page  252, 
in  which  first  cost,  renewal,  and  main- 
tenance are  all  duly  considered. 

If  the  standard  of  traffic  be  taken  at 
40,000  instead  of  100,000  tons  per  annum 
for  every  yard  in  width  of  carriageway, 
the  figures  for  the  last  three  pavements 
are  as  follows: 


by  the  foregoing  Table  should  be  borne 
in  mind. 

Pavement  No.  1. — In  this  old  form 
of  Liverpool  pavement  the  hard  sets  of 
the  class  A  and  B,  when  subjected  to 
slow  and  heavy  traffic,  were  invariably 
after  a  few  years  pushed  from  the  verti- 
cal line,  by  the  backward  pressure  of  the 
horses'  feet,  through  a  considerable  angle, 
often  as  large  as  25*^.  As  the  sets  on  the 
two  sides  of  the  street  were  pressed  in 
opposite  directions,  a  wave  line  was  as- 
sumed by  each  course.  Instead  of  the 
whole  upper  surface  of  each  set  being 
duly  presented  to  the  wheels,  each  sur- 
face was  therefore  inclined,  and  the 
wear  was  confined  chiefly  to  the  upper 
edges.  The  effect  of  this  in  the  produc- 
tion of  noise  may  be  readily  conceived; 
but  as  such  pavements,  though  cheaper 
in  first  cost,  are  shown  by  the  foregoing 
Table  to  be  more  expensive  than  the  best 
class  of  hard  stone  pavements,  Nos.  2 
and  3,  it  is  unnecessary  to  refer  to  them 
further. 

Pavements  JVba,  2  a7id  3.  —  These 
pavements  are  now  exclusively  employ- 
ed for  the  straight  lines  of  heavy  traffic 
in  Liverpool,  where  the  gradients  are 
moderate,  and  the  sets  maintain  the 
positions  in  which  they  are  originally 
placed.  For  sometime  after  the  asphalt 
was  worn   off    the    surface,    the    noise 
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*  For  the  figures  relating  to  the  cost  of  scavenffins;,  the  author  is  Indebted  to  Mr.  R.  S.  Resmolds,  M.R.C.Y.S. , 
who,  as  chief  of  the  soavenglag  department  in  Liverpool,  has  given  great  attention  to  the  subject. 


f  While  discussing  the  other  compara- 
ative  advantages  of  various  classes  of 
pavements,  the  total  annual  cost  as  shown 


caused  by  the  traffic  is  considerable,  and 
horses  appear  much  more  liable  to  slip 
than  at  subsequent  periods.     T^e  noise 

Digitized  by  VjOOQ IC 


262 


VAN  NOSTRAND's  ENGINEERING  MAGAZINE. 


a 

§ 

I— H 

o 

Si 

o 


O 

'*« 
••A 

''3 
S 

s 


i-SS"^ 


«8       :ti 


'omaiiv 
J9d     piBT     MBnbg 


'nminry 
J9d     Xa|J9u9A«a8 


« 


S 


00 


CD 


o 


:3 


i>       o 


'uiuuiiv 


^ 


o 
o 


o 


o 


o 

CD 


o       o 

1-i         d 


•)89 

-lo^ni    pimodaioo 
')n9o  J9d  8  ;«  p9 


00 


00 


'luuiruy 
J9d  pjv  X  arenbg  j9d 
*)n90J9dH^;«)8oa 


00 


o 

00 


00 


o 

00 


l>  00 


*nsM9n 

-9ajoe;iia»« 

BIBJJe^BMPlO 

joj  90ireMO[[y 


OQ  00 


o 

00 


o 

00 


o 

00 


a 

^ 


'IBJA.9U 

-9H  SuiJinb 
-91  )ou  ao|)« 
-punoj  JO  %Boo 


00 


CD 
00 


00 


CD 
00 


.-a 


o        ^ 


*800)Jd[  )n9S9Jd 

^«     pj«A     aisnbs 
J9d     !^o     ivui^iJO 


00 


•c 


Digitized  by 


Google 


STREET  CARRIAGEWAY  PAVEMENTS. 


358 


is  due  to  the  irregalarities  of  the  surface; 
and  the  slipping,  though  on  first  thoughts 
it  may  appear  anomalous,  is  due  to  the 
same  cause. 

CcBteris  paribus^  a  horse  is  less  liable 
to  slip  upon  a  level  unpolished  surface 
with  narrow  joints,  8  inches  apart,  than 
upon  the  irregular  surface  of  new  hard 
stone  sets.  This  may  be  partly  due  to 
the  greater  traction  and  partly  to  the 
nncertainty  with  which  the  horse  feels 
the  ground.  In  the  North  John  Street 
pavement,  the  first  of  the  class  in  ques- 
tion laid  in  Liverpool,  this  fact  has  been 
Tery  obvious.  For  the  first  vear  of  its 
life  the  pavement  was  strongly  obiected 
to  by  the  carters  on  account  of  the  slip- 
periness;  but  in  this,  as  in  all  other 
cases,  the  complaints  ceased  when  the 
larger  projections  had  worn  off.  Owing, 
however,  to  the  original  existence  of 
those  projections,  and  owing  also  to  the 
fact  that  many  arrises  are  unduly  broken 
off,  the  sets  do  not  wear  to  so  uniform  a 
level  as  they  undoubtedly  would  if  the 
upper  surfaces  were  better  formed  in  the 
first  instance.  With  the  harder  trap 
rocks  and  syenities  the  author  believes 
that  a  more  perfect  pavement  for  heavy 
traffic  than  has  yet  been  produced  could 
be  formed,  if  tne  upper  surface  of  each 
set  were  roughly  but  uniformly  dressed. 
The  present  method  of  wearing  down 
the  projections  by  the  rolling  contact  of 
wheels  in  street  traffic  is  certainlv  not 
an  economical  method;  and  if  the 
smoothing  were  done  at  the  quarries  the 
objections  which  obtjtin  to  the  use  of 
•such  sets  in  many  places,  owing  to  the 
noise,  and  liability  to  slipping  which 
they  at  first  cause,  would  be  in  a  great 
measure  removed.  The  time  required  to 
wear  down  such  projections,  when  the 
sets  are  properly  held  in  position,  may 
be  judged  from  the  fact  that  in  North 
John  Street  almost  every  other  set  still 
shows  hollows  which  originally  existed 
in  the  surface,  and  which  the  wear  of  a 
total  traffic  in  six-and-half  years  of  about 
1,417,000  tons  for  every  yard  in  width 
has  not  yet  reached.  The  difficulty  of 
sufficiently  dressing  one  surface  of  such 
sets  by  hand  is  no  doubt  very  great; 
but  the  design  of  a  machine  for  the  pur- 
pose is  well  worthy  of  attention.  The 
problem  must  not  be  confounded  with 
that  involved  in  the  dressing  of  any  or- 
dinary rock,  even  the  hardest  used  in 


building,  or  even  with  that  of  dressing 
granite  for  paving  purposes. 

Pavements  Nba,  4  and  6  have  been 
employed  in  Liverpool  for  light,  quick 
traffic,  or  where  the  gradient  is  too 
great  for  pavements  Nos.  2  and  3,  and 
at  the  junctions  of  streets  where,  in 
turning  comers,  horses  are  more  liable 
to  slip.  Each  stone  classed  under  this 
and  the  last  head  has  its  own  peculiar- 
ities, which  are  explained,  so  far  as  pos- 
sible, in  the  table  at  page  240.  They  all 
wear  much  more  rapidly  than  those  of 
the  last  class,  but  some  of  them,  while 
absolutely  free  from  slipperiness,  wear 
fiat,  and  retain  their  arrises.  On  this 
account  they  are  remarkably  suitable 
for  quick  traffic,  and  produce  but  little 
noise.  The  stones  in  this  class  wear  so 
readily  to  a  uniform  surface,  that  it 
would  not  be  worth  while  to  dress  their 
surfaces  as  is  suggested  in  the  last  case. 

Pavements  Nbs,  2  to  5  inclusive  may 
be  classed  together  with  regard  to  clean- 
liness and  traction.  They  are  easily 
cleansed,  and  the  result  of  a  single 
sweeping  is  most  satisfactory.  They 
are  remarkably  free  from  dust  in  dry 
weather,  and  from  mud  in  wet  weather. 

Some  years  ago,  the  author  considered 
the  desirability  of  testing  the  traction  on 
various  pavements  by  a  dynamometer; 
but  subsequent  observation  convinced 
him  that  such  a  course  would  only  give 
misleading  results.  The  work  capable 
of  being  performed  by  a  horse  in  draw- 
ing a  load  is  dependent,  not  only  upon 
the  absolute  power  required  to  move  the 
load  at  a  certain  speed,  but  also,  and  in 
a  high  degree,  upon  the  uniformity  of 
the  resistance,  and  upon  the  ease  with 
which  the  horse  travels  —  depending 
again  upon  the  uniform  roughness,  if 
the  term  may  be  applied,  without  such 
irregularities  as  cause  uncertainty  in 
feehng  the  ground. 

The  author  decided,  therefore,  to 
draw  his  conclusions  from  a  broader 
basis;  and  fortunately,  the  actual  in- 
crease of  work  performed  on  the 
new  pavements  is  so  great,  that  there 
is  no  difficulty  in  doing  this.  It  ap- 
pears that  in  those  lines  of  traffic  in 
which  pavements  Nos.  2  to  5  inclusive 
have  been  substituted  for  pavement  No. 
1,  the  ordinary  load  of  two  horses  has 
been  increased  by  about  1  ton,  and  of 
one  horse  by  about  -J  ton.    There  is   a 
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general  impression  also  that  the  speed 
even  of  the  heavy  cartage  has  been  in- 
creased; if  from  no  other  cause,  this  is 
probably  owing  to  the  comparative  ab- 
sence of  blocks  in  the  traffic,  for  the 
speed  of  the  quicker  traffic  is  undoubt- 
edly increased,  and  for  a  given  traffic 
any  given  area  of  pavement  is  less  crowd- 
ed than  before.  The  cost  of  maintain- 
ing vehicles  is  also  stated  to  have  been 
much  reduced.  It  is  difficult,  however, 
to  arrive  at  any  absolute  figures  for  the 
saving  in  wear  and  tear  of  horses  and 
carts;  but  from  the  above  data,  taking 
the  actual  cartage  rate  of  Is.  6d,  per  ton, 
there  is  a  saving  in  cost  of  cartage  alone 
exceeding  £10,000  a  year  for  every  mile 
of  such  a  pavement  as  is  now  laid  in  the 
dock  line  of  streets  in  Liverpool.  This 
estimate  can  only  be  approximate;  but 
the  author  is  satisfied  that  if  the  wear 
and  tear  of  horses  and  carts  could  be 
included,  the  £10,000  per  mile  would  be 
found  to  be  considerably  less  than  the 
actual  measure  of  the  benefit,  apart 
from  cleanliness  and  reduction  of  noise 
and  cost  of  maintenance,  which  the 
public  derive  from  comparatively  perfect 
pavements.  In  the  streets  of  quick 
traffic  the  actual  loads  conveyed  may 
not  be  greater,  but  there  is  certainly  a 
reduction  in  the  wear  and  tear  of  horses 
and  vehicles,  and  an  increase  of  speed. 

The  author  has  in  this  paper  devoted 
much  attention  to  the  consideration  of 
pavements  for  streets  of  heavy  traffic, 
as  he  is  satisfied  that  in  most  of  the 
great  forwarding  towns  such  pavements 
have  received  too  little  attention.  It  is 
no  uncommon  thing  to  find  in  the  heart 
of  the  heaviest  traffic  of  large  towns, 
both  in  this  country  and  abroad,  pave- 
ments constructed  of  boulders,  or  of  sets 
so  indifferently  laid  as  to  move  under 
every  passing  wheel.  The  older  pave- 
ments of  Liverpool  were  indeed  excel- 
lent as  compared  with  many  elsewhere. 
If  the  authorities  of  such  towns  took  a 
broad  view  of  the  subject,  they  would 
at  once  see  the  great  loss  to  the  trade  of 
the  country  in  general,  and  of  their  own 
towns  in  particular,  which  the  continu- 
ance of  such  pavements  causes. 

In  connection  with  pavements  for 
heavy  traffic,  the  use  of  stone  tram- 
ways,* such  as  those  employed  on  Lon- 

♦  CaUed  In  some  towns  "  wheelers,"  with  as  much 
reason  as  stones  to  be  broken  for  macadam  are  called 
**  breakers." 


don  Bridge,  has  often  been  advocated. 
With  the  pavement  No.  1,  as  formerly 
constructed  in  Liverpool,  tramways  of 
perfectly  smooth  Penmaenmawr  rock 
nave  been  largely  used.  The  stones 
were  12  to  18  inches  wide,  and  were  ap- 
preciated by  the  carters;  though,  owing 
to  the  limited  width  of  the  carriageways, 
the  number  of  standing  carts,  and  the 
varying  rates  of  the  vehicles,  constant 
diversions  from  the  line  took  place.  This 
inconvenience  is  not,  of  course,  felt  to 
the  same  extent  on  a  bridge. 

When  the  impervious  asphalt-jointed 
pavements  were  introduced,  stone  tram- 
ways were  in  some  cases  again  employed  ;^ 
but  it  soon  became  obvious  that  they 
were  no  longer  appreciated;  and  it  wa» 
by  no  means  uncommon  to  see  the  horse 
walking  on  the  tramway  stones  drawing 
a  load  with  wheels  on  the  sets.  The 
difference  in  traction  was,  in  short,  no 
longer  perceptible.  Replies  to  inquiries 
made  of  the  Liverpool  Cartowners* 
Association,  and  other  large  carriers, 
have  supported  this  view,  and  tramways 
have  been  discontinued  in  all  ordinary 
cases.  Stone  tramways  are  the  oatcome 
of  defective  pavements.  Under  heavy 
traffic  they  are  exceedingly  difficult  to 
maintain  m  a  stable  position.  They  in- 
duce exceptional  traffic  on  the  sets  ad- 
joining them,  and  therefore  cause  grooves 
to  be  formed.  In  crowded  streets,  even 
on  bad  pavements,  their  utility  is  but 
slight;  while  on  good  pavements  they 
are  worse  than  useless. 

Pavement  No.  6,  of  bituminous  con- 
crete is  shown  by  the  table  to  cost  ulti- 
mately l8.  10  4:d.  per  yard  for  a  traffic  of 
100,000  tons  per  yard  of  width.  This 
is  considerably  more  than  stone  set 
pavements,  when  laid  in  the  best  manner. 
It  is  not,  however,  suitable  for  streets 
of  greater  traffic  than  about  40,000 
tons  per  of  yard  width  per  annum;  and  in 
such  a  street  the  annual  cost  of  main- 
tenance of  bituminous  concrete  is  so- 
much  more  reduced  than  that  of  the 
stone  pavements,  that  the  prices  become 
about  equal,  as  is  shown  by  the  second 
table,  where  the  standard  traffic  is  taken 
at  40,000  tons  per  yard  of  width  per  an- 
In  every  town,  whether  great  or 


num. 


small,  there  are  many  streets  of  dwelling- 
houses  through  which  only  the  local 
traffic  passes,  and  for  such  cases  this 
pavement  is  admirably  adapted.  Wheels 
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make  as  little  noise  upon  it  as  upon  rock 
asphalt,  and  horses'  shoes  make  less; 
while  it  is  moderately  easy  to  cleanse. 

Hock  Asphalt  Pavements. — In  1871 
the  author  investigated  the  subject  of 
the  Val  de  Travers  and  other  rock  as- 
phalts. If  it  had  been  possible  to  adopt 
asphalt  pavements  for  any  considerable 
section  of  the  Liverpool  streets,  there 
can  be  little  doubt  that  the  system  would 
have  been  commenced.  Moderately  level 
streets  exist  in  Liverpool  running  north 
and  south,  but  nearly  all  those  running 
east  and  west  have  inclinations,  upon 
which  such  pavements  would  be  unde- 
sirable. Rock  asphalt  pavements  have 
therefore  not  even  been  tried  in  Liver- 
pool. It  is  to  be  hoped,  however,  that 
the  experience  of  metropolitan  engineers 
will  enable  a  comparison  between  rock 
asphalt  and  other  pavements  to  be  made 
in  the  course  of  the  discussion  on  this 
paper,  on  the  principle  adopted  in  the 
tables  on  pages  251  and  252. 

No.  7,  Wood  Pavement. — ^To  a  num- 
ber of  energetic  companies  the  successful 
introduction  of  wood  pavements  into 
this  country  is  due.  The  stimulus  given 
by  the  existence,  or,  in  some  cases,  the 
fancied  existence  of  several  patents  has 
initiated  a  work,  which,  under  other 
drcumstances,  would  probably  have 
been  long  delayed.  Beyond  a  keen  and 
useful  competition,  however,  the  patent- 
ed  inventions  have  not,  as  a  rule,  pro- 
duced any  special  advantages,  and  the 
best  forms  of  wood  pavement  are  now 
probably  open  to  any  one  to  construct. 
This  being  the  case,  the  author  has  at 
pages  251  and  252  taken  the  cost  of  wood 
pavements,  if  constructed  like  the  stone 
pavements  of  Liverpool  by  the  Corpora- 
tion. Even  under  these  conditions  it  is 
clear  that  wood  pavements  must  be  regard- 
ed as  luxuries  when  compared  with  the 
best  stone  pavements,  though  for  traffic 
approaching  or  exceeding  40,000  tons  per 
yard  of  width  per  annum  they  are  less 
costly  than  macadam.  Wood  pavement, 
however,  has  not,  in  the  author's  opinion, 
been  yet  constructed  in  the  best  manner. 
When  first  introduced  into  this  country, 
it  was  thought  necessary  to  provide  foot- 
hold for  horses  by  keeping  the  blocks 
from  i  an  inch  to  1  inch  apart.  The 
consequence  was,  that  the  fibers  being 
spread  by  the  traffic,  absorbed  impurities 
and  wore  away  unduly.    Experience  has 


shown,  however,  that  a  close-jointed 
wood  pavement,  properly  graveled,  is 
not  more  slippery  than  a  wide-jointed 
wood  pavement  also  properly  graveled. 
In  the  former  the  fibers  cannot  spread, 
and  the  little  grains  of  quartz  are  much 
more  firmly  held  in  position  than  in  the 
latter.  Nor  does  it  appear  that  creosot- 
ing  makes  the  blocks  when  properly 
graveled  more  slippery. 

Wood  pavements  having  wide  joints, 
or  imperfectly  laid  upon  yielding  found- 
ations, have  properly  been  objected  to 
on  sanitary  grounds;  but  between  these 
and  close-jointed  pavements  upon  con- 
crete foundations  there  is  a  wide  distinc- 
tion; and  although  creosote  is  of  little 
use  where  the  fibers  are  liable  to  spread, 
it  would  greatly  diminish  absorption  if 
applied  to  the  extent  of  12  to  14  lbs.  per 
cubic  foot,  where  the  joints  are  close  and 
where  the  fibers  cannot  spread.  Under 
the  most  favorable  conditions,  however^ 
wood  pavement  cannot  be  so  efficiently 
washed,  or  otherwise  cleansed,  as  as- 
phalt-jointed sets,  or  rock  asphalt,  though 
in  this  as  in  all  other  respects  it  is  to  be 
preferred  to  ordinary  gravel- jointed  stone- 
set  pavements  or  macadam. 

iVb.  8,  Macadamized  Carriageways, — 
Of  all  pavements  macadam  appears  to 
the  author  the  least  satisfactory  for 
street  carriageways  in  which  the  traffic 
exceeds  about  30,000  tons  per  yard  of 
width  per  annum.  It  is  the  most  costly,, 
the  dirtiest,  and,  on  the  average  of  all 
kinds  of  weather  and  all  conditions  of 
repair,  probably  involves  a  greater  trac- 
tion for  a  given  load  than  any  of  the 
other  systems  when  thoroughly  well 
laid.  Its  dirtiness  consists,  not  only  in 
the  excessive  mud  of  wet  weather,  and 
the  excessive  and  impure  dust  of  dry 
weather,  but  also  in  the  facility  with 
which  organic  impurities  are  absorbed 
by  it,  decomposed  within  it,  and  exhaled 
to  the  atmosphere.  In  country,  and  in 
some  suburban  roads  the  extent  of  this 
objection  is  insignificant,  and  no  other 
pavement  is  better  than  well  maintained 
macadam  ;  but  in  some  of  the  carriage- 
ways of  the  west  end  of  London  one 
would  regard  it  as  intolerable,  had  it 
not  been  tolerated  so  long.  To  the  un- 
sophisticated provincial  the  manner  in 
which,  on  a  hot  July  day,  fashionable 
London  rolls  over  her  tainted  macadam 
pavements,    apparently     without     evei\ 
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Bmelling  them,  is  a  mystery  almost  as 
great  as  surrounds  the  fact  that  the 
metropolis,  alone  among  the  great 
centers  of  civilization  in  this  country,  if 
not  in  the  world,  still  submits  with 
apparent  satisfaction  to  an  intermittent 


water  supply,  impure  at  times  in  almost 
every  household,  however  pure  the  source 
of  that  supply  may  be,  when  with  abso* 
lute  pecuniary  benefit  a  constant  supply 
might  be  obtained. 


ON  AN   INCLINED    RAILWAY  AT   THE   GIESSBACH, 

SWITZERLAND. 

.  B7  R.  ABT. 
From  "Abstracts''  of  the  Institution  of  CivU  Engineers. 


Thb  cascade  of  the  Giessbach,  on  the 
lake  of  Brienz,  has  of  late  years  become 
a  favorite  resort  of  Swiss  tourists,  and 
to  meet  the  demand  for  accommodation 
a  large  hotel  has  been  built.  This  is 
placed  on  a  cliff,  about  303  feet  above, 
and  1100  feet  back  from  the  lake,  from 
which  it  is  separated  by  the  channel  of 
the  Oiessbach,  the  approach  being  by  a 
circuitous  f ootpalh  on  the  right  bank  of 
the  stream.  In  order  to  render  the  place 
more  accessible,  a  concession  was  granted 
by  the  Swiss  Government,  in  December, 
1878,  for  the  inclined  railway  described 
by  the  author. 

This  is  a  single  line,  with  a  middle 
crossing  place,  on  the  meter  gauge,  with 
a  central  rack  rail.  The  average  gradi- 
ent is  28  in  100,  rather  more  than  half 
the  total  length  (187  meters  out  of  346 
meters)  being  carried  upon  a  wrought- 
iron  bridge  of  five  spans  of  38  meters 
each.  These  are  arched  trusses;  the 
roadway  is  carried  by  a  straight  [  iron 
beam,  weighing  28.23  kilogrammes  per 
meter,  above  a  segmental  arch  of  J_  sec- 
tion of  27.25  kilogrammes  per  meter;  the 
two  members,  which  are  6.20  meters  ver- 
tically apart  at  the  springing,  and  1.07 
meter  at  the  crown  of  the  arch,  being 
united  by  struts  and  diagonal  ties  of  L 
iron,  from  13  to  9  kilogrammes  per 
meter.  The  roadway  is  formed  of 
-n_  [you  (zores)  cross  beams,  15.5  kilo- 
grammes per  meter,  placed  at  in- 
tervals of^  1  meter,  which  carry  the 
plank  footway,  60  centimeters  wide,  be- 
sides doing  duty  as  sleepers  for  the  rails. 
The  crossing  place  for  the  carriages  is 
on  the  bottom  span,  which  is  therefore 
wider  and  heavier  than  the  others,  its 
total  weight  being  18  tons,  or  0.497  tons 


per  lineal  meter;  the  other  four  spans 
weigh  respectively  15.6,  11.8,  11.8  and 
10.6  tons,  making  a  total  of  68  tons  for 
the  whole  bridge.  The  piers  and  abut- 
ments are  in  dressed  masonry.  The  raUs 
are  of  wrought  iron,  fiat-bottomed,  and 
weighing  16.75  kilogrammes  per  meter. 
On  the  bridge  they  are  attached  by  cast- 
steel  shoes  clipping  the  fianges  to  the 
iron  cross  sleepers.  When  the  line  is  in 
earthwork,  oak  sleepers,  and  iron  spikes 
of  the  ordinary  pattern,  are  used.  The 
rack  rail  is  made  vrith  ]  iron  sides,  and 
teeth  of  trapeziform  section,  having  a 
pitch  of  101  millimeters  riveted  through 
them.  It  is  put  together  in  segments 
of  3  meters  long,  weighing  96  kilo* 
grammes,  or  32  kilogrammes  per  meter, 
and  is  carried  by  continuous  longitudinal 
beams  of  «-"  iron  over  the  wooden  sleep- 
ers. 

The  traction  is  on  the  water-balance 
system,  the  descending  carriage  drawing 
up  a  second  loaded  one  by  means  of  an 
excess  weight  of  water  carried  in  a  tank 
in  the  under  frame,  the  two  being  united 
by  a  steel  wire  rope  passing  over  a  re- 
versing pulley  at  the  upper  end  of  the 
line.  The  rope  weighs  700  kilogrammes; 
it  is  made  of  the  best  English  cast  steel, 
of  a  total  section  of  2,198  square  milli- 
meters in  seventy  wires,  of  2  millimeters 
diameter;  has  a  breaking  strain  of  30 
tons,  or  about  150  kilogrammes  per 
square  millimeter.  The  carriage  is  about 
1 1  meters  long,  divided  into  six  compart- 
ments, one  for  luggage,  and  the  other 
five  with  seats  for  forty  passengers;  it  is 
carried  on  six  wheels,  of  which  the  two 
uppermost  are  a  transverse  axle  carrying 
the  toothed  wheel  and  the  brake  drum; 
while  the  other  four  are  attached  to  a 
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bogie  frame  of  2.2  meters  base  below. 
The  distance  from  the  center  of  the 
bogie  to  the  upper  axle  is  4.5  meters, 
giving  a  total  wheel  base  of  5.6  meters. 
All  the  wheels  have  bronze  bearings  and 
mn  loose  on  their  centers.  The  brake 
drams  are  of  cast  steel,  52  centimeters 
diameter,  and  the  brake  blocks  of 
bronze.  A  safety  catch,  formed  by  a 
toothed  rod,  is  attached  to  the  coupling 
hook,  which,  in  the  event  of  the  rope 
breaking,  falls  into  the  hollow  of  the 
rack  rail  and  stops  the  carriage.  The 
wheels  of  one  carriage  are  flanged  on 
the  inside,  those  of  the  other  on  the  out- 
side, of  the  rail;  so  that,  on  arriving  at 
the  crossing  point,  one  invariably  goes 
to  the  right  and  the  other  to  the  left. 
The  total  weight  of  the  carriage  empty 
is  5.3  tons;  the  capacity  of  the  water 
cistern  is  about  5^  tons. 

The  load  to  be  lifted  varies  from  6  to 
9j  tons,  which  corresponds  to  a  descend- 
ing counterpoise  of  between  7.3  and  10.8 
tons,  or  the  amount  of  water  expended 
at  each  trip  may  vary  between  1.6  tons 
and  5.8  tons.  The  latter  quantity  can 
be  filled  and  discharged  in  about  a  min- 
ute. 

The  maximum  speed  allowed  by  the 
concession  is  one  meter  per  second,  mak- 
ing 346  seconds,  or  about  6  minutes  for 
the  trip ;  a  speed  wliich,  the  author  re- 
marks, may  be  considered  as  somewhat 
snail  like,  but  nevertheless,  when  com- 
pared with  that  of  the  Swiss  lines,  with 
with  the  ordinary  valley  gradients  of 
about  6  in  1000,  represents  a  compara- 
tive duty;  the  93  meters  of  vertical 
height  corresponding  to  a  length  on  the 
lower  gradient  of  15.6  kilometers,  and 
to  traverse  this  in  6  minutes  a  speed  of 
156  kilometers  per  hour,  or  double  that 
of  the  fastest  express  train  in  England, 
would  be  required.  About  4  mmutes 
are  required  for  the  necessary  operations 
of  loading  and  unloading  the  carriage 
at  either  end ;  so  that  the  trains  succeed 
each  other  at  intervals  of  10  minutes 
daring  the  working  season,  which  lasts 
from  15th  June  to  15th  September 
asually. 

The  works  of  the  line  were  commenced 
at  the  end  of  October,  1878,  and  the 
line  was  opened  for  use  on  the  20th  of 
Jaly  following.     The  cost  is  stated  at 


close  of  the  first  working  season  on  the 
30th  September,  1879,  one  thousand 
eight  hundred  trains  had  been  run,  car- 
rying twenty-eight  thousand  persons 
without  the  slightest  accident.  The 
total  receipts  were  18,300  francs,  equal 
to  a  gross  return  of  9.97  per  cent,  on  the 
capital,  or  allowing  5  per  cent,  as  inter- 
est, and  4  per  cent,  as  a  reserve  fund  for 
renewals,  there  was  nearly  1  per  cent, 
surplus,  apart  from  the  amount  saved  in 
transporting  provision,  stores,  coal,  and 
other  heavy  articles  to  the  hotel. — Die 
Eisenbahii, 


REPORTS  OF  ENGINEERING  SOCIETIES. 

AMERICAN  Society  op  Civil  Engineers — 
The  latest  Number  of  Transactions  con- 
tains: 

Paper  No.  212.  ' '  The  Strength  of  Wrought- 
Iron  Columns,"  by  G.  Bouscaren. 

Paper  No.  213:  '*  The  Improvement  of  the 
Harbor  of  Quebec,"  by  J.  Vincent  Browne. 

THE  Engineers'  Club  of  Philadelphia. 
At  the  last  meeting  the  Standing  Com- 
mittees of  the  Board  of  Directors  for  1881 
were  appointed  as  follows: 

On  Mnance — Frederic  Graff  and  J.  J.  de 
Kinder;  On  Membership — J.  J.  de  Kinder,  Geo. 
Bumham,  Jr. ;  On  Publication — Rudolph  Ber- 
ing, Geo.  Bumham,  Jr. ;  On  Library— T.  M. 
Cleemann,  Fred.  Graff. 

Mr.  Morris  exhibited  a  photograph  of  a  ma- 
chine designed  by  Mr.  A/Vm.  S.  Auchinchloss, 
which  will  solve  problems  of  various  kinds, 
involving  proportion,  alligation,  involution, 
evolution,  etc. 

Mr.  Charles  A.  Ashbumer,  Chairman  of 
Committee  on  Infonnation,  presented  a  paper 
upon  the  progress  and  methods  of  the  Penn- 
sylvania State  geological  survey.  Forty-eight 
counties  have  been  entirely  completed,  eighteen 
counties  partially  surveyed  and  seven  counties 
remain  to  be  surveyed.  The  Board  of  Com- 
missioners estimate  that  it  will  require  three 
years  to  complete  the  survey  of  the  entire 
State.  He  also  read  notes  on  mine  topogra- 
phy, in  which  a  new  method  was  proposed  for 
determining  the  area  of  the  available  coal  in 
the  anthracite  region,  and  cited  an  instance  in 
which  the  hypothesis  of  the  method  had  been 
sustained  by  after  developments.  He  also  ex- 
hibited a  complete  set  of  specimens  of  the 
crude  and  refined  petroleums  from  Barku,  Ga- 
licia  and  other  European  fields,  recently  re- 
ceived through  Hon.  Lewis  Emery.  He  also 
presented  a  paper  by  Colonel  James  Worrall, 
member  of  the  club,  upon  the  routes  and 
methods  which  have  been  proposed  for  cross- 
ing the  Isthmus.  The  Panama,  Nicaragua 
and  Tehuantepec  canal  routes  and  the  ship 
railroad  of  Captain  Eads  were  treated,  form- 
-.^-«^i.         -       -II  1         !•       iing  a  paper  too  comprehensive  to  be  fairly 

146,880  francs,  and  the  annual  working  treated  in  a  short  abstract, 
expenditure   at    3,640    francs.     At  the  I     Mr.  T.  M.  Cleemann  read  a  paper  on  the 
Vol.  XXIV.  No.  3-18. 
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streugth  of  wrought-fron  columns,  showing 
that -the  accepted  formula  of  Rankine  &  (Gor- 
don gives  imperfect  results,  and  urging  the 
necessity  of  further  experiments  on  various 
shapes  in  order  to  complete  it  and  render  it 
more  exact.  Professor  Li.  M.  Haupt  read  a 
paper  on  intercommunication  in  cittes,  show- 
ing the  great  value  of  increased  facilities  of 
travel,  and  applied  them  specially  to  Philadel- 
phia. The  number  of  persons  using  the  horse 
cars  during  the  last  year  was  about  one  hun- 
dred million,  and  the  value  of  a  saving  of  one 
mile  in  distance,  and  its  equivalent  in  time  and 
power,  was  computed  upon  this  basis,  with 
some  surprising  results.  The  paper  was  lim- 
ited to  a  consideration  of  the  street  system 
only,  the  railroad  system  being  reserved  for 
the  future.  The  paper  contained  some  valua- 
ble suggestions  as  to  important  proposed  im- 
provements. 


ENGINEERING  NOTES 

THE  Leggestein  tunnel,  near  Wasen,  the 
first  curved  tunnel  on  the  St.  Gothard 
line  was  completed  on  the  16th  inst.  It  is 
8,280  feet  long,  and  has  been  bored  through 
hard  granite  entirely  by  hand  labor,  as,  owing 
to  the  absence  of  water  power,  perforators 
could  not  be  used.  The  contractors  are  profit- 
ing by  the  present  fine  weather  to  hasten  the 
completion  of  the  works,  which  are  progress- 
ing much  more  rapidly  than  was  expected  at 
the  beginning  of  the  winter. 

THE  Severn  tunnel  works  are  being  pushed 
forward  with  great  energy.  Four  hun- 
dred men  are  employed,  and  the  large  pump, 
specially  made  for  the  purpose  from  tlie  in- 
structions of  Mr.  Richardson,  C.  E.,  is  now 
throwing  about  3,700  gallons  of  water  per 
minute.  It  is  hoped  that  the  underground 
works  will  shortly  be  freed  from  water.  Upon 
the  Gloucestershire  side  a  small  portion  of  the 
masonry  of  the  tunnel  has  been  completed, 
and  Mr.  Walker,  the  contractor,  is  getting  the 
work  well  in  hand. 

ON  Saturday  last  an  interesting  experiment 
was  concluded  at  the  new  iron  quay  in 
course  of  construction  for  the  Great  Eastern 
Railway  Company  at  Ray  Island,  Harwich. 
In  the  beginning  of  last  spring  a  number  of 
iron  screw  piles,  which  had  oeen  placed  in 
position,  but  not  braced  together,  were  over- 
turned by  a  slip  of  the  earth  embankment 
immediately  behmd  them,  and  it  has  been 
found  necessaiy  to  remove  these  and  replace 
them  by  others.  It  was  with  this  object  that 
on  last  Saturday  week  Mr.  G.  N.  Abemethy, 
the  resident  engineer,  accompanied  by  Lieut. 
W.  Almack,  K.  N.,  of  H.  M.  S.  Penelope, 
proceeded  to  attempt  to  remove  the  large 
screws,  4ft.  diameter,  which  form  the  base  of 
the  pile.  This  was  done  by  firing  a  1  oz. 
charge  of  •  *'  tonnite  "  placed  m  the  interior  of 
the  pile  at  a  depth  of  86ft.,  and  ignited  by 
electricity,  it  being  found  impossible,  on  ac- 
count of  the  accumulation  of  mud  in  the  pile, 
to  insert  the  charge  any  lower,  the  piles  actu- 
ally being  48ft.  long,  and  imbedded  87ft.  in  the 


mud  of  the  river.  The  experiment  was  suc- 
cessful, and  on  Saturday  last  the  pile,  86ft. 
louK,  2ft  diameter,  and  lin.  thick,  was  drawn 
by  Mr.  T.  Vaux's  powerful  tug.  and  landed  on 
the  quay,  when  it  was  found  to  be  neatly 
fractured  at  the  point  of  discharge.  The 
tonnite,  manufactured  by  the  Gun  Cotton 
Company,  is  a  comparatively  new  explosive, 
and  is  said  to  be  much  more  safe  for  use  and 
transport,  and  equally  as  strong  as  dynamite. 

rT"^HB  Pboposed  New  Tay  Bkidoe  —As  al- 
L  ready  mentioned,  the  plan  adopted  for 
the  restoration  of  the  Tay  Bridge  involves 
the  complete  abandonment  and  removal  of  the 
existing  viaduct.  The  structure  to  be  subsU- 
tuted  for  the  abandoned  bridge  will  be  erect^ 
a  little  higher  up  the  river,  and  will  carry  a 
double  line  of  rails.  It  is  understood  that  the 
engineer  has  devised  a  remedy  for  the  objec- 
tion raised  last  year  to  the  jimction  of  the 
Newport  Railway  with  the  bridge  line,  and 
that  the  other  recommendations  of  the  Spec- 
ial Committee  will  be  given  effect  to,  so  Uiat 
all  opposition  to  the  Bill  intended  to  be  in- 
troduced next  session  may  be  avoided.  The 
cost  of  the  works  will  be  very  considerably 
greater  than  was  anticipated  in  the  application 
to  the  Parliament  made  last  session ;  but  the 
arrangements  contemplated  are  such  as.  it  is 
believed,  should  remove  all  doubts  as  to  Uie 
absolute  stability  of  the  new  structure. 

rpHE  Suez  Canal.— The  revenue  of  the 
-L  Suez  Canal  Company  has  made  a  great 
bound  upwards  this  year.  The  total  receipts 
to  August  81,  were  £1,100,820.  The  corre- 
sponding revenue  in  the  corresponding  period 
of  1879  did  not  exceed  £800,764. 


IRON  AND  STEEL  NOTES. 

IRON  Manufacture  :  English  and  Ameiu- 
CAN. — The  Engineer,  in  an  editorial  article 
on  general  progress  in  1880,  says  of  the  iron 
trade  : — Our  ^eat  competitor  is  the  United 
States.  In  that  country  iron  ore  and  coal 
abound,  and  the  production  of  manufactured 
iron  and  steel  of  all  kinds  has  been  greatly  de- 
veloped and  fostered  by  protection.  We  re- 
gret to  say  that  some  of  our  own  ironmasters 
and  others  prognosticate  that  in  a  compara- 
tively short  time  the  United  States  must  adopt 
free  trade  ;  that  when  this  is  done  there  will 
be  great  demand  for  British  iron  and  steel,  and 
that  if  we  can  only  rub  along  a  little  lon>cer 
we  shall  jet  do  very  well  without  making  un- 
due exertions.  We  have  heard  this  argument 
used  year  after  year  for  many  years.  It  is  for- 
tunate that  no  matter  what  turn  men's  thoughts 
take  in  this  direction,  their  actions  do  not  ran 
wholly  in  the  same  groove.  There  is  not*  the 
slightest  probability  now  that  there  will  be 
any  mitigation  of  the  tariffs  in  our  favor  until 
the  next  presidential  election,  four  years  off. 
Those  who  hold  different  opinions  assert  that 
the  farmers  will  rise  against  protection  ;  but 
the  truth  is  that  the  American  fanners  suffer 
very  little,  if  at  all,  from  high  import  duties. 
The  American  farmer  has  practically  no  rent 


Digitized  by 


Google 


IRON   AND   STEEL  NOTES. 


269 


to  pay,  and  he  can  therefore  very  well  afford 
to  contribute  to  the  prosperity  oi  large  towns 
by  submitting  to  the  inttiction  of  the  tariff. 
At  this  moment  the  United  States  are  the  most 
prosperous  nation  on  the  face  of  the  earth ; 
they  are  practically  self-sufficing,  and  it  is 
very  difficult  to  see  what  they  could  gain  yet 
awhile  more  than  they  have  oy  adopting  free 
trade  principles.   There  is  in  truth  no  analogy 
at  all  between  such  a  country  as  America  and 
such  a  country  as  Great  Britain.    The  facts 
being  as  they  are,  ironmasters  in  this  country 
ought  to  see  that  no  effort  should  be  spared 
to  pat  themselves  on  a  footing  of  equality 
with  their  competitors.  It  is  quite  certam  that 
at  present  we  are  not  holding  our  own  in  this 
respect.    The  United  States  ironmasters  are 
beating  us  by  100  per  cent,  in  the  output  from 
their  plant.    With  one  pair  of  converters  they 
can  do  as  much  and  more  than  we  can  do  with 
two  pairs ;  and  while  our  blast  furnaces  turn  out 
480  tons  of  pig  per  week,  theirs,  much  smaller, 
give  as  much  as  1,100  tons  a  week.    In  the 
rail  mills,  and  bar  and  sheet  mills,  matters  are 
in  much  the  same  condition.    If  we  are  asked, 
To  what  is  this  superiority  due  ?  we  reply  that 
it  is  to  be  traoea,  to  some  extent,  to  better 
organization,  and  in  others  to  better  plant.  In 
the  Bessemer  works,  for  example,  the  drill  of 
the  men  employed  is  perfect,  and  a  converter 
is  never  stopped  for  days  while  being  lined  up 
and  re-bottomed.    The  converter  alone  repre- 
sents but  a  small  part  of  the  plant ;  but  when 
a  converter  is  standing,  so,  to  a  certain  extent, 
do  the  blowing  engines,  the  hydraulic  appli- 
ances,  ingot  molds,  and  very  probably  the 
hammer,  the  cogging  mill,  and  the  rail  train. 
What  would  be  thought  of  a  foundry  which 
was  closed  while  a  5-ton  ladle  was  being  re- 
lined  ?    In  the  United  States,  for  a  loDg  time 
back,  the  moment  a  converter  is  burned  out  it 
is  taken  away,  and  a  new  one  put  in  its  place. 
The  operation  requires,  we  understand,  about 
half-an-hour  at  the  most.    In  how  many  Eng- 
lish steel  works  is  the  same  plan  pursued  ^    It 
has,    we    may  say,  been  forced  on  Messrs. 
Bolckow,yaughan  &  Co.,  by  the  necessities  of 
the  basic  process,  and  we  hope  to  see  it  gen- 
erally adopted  before  many  months  are  out. 
There  is  still  room  for  invention  in  this  direc- 
tion.    Bessemer  plant  was  regarded  as  perfect 
until  the  other  day  among  ourselves.    Then 
Mr.  Holley  showed  the  ^ood  people  of  the 
States  that,  excellent  as  it  was,  it  could  be 
made  better.    Is  it  to  be  supposed  that  Mr. 
Holley  has  left  our  own  Bessemer  steel  men 
nothing  to  do  ?    We  think  not.    Mr.  Windsor 
TUchaMs,  in  his  recent  address  to  the  Cleve- 
land  Institution    of    Engineers,      spoke     in 
somewhat  depreciatory    terms   of    the  work 
done  by  the  Edgar  Thomson  Steel  Company, 
suggesting  that  by  hard  driving,  the  furnaces 
were  soon  burned  out  and  wanted  re-lining. 
Even  if   we  admit  this  to  be  quite  true,  it 
seems  to  be  perfectly  clear  that  the  cost  of  re- 
lining  must  be  charged  as  so  much  per  ton  of 
iron  made,  and  that  unless  it  can  be  proved 
that  the  Edgar-Thomson  furnaces  cost  more 
for  repairs  and  renewals  per  ton  of  pig  than  do 
furnaces  less  hard  pressed,  the  advantage  is 
altogether  with  them.    To  make  this  plain,  let 


us  say  that  one  of  our  great  Cleveland  fur- 
naces, with  its  appurtenances,  cost  £20,000, 
which  is  not  far  from  the  truth .  It  turns  but, 
say,  450  tons  of  pig  iron  per  week,  or  23,400 
tons  a  year.  The  interest  on  £20,(K)0  at  5  per 
per  cent,  is  £1,000.  or  20,000  shillings;  conse- 
quently each  ton  or  pig  iron  must  be  charged 
with,  say,  lOd.  for  interest  alone.  If,  however, 
the  make  of  the  furnace  had  been  doubled,  or 
900  tons  a  week,  then  5d.  a  ton  would  have 
been  saved,  and  this  sum,  and  less,  represents 
in  the  present  day-  a  profit  which  is  by  no 
means  to  be  despised.  It  comes  to  nearly  £20 
a  week  per  furnace,  and  even  this  amount  of 
clear  profit,  small  as  it  is,  many  an-  ironmaster 
would  be  glad  to  get  from  each  of  his  blast 
furnaces.  It  may  be  said  that,  after  all,  the 
rate  at  which  a  furnace  is  driven  has  very  little 
to  do  with  mechanical  engineering.  But  this 
is  not  true  ;  double  production  means  double 
blowing,  double  feeding,  double  hoisting  of 
materials,  and  increase  in  the  power  of  vari- 
ous appliances,  all  of  which  demand  renewed 
exertion* on  the  part  of  the  mechanical  engi- 
neer. And  here  we  may  refer  to  a  somewhat 
novel  pair  of  blowing  engines,  recently  put 
down  at  Staveley,  where  they  were  constructed 
from  the  designs  and  under  the  superintend- 
ence of  Mr.  Charles  Markham.  We  shall 
illustrate  these  engines  in  an  early  impression, 
and  it  will  be  enough  now  to  say  that  they 
combine  in  an  unusual  degree  great  power 
with  considerable  economy  of  fuel  and  very 
small  first  cost.  A  great  deal  of  the  blast 
furnace  plant  of  Great  Britain  is  antiquated, 
and  the  sooner  it  is  replaced  with  more  modern 
plant  the  better.  We  may  cite  as  an  example 
hot  blast  stoves.  It  is  a  suggestive  fact  that 
much  of  the  success  which  attends  the  labor 
of  the  American  ironmaster  is  due  to  the  effi- 
ciency of  Mr.  Cowper*8  stoves,  and  yet  Eng- 
lish ironmasters  have  been  very  slow  to  accept 
an  invention  which  American  ironmasters 
jumped  at. 

THE  Steel  Trade. — The  great  increase  in 
the  manufacturing  capacity  both  of 
Europe  and  Ami'rica  has  alone  prevented  that 
return  to  high  prices  which  the  present  de- 
mand would  have  caused;  and  as,  on  both 
sides  of  the  Atlantic,  factories  are  being  still 
further  extended,  the  same  counteracting 
cause  will  have  effect  for  some  time  to  come. 
A  year  ago,  the  total  output  capacity  of  steel 
rails  in  England  was  rather  more,  and  in 
America  rather  less,  than  750,000  tons  per 
annum,  while  now,  with  the  works  already  in 
operation  or  ready  to  commence  at  short  no- 
lice,  the  total  in  each  country  is  about  a  mil- 
lion tons.  In  America  the  present  demand 
for  steel  rails  is  so  considerable  as  to  tax 
severely  the  supplying  power  available,  and 
the  product  for  at  least  six  months  forward  is 
already  sold.  A  deficiency  does  not  at  first 
result  in  the  importation  of  rails  from  Europe, 
but  in  the  supplementing  of  that  department 
of  manufacture  which  falls  behind.  Thus, 
while  the  demand  for  raw  material  is  general- 
ly sufficiently  met  by  Italian  or  Spanish  ores, 
Bessemer  pig  iron  has  to  be  imported  when 
the  local  blast-furnaces  prove  insufficient,  and. 
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in  other  cases,  when  the  blooming  mills  can- 
not keep  pace  with  the  converters  or  with  the 
rail  mills,  a  considerable  import  of  blooms 
from  Europe  takes  place.  This  is  the  case  at 
present,  not  only  for  rail  making,  but  also  for 
supplying  those  smaller  steel  works  which 
make  plates,  wire,  and  other  miscellaneous 
goods,  with  the  blooms  and  billets  the  large 
converting  works  are  at  present  too  busy  to 
supply.  If  the  rail  mills  in  America  cannot 
meet  the  demands  of  purchasers  during  the 
cominff  year,  it  is  yet  an  open  question  whether 
the  deficiency  will  be  made  up  by  imported 
steel  rails,  or  by  home-made  iron  rails,  or  by 
iron  rails  from  Europe.  Both  in  Europe  and 
America  the  different  modes  of  making  steel 
are  finding  their  proper  place.  The  Siemens 
process,  with  all  its  acknowledged  merits,  can- 
not compete  with  the  quicker  Bessemer  con- 
verters for  so  cheap  a  commodity  as  steel  | 
rails.  In  England,  steel  works  constructed 
with  the  Siemens  open-hearth  plant  are  not 
working  on  rails,  but  are  making  ship  plates, 
railway  tires,  axles,  and  other  similar  articles, 
or  are  stopped  altogether;  while  in  America 
the  Siemens  process  has  hardly  been  applied 
at  all  to  rail  making,  and  the  Siemens  fur- 
naces, with  or  without  the  Pernot  modifica- 1 
tion,  are  confined  entirely  to  the  smaller  indus- 
tries, and  are  found  extremely  convenient  for 
using  up  the  Bessemer  scrap.  Both  in  England 
and  America  the  circumstances  of  locality 
and  transport  are  acquiring  enhanced  im- 
portance in  the  competition  of  trade;  but 
while  in  England  even  a  short  land  carriage 
is  a  disadvantage,  in  America  works  unfavor- 
ably situated  for  material  are  compensated  by 
their  contiguity  to  local  consumers. — McUheson 
and  Grant's  Engineering  Tradea'  Report, 


RAILWAY  NOTES. 

NINETY  Miles  an  Hour  Between  Phil- 
adelphia AND  New  York.— At  a  re- 
cent regular  meetrnff  of  the  Franklin  Institute 
in  Philadelphia,  w!  Barnet  Le  Van  read  a 
paper  on  * 'Ninety  miles  in  sixty  minutes;  or, 
how  to  accomplish  the  distance  between  New 
York  and  Philadelphia  in  one  hour."  It  was 
a  continuation  of  one  read  by  him  some  time 
ago  on  high  railroad  speeds,  and  undertook  to 
show  the  difficulties  in  the  way  of  running 
trains  at  this  high  speed  at  present,  and  how 
they  could  be  overcome.  In  the  paper  the 
distance  in  an  air  line  between  New  York  and 
Philadelphia  was  stated  to  be  80.09  miles,  over 
a  comparatively  level  country.  The  existing 
roads  are  far  from  being  straight.  On  the 
Pennsylvania  Ime,  in  the  88.4  miles  between 
Philadelphia  and  Jersey  City,  there  are  84 
curves  (15  in  the  15  miles  between  German- 
town  Junction  and  Schenck's).  The  greatest 
length  of  straight  track— bet  ween  Philadelphia 
and  Trenton,  does  not  exceed  three  miles,  and 
the  greatest  in  the  entire  road  does  not  exceed 
10  miles.  The  Pennsylvania  Railroad  is  not 
responsible  for  this  condition  of  the  road,  but 
has  m  fact  done  much  to  straighten  the  line, 
and,  notwithstanding  these  drawbacks,  runs 


trains  on  the  road  at  the  rate  of  50  miles  per 
hour.  On  the  Bound  Brook  Route  there  are 
43  curves;  one  on  the  bridge  crossing  the  Del- 
aware River,  which  has  a  radius  of  2,865  feet, 
is  1,837  feet  long,  and  ascends  19  feet  to  the 
mile.  The  greatest  stretch  of  straight  track 
is  from  Skillman's  east^ — 14  miles.  To  com- 
pensate for  the  centrifugal  force  tending  to 
throw  the  cars  from  the  track  when  nmn»ng 
at  high  speed  on  curves  the  outer  rail  has  to  be 
raised.  On  a  curve  of  three  degrees  radius, 
the  super-elevation  required  on  a  guage  of  56i 
inches,  while  less  than  five  inches  at  50  miles 
an  hour,  would  have  to  be  16  inches  at  90 
miles  per  hour.  On  the  Pennsylvania  road 
the  super  elevation  is  one  inch  for  each  degree 
of  curvature  up  to  five  inches,  which  is  the 
limit.  The  speed  must  be  reduced  beyond 
that  to  correspond  with  the  curve.  This  is  one 
of  the  limitations  put  upon  high  speed  on  ex- 
isting roadways.  Mr.  Le  Van  considered  others 
at  great  length,  and  summed  up  by  saying 
that,  after  a  careful  study  of  the  subject,  he 
was  satisfied  that  a  paying  road  could  be  built 
to  be  run  in  a  straight  line  between  New  York 
and  Philadelphia,  reducing  the  distance  about 
10  miles  and  enabling  trains  to  be  run  through 
in  60  minutes.  One  of  the  means  of  effecting 
this  purpose  would  be  a  reduction  of  the  dead* 
weight  in  the  trains.  The  fast  trains  now  run- 
ning between  Philadelphia  and  New  York 
have  generally  four  cars  with  engine  and  ten- 
der, weighing  232,000  pounds,  or  116  ton" 
dead  load,  and  are  264  feet  long.  For  from 
four  to  eight  tons  of  passengers  carried,  trains 
are  made  up  weighing  from  110  to  150  tons. 
Mr.  Le  Van  thought  it  would  pay  to  build  a 
line  so  perfect  in  all  its  details  as  to  exclude 
rival  lines,  and  attract  to  itself  all  the  through 
business.  The  line  he  pictured  crossed  no 
roads  at  grade,  and  had  only  two  curves  of 
10,000  feet  radius  each. 

ST.  Gk)THARD  Railway, — An  account  of  the 
Leggestein  spiral  tunnel,  which  is  one  of 
the  most  remarkable  works  in  connection  with 
the  St.  Gothard  Railway,  has  been  communi- 
cated to  the  Daily  News  by  the  Geneva  cor- 
respondent of  that  paper. 

'*  The  leading  feature  of  the  scheme  adopted 
by  the  engineers  in  constructing  the  line  has 
been  to  keep  to  the  bottom  of  the  valleys— on 
the  north  side  of  the  Alps,  the  valley  of  the 
Reuss;  on  the  south  side,  that  of  Ticino — and, 
60  long  as  they  did  not  deviate  too  widely 
from  the  required  direction,  to  follow  their 
windings  until  the  point  fixed  for  the  entrance 
of  the  great  tunnel  should  be  reached.  When 
this  could  not  be  done,  and  it  became  necessa- 
ry to  carry  the  railroad  higher  spiral,  or  to 
use  the  German  term,  'turn  tunnels,*  were  to 
be  pierced  through  the  mountains.  These 
tunnels  made  at  once  a  steep  gradient  and  a 
sharp  curve.  The  gradient  of  the  Leg^stem 
tunnel  is  23  in  the  1,000,  and  it  describes  a 
curve  of  300  meters.  After  leaving  it,  the 
line  winds  spirally  outside  the  mountain,  and 
passing  through' a  shorter  passage  higher  up, 
reaches  the  required  altitude.  The  construc- 
tion of  this  tunnel  was  difficult,  less  on  ac- 
count of  its  length,  which  is  nothing  extraor- 
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dinary,  than  owing  to  the  necessity  of  boring 
entirely  by  hand  through  a  mass  of  almost  im- 
penetrable granite.  The  progress  made  at  the 
outset  did  not  exceed  three  decimeters  (twelve 
inches)  in  twenty-four  hours,  even  with  the 
aid  of  blasting.  The  necessity  of  handwork 
arose  from  the  absence  of  water,  and  the  im- 
possibility, in  the  circumstances,  of  using 
steam  for  the  perforators.  Two  other  turn 
tunnels— in  the  valley  of  the  Reuss— that  of 
Wellington,  1,000  meters  long,  and  that  of 
Pfaflfensburg,  1,000  meters  long— will  be  com- 
pleted during  the  coming  spring.  The  former, 
hke  the  Leggestein,  is  being  bored  by  hand, 
the  latter  by  water  power.  On  the  south  side, 
in  the  valley  of  the  Ticino,  there  are  four  tun- 
nels (which  are  to  alpine  railways  what  locks 
aie  to  canals),  of  from  1,600  to  1,600  meters 
long,  now  in  course  of  construction.  All 
these  are  being  bored  by  water  power,  and 
like  those  on  the  north  side  are  expected  to  be 
finished  early  in  1881.  It  is  intended  to  light 
the  great  tunnel  by  electricity.  To  this  end 
two  systems  have  been  proposed.  One  is  to 
place  in  the  passage  40  electric  lamps,  each 
possessing  a  capacitv  of  1,200  candles.  The 
interval  between  each  lamp  would  be  about 
400  vards,  and  the  necessary  motive  power 
would  be  supplied  by  the  turbines  at  Airolo 
and  Goeschenen,  which  have  been  used  for 
moving  the  perforators  and  ventilating  the 
workings.  The  second  proposal,  whether  it 
be  practicable  or  not,  has  certainly  the  merit 
of  greater  originality.  According  to  this 
scheme,  a  locomotive  impelled  by  compressed 
air  would  be  stationed  at  either  portal  of  the 
tunnel.  These  locomotives,  being  smokeless, 
would  be  used  for  drawing  the  trains  through 
the  tunnel.  Each  locomotive  would  carry 
two  electric  lamps,  and  two  would  be  placed 
at  the  end  of  the  train,  together  with  reflectors, 
80  arranged  that  their  united  light  would  be 
equal  to  that  of  12,000  candles.  By  this 
means,  wherever  there  was  a  train,  and  for  a 
considerable  distance  before  and  behind  it, 
the  tunnel  would  be  brilliantly,  lighted  at  a 
comparatively  trifling  expense,  the  electricity 
being  produced  and  the  engines  provided  with 
their  motive  power  by  the  turbines  at  (Joes- 
cbenen  and  Airolo." 


ORDNANCE  AND  NAVAL 

RESULTS  OP  Experiments  at  Cronstadt 
WITH  A  9-iNCH  Mortar  against  an 
Armor-Plated  Platform,  or  Horizontal 
Tarokt.— The  shape  of  the  platform  was  rec- 
tangular, 70  ft.  in  length  by  85  ft.  in  breadth, 
imd  it  was  composed  of  two  layers,  each  con- 
sisting of  50  plates,  the  thickness  of  the  upper 
layer  being  2  inches,  and  that  of  the  lower 
1  inch.  The  two  layers  were  united  by  rivets 
1.13-in.  in  diameter. 

Under  the  plating,  and  in  the  direction  of  its 
breadth,  were  placed  baulks  8.4-in.  square  at  a 
distance  of  3  ft.  6  in.  from  center  to  center,  to 
which  the  plates  were  bolted  by  means  of  coni- 
cal-beaded holts  1.18-in.  in  diameter.  Under 
the   baulks    were  three  longitudinal   beams 


8.4-in.  square.  At  the  points  of  intersection 
of  these  with  the  transverse  baulks,  the  bolts 
served  to  connect  them  as  well  as  the  plating 
together.  These  beams  rested  upon  sleepers 
of  the  same  section  which  were  supported 
upon  50  piles  15.7-in.  in  diameter,  driven  5  ft. 
into  the  ground.  The  total  height  of  the  mass 
from  the  ground  to  the  upper  surface  of  the 
plates  was  5  ft.  11  in. 

The  9-in.  rifled  mortar  of  steel,  loading  at 
the  breech,  was  placed  behind  a  parapet  in 
such  a  manner  that  an  artificial  alignment  was 
needed  to  lay  it  by.  The  weight  of  the  mor- 
tar including  the  breech  fastening  is  114  cwt. 
The  maximum  charge  is  18  lbs.,  giving  a  range 
of  5,400  yards  at  an  elevation  of  45**. 

It  was  moimted  on  a  provisional  iron  car- 
riage, on  the  Semenoff  principle.  The  eleva- 
tion was  effected  by  means  of  toothed  wheels. 
The  distance  of  the  mortar  from  the  platform 
was  2,482  yards. 

Three  kinds  of  projectiles  were  fired— ordi- 
nary cast  iron,  hardened  cast  iron,  and  ham- 
mered steel. 

The  weight  of  the  first  was  271  lbs.  The 
shells  of  hardened  iron  were  loaded  with  sand 
to  a  weight  of  278  lbs.,  or  with  powder  to  280 
lbs.  In  the  latter  case  the  bursting  charge  did 
not  exceed  two  lbs.,  and  the  weight  was  made 
up  with  lead. 

The  steel  shells  were  fired  either  quite  empty, 
and  weighing  on  an  average  2653^  lbs.;  or 
loaded  with  from  five  to  six  lbs.  of  powder,  to 
bring  them  up  to  a  total  weight  of  271  lbs. 

A  trial  of  five  shells  of  ordinary  metal  proved 
the  laying  of  the  mortar,  and  determined  that 
for  an  elevation  of  45^  the  proper  charge  was 
8.86  lbs. 

I  Of  the  following  86  shells  of  ordinary  metal, 
none  hit  the  mark.  Increasing  the  charge  to 
I  8,59  lbs.,  out  of  six  shots  at  an  angle  of  44"* 
I  there  were  two  hits,  but  their  effects  were  very 
I  small,  and  the  two  projectiles  were  broken  to 
pieces. 

i  Next  were  fired  28  shells  of  hardened  metal, 
at  an  angle  of  5 P.  with  a  charge  of  9.94  lbs. 
There  were  five  hits  out  of  these  in  spite  of 
venr  unfavorable  atmospheric  conditions. 

The  effects  were  considerable  ;  tne  two  lay- 
ers of  plates  were  penetrated,  even  when  tne 
projectile  encountered  a  baulk.  The  bolts 
were  broken  and  the  timber  work  damaged, 
but  in  most  instances  the  shells  broke  up. 

Steel  shells  empty  were  then  fired  with  a 
charge  of  9.94  lbs.,  at  an  elevation  of  57"*, 
Three  shells  out  of  eight  hit.  The  effects  were 
much  superior  to  those  obtained  with  the 
hardened  metal  shells,  although  the  weight  of 
the  latter  was  greater.  The  projectiles  after 
penetrating  the  plates,  retained  a  greater  ve- 
locity, and  remained  entire. 

Nine  shells  of  hardened  metal  were  then 
fired  with  the  same  charge  and  at  the  same 
elevation  as  the  weighted  shells,  loaded  with 
2.25  lbs.  of  powder.  Three  struck  the  plat- 
form. The  effects  were  similar  to  those  of  the 
weighted  shells,  the  projectiles  broke  up  before 
the  bursting  charge  could  explode. 

Four  steel  shells  out  of  nine,  with  bursting 
charges  of  from  8.6  lbs.  to  5.4  lbs.,  fired  with 
charges  of  9.94  lbs.,  at  an  elevation  of  57*, 
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struck  the  target.    Only  one  burst,  and  scat- 
tered its  fragments  beneath  the  plating. 

Some  were  of  opinion  that  the  bursting 
charge  was  insufflcient,.or  that  the  thickness  of 
metal  should  be  reduced,  so  as  to  afford  a 
larger  internal  space,  and  at  the  same  time  a 
better  chance  of  inflaming  the  charge  by  the 
shock.  Others  believed  the  explosion  to  be 
due  to  the  shock  and  the  friction  of  the  grains 
of  powder  against  the  sides  of  the  projectile 
only,  and  that  if  the  charge  did  not  burst,  it 
was  owing  to  deficient  velocity  of  the  pro- 
jectile at  the  moment  of  impact.  The  heat 
developed  by  the  blow,  reaches  immediatiely  to 
a  very  slight  depth  in  the  thickness  of  the  pro- 
jectile, and  to  make  it  penetrate  as  far  as  the 
powder  it  would  be  necessary  to  reduce  the 
thickness  of  metal  to  a  degree  incompatible 
with  strength,  especially  when  a  cheap  de- 
scription of  steel  IS  made  use  of  in  the  manu- 
facture. 

The  Conmiittee  were  of  the .  opinion  that 
nothing  would  ensure  bursting  but  apercussion 
fuse  in  the  base  of  the  projectile.  But  this  ar- 
rangement would  only  prove  advantageous 
with  a  large  interior  charge,  and  the  quality  of 
steel  which  it  is  proposed  to  employ  does  not 
admit  of  greater  internal  capacity  than  is  pos- 
sessed by  the  shells  of  hardened  metal.  There 
is,  therefore,  no  room  for  researches  in  this  di- 
rection. 

The  Committee  concluded  that  it  is  simply 
advisable  to  abstain  from  placing  the  bursting 
charge  in  a  cartridge  in  the  case  of  mortar 
shells,  as  the  velocity  on  impact  of  these  pro- 
iectiles  is  less  than  that  of  shells  fired  point 
blank  against  armored  surfaces,  and  there  is 
no  fear  of  their  exploding  before  penetrating 
the  armor. 

Further,  the  ammunition  for  mortars  for  coast 
service  should  consist  of  an  equal  number  of 
shells  of  steel,  and  of  hardened  metal. 

One  of  the  members  of  the  committee,  Col- 
onel Spitzberg,  entered  on  the  minutes  his  per- 
sonal opinion  that  a  percussion  fuse  would  be 
of  great  advantage  in  the  case  of  projectiles 
containing  small  bursting  charges,  whether 
made  of  hardened  metal  or  of  steel;  as  the 
effect  of  mortar  fire  against  the  weakest  part 
of  a  ship  would  be  considerably  augmented 
thereby. 

The  experiments  of  Volkovoie-pole  with 
8-inch  shells,  furnished  with  percussion  fuse  at 
the  base,  have  already  given  satisfactory  re- 
sults. 

Colonel  Spitzberg  proposes  that  the  same 
arrangement  should  be  applied  to  the  shells  of 
the  9-inch  mortar  whether  made  of  hardened 
metal  or  steel. 
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FPiciAL  Gazette  op  thb  United  States 
Patent  Office.    Vol.  19,  Nos.  5  and  6. 

A  Lecture  on  the  Improvement  of  the 
Danube  AT  Vienna.  By  Sir  Guetave 
v.  Wex.  Translated  by  Maj.  G.  Weitzel. 
Washington:  Government  Printing  Oflace. 
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Modern   Architectural    Designs  and 
Details.    No.  VI.    New  York:  Bick- 
nell  &  Comstock. 

This  work  continues  to  afford  valuable  aid 
to  working  architects. 

Report  of  the  Board  to  Rkcomhkjcd  a 
Standard  Gauge  for  Bolts,  Nuts 
AND  Screw  Threads  for  the  United  Statbb 
Navy.  Washington:  Government  Printing 
Office. 

PAPERS  Read  before  the  Pi  Eta  SocnsTT 
OF  THE  Rensselaer  Polytechnic  Insti- 
tute.   Vol.  2,  No.  1.    Troy:  Lisk  &  Bamum. 

TRANSACTIONS  OF  THE  AMERICAN  INSTITUTE 
OF  Mining  Engineers.  Vol.  Vm. 
May.  1879  to  February,  1880.  Easton:  Pub- 
lished by  the  Institute. 

LES  Principales  Applications  De  l'Elbc- 
TRiciTE.  ParE.HospiTALiER.  Paris:  G.Mas- 
son.  ForsalebyD.VanNostrand.  Price  $3. 50. 
Only  a  single  chapter  of  this  royal  octavo  la 
devoted  to  ElectriQ  Batteries  and  their  applica- 
tions. The  remainder  of  the  work  is  devoted 
to  Thermo-electric,  Electro-dynamic  machines. 
Electric  Lights,  Telephones,  and  Microphones. 
The  illustrations  are  on  .a  liberal  scale  and 
of  superior  quality. 

A  Simple  Treatise  on  Heat.  By  W. 
Mattieu  Williams.  F.  R  A.  S.  Lon- 
don: Chatto  &  W Indus.  For  sale  by  D.  Van 
Nostrand.    Price  $1.00. 

No  modern  writer  knows  better  how  to  write 
a  brief  popular  treatise  which  shall  at  the  same 
time  be  scientific  than  Mr.  Williams. 

He  has  here  presented  the  common  facts 
learned  by  observation,  and  the  facts  also  that 
have  been  leached  by  laborious  and  skillful 
experiment. 

The  proper  arrangement  of  these  facts  with- 
out particular  reference  to  molecular  motions 
constitutes  the  science  of  heat  as  present  in 
this  simple  treatise. 

Snt  William  Herschel — His  Life  and 
Works.  By  Edward  S.  Holden.  New 
York :  Charles  Scribner's  Sons.  For  sale  by 
D.  Van  Nostrand.    Price  $1.50. 

This  brief  memoir  sets  forth  with  earnest- 
ness and  enthusiasm  the  claims  of  the  great 
astronomer  to  the  regard  of  scientists  of  to- 
day. The  position  of  the  author  will  cause 
his  estimate  of  Herschel's  attainments,  either 
as  a  physicist  or  astronomer,  to  be  received 
with  respect  everywhere.  The  book  will 
prove  an  acceptable  contribution  to  biographi- 
cal literature. 

TJ^  ngine-Driving  Life.    By  Michael  Ret- 

Pi    nolds.      London:    Crosby,   Lock  wood 

&  Co.    For  sale  by  D  Van  Nostrand.   Price  $1. 

In  former  times  it  was  the  sailor  who  fur- 
nished the  dramatic  situations  for  the  popular 
tales.  Out  of  quite  an  ordinary  experience 
for  his  profession,  the  manner  was  always 
ready  to  supply  the  demand  for  truthful  ac- 
counts of  imminent  peril,  hair-breadth  escapes, 
and  safety  secured  by  coolness  and  presence  of 
mind  in  the  face  of  great  danger. 

This  little  book  bears  assurance  that  the 
sailor  can  no  longer  monopolize  the  situation. 
Travel  by  land  has  its  penis  as  well  as  travels 
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hy  sea  ;  and  for  every  situation  on  ship-board 
requiring  instantaneous  brave  action  in  which 
life  is  risked,  the  locomotive  furnishes  an 
incident  to  surpass  it. 

It  is  a  new  record  of  human  experience,  and 
is  worth  reading. 

ELEMENTS  OF  ASTRONOMY.  By  ROBT. 
Stawell  Ball,  LL.  D.,  P.  R.  8.  Text 
Book  of  Science.  For  sale  by  D.  Van  Nos- 
trand.     Price  $2.25. 

This  is  a  popular  treatise  in  so  far  as  that 
the  reader  is  expected  to  understand  only  the 
elements  of  Algebra  and  Gkometiy  for  a  com- 
plete mastery  of  it.  It  is  intended  for  begin- 
ners, but  it  is  believed  by  the  author  that  even 
advanced  students  may  read  it,  particularly 
the  latter  portions,  with  profit. 

The  contents  include  in  separate  chapters 
the  following  topics: 
Chap.  L — Astronomical  Instruments. 
*'     n.— The  Earth. 
"  m.— The     Diurnal    Motion    of     the 

Heavens. 
"    rV.— The  Sun.- 

'  *  v.— Motion  of  the  Earth  around  the  Sun 
**  VI.— The  Moon. 
**VIL— The  Planets. 
**  VIIL — Comets  and  Meteors. 
**  IX — ^Universal  Gravitation. 
"    X.— Stars  and  Nebulae. 
'*  XI.— Structure  of  the  Sun. 
'*  XII. — Astronomical  Constants. 
The  illustrations  are  good  and  abundant. 

Odontobnithes:  A  Monograph  of  the  Ex- 
tinct Toothed  Birds  of  I^orth  America. 
By  O.  C.  Marsh.  For  sale  by  D.  Van  Nos- 
trand.    Price  $12.00. 

This  fine  quarto  is  designed  for  scienti6c 
readers  only,  and  will  be  read  with  care  by 
paleontologists  alone. 

The  popular  mind  will  experience  some 
pleasure  in  learning  of  the  exclusive  possession 
l^  this  country  of  the  remains  of  toothed  birds, 
but  lovers  of  science  will  regard  with  admira- 
tion the  evidence  of  a  high  order  of  attain- 
ment in  a  confrere,  and  will  see  nothing  to 
regret  in  the  mechanical  execution  of  this  new 
addition  to  American  scientific  literature. 

TRATTB  DB  Chimib  :  BvPaul  Schtltzenberger. 
Paris:  Librarie  Hachette  et  Cie.  For  sale 
by  D.  Van  Nostrand.  Vols.  1  «fe  2,  price  $11.20. 

Only  two  volumes  of  this  fine  work  are  as 
yet  published.  The  complete  work  will  fill 
six  royal  octavo  volumes.  It  presents  general 
Chemistry,  Chemical  Physics  and  Chemical 
Technology  as  inseparable  parts  of  one  branch 
of  science. 

The  illustrations  are  numerous  and  of  un- 
surpassed excellence. 

The  order  of  arrangement  is  the  one  found- 
ed on  atomicity  of  the  elements. 

CHAUFFAQB  BT  VbNTILATION  DBS  LiBUX 
Habitbs.  Par  P.  Planat.  Paris :  Ducher  et 
Cie.  For  sale  by  D.  Van  Nostrand.  Price  $10.50. 
To  know  how  vast  a  subject  is  that  of  Heat- 
ing and  Ventilation,  it  is  necessary  to  turn  over 
the  leaves  of  this  ponderous  volume.  Nothing 
bearing,  in  any  way,  upon  this  subject  can 
have  been  omitted,  and  yet  nothing  seems  to 
liave  been  treated  with  unnecessary  fullness. 


All  plans  and  devices  are  treated  with  that 
careful  regard  for  clearness  of  exposition 
which  is  cSsiracteristlc  of  the  French  scientific 
writers. 

RANKiNE  Memorl^  Volumb:  with  Bio- 
graphical Sketch.  By  Professor  P.  G. 
Tait.  Editor,  W.  J.  MUlar,  C.E.  London: 
C.  Griffin  &  Co.  New  York :  D.  Van  Nos- 
trand.   Price  $10.00. 

The  volume  containing  selections  from  the 
writings  of  the  late  Professor  Rankine  now 
before  the  public ,  was  originally  proposed  not 
long  after  the  death  of  the  lamented  author  of 
the  papers,  but  from  various  causes  was  de-  . 
layed.  We  are  glad,  however,  to  congratulate 
the  publishers  on  the  appearance  of  the  vol- 
ume, more  especially  at  a  time  when  the 
higher  and  more  exact  education  in  scientific 
prmciples  is  being  recognized  as  the  founda- 
tion of  all  true  knowledge  of  our  physical 
surroundings. 

The  loss  to  scientific  and  engineering  culture 
through  the  death  of  Professor  Rankine  can 
only  be  fully  appreciated  by  those  who  are 
most  intimately  acquainted  with  him,  and 
who  had  the  privilege  of  hearing  his  lectures, 
or  were  associated  with  him  in  his  vanous 

gursuits  as  an  engineer  and  a  man  of  science, 
ome  of  these  characteristics  the  editor 
and  biographer  have  given  us  in  the  intro- 
duction to  the  volume,  and  not  the  least 
notable  of  these  was  the  extreme  clearness  and 
precision  with  which  Prof essor  Rankine  stated 
his  opinions  and  the  breadth  of  view  which  he 
adopted. 

Professor  Rankine's  Manuals  have  now  been 
published  for  a  number  of  years,  and  have 
gone  through  many  editions,  and  are  recog- 
nized as  most  valuable  compendiums  of  engi- 
neering science  quite  unique  of  their  kind. 
They  are  confessedly  hard  reading  for  a  great 
number,  e!«pecially  to  those  who  have  not  had 
the  privilege  of  hearing  the  master  himself 
expound  in  the  lecture  room,  and  were  possi- 
bly to  some  extent  before  their  time,  as  the 
exact  habits  of  thought  required  to  follow 
with  advantage  the  teaching  of  these  books 
could  hardly  be  looked  for  amongst  those 
actively  employed  in  the  every-dav  routine  of 
the  engineering  profession.  The  development 
of  chairs  of  engineering  in  our  universities, 
and  of  classes  for  the  study  of  mechanics  and 
engineering  subjects  in  our  various  institu- 
tions, during  the  period  since  Professor  Rank- 
ine himself  began  to  lecture,  has,  however, 
caused  an  increased  demand  for  books  of  a 
higher  class,  whilst  the  growing  influential 
status  of  the  engineer  in  all  the  branches  of 
the  profession,  combined  with  the  various 
movements  at  present  on  foot  for  the  proper 
organization  of  technical  instruction  in  the 
arts,  point  conclusively  forward  to  the  de- 
mand for  high-class  works  treating  of  the 
principles  upon  which  all  such  practice  must 
depend. 

The  present  memorial  volume  contains 
selections  from  the  various  papers  which  the 
late  professor  so  profusely  supplied  to  our 
various  scientific  and  engineering  societies, 
and  to  journals,  and  these  papers  have  been 
selected,  as  stated  by  the  editor  in  his  prefac^ 
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as  being  "most  characteristic  of  their  author 
in  his  capacity  of  a  scientific  and  mathe- 
matical inquirer." 

The  papers  range  over  a  period  of  fully 
twenty  years,  and  are  eminently  ooticeable  for 
their  high  scientific  value,  both  as  regards  the 
matter  treated  of  and  the  admirable  method  of 
the  treatment.  The  papers  number  37  in  all, 
and  have  been  grouped  into  three  great  divi- 
sions with  the  object  of  classifying  kindred 
subjects. 

In  looking  at  the  bulky  volume  now  issued, 
and  which,  after  all,  contaius  only  a  selection 
from  the  various  contributions  of  Professor 
Rankine,  we  are  forcibly  impressed  with  the 
mental  power,  energy,  and  perseverence,  re- 
quired in  the  author  during  his  term  of  arduous 
pursuit  of  knowledge  for  the  working  out  of 
results  so  profound  in  their  speculations,  and 
so  varied  m  their  character;  and  as  we  see  his 
features  depicted  before  us  in  the  engraving, 
which  so  suitably  prefaces  the  subject  matter, 
we  long  "for  the  touch  of  the  vanished  hand 
and  the  sound  of  the  voice  that  is  still." 

To  his  old  students,  and  to  scientific  men 
everywhere,  we  need  not  commend  the  volume 
now  published,  as  we  are  sure  they  will  readily 
appreciate  the  memorial  now  offered  to  one  so 
well  known  in  the  scientific  world.  We  think, 
however,  that  the  publication  of  such  collec- 
tions of  papers  has  even  a  higher  value,  as,  in 
after  years,  those  who  are  still  working  in  the 
same  fields  have  in  such  volume  a  record  of  the 
steps  trod  by  their  predecessors,  serving  at 
once  as  an  incentive  to  further  investigation 
and  pointing  out  what  has  already  been  accom- 
plished. In  the  present  volume  we  have  also 
an  excellent  biographical  sketch  written  by 
Professor  Tait,  which,  with  the  editor's 
preface,  containing  a  carefully  prepared  ab- 
stract of  the  paper,  forms  a  fitting  introduc- 
tion to  this  highly  important  addition  to  our 
scientific  literature. — Abstract  of  a  Bemew  in 
Eaqineenng. 

MISCELLANEOUS. 

APPABATDS  FOR  MEASURING  THE  COMPAR- 
ATIVE Strength  of  Broken  Stones. 
—The  French  Government,  after  having  made 
various  experiments,  have  adopted  an  appa- 
ratus for  testing  the  relative  toughness  and 
resistance  of  broken  stones  suited  for  macada- 
mizing roads.  It  consi:^ts  of  two  hollow  cyl- 
inders, mounted  on  the  same  shaft,  in  an  in- 
clmed  position.  Into  one  of  these,  the  mate- 
rial selected  for  the  basis  of  comparison  is 
introduced;  into  the  other,  the  material  to  be 
tested.  The  cylinders  are  slowly  turned  on 
their  axis  for  a  given  lime;  after  which  ihey 
are  emptied  of  their  contents,  and  the  respect- 
ive quantities  of  stone  reduced  to  powder 
are  weighed.  The  ratio  of  these  weights 
constitutes  the  coefficient  of  wear.  The  rela- 
tive wears  thus  determined  have  been  proved  to 
harmonize  with  the  results  of  wear  in  the  road. 
The  pieces  of  stone  selected  for  trial  are 
as  nearly  uniform  in  size  as  is  practicable — 
made  to  pass  through  a  ring  gauge,  6  centi- 
metres, or  2.86  inches  in  dX^mti^T.— Abstracts 
Proc,  of  Civ.  Eng. 


TENSILE  Strain  and  Electric  Rbsibtance. 
Some  interesting  results  showing  the  con- 
nection between  the  electric  resistance  of  iron 
wires  and  their  state  of  strain  have  been  com- 
municated by  Mr.  W.  H.  Johnson,  B.  Sc.,  to 
the  Manchester  Literary  and  Philosophical 
Society.  The  wires  were  tested  for  their  re- 
sistance by  means  of  a  Wheatstone  balance 
with  reflecting  galvanometer  of  low  resistance, 
and  for  their  tensile  stress  by  an  apparatus 
similar  in  principle  to  a  steelyard  weighing 
machine.  A  series  of  measurements  were 
made  upon  different  varieties  of  iron  wire, 
beginning  with  pure  iron  smelted  and  worked 
throughout  with  charcoal,  and  ending  with 
highly  carbonized  steel  wire.  The  results 
show  that  charcoal  iron  has  the  least  electrical 
resistance,  or  about  one-half  that  of  piano 
steel  ;  and  it  is  noticeable  that  the  resistance 
regularly  increases  as  the  impurities  augment. 
Annealed  steel,  which  comes  about  midway 
between  pure  charcoal  iron  and  piano  wire  in 
the  amount  of  carbon  it  oontains,  is  also  inter- 
mediate in  point  of  electrical  resistance.  Anl 
nealing  considerably  diminishes  the  electrica- 
resistance  of  puddled  iron  wire.  The  break- 
ing strain  and  the  resistance  are  also  found  to 
increase  together  in  a  fairly  regular  manner. 
Annealing  is  found  to  diminish  the  resistance 
of  bright  steel  wire  about  1  per  cent.,  while 
hardening  and  tempering  increase  the  resist- 
ance of  the  metal  to  the  passage  of  the  elec- 
tric current.  With  regard  to  torsion,  the  tests 
show  that  the  electrical  resistance  is,  roughly 
speaking,  inversely  proportional  to  the  num- 
ber of  twists  in  the  length  of  8  in.  The  im- 
portance of  electric  conductivity  in  boiler 
plates  is  pointed  out  by  Mr.  Johnson  in  bis 
paper.  The  heat  conductivitv  of  metals  is 
nearly  proportionate  to  their  electric  conduct- 
ivity, and,  as  boiler  plates  should  conduct  heat 
well,  they  ought  also  to  have  a  high  electric 
conductivity. 

AT  a  meeting  of  the  Manchester  Association 
of  Engineers,  a  paper  was  read  on  the 
8th  inst.,  by  W.  H.  Bailey,  on  "Recent  Meth- 
ods of  Testing  Portland  Cement,"  in  which  he 
described  a  number  of  testing  machines,  and 
in  calling  attention  to  the  enormous  quantity 
of  cement  now  used  in  hydraulic  and  other 
engineering  works,  showed  the  necessity  for 
the  most  careful  and  frequent  testing  of  all 
cement  used  on  any  work. 

IN  connection  with  the  Kibble  Navigation 
scheme,  a  meeting  of  a  committee  of  the 
Preston  Town  Council,  formed  to  negotiate 
with  the  Ribble  Navigation  Company,  has  been 
held,  at  which  it  was  decided  to  carry  on  ne- 
gotiations with  the  company;  and  it  is  expected 
that  next  session  the  corporation  will  be  able 
to  obtain  an  Act  of  Parliament  for  the  transfer 
of  the  stock  of  the  company  and  the  whole  un- 
dertaking to  the  corporation.      |  g  , 

ATRIAL  is  about  to  be  made  by  the  Guis- 
brough-in-Cleveland  Local  Board  of  100- 
tons  of  Tees  slag  bricks  made  from  blast  fur- 
na(^e  slag,  as  metalling  for  the  highways  in- 
stead of  whinstone. 
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VALUABLE  WORKS  ON  CHEMISTRY. 


PLATTNER'S  BLOW-PIPE  ANALYSIS. 

Third  Edition.  Revised.  568  pages.  8vo.  Clotli.  $5.00. 
Plattnbr's  Manual  op  Qualitativb  and  Quantitative 
Analysis  with  the  Blow-Pipe.  From  tlic  last  Ger- 
man edition,  revised  and  enlarg^ed.  By  ProC  Th.  Rich- 
tbr.  of  the  Royal  Saxon  Mining  Academy.  Translat- 
ed by  Professor  H .  B.  Cornwall  ;  assisted  by  John 
H .  C  AswsLu  With  eighty-seven  wood-cuts  ana  Litho- 
graphic Plate. 

naquets  legal  chemistry. 

Illustrated.  lamo.  Cloth.  $3.00. 
Legal  Chemistry.  A  Guide  to  the  Detection  of  Pois- 
sons,  Falsification  of  Writings,  Adulteration  of  Ali- 
mentary and  Pharmaceutical  Substances;  Analysis  of 
Ashes,  and  Bzamination  of  Hair,  Coins,  Fire-arms, 
and  Stains,  as  Applied  to  Chemical  Jurisprudence. 
For  the  Use  of  ChemisU.  Physicians,  Lawyers,  Phar- 
macists, and  Experts.  Translated,  with  additions,  in- 
cluding a  list  of  Books  and  Memoirs  on  Toxicology, 
etc.,  from  the  French  of  A.  Naoubt.  By  T.  P.  Bat- 
tbrshall.  Ph.D.,  with  a  Pre£ac«  by  C.  F.  Cy handler, 
Ph.D.,  M.D.,  LL.D. 

PLYMPTON'S  BLOW-PIPE  ANALYSIS. 

lamo.  Cloth.  $1.50. 
The  Blow-Pipe  :  A  Guide  to  its  Use  in  the  Determina' 
tion  of  Salts  and  Minerals.  Compiled  from  various 
sources,  by  George  »W.  Plympton.  C.E.,  A.M.,  Pro, 
fessor  of  Physical  Science  in  the  Polytechnic  Institute- 
Brooklyn,  N.  Y. 

PYNCHON'S  CHEMICAL  PHYSICS. 

New  Edition.  Revised  and  enlarged.  Crown  8vo.  Cloth. 
$3«>. 

Introduction  to  Chemical  Physics  :  Designed  for  the 
Use  of  Academies,  Colleges,  and  High  Schools.  Illus- 
trated with  numerous  engravings,  and  containing  copi- 
ous experiments,  with  directions  for  preparing  them. 
By  Thomas  Rugglbs  Pynchon,  M.A.,  President  of 
Trinity  College,  Hartford. 

ELIOT  AND  STORER'S  QUALITA- 
TIVE CHEMICAL  ANALYSIS. 

New  Edition.  Revised,  zamo.   Illustrated.  Cloth.  $1.59. 

A  Compendious  Manual  op  QuALrrATivE  Chemical 
Analysis.  By  Charles  W.  Eliot  and  Frank  H. 
Storer.  Revised,  with  the  co-operation  of  the  Au- 
thors, by  William  Ripley  Nichols,  Professor  of 
Chemistry  in  the  Massachusetts  Institute  of  Technol- 
ogy^-   

RAMMELSBERG'S    CHEMICAL 
ANALYSIS. 

8ro.    Cloth.    $3.35. 
Guide  to  a  Course  op  Quantitative  Chemical  Analy- 
sis, especially  op  Minerals  and  Furnace  Products. 
Illustrated  by  Examples.     By  C.  F.  Rammblsbbrg. 
Translated  by  J.  Towlbr,  M.D. 

fATTWOOD'S    PRACTICAL   BLOW- 
PIPE ASSAYING. 

xamo.    Cloth.    Illustrated.    $9.00. 


PRESCOTT'S  PROXIMATE  ORGANIC 

ANALYSIS. 

lamo.    Cloth.    $1.75. 

OuTUNBS  OP  Proximate  Organic  Analysis,  for  the 
Identification,  Separation,  and  Quantitative  Determin- 
ation of  the  more  commonly  occurring  Organic  Com- 
pounds. By  Albert  B.  Prescott,  Proiessor  of  Or- 
ganic and  Applied  Chemistry  in  the  University  of 
of  Michigan. 


PRESCOTT'S  ALCOHOLIC   LIQUORS. 

lamo.  Cloth.  $1.50. 
Chemical  Examination  op  Alcohouc  Liquors.  A 
manual  of  the  Constituents  of  the  Distilled  Spirits  and 
Fermented  Liquors  of  Commerce,  and  their  Qualiu- 
tive  and  Quantitative  Determinations.  By  Albert  B. 
Prescott,  Professor  of  Organic  and  Appued  Chemis- 
try in  the  University  of  Michigan. 


PRESCOTT'S  &  DOUGLAS'S    QUALI- 
TATIVE  CHEMICAL  ANALYSIS. 

Third  Edition.    Revised.    8vo.    Cloth.    $3.50. 
A  Guide  in  the  Practical  Study  of  Chemistry  and  in  the 
Work  of  Analysis. 


MOTT'S  CHEMISTS'  MANUAL. 

8vo.  650  pages.  Cloth.  $6.00. 
A  Practical  Treatise  on  Chemistry  (Qualitative  and 
Quantitative  Anal^^is),  Stoichiometry,  Blow-^pe 
Analysis,  Mineralogy,  Assaying,  Pharmaceutical  Pre- 
parations, Human  Secretions,  Specific  Gravities, 
Weights  and  Measures,  etc.,  etc..  By  Henry  A  Mott, 
JR.,E.  M.,Ph.D. 


BEILSTEIN'S  CHEMICAL  ANALYSIS. 

i2mo.    Cloth.    75c. 

An  Introduction  to  QuALrrATivE  Chemical  Analysis* 

By  F.  Bbilstein.    Third  edition,  translated  by  I.  J. 

OSBUN. 


CALDWELL  &  BRENEMAN'S  CHEMI- 
CAL PRACTICE. 

8vo.  Cloth.  z88  pages.  Illustrated.  New  and  Enlarged 
edition.  $1.50. 

Manual  op  Introductory  Chemical  Practice,  for  the 
Use  of  Students  in  Colleges  and  Normal  and  High 
Schools.  By  Prof.  Geo.  C.  Caldwbll  and  A.  A.  Brbnb- 
MAN,  of  Cornell  University.  Second  edition,  revised 
and  corrected. 


PRESCOTT'S    QUALITATIVE 
CHEMISTRY. 

i2mo.     Cloth.     $1.50. 

First  Book  in  Qualitative  Chemistry.    By  Albert  B. 
Prescott,  Prof,  in  Univ.  of  Michigan. 


D.   VAN  NOSTRAND,  Publisher, 

23  Murray  and  27  Wappen  Stpeets.  Ne-w  Yopk. 
%*  Copies  sent  by  mail,  post-paid,  an  receipt  of  price. 


Digitized  by 


Google 


VAN  NOSTRAND's  ENGINEERING    MAGAZINE. 


FUEL: 

ITS 

Combustion  &,  Economy. 

ConsiBtiDg  of  Abridgements  of 

••  Treatise  on  the  Combustion  of 

Coal  and  the  Prevention  of 

Smoke," 

By  C.  W.  WILLIAMS,  A  I.  C.  E. 

AMD 

••The  Economy  of  Fuel," 

By  T.  SYMBS  PRIDEAUX. 

WITH  BXTBMSirS  ▲DDITIONS  CM 

Recent  Practice  in  tiis  Combustion 
and  Economy  of  Fuel : 

COAL,  COKE,WOOD,  PEAL  PETROLEUM  &c 

BT  THE  EDITOB, 

D.  KINNEAR^ARK.  C.  E.. 

l2mo.  Oloth,  llluBtrated.  PHoe,  fL60. 

D.  VAN  NOSTRAND, 

Publisher, 

SS  Hanrsy  A  27  Warrmi  Btreeti, 

NEW  YORK. 

*•*  Copies  seat  by  mail  on  receipt  of  price. 


WHALE'S 


These  highly  popular  and  cheap  series  of 
books,  now  comprising  over  Two  Hundred 
distinct  works  in  almost  every  department  of 
Science,  Art  and  Education,  are  recommended 
to  the  notice  of  Engineers,  Arcliitects,  BuUd- 
ers.  Artisans  and  Students  generally,  as  well 
as  to  those  interested  in  Workmen's  Libraries, 
Free  Libraries,  Literary  and  Scientific  Insti- 
tutions, Colleges,  Schools,  Science  Classes, 
&c,  &c. 

Fully  illustrated  by  woodcuts  where  neces- 
sary. Full  list,  with  prices,  sent  on  applica- 
tion. 


D.  YAK  NOSTBAND,  Publisher, 

98  Mnmy  and  87  Warren  Sts.,  V.Y. 


A    HAND-BOOK 

OP  THE 

ELECTRO  MAGNETIC 

TELEGRAPH, 

BY 

A  Practical  Thlbgraphbk. 


INTRODUCTION. 


It  has  been  the  aim  of  the  author  in  the  prepar- 
ation of  this  little  book,  to  present  the  pnndplet 
of  the  Electro  Magnetic  Telegraph,  in  a  bnel^ 
concise  manner,  for  the  benefit  of  practical  oper- 
ators and  students  of  telegraphy.  The  works  oa 
tel^raphy  which  have  thus  ni  been  presented, 
besides  being  expensive,  have  contained  mudi  that 
is  useless,  or  which  is  not  in  a  form  to  be  readily 
understood  by  young  and  inexperienced  telegraph- 
ers. Although  this  little  woik  must  be  admowl- 
edged  incomplete,  it  is  hoped  that  it  may  go  fiir 
toward  supplying  the  deficiency  which  has  existed ; 
or,  at  leasC  serve  as  a  steppmg-stone  to  the  study 
of  the  more  complete  works  on  electricity  and 
telegraphy. 
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SMALL    MOTIVE    POWER. 

Bjr  HBNBT  S.  H.  SHAW,  Stud.  Inat.  C.E. 
From  Selected  Papers  of  the  Instltatlon  of  Civil  Bngineers. 


I. 


The  introduotioD  of  small  motors  has 
been  very  extensive  of  late  years,  and  is 
still  increasing.  The  object  of  this  pa- 
per is  to  consider,  in  a  brief  but  sys- 
tematic manner,  the  present  state  of  the 
subject  in  this  country,  in  order  that  a 
comparison  may  be  formed  of  the  rela- 
tive advantages  of  the  various  agents 
now  in  use.  In  order  to  do  this  at  all 
satisfactorily,  ao  outline,  at  least,  must 
be  given  of  the  modes  of  applying  these 
agents  for  the  purpose,  and  also  the  uses 
to  which  the  motors  themselves  are  put; 
so  that,  after  a  few  preliminary  defini- 
tions and  remarks,  the  following  method 
has  been  adopted: 

(I.)  The  working  agents  are  classified, 
and  the  causes  of  loss  by  the  transfer* 
mation  of  energy  on  a  small  scale  are 
briefly  considered. 

(n.)  The  agents  are  taken  in  order, 
and  the  types  of  apparatus  for  applying 
them  are  dealt  with  and  classified,  and 
their  efficiency  examined. 

(IDL)  Finally,  the  relative  advantages 
of  the  agents  are  considered,  with  refer- 
ence to  the  various  objects  for  which 
they  are  applied. 

It  is  dimcult  to  define  exactly  what  is 
meant  hj  Small  Motive  Power.  Wheth- 
er the  size  of  the  motor,  the  work  per- 
formed in  a  given  time,  or  the  object  for 
which  it  is  applied  be  taken  for  refer- 
Vol.  XXIV.— No.  4—19. 


ence,  the  difficulty  of  assigning  an  exact 
numerical  limit  exists,  such  a  limit  being 
after  all  quite  arbitrary;  for  instance,  a 
very  small  engine,  driven  at  a  considera- 
ble velocity  by  high-pressure  steam, 
might  develop  as  much  power  as  an  or- 
dinary water  wheel,  or  a  much  larger 
engine,  under  different  conditions;  but 
though  the  term  in  question  would  in- 
clude the  first,  it  would  commonly  be 
held  to  exclude  the  two  last;  therefore, 
it  will  be  interpreted  as  generally  re- 
ceived by  engineers,  and  will  be  taken  to 
exclude  locomotives  and  marine  engines, 
factory  and  mill  motors,  but  to  embrace 
the  large  number  of  engines  for  what 
may  be  called  auxiliary  purposes,  which 
are  being  made  more  and  more  to  super- 
sede muscular  energy. 

The  only  direct  sources  of  power  at 
present  used  for  small  motors  are  fuel 
and  a  natural  head  of  water,  fuel  includ- 
ing every  kind  of  substance  which  by 
chemical  action,  rapid  or  slow,  develops 
kinetic  or  actual  energy.  No  source  of 
power  can  be  utilized  without  some  loss 
of  energy,  and  the  "  efficiency  "  of  the 
apparatus  used  is  the  exact  numerical 
value  of  the  ratio  of  the  useful  work 
produced  by  it,  to  the  energy  expended 
upon  it,  by  means  of  the  working  sub- 
stance or  agent;  this  quantity  is,  there- 
fore, always   some    fraction    less    than 
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unity.  Before  the  final  application  of 
energy  takes  place,  it  may  undergo  a 
nnmber  of  transformations  by  means  of 
various  agents,  two  or  ^more  being  often 
employed  in  the  case  of  small  motors— 
as,  for  instance,  when  steam  power  is 
used  to  produce  an  artificial  head  of 
water  or  a  current  of  electricity,  which 
latter  may  produce  work;  but  since  the 
resultant  efficiency  is  the  product  of  the 
fractions  representing  that  of  each  in- 
termediate piece  of  apparatus,  the  final 
advantage  to  be  gained  must  be  bal- 
anced against  the  loss  necessarily  en- 
tailed by  the  use  of  each  extra  agent 

The  same  source  of  power  may  be  ap- 
plied to  impart  energy  to  motors  by 
various  agents  and  in  different  ways, 
and  in  order  to  avoid  confusion,  in  stat- 
ing the  efficiency  of  an  agent,  the  source 
of  power  should  also  be  stated;  thus, 
taking  eas  as  the  source  of  power  in  the 
gas  engme,  and  coal  in  the  steam  engine, 
the  result  of  comparing  these  agents  is 
very  different  to  that  obtained  by  taking 
coal  as  the  source  in  both  cases,  and  in- 
troducing as  a  factor  in  the  former  ease 
the  efficiency  of  the  gas-making  appara- 
tus. 

The  extent  to  which  an  agent  is  to  be 
used  may  have  much  to  do  with  determ- 
ining its  suitability  for  any  purpose,  and 
may  considerably  modify  its  application; 
indeed,  the  choice  of  the  agent  may  de- 
pend on  very  different  considerations, 
according  as  it  is  to  be  used  on  a  large 
or  a  small  scale.  The  importance  of  this 
will  be  shown  hereafter,  and  leads  to  the 
agents  applicable  for  use  with  small  mo- 
tors being  more  numerous  than  with 
large  ones. 

Section  I. 

(1.)  The  agents  maybe  thus  classified: 
Steam 
Gas 


1 


Air 
Water 


]pet^oleuii,&oj^^*^^°«^^^« 
i  Heated    .    .     j 

( Compressed •    («> 

i  Natural  head 

I  Artificial  bead (a) 


•Pi-^*_i_i*_  j  By  direct  chemical  action 
iuecincuy  ^  g^  dynamo-electric  machioe  .  (a) 

The  agents  classed  under  "heat  en- 
gines "  form  the  most  important  i)ortion, 
and  will  be,  to  a  certain  extent,  treated 
of  together,  a  heat  engine  being  re- 
garded simply  as  an  apparatus  by  which 


the  action  of  heat  is  caused  to  expand 
the  agent,  and  thus  to  do  work.  Those 
marked  (a)  (a)  (a)  may  be  regarded  as 
merely  transmitters  of  energy,  and  act- 
ing in  the  secondary  way  already  refer- 
red to.  The  respective  efficiencies,  of  two 
of  these,  and  also  of  steam,  for  this  pur- 
pose, have  been  dealt  with  in  a  paper  by 
idr.  Bobinson,*  M.  Inst.  C.  JE.,  from 
which  naper  it  appears  that  water  stands 
the  highest,  but  the  loss  of  head,  vary- 
ing inversely  as  the  fifth  power  of  the 
diameter  of  the  transmitting  pipe  would 
cause  its  utility  to  diminish  rapidly  with 
the  size  of  the  motor.  It  is  only  re- 
cently that  electricity  has  been  much 
thought  of  for  this  purpose,  or  at  any 
rate  nas  been  practically  applied,  and 
that  agent  is  treated  in  Section  II.  al- 
most entireJy  with  reference  to  this  ob- 
ject. 

Before  proceeding  to  examine  the  effi- 
ciencies of  the  agents  separately,  it  will 
be  well  to  point  out  the  losses  of  differ- 
ent kinds  attending  the  transformation 
of  energy,  which  are  common  to  all. 
These  take  place, 

(1.)  In  dissipation,  caused  by  the 
tendency  of  the  agent  to  lose  the  energy 
imparted  to  it  by  communicating  it  to 
surrounding  bodies,  as,  for  instance,  by 
conduction  and  radiation  in  the  case  of 
heat,  and  by  leakage  with  a  head  of 
water. 

(2.)  In  the  necessary  rejection  of  en- 
ergy due  to  the  conditions  of  working. 

(3.)  In  the  mechanical  arrangements, 
in  connection  with  which  there  are  two 
principal  losses,  the  one  by  friction, 
which  is  unavoidable,  but  may  be  re- 
duced to  a  minimum  by  judicious  design, 
the  other  by  an  improper  supply  of  the 
agent,  which  supply  may  be  either  in- 
sufficient or  excessive;  in  the  former 
case  the  friction  of  the  working  parts 
absorbs  an  increasing  proportion  of  the 
energy  expended;  in  the  latter  the  ve- 
locity of  the  motor  increases,  until  the 
resistances,  both  useful  and  prejudicial, 
are  equal  to  the  power  applied  to  over- 
come them. 

As  already  stated,   heat  engines  are 
most  important  amon^  small  motors,  the 
use  of  gas  and  hot  air  being  almost  en-  - 
tirely  applied  to   operations  on  a  small 
scale;  therefore,  it  seems  appropriate  to 

*  Vide  MiBQtes  of   Proceedings  lust.  C.B.,  toI.  zliz., 

p.  1. 
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deal  in  this  place  with  the  losses  com- 
mon to  them. 

The  first  canse  of  loss,  viz.,  by  oon- 
daction  and  radiation,  is  proportionately 
greater  for  small  than  for  large  engines, 
not  only  from  the  fact  that  the  heated 
agent  is  generally  contained  and  con- 
veyed in  cylindrical  vessels  and  pipes,  in 
which  the  volume  varies  as  the  square  of, 
bat  the  surface  only  directly  as,  the  di- 
ameter, and  thus  the  radiation  is  propor- 
tionately ^eater,  but  loss  by  leakage 
and  imper^ct  lagging  is  also  generally 
greater;  furthermore,  the  loss  of  heat  in 
Its  transference  from  the  fuel  to  the 
agent  is  greater,  for,  as  will  be  shown  by 
the  results  of  experiments,  the  condi- 
tions of  economical  combustion  are 
harder  to  maintain.  Both  these  sources 
of  loss  may,  however,  be  considerably 
modified  by  mechanical  arrangements. 

The  second  cause  of  loss,  from  the 
necessary  rejection  of  heat,  is  often  over- 
looked. There  is  not  space  to  examine 
the  question  as  fully  as  it  deserves,  but 
the  conclusion  to  be  drawn  is  that  the 
agent  should  be  used  between  as  great 
ranges  of  temperature  as  practicable. 
This  is  an  important  point  in  discussing 
their  relative  efficiency,  and  since  the 
proportionate  range  for  hot  air  is  greater 
than  for  steam  or  gas,  the  efficiency  of 
the  former  in  this  particular  is  the  high- 
er; bat  at  the  same  time  this  very  quali- 
ty renders  it  less  capable  of  developing 
so  much  power,  since  only  small  diflfer- 
ences  of  pressure  accompany  this  range, 
which  is  limited  by  practical  considera- 
tions, such  as  lubrication,  packing,  &c. 
There  is,  however,  another  and  a  more 
obvious  way  of  regarding  the  action  of 
these  agents  so  as  to  compare  their  effi- 
ciencies; the  heat  rejectea  in  the  waste 
steam  or  gas  has  to  be  entirely  restored 
to  the  new  portion  of  the  agent,  by  the 
expenditure  of  fuel,  while  in  the  air  en- 
gine this  is  partly  effected  by  compres- 
sion in  the  return  stroke;  and  so,  though 
the  loss  of  fuel  is  not  so  great  in  the  air 
engine,  the  high-back  pressure  resulting 
from  compression  makes  the  resultant 
work  also  not  so  great,  and  leads  to  the 
condosion,  which  is  verified  in  practice, 
that  air  engines  are  not  so  powerful  as 
steam  or  gas  engines,  though  more  eco- 
nomical. 

The  higher  the  initial  temperature  of 
the  agent  the  greater  will  be  its  possible 


efficiency,  for  the  lower  limit  cannot  at 
the  best  differ  much  from  the  tempera- 
ture of  surrounding  bodies,  but  the  up* 
per  is  only  limited  by  mechanical  diffi- 
culties; and  though  it  may  be  shown 
that  it'  is  impossible  to  abstract  all  the 
imparted  heat  in  the  form  of  work,  the 
proportion  of  heat  so  abstracted  being, 
in  fact,  never  greater  than  one-seventh 
in  the  best  steam  engines  of  the  day, 
yet  the  efforts  made  in  this  direction 
must  be  attended  with  success  in  propor- 
tion as  those  difficulties  are  overcome. 
In  the  discussion  which  followed  the 
reading  of  Mr.  Flannery's  paper*  on 
high-pressure  steam  boilers  these  diffi- 
culties seem  to  have  formed  the  only 
ground  of  objection  to  their  use.  Press- 
ures of  from  300  to  500  pounds  per 
square  inch  have  been  successfully  used 
by  Mr.  Perkins,  and  the  application  of 
high  pressures  and  speeds  is  greatly  in- 
creasing for  small  steam  engines. 

The  third  cause  of  loss,  viz.,  that  from 
friction  and  imperfection  of  machinery, 
has  a  special  interest  from  the  high 
speeds  now  used  in  some  small  engines. 
It  may  be  regarded  as  certain  that  the 
proportionate  loss  from  these  causes  is 
greater  on  a  small  than  on  a  large  scale; 
but,  again,  the  proportionate  waste  of 
fuel  is  nearly  always  of  less  consequence. 
From  the  recently  issued  first  reports  on 
"Friction  at  High  Speeds,'*  of  the  In- 
stitution of  Mechanical  Engineers,  it 
would  appear  that,  at  any  rate  up  to  the 
velocities  at  present  used,  the  friction 
seems  slightly  to  decrease  as  the  velocity 
increases. 

Section  II. — stkam. 

Steam  engines  are  at  present  by  far 
the  most  extensively  used  of  small  mo- 
tors, some  on  a  very  small  scale  being 
made  to  develop  considerable  power. 

The  generation  of  steam  on  a  small 
scale  is  almost  entirely  limited  to  verti- 
cal boilers — at  any  rate,  for  purposes  on 
land — though  the  horizontal  form,  as 
well  as  sectional  boilers,  are  also  coming 
into  more  general  use,  the  portability  of 
the  first  being  a  strong  recommendation. 
Figs.  1,  2  and  3  are  sections  of  vertical 
boilers  in  common  use,  the  general  form 
being  a  cylindrical  wrought-iron  shell 
containing  a  furnace,    also    cylindrical 

*  Tide  Minates  of  Prooeedlngs  Inst.  CJL  yol.,  Ut.  p. 
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and  concentric  with  it,  and  fired  throagh 
an  opening  in  one  side.  In  other  par- 
ticulars there  is  considerable  difference. 
In  Fig.  1,  which,  though  extensively 
used,  is  deservedly  falling  into  disfavor, 
the  gases  pass  upward  to  the  funnel 
through  a  number  of  vertical  tubes, 
either  a  cast-iron  top  or  an  enlarged 
crown  being  necessary  to  allow  their 
escape  to  the  funnel;  this  latter  device 
is  shown  in  the  figure,  and  also  an  inge- 
nious arrangement  for  preventing  the 
earlier  destruction  of  the  central  tubes, 
by  the  tendency  of  the  flames  to  ascend 


number  of  different  devices  for  robbing 
them  of  their  heat  before  this  takes 
place;  the  oldest  and  most  usual  is  that 
of  the  cross  tubes  c,  c,  whose  section  is, 
however,  generally  circular;  these  have 
the  advantage  of  adding  to  the  strength 
of  the  furnace;  the  furnace,  besides  be- 
ing subjected  to  external  pressure,  is  the 
vulnerable  part  in  the,  by  no  means  un- 
common, event  of  shortness  of  water. 
Another  plan  is  to  have  pendent  tubes  p^ 
/>,  />,  of  which  the  "  Field  "  type  is  a  good 
example,  as  it  allows  a  complete  circula- 
tion of  water  by  separating  the  ascend - 


Fig.  I. 


Fig.  2. 


through  them,  which  is  especially  the 
case  when  the  fire  is  low.  This  consists 
of  a  concave  wrought-iron  plate  (D),  by 
whose  under  side  the  gases  are  reflected 
and  are  compelled  to  ascend  round  its 
edge,  where  combustion  of  some  portion 
of  them  takes  place,  and  the  side  of  the' 
furnace  is  acted  on  by  the  flame  instead 
of  by  the  current  of  cold  air,  which 
otherwise  would  be  drawn  up  and  be  in 
contact  with  it.  Fig.  2  is  a  still  more 
common  form,  the  gases  passing  up  a 
central  flue;  but  there  are  a  considerable 


ing  and  descending  columns,  by  an  in- 
serted tube  shown  in  the  diagram*  The 
success  of  this  plan  is  shown  from  the 
fact  that  no  less  than  134,700  are  now 
in  use.  Another  good  device  is  applied 
in  the  "  Davy-Paxman  "  boiler  (Fig.  4), 
in  which  the  tubes,  instead  of  ending  in 
the  furnace,  pass  down  and  communi- 
cate with  the  water  in  the  lower  part  of 
the  boiler,  and  so  establish  complete  cir- 
culation, which  is  prevented  from  acting 
too  violently  by  bafSiers  placed  at  their 
upper  ends.    These  and  various  other 


Digitized  by 


Google 


SMALL  MOTIVE  POWER. 


269 


arrangements,  though  adding  to  the 
complication  of  the  Doiler,  are  very  de- 
sirable if  effective  in  action,  for  the  loss 
of  heat  in  them,  which  experiments  indi- 
cate, is  thereby  much  diminished.  Thus 
the  boiler  of  Latham  and  Bradley,  10 
feet  high  and  4  feet  in  diameter,  has  132 
square  feet  of  heating  surface.  Fig.  3 
is  an  excellent  design  known  as  the 
*' Talbot,"  which  presents  considerable 
heating  surface;  the  furnace  is  of  cast 
iron,  which  in  a  recent  modification  is 
lined  with  firebrick,  and  the  ash  box  acts 
as  a  water  heater.     These  boilers  have 


at  d.  Another  form  of  sectional  boiler 
may  be  briefly  described  as  a  square  box 
of  tubes,  which  run  from  side  to  side  in 
two  directions,  and  through  which  the 
flames  are  made  to  pass  successfull^r. 
Yet  another  form,  which  is  used  m 
America,  consists  of  a  series  of  cast-iron 
spheres  with  necks,  which  are  faced,  and 
so  connection  is  made  by  means  of  long 
bolts.  The  advantages  of  sectional  boil- 
ers are  summarized  in  the  paper  of  Mr. 
Flannery,*  where  there  is  also  a  quota- 
tion from  the  third  report  of  the  Admi- 
ralty on  the  subject.     There  is  a  large 


FiK.4# 


given  good  results  in  practice,  and  the 
advantage  of  a  non-tnbulous  boiler  with 
large  heating  surface  is  realized  by  those 
who  have  experienced  the  cost  and  trou- 
ble which  tubes  often  entail.  Fig.  5  is  a 
view  of  an  ordinary  sectional  boiler,  and 
it  will  be  seen  that  the  amount  of  heat- 
ing surface  exposed  must  cause  it  to  be 
a  rapid  steam  generator.  The  arrange- 
ment a,  a,  a  of  firebrick  and  the  iron 
plates  by  by  b  divert  the  flames,  and  com- 
pel them  to  pass  well  round  the  tubes, 
after  which  they  escape  by  the  flue  c. 
A  portion  of  the  steam  space  is  shown 


number  of  inventions  of  both  vertical 
and  sectional  boilers,  but  the  foregoing 
examples  are  typical  of  the  forms  gen- 
erally used.  A  small  vertical  boiler  com- 
monly has  the  engine  attached  to  it,  and 
forms  its  support;  this  may  be  effected 
by  bolting  the  engine  either  to  its  side, 
or  by  means  of  a  cast-iron  bedplate  or  a 
wrought-iron  ring  securing  it  upon  its 
top.  Portability  is  thus  secured,  and 
the  evils  arising  from  alternate  ex- 
pansion   and  contraction   of  the   boiler, 

♦  Fid«  Minutes  of  Proceedings  Inst.  C.E.,  vol.  liv.  p. 
128.  ^ 


Digitized  by 


Google 


270 


VAN  nostrand's  engineering  magazine. 


which  would  be  felt  in  a  large  engine, 
are  not  in  this  case  appreciable,  chiefly 
because  when  used  on  a  small  scale  the 
engine  is  only  connected  with  a  flxed 
external  object  by  a  belt  or  bearing  at  a 
little  distance  from  it;  but  it  has  been 
remarked  that  with  small  marine  en- 
gines, where  the  case  is  different,  the  ob- 
jection is  considerable.  One  excellent 
example  of  the  latter  method  is  afforded 
by  the  design  shown  in  Fig.  3,  in  which 
the  cylinder  is  let  into  the  boiler,  and, 
besides  the  benefit  of  short  steam  con- 
nections, a  perfect  steam  jacket  is  formed. 
The  efficiency  of  small  boilers  is  a 
most  important  thing  to  consider,  and, 
so  largely  are  they  at  present  in  use  in 


are  so  different  in  these  latter,  that  no 
comparison  can  fairly  be  drawn.  This 
information  being  required,  and  also 
data  concerning  the  working  of  small 
steam  engines  of  the  ordinary  type, 
through  the  kindness  of  Mr.  Fry,  Man- 
aging Director  of  the  Bristol  Wagon 
Works,  and  of  Mr.  Arrowsmith,  Steam 
Printing  Works,  Bristol,  two  series  of 
experiments  were  made  upon  a  2-HP. 
vertical  engine  and  boiler,  manufactured 
by  Dodman,  of  King's  Lynn,  belonging 
to  the  former,  and  a  4-HP.  horizontal 
engine  called  the  Soho,  and  a  vertical 
boiler  made  by  Tangye,  of  Birmingham, 
belonging  to  the  latter.  The  data  now 
given  will  refer  only  to  the  boilers,  tbat 


in  conjunction  with  small  engines, 
that  it  would  be  impossible  to  form  a 
satisfactory  comparison  between  small 
motors  without  some  reliable  data  on  the 
subject.  Now  the  paper  of  Mr.  Flan- 
nery  indicates  a  high  efficiency  tor  sec- 
tional boilers,  but  these  are  not  used  to 
anything  like  the  same  extent  as  the  ver- 
tical form;  and  on  turning  to  different 
sources  for  information,  the  author  was 
unable  to  obtain  independent  results. 
For  instance,  in  the  comprehensive  man- 
ual of  Mr.  D.  K.  Clark,t  M.  Inst.  C.E., 
although  boilers  of  marine,  locomotive, 
stationary,  and  portable  engines  are  fully 
treated,  yet  the  class  in  question  is  not 
mentioned;  and  the  ratio  of  heating  sur- 
face to  grate  area  and  other  conditions 

t  A  manual  of  "  Rules.  Tables,  and  Data  for  Mechan- 
ical Engineers. "    Blaokle  and  Son. 


of  the  engines  being  introduced  here- 
after. During  the  two  days'  trial  of  the 
former,  which  will  be  called  No.  1,  and 
one  day's  trial  .of  the  latter.  No.  2,  the 
difficulty  was  experienced  of  keepin^^ 
uniform  the  quantity  of  water  and  the 
pressure  of  steam;  but  during  a  run  of 
three  hours  on  No.  1,  and  of  lour  hours 
with  No.  2,  by  careful  stoking  and  at- 
tention, and  by  taking  observations 
every  quarter  of  an  hour-^-of  revoJu- 
tions,  pressure  of  steam,  and  supply  of 
feeding  water — a  close  approximation  to 
regularity  was  obtained.  Both  the  dy- 
namometer and  the  indicator  were  used, 
and  the  quantity  of  feed  water  and  coals 
carefully  weighed,  and,  as  will  be  shown 
in  No.  2,  the  volumes  of  steam  used 
agreed  fairly  well  with  the  volume  of 
the  cylinder  an.d  ports  obtained  by  acta- 
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ally  filling  these  Bpaces  with  water  after- 
wards, 80  that  little,  if  any,  priming 
could  have  taken  place  in  No.  2,  while 
in  No.  1  the  difference  must  not  be  over- 
looked, and  the  boiler  efliciency  in  this 
case  can  only  be  approximate.  No.  1 
was  of  the  form  shown  in  Fig.  1,  and 
was  well  lagged  all  over;  No.  2  was  of 
the  form  represented  in  Fig.  2,  but  was 
deficient  in  heating  surface,  having  no 
pendent  tubes  and  but  one  cross  tube, 
circular  in  section. 


been  said  it  is  seen  that  these  boilers  are 
being  superseded  by  more  efiSoient  ones, 
with  larger  heating  surface,  as  Latham's 
and  Bradley's,  which,  though  little  lar- 
ger than  No.  2,  has  five  timos  as  much 
heating  surface,  and  the  field,  of  which 
there  are  1,380  in  use;  but  the  introduc- 
tion of  more  heating  surface  by  tubes, 
<fcc.,  offers  a  larger  surface  for  corrosion 
and  leakage,  and  therefore  involves  more 
repairj»;  and  the  general  conclusion  is 
that  the  necessity  for  small  boilers  is  the 
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The  feed  water  was  warmed  to  about 
100''  Fahrenheit  The  coal  used  with 
No.  1  was  Parkfield;  an  analysis,  with 
which  the  author  was  kindly  furnished 
by  Mr.  Handal  Cossham,  shows  82  per 
cent,  of  carbon,  5.6  per  cent,  of  hydro- 
en,  and  6.1  per  cent,  of  oxygen,  and 
as  a  heating  power  of  14.3  pounds  of 
water,  at  212*  Fahrenheit,  converted 
into  steam;  so  that,  theoretically,  the 
evaporation  should  have  been  from  100° 
Fahrenheit,  about  12.5,  instead  of  3.3  .*. 


3.3 
Efficiency =-^  =0.26. 
•^      12.5 


With  No.  2  the 


evaporation  should  have  been  about  the 
same,  making  its  efficiency =0.39.  Thus, 
although  the  ratio  of  heating  surface  of 
No.  2  was  considerably  less  than  No.  1, 
the  evaporative  power  was  greater, 
which  seems  only  to  be  accounted  for  by 
the  fact  that  most  of  the  heating  sur- 
face of  the  latter  was  vertical.  If  the 
average  evaporative  power  of  large 
boilers  from  100®  Farhenheit  for  this 
kind  of  coal  be  taken  at  0.65,  it  is  seen 
how  much  inferior  these  small  boilers  are 
to  larger  ones,  although  from  what  has 


weak  point  in  the  use  of  steam  on  a 
small  scale. 

There  are  four  ways  of  using  steam  on 
a  small  scale,  which  seem  to  lead  to  the 
following  classification: 

(I.)  Single-acting  engines  using  high 
pressures  and  speeds. 

(2.)  Double-acting  engines  using  mod- 
erate pressures  and  speeds. 

(3.)  Rotary  engines. 

(4.)  Apparatus  for  causing  the  press- 
ure or  impulse  of  steam  on  fluid  sur- 
faces to  directly  raise  or  force  that  fluid. 

The  first  three  are  always  non-con- 
densing engines;  the  last  kind  can  hard- 
ly be  called  engines,  being  apparatus  of 
the  injector  or  pulsometer  type;  but  as 
they  are  used  principally  as  a  substitute 
for  other  kinds  of  steam  pumps,  or  man- 
ual operations,  they  must  certainly  be 
considered  as  included  by  the  term 
Small  Motive  Power.  Thus  it  may  be 
said  that  all  small  steam  engines  are  non- 
condensing.  This  is  obviously  because 
the  gain  due  to  the  partial  absence  of 
liack  pressure,  which  condensation  se- 
cures, would  not  be  sufficient  to  compen- 
sate for  the  increased  complication  and 
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'first  cost  which  woald  at  the  same  time 
be  entailed ;  while  the  difficaity  of  main 
tainin^  a  good  vacuam  increases,  as  also 
does  the  proportionate  work  done  by  the 
air  pump,  as  the  size  of  the  engine  di 
minishes.  This  fact  has  an  important 
bearing  on  the  pressure  used ;  for  it  must 
be  remembered  that  the  effective  press- 
ure is  the  difference  between  the  forward 
and  the  back  pressure,  the  latter  being, 
in  the  above  Cases,  nearly  constant.  Low 
forward  pressures  must  be  very  wasteful, 
the  limiting  case  being  when  the  for- 
ward and  back  pressures  are  equal,  for 
then  the  whole  imparted  heat  would,  in 
a  non-condensing  engine,  be  absolutely 
thrown  away. 

SINGLE-ACTl'ING   BN6INB. 

(1.)  These  engines  have  been  largely 
introduced  for  high  speeds,  so  as  to  save 
the  necessity  of  intermediate  gearing, 
and  to  develop  considerable  power  with 
a  small  motor.  They  almost  invariably 
have  multiple  cylinders,  generally  three, 
as  in  the  well-known  Brotherhood  ex- 
ample, and  in  those  of  Watt,  Wigrell 
and  Hasley,  and  Willans;  while  VosperV. 
engine  has  four.  The  steam  only  acts 
on  one  side  of  the  piston.  The  great  ad- 
vantage of  this  is,  that  there  is  no  shock 
from  the  wearing  of  the  connecting  rod 
ends,  or  "backlash,"  as  it  is  called. 
This  is  most  important,  at  the  almost  in- 
credible velocities  at  which  some  of  these 
little  motors  work — ^many  by  the  first- 
mentioned  maker  working  at  1,400,  and 
some  even  at  1,600  to  1,800  revolutions 
per  minute.  Moreover,  the  piston  rod 
and  guide  blocks  are  dispensed  with,  and 
parallel  motion  is  secured  by  having  a 
deep  piston,  to  which  the  connecting  rod 
is  attached,  and  thus  compactness  is  ob- 
tained; the  absence  also  of  eccentrics 
and  eccentric  rods  renders  the  working 
parts  few  in  number,  while  the  use  of  the 
flywheel  is  entirely  obviated.  Of  the 
numerous  forms,  that  of  Brotherhood 
has  by  far  the  most  extensive  applica- 
tion; and  it  may  be  said  that  the  one 
exhibited  by  the  inventor  at  the  Vienna 
Exhibition,  in  1873,  which  gained  a  sil- 
ver medal,  was  the  first  of  the  class  of 
which  several  hundreds  have  been  made 
by  him  alone,  and  a  large  number  by 
other  inventors,  who  have  since  workecf 
in  this  direction.     It  is  thus   seen  that 


there  is  a  movement  in  favor  of  a  system 
by  which  considerable  power  is  obtained 
from  a  small  motor.  Of  this  type  a. 
brief  description  of  the  Brotherhood  en- 
gine only  will  be  given,  as  engravings 
and  descriptions  of  the  others  are  to  be 
found  in  comparatively  recent  numbers 
of  various  engineering  journals. 

Fig.  6  is  a  section  through  the  three 
cylinders  of  a  Brotherhood  engine;  the 
crank  being  balanced  by  a  counter  weight 
A,  and  the  three  connecting-rod  ends 
merely  butting  against  the  crank  pin,  to 
which  they  are  held  by  two  steel  rings. 
The  valve  is  a  rotary  one^  and  its  action 
is  shown  in  Fig.  7,  which  is  a  longitudi- 
nal  section.      The   steam  is   being  ad- 


Fig.  6. 


mitted  to  the  top  of  the  piston  by  the 
port  J,  the  opening  in  the  valve  putting 
it  in  communication  with  the  steam 
chamber  G.  The  exhaust  is  made  by  the 
passage  N'  being  placed  in  communica- 
tion with  the  annular  space  in  which  the 
crank  works,  and  finally  escapes  through 
the  exhaust  pipe,  Q,  placed  at  the  bot- 
tom of  this  chamber.  The  steam  press- 
ure was  about  70  lbs.  per  square  inch, 
with  250  revolutions  per  minute.  The 
compression,  which  commences  rather 
before  half-stroke,  can  scarcely  be  a 
source  of  loss,  as  it  allows  the  entering 
steam  to  rise  to  the  full  pressure  at  once, 
and  certainly  results  "in  the  complete 
suppression  of  all  species  of  shock." 
This,  in  a  single-acting  engine,  with  no 
arrangement  for  tightening  the  connect- 
ing-rod bearingf>,  is  a  desideratum.  The 
wire-drawing,  obvious  from  thediagram, 
is  the  result  of  the  circular  valve,  which, 
advantageous  as  it  is  for  many  reasons. 
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is  not  moving  at  its  greatest  speed  as 
with  the  ordinary  slide  valve,  when  the 
engine  is  near  its  dead  centers.  Fig.  8 
shows  the  period  of  its  action.  The  ef- 
ficiency of  the  machine  itself,  that  is  the 
ratio  of  the  indicated  work  to  that  ob- 
tained at  the  brake,  is  75  per  cent.  The 
developed  power  was  10  HP.  It  is  to  be 
regretted  that  no  determinations  of  fuel 
and  steam  used  were  taken.  Bat  al- 
though it  has  been  asserted  that  these 
engines  are  wasteful  of  steam — and  cer- 
tainly the  length  of  steam  passage  must 
entail  a  loss — yet  on  some  trials  made  by 


DOUBLE-ACTING   6TBAM    BNGINS. 

(2.)  The  second  class  of  small  engines, 
viz.,  those  which  are  double  actings 
and  generally  work  with  a  single  short 
D-slide-valve,  are  at  present  by  far  the 
most  common,  and  a  section  of  one  of 
this  type  is  shown  (Fig.  3).  Now,  al- 
though the  forming  is  made  to  take 
every  concievable  shape,  and  they  are 
made  to  work  in  every  position,  and  have 
slight  differences  of  detail,  yet  the  prin- 
ciple of  action  is  the  same,  and  is  so  well 
known  as  to  need  no  explanation.     The 


Fig.  7. 

Diamh  of  CflintUr  t"  I 
Stroke  6"  ' 

Setoltitiont  tW 

Jktlared  U.P.  10  / 


BROTHERHOOD^S  3  CYL»NDER  ENGINE 


the  Royal  Engineers,  in  which  these  en- 
gines were  used  to  drive  Gramme  ma- 
chineR,  the  consumption  of  steam  was 
41.1  lbs.  per  hour  per  HP.,*  revolutions 
500  per  minute,  pressure  of  steam  80  lbs. 
per  square  inch,  about  13  HP.  being  de- 
veloped. This  agrees  with  the  consump- 
tion of  steam  obtained  by  officers  of  the 
French  navy,  which,  the  inventor  states, 
was  40  lbs.,  and  is  equivalent  to  an  ex- 
penditure of  from  4.5  to  5  lbs.  of  coal 
with  a  good  boiler,  or  8  lbs.  with  one  of 
the  type  already  examined. 

•  "  En«:lneering,"  vol.  xxlli.,  p.  830. 


point  of  cut-off  of  the  steam  is  from  f  to 
I  of  the  stroke,  the  corresponding  grade 
of  expansion  being  from  If  to  l^,  and 
more  expansion  than  this  cannot  be 
economically  effected  with  a  single 
valve.  The  two  engines  before  referred 
to  cut  off  steam  at  about  the  latter  point. 
The  details  of  the  experiment  were  as 
follow  :  Both  the  indicator  and  the  dy- 
namometer were  uf  ed,  the  latter  being  of 
the  ordinary  form,  that  is  Prony's  dyna- 
mometer lined  with  blocks  of  elm,  em- 
bracing puUies  respectively  2  feet  7 
inches  and  3  feet  in  diameter  in  the  two 
cases.     No.  1  was  a  vertical  engine,  and 
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wa«  bolted  to  the  boiler.  No.  2  wa« 
horizontal,  and  rested  on  a  foundation  of 
brickwork  and  stone.  The  number  of 
revolutions  varied  to  some  extent,  but 
were  taken  every  quarter  of  an  hour. 


The  experiments  would  perhaps  have 
been  more  satisfactory  if  a  speed  counter 
had  been  applied,  since  with  a  brake  on 
a  small  engine  the  action  cannot  be  kept 
perfectly  reeular,  and  the  governors 
were  purposely  disconnected.  However, 
the  following  Table  is  without  doubt  a 
near  approximation  to  the  truth: 


that  the  final  efficiency  of  the  whole  is 
only  about  0.19  in  No.  1,  and  0.3  in  No. 
2,  that  is  theoretically  possible  for  an  en- 
gine using  steam  at  those  pressures  and 
with  those  grades  of  expansion,  but  em- 
ploying a  condenser  and  having  a  boiler 
of  0. 7  efficiency. 

An  ingenious  kind  of  steam  engine  is 
used  in  the  engineering  laboratory.  Uni- 
versity College, .  London,  invented  by 
Mr.  H.  Davey,  M.  Inst.  C.E.,  of  Leeds, 
which  is  the  only  one  of  its  class  yet  made. 
A  small  quantity  of  water  is  injected  at 
each  stroke  into  a  coil  of  pipe  heated  by 
a  furnace,  and  is  at  once  converted  into 
steam,  and  so  drives  the  engine,  which  is 
single-acting,  about  J  HP.  being  de- 
veloped. Improvements  are  being  made 
in  the  design,  and  Professor  Kennedy, 
M.  Inst.  C.E.,  thinks  the  invention  a 
promising  one. 

Small  oscillating  steam  engines  have 
been  used,  but  the  admission  and  release 
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These  results  show  that  in  this  class  of 
engine,  at  any  rate,  the  consumption  of 
fuel  is  at  least  from  four  to  seven  times 
greater  than  in  the  best  kind  of  large  en- 
gineSw  and  that  it  is  therefore  beside  the 
question  to  quote  the  performance  of 
large  engines  when  comparing  the  work- 
ing cost  of  small  motors.  In  connection 
with  the  indicated  power  of  No.  2,  which 
is  less  than  the  nominal,  it  is  only  fair  to 
state  that  the  engine  often  works  with 
about  40  lbs.  pressure  and  180  revolu- 
tions, which  would  cause  it  to  indicate 
more  than  6  HP.  A  similar  remark  ap- 
plies to  No.  1.     Again,  it  is  well  to  note 


of  steam,  to  be  effected  economically, 
require  rather  complicated  valve  gear- 
ing. 

Ihere  is  another  class  of  double-act- 
ing steam  engines  which  are  not  rotative, 
and  since  merely  reciprocating  action  is 
obtained,  the  slide-valve  has  to  be  driven 
by  some  arrangement  other  than  an  ec- 
centric. Such  engines  are  often  used  as 
donkey  pumps  and  often  as  steam  rock- 
borers.  An  instance  of  the  former  is  the 
"  Special  Steam  Pump;"  a  description  of 
its  action  is  to  be  found  in  the  pamphlets 
of  Thurston  or  Evers  on  the  steam  en- 
gine. 
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(3.)  It  was  Stated  in  •*  Engineering,*' 
six  years  ago,  that  ^'most  mechanical 
engineers  now-a-days  have  a  deeply-root- 
ed antipathy  to  rotary  engines.''  Nor 
has  the  appearance  of  any  saccessful 
patent  between  that  time  and  this  caused 
an  alteration  in  opinion.  Rotary  engines 
are  understood  to  be  those  which  obtain 
circular  motion  directly  by  the  action  of 
steam  upon  some  revolving  piece,  and  so 
avoid  the  necessity  for  the  conversion  of 
reciprocating  into  circular  motion.  It  is 
not  to  be  wondered  at  that  a  large  num- 
ber of  ingenious  attempts  should  have 
been  made  to  thus  obviate  the  use  of  the 
crank  and  the  connecting  rod  For  in- 
stance, thirty  years  ago,  one  of  the  form 
known  as  a  "  disc '°  engine,  was  for 
some  ydars  years  used  to  drive  the  print- 
ing machinerv  in  "  The  Times  "  office, 
and  is  described  by  Kankine;*  but  al- 
though according  to  that  author  "  the 
number  of  rotatory  engines  which  have 
been  patented  in  Britain  alone  is  certain- 
ly upwards  of  two  hundred,"  yet  "  very 
few  have  been  brought  into  practical 
operation,  and  those  to  a  limited  extent 
only;  for  their  friction  and  liability  to 
wear  have  been  found  to  be  greater  than 
those  of  ordinary  engines,  and  they  have 
no  advantage  except  compactness.'' 
There  is,  however,  one  purpose  to  which 
they  have  recently  been  applied  with 
some  success,  viz.,  to  fire-engines,  where 
economy  of  fuel,  which  the  difficulty  of 
keeping  the  revolving  portion  steam- 
tight  renders  impossible,  is  not  the  chief 
point,  and  where  the  use  is  only  occa- 
sional, and  so  the  wear  not  of  the  first 
importance.      Fig.    9    shows    a   simple 

Fig.  9. 


ROTARY  STEAM  ENGINE 


form  which  is  used  for  this  purpose. 
Here  the  steam  entering  at  S  drives 
round  the  discs  A,  A,  in  opposite  direc- 

*  **  A  ICannal  of  the  Steam  Bngliie  and  other  prime 
morers,'*  p.  804. 


tions,  and,  finally  escaping  at  T,  A,  A, 
give  motion  to  two  similar  discs,  which 
act  as  the  pump  by  a  similar  action,  and 
so  great  compactness  is  obtained.  The 
method  of  packing  is  ingenious  and  ef- 
fective, and  is  formed  by  the  metal  pieces 
B,  B,  being  pressed  outwardly  by 
springs,  their  centrifugal  force  acting 
with  a  similar  effect.  Behrens'  engine 
is  similar  in  action,  and  is  much  used  in 
America  as  a  pump. 

STEAM   ACTION  ON   FLUID  SUBFACBS. 

(4.)  Two  kinds  of  action  are  used. 
The  first,  Mr.  Bramwell,  F.K.S.,  M.  Inst. 
C.E.,  has  said,  is  expressed  by  one  word 
"  Concentration,"  and  may  be  said  to  act 
by  impulse,  to  which  belong  the  Giffard 
Injector  and  the  Inspirator.  The  second 
uses  the  principle  of  the  bavery  engine 
and  acts  chiefly  by  pressure,  of  which 
the  Pulsometer  and  I'ulsator  are  types. 
As  before  stated,  this  class  of  apparatus 
is  employed  for  pumping  purposes,  and 
this  may  be  said  to  be  its  exclusive  duty; 
its  use  in  this  direction  is  increasing,  and 
whenever  there  is  a  supply  of  steam  the 
simplicity  of  action  and  remarkably 
small  weight  and  size  of  the  whole  ma-^ 
chine  are  great  recommendations. 

The  theory  of  the  action  of  iniectors  is 
now  well  known,  so  that  it  will  not  be 
necessary  to  describe  any  one  of  the 
numerous  forms  in  use,  although  a  refer- 
ence to  Hancock's  inspirator  may  be 
made.  This  little  instrument  is  becom- 
ing very  popular,  as  it  admits  of  accu- 
rate adjustment,  after  which  little  atten- 
tion is  required;  while  the  weight  of  one 
capable  of  feeding  a  48-HP.  boiler  is 
only  6  lbs.  The  undoubted  function  of 
all  injectors  is  the  foregoing,  viz.,  the 
feeding  of  boilers,  and  they  are  univers- 
ally applied  to  locomotives  for  this  pur- 
pose. 

The  second  kind  are  really  steam  va- 
cuum pumps.  The  "Pulsometer"  is  a 
very  successful  example.  The  action  is 
automatic  and  alternative,  and  the  ar- 
rangement is,  in  fact,  a  self-acting  Sav- 
ery  engine.  As  with  the  Savery  engine, 
however,  the  consumption  of  fuel  is  con- 
siderable. Trials  were  made  at  the  Cin- 
cinnati Exhibition  in  1875,  quoted  by 
Mr.  D.  K.  Clark,*  and  at  the  Friedrich 
Lead  Mine,  Upper  Silesia,  recorded  in  the 
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Abstracts  of  Foreign  Papers  *  In  the 
former  case,  53.1  lbs.  and  43.4  lbs.  of 
coal  per  hour  per  HP.  for  water  actually 
raised  were  expended  on  two  respective 
trials;  in  the  latter  52.4  lbs.  of  slack 
were  used  for  the  same  amount  of  work; 
but  in  the  latter  trial  a  "  Tangye  "  pump 
consumed  40.5  lbs.  for  the  same  duty. 
The  conclusions  drawn  from  this  trial, 
and  other  data  obtained  by  experience, 
were  that  the  total  outlay  for  stores  and 
repairs  with  pulsometer  was  1.68d.  per 
hour  per  HP.,  that  for  the  piston  pump 
being  1.44d.  The  great  recommenda- 
tion of  the  former,  however,  is  its  porta- 
bility, as  it  is  as  well  able  to  work  when 
slun^  by  a  chain  as  in  any  other  way ; 
also  It  will,  in  the  words  of  the  advertise- 
ment, "  pump  almost  anything,"  includ- 
ing tar,  sewage,  chemical  liquids,  and 
even  liquid  cement,  and  is  one-half 
cheaper  in  first  cost  than  an  ordinary 
pump  of  equal  power;  thus  there  is  evi- 
dent reason  for  the  extensive  sale  which  it 
enjoys.  A  recent  modification,  under 
the  name  of  the  "  Hydrotrophe,"  is  be- 
ing employed  to  feed  boilers,  and  both 
this  and  the  injector  must  be  economical, 
'the  surplus  heat  imparted  to  the  water 
being  returned  to  the  boiler. 

GAS. 

Gas  is  a  convenient  source  of  power; 
and  in  towns,  where  it  is  already  sup- 
plied almost  to  every  building  for  pur- 
poses of  illumination,  it  is  at  once  ob- 
tainable in  any  moderate  quantity. 
Moreover,  the  principle  of  adopting  a 
large  centre  of  supply,  which  is  em 
ployed  in  the  case  of  gas,  is,  on  scientific 
grounds,  truly  economical,  for  that  sub- 
stance is  supplied  in  the  state  of  fuel, 
and  involves  no  more  loss  in  its  trans- 
mission than  would  occur  in  the  trans- 
ference of  any  other  fuel.  But  in  spite 
of  many  attempts  to  use  it  for  small  mo- 
tors, it  has  only  recently  been  much 
adopted.  Air  is  used  in  a  peculiar  way 
in  thegasengine,  and  it  is  only  in  a  simi 
lar  way  that  gas  can  be  profitably  em- 
ployed, viz.,  as  the  working  agent,  at 
the  same  time  as  the  source  of  power;  for 
the  calorific  power  of  gas,  taken  in  con 
junction  with  its  present  cost,  at  once 
puts  out  of  the  question  any  idea  of  us 
mg  it  as  a  direct  substitute  for  coal. 


The  original  method  of  using  gas  in 
this  way  was  to  admit  it  to  the  cylinder 
of  the  engine,  together  with  air  fn  such 
proportions  as  to  form  an  explosive  mix- 
ture, which  was  ignited,  and  work  ob- 
tained by  the  consequent  expansion. 
Lenoir's  engine,  which  was  one  of  the 
first,  resembled  an  ordinary  horizontal 
engine,  effecting  the  ignition  by  an  elec- 
tric spark;  but  the  difficulty  of  utilizing 
this  sudden  effect  was  a  cause  of  con- 
siderable loss,  and  it  is  stated  by  a  Ger- 
man writer  on  the  subject'*'  that  3  cubic 
metres  (about  106  cubic  feet)  of  ordi- 
nary coal  gas  are  required  per  hour  per 
HP.  for  a  small  sized  engine.  This  cor- 
responds to  the  figures  quoted  by  Mr.  D. 
K.  Glarkf  from  the  experiments  of  M. 
Tresca,  two  successive  trials  of  this  en- 
gine, giving  112  and  97  cubic  feet  re- 
spectively, the  mean  of  which  is  104J- 
cubic  feet  per  hour  per  HP.  at  the  brake, 
being  an  efficiency  of  little  more  than  4 
per  cent.  Though  this  engine  had  an 
extensive  sale  in  Europe,  it  was  to  a 
great  extent  superseded  by  the  Otto  and 
Langen  motor.  In  this  the  sudden  ex- 
pansion of  the  gas  was  allowed  to  raise  a 
piston  against  the  pressure  of  the  atmos- 
phere alone,  which  pressure,  upon  the 
cooling  of  the  heated  gas  in  the  cylinder 
hastened  by  a  water  jacket,  drove  down 
the  piston  and  so  performed  work,  the 
piston-rod  being  a  rack  which  geared 
with  a  pinion  on  the  horizontal  shaft. 
This  engine  is  a  regular  and  efficient  mo- 
tor, and  its  consumption  of  from  22  to 
30  cubic  feet  of  gas  per  hour  per  HP.  is 
vastly  superior  to  the  Lenoir  engine,  and 
is  even  less  than  in  some  engines  which 
have  superseded  it.  One  engine,  which 
has  been  at  work  for  tea  years  in  Bristol 
is  in  good  condition,  and  has  cost  dur- 
ing that  period  very  little  for  repairs; 
but  its  noise  in  working  is  much  against 
its  general  adoption.  Again,  it  is  neces- 
sarily a  vertical  engine,  by  no  means  so 
popular  as  the  horizontal  form,  and  is 
anthing  but  compact.  Thus  when  the 
new  engine  of  Otto  was  introduced  into 
this  country  by  the  same  manufacturers, 
Messrs.  Crossley  Brothers,  of  Manches- 
ter, which  was  at  once  compact,  econo- 
mical, and  above  all,  silent,  they  almost 
at  once  ceased   to  make  the  Otto   and 


*  Vide  Minutes  of  Proceedings  Inst,  C.B. 
page  871. 


♦•♦  Klein-Kraft-Maschinen,"  p.  27.    Von  Peter  HelU 
,  Yol.  Ivi.,  I  Braunschweig. 

'     t"  A  Manual  of  Rules,  Tables/*  Ac,  p.  «1. 
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IjangeD,  and  have  already  sold,  since 
1877,  upwards  of  eight  hundred  of  what 
are  known  as  the  Otto  Silent  Engine, 
more  than  two  thousand  being  the  num- 
ber sold  in  Great  Britain  and  on  the 
Continent.  The  principle  of  action  em- 
ployed, as  indeed  of  nearly  all  the  many 
kinds  since  patented,  is  intended  to  meet 
the  difficulty  of  utilizing  the  energy  of 
the  ^as  consequent  upon  the  sudden  ex- 
plosion in  former  engines.  The  method 
of  doing  this  is  best  stated  in  the  words 
of  the  specification  of  the  English  Pat- 
ent, No.  2,081,  1876:  **A  combustible 
mixture  of  gas  or  vapor  and  air  is  in- 
troduced into  the  cylinders,  together 
with  air  or  other  gas  that  may  or  may 
not  support  combustion  in  such  a  man- 


the  last  stroke,  the  piston,  in  performing 
one  part  of  its  stroke,  draws  in  atmos- 
pheric air,  after  which  it  will  draw  in 
combustible  mixture  during  the  remain- 
der of  the  stroke."  These  three  strata 
of  gases  are  compressed  in  the  return 
stroke,  and  ignited,  when  the  principle 
above  quoted  comes  into  operation;  and 
the  next  forward  stroke  does  useful 
work,  the  fourth,  or  next  return  stroke, 
expelling  the  product  of  combustion^ 
The  slide  valve  is  made  alternative  in  its 
action,  by  being  driven  through  a  bevel 
wheel  on  the  main  shaft  of  half  the  dia- 
meter of  that  on  the  slide-valve  rod. 
The  mixture  used  is  1  part  of  gas  to  16 
parts  neutral;  the  latter  being  made  of 
air  and  products  of  combustion  in  the 


ner  that  the  particles  of  the  combustible 
mixture  are  more  or  less  dispersed  in  an 
isolated  condition  in  the  air  or  other  gas, 
so  that  on  ignition,  instead  of  an  explo- 
sion ensuing,  the  flame  will  be  communi- 
cated gradually  from  one  combustible 
particle  to  another,  thereby  effecting  a 
gradual  development  of  heat  and  a  cor- 
responding gradual  expansion  of  the 
gases,  which  will  enable  the  motive 
power  so  produced  to  be  utilized  in  the 
most  effective  manner."  Fig.  10,  is  a 
sectional  plan  taken  from  the  same 
source,  and  is  similar  to  the  engine  now 
manufactured,  except  that  a  single  in- 
stead of  a  double  crank  is  used.  "  The 
cylinder  is  constructed  of  greater  length 
tnan  the  stroke  of  the  piston,  so  that 
there  is  a  space  beyond  the  latter  when 
it  is  at  end  stroke.  Assuming  this  space 
to  be  filled  with  a  portion  of  the  gaseous 
products  of  combustion  resulting  from 


proportion  of  5  to  3.  Some  recent  in- 
ventors adopt  the  main  principle  involved, 
but  they  employ  a  separate  compression 
cylinder,  and  by  advertising  a  combus- 
tion at  each  revolution,  seem  to  imply 
the  alternate  action  to  be  objectionable; 
and  it  must  be  confessed  that  the  Otto 
engine  is  not  perfectly  regular  in  its  ac- 
tion with  a  light  load,  combustion  taking 
place  perhaps  only  once  in  five  or  six  re- 
volutions. At  the  same  time,  with  a 
proper  load  and  a  moderately  heavy  fly- 
wheel, this  is  hardly  appreciable,  and  is 
of  undoubted  benefit  to  the  cylinder, 
which,  being  also  single-acting,  is  there- 
by only  heated  once  in  four  strokes. 
One  such  engine  has  been  running  day 
and  night  at  the  Hineklev  Gas  Works 
for  fourteen  months,  this  being  equiva- 
lent to  three  years'  ordinary  work,  with- 
out needing  any  repairs,  which,  notwith- 
standing the    water-jacket  surrounding 
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these  cylinders,  is  a  satisfactory  results 
and  is  contrary  to  many  predictions  con- 
cerning it.  Such  a  result  may  possibly 
not  attend  those  burning  gas  at  every  re- 
volution. 

The  latest  trials  of  the  amount  of  gas 
used  are,  according  to  Mr.  Crossley,  24 
cubic  feet  per  hour  per  HP.  for  the  1  or 
i  HP.  engines,  and  18  cubic  feet  for  the 
16  HP.  engines. 

Another  engine,  the  Eclipse,  of  Messrs. 
Simon  Beechey  &  Co.,  of  Nottingham, 
with  a  separate  compression  cvlinder, 
has  a  novel  feature,  in  the  use  of  steam, 
which  is  generated  by  the  heat  abstract- 
ed from  the  cylinder  in  order  to  keep  it 
moderately  cool.  This  steam  is  used  in 
the  cylinder  not  only  to  assist  the  action 
of  the  expanding  gas — which  it  certainly 
does,  being  capable  of  driving  the  en- 
gine .for  several  minutes  after  the  sup- 
ply of  gas  is  turned  off, — but  it  also  acts 
as  a  Ijabricant,  by  which  it  is  claimed 
that  a  great  saving  in  oil  and  tallow  is 
effected.  Its  action  is  fully  described, 
and  drawings  are  given  in  the  "  Engi- 
neer," 1879,* and  the  "Textile  Manufac- 
turer," May,  1879.  In  the  former  it  is 
stated  that  in  a  trial  of  one,  the  working 
cylinder,  which  was  8  inches  in  diame- 
ter, with  16  inches  stroke,  indicated  6.03 
HP.,  and  the  compressing  cylinder, 
which  was  7  inches  in  diameter,  with  10 
inches  stroke,  indicated  1.87,  leaving  4. 16 
HP.  as  the  net  indicated  HP.  of  the  en- 
gine. The  consumption  of  gas  was 
from  22  to  26  cubic  feet  per  HP.  per 
hour. 

The  objection  to  the  foregoing  type  of 
engines  is  that  they  have  to  be  started 
by  hand  and  turned  through  a  revolu- 
tion or  two;  although  the  makers  of  the 
latter  engine  are  said  to  have  obviated 
the  necessity  for  this  by  an  invention. 
With  very  small  powers  this  objection  is 
not  felt,  nor  is  it  with  a  recent  novelty, 
the  Bisschop.  This  little  motor,  which 
is  made  from  1-man  power  upward,  has 
had  a  sale  of  three  hundred  during  the 
first  nine  months  since  its  introduction: 
the  consumption  of  gas  is  greater  in 
proportion  than  in  other  larger  gas  en- 
gines, but  its  first  cost  is  very  small,  and 
being  advertised  to  work  for  id.  per 
hour,  although  by  no  means  a  silent  en- 
gine, it  has  decidedly  met  a  long-felt 
want. 

♦  Vide  vol.  xlvii.,  p.  8. 


The  theory  of  gas  engines  is  yet  im- 
perfect; but  some  things  are  certain 
with  regard  to  them,  and  one  is,  that 
the  absence  of  a  boiler  in  connection 
with  them  gives  a  great  advantage  over 
the  steam  engine.  The  absence  of  risk 
either  from  explosion  or  conflagration  is 
another  strong  point;  while  the  scientific 
application  of  production  on  a  large 
scale,  in  the  form  of  the  gas  used,  is 
perhaps  the  strongest  of  all,  in  leading 
to  the  conclnsion  that  their  present  pop- 
ularity is  likely  to  last,  gas  engines  be> 
ing  a  step  in  the  right  direction. 


HYDRO-CARBON  MOTORS. 

Another  class  of  engines  must  be  al- 
luded to,  although  not  much  in  use  in 
this  country,  viz.,  hydro-carbon  motors. 
In  America,  where  petroleum  is  abund> 
ant,  successful  attempts  have  been  made 
thus  to  apply  it,  and  its  use  is  now  rap- 
idly extending.  The  principle  of  action 
is  much  the  same  as  with  a  gas  engine. 
In  the  Brayton  motor,  described  in  '*  En- 
gineering,"* a  jet  of  air  is  forced  into 
fibrous  material  soaked  in  petroleum, 
and  this  substance  is  deposited  on  the 
meshes  of  wire  gauge,  from  which  it  is 
evaporated.  The  vapor  forms  with  the 
supply  of  air  a  combustible  mixture, 
which  is,  as  in  the  Otto  silent  engine,  not 
explosive,  but  admits  of  gradual  com- 
bustion, with  the  attendant  advantages. 
In  Germany  the  Hock  motor  is  common- 
ly adopted ;  its  appearance  is  similar  to 
an  ordinary  horizontal  engine,  and  the 
German  wi-iter  already  quotedf  describes 
it  as  sucking  in  a  small  quantity  of  the 
fluid  to  about  ^  of  its  stroke,  and  also  a 
certain  quantity  of  air,  when  ignition 
and  gradual  expansion  take  place 
through  the  remaining  J.  Brayton's 
motor,  in  the  article  referred  to,  is  said 
to  use  a  gallon  of  crude  petroleum 
per  HP.  per  day  of  twelve  hours,  this 
amount  being  slightly  exceeded  in  engines 
of  less  than  3  IIP.  The  Hock  engine  is 
stated  to  use  what  is  equivalent  to  2.75 
pounds  of  naphtha  per  hour  per  HP.,  at 
the  cost  of  about  Sd,  per  hour,  a  1-HP. 
engine  being  in  first  cost  about  £50. 
Petroleum  motors  may  be  advantageous- 
ly used  in  place  of  gas  engines  where  a 


*  "  BiuttneeriiMr "  Tol.  zxiii.,  p.  187. 
t "  Klein-Kraft-llascbizien/'  p. «. 
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supply  of  gas  cannot  be  obtained,  and 
where,  petroleum  is  abundant,  but  this 


America  and  in  Germany  their  use  will 
probably  increase,  in    this    country,  at 


eads  to  the  conclusion  thai,  although  in  I  present,  it  is  not  likely  to  do  so. 


PNEUMATIC  PROPELLER  FOR  RAILWAYS. 

By  L.  GONIN. 
From  "Abstracts"  of  the  Instltation  of  CJlvil  Engineers. 


The  author  describes  a  new  form  of 
valve  and  piston  carriage  for  the  tube  of 
a  pneumatic  railway.    It  is  proposed  to 
use  air  compressed  to  6  atmospheres,  and 
to  apply  the  system,  on  grounds  of  econ- 
omy and  safety,  to  lines  having  heavy 
gradients  and  but  little  level  track.    The 
tube  is  of  cast  iron  provided  with  numer- 
ous exterior   stiffening  ribs,   and   fixed 
upon  cross  sleepers  between  the  ordinary 
rails,  the  latter  being  laid  on  longitu- 
dinal resting  on  the  transverse  sleepers. 
The  slot  in  the  upper  part  of  the  tube  is 
beveled  on   its  interior  edges,  thus  form- 
ing a  seating  for  the  continuous  valve. 
The    valve,    made    of    greased  leather, 
wrapped  round  a  wooden  body  and  hav 
ing  an  iron  band  above  and  below,  is  in 
the  form  of  a  truncated  wedge  with  the 
narrow  end  upwards,  so  that  the  press- 
ure of  the  air  within  the  tube  may  press 
the  valve  tightly  into  the  wedge-formed 
sides  of  the  longitudinal  slot.  The  valve, 
when  not  pressed  upwards  by  the  air, 
hangs  withm  the  tube  from  a  continuous 
flat  band  of  iron,  wide  enough  to  overlap 
the  slot  in  the  tube,  and  to  rest  on  the 
edges  of  the  slot.     Both  iron  band  and 
valve  are  sufficiently  flexible,  their  con- 
nection at  a  distance  of  some  inches  by 
bolts  not  materially  affecting  this  quality. 
When  the  valve  is  in  mid -position,  verti- 
cally, so  that  the  valve  is  clear  below  its 
seat,  and  the  iron  band  is  clear  above  the 
upper  edge  of  the  slot,  there  is  room  on 
each  side  of  the  connecting  bolts  for  the 
passage  of  a  double  coulter  piece,  con- 
necting the  piston  in  the  tube  with  the 
carriage  above,  which  is  driven  by  it. 
The  part  of  the  valve  at  and  behind  the 
piston   is  kept  up  in  its  highest  position 
by  the   compressed  air,  while  the  part 
ahead   of  the  piston  falls  to  its  lowest 
position.    The  carriage   driven   by   the 


piston  carries  in  front  a  small  wheel 
which  runs  upon  and  presses  the  iron 
band  down,  i^nd  thus  regulates  its  posi- 
tion for  the  passage  of  the  coulter.  The 
coulter  may  be  either  attached  to  a  large 
vehicle  or,  by  the  author's  preference, 
to  a  small  chariot  running  on  separate 
rails  on  the  top  of  the  tul^,  and  draw- 
ing its  load  by  chain  connection,  or  the 
load  may  be  pushed  by  a  buffer.  The 
corresponding  buffer,  which  would  be 
carried  by  the  engines  on  a  line  employ- 
ing the  compressed  air  system  for  help- 
ing trains  up  heavy  gradients,  is  made 
to  rise  and  fall  so  as  to  clear  the  chariot 
until  beyond  it.  It  is  then  dropped,  and 
the  chariot  brought  into  work.  The  ar- 
rangement of  valve  described  differs  en- 
tirely from  those  of*  Clegg  and  Samuda, 
employedon  the  atmospheric  and  pneu- 
matic railway8,and  it  affords  a  tight  joint, 
while  it  has  not  to  be  raised  by,  nor  is  it 
exposed  to  any  wear  bv,  the  coulter.  The 
latter  is  moreover  double,  one-half  pass- 
ing into  the  tube  on  either  side  of  the 
valve,  the  strains  upon  it  being  thus  of  a 
simple  order. 

As  the  quantity  of  power  required  for 
compressing  air  does  not  increase  with 
the  increase  of  pressure,  but  in  propor- 
tion to  the  logarithm  of  the  pressures, 
the  author  proposes  pressure  as  high  as 
from  6  to  10  atmospheres,  so  that  the  air 
may  be  employed  expansively,  the  full 
pressure  being  used  for  starting  and 
traveling  the  greater  part  of  the  journey 
on  inclines;  the  air  would  then  be  cut 
off,  and  the  remainder  of  the  journey 
performed  by  expansion.  An  experi- 
mental length  of  tube,  10  inches  in 
diameter  and  131  feet  in  length,  has 
been  constructed,  the  results  of  experi- 
ments with  which  are  given. 
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Note  on  the  Pbbsent  System  op 
Permanent  Way  on  the  Six  Chief 
Railways  op  France. — By  E.  Lecocq. 
— Steel  rails  are  now  almost  exclusively 
used,  bat  the  section  and  weight  of  rail 
differ  widely.  The  Eastern,  the  North- 
ern, and  the  Paris,  Lyons,  and  Mediter- 
ranean companies  use  only  the  flange 
rail;  but  the  Orleans,  the  Midland  and 
Western  use  also  the  old  double-headed 
rail.  The  flange  rail  used  on  the  North- 
ern, and  on  recent  extensions  of  the  West- 
ern lines,  weighs  60^  lbs.  per  yard,  and 
is  noticeable  chiefly  for  the  small  width 
of  the  base  (S^j^  inches),  as  compared 
with  the  height  (5  inches  bare).  This 
type  of  rail  was  introduced  on  the 
Northern  some  six  years  ago,  so  presum- 
ably it  has  proved  satisfactory. 

The  Eastern  company  uses  also  a  60^ 
lbs.  rail,  but  the  height  is  reduced  to  4| 
inches,  and  the  base  increased  to  nearly 
4  inches. 

The  Lyons  company  employs  two  sec- 
tions, the  heavier  one  weighing  11^  lbs. 
per  yard,  and  measuring  5^  inches  high, 
by  5^  inches  wide,  and  the  lighter  one 
weighing  66^  lbs.  per  yard,  and  measur- 
ing 5  inches  by  4  inches  base. 

The  width  of  head  as  a  rule  is  2^ 
inches,  and  the  length  of  rail  about  26 
feet.  With  the  exception  of  some  prac- 
tically obsolete  types  of  "  pear  headed  " 
rail,  the  angle  for  fishing  is  i  to  1,  and 
the  thickness  of  web  in  most  instances 
is  rather  less  than  i  inch. 

A  diagram  and  table,  illustrating  the 
arrangement  of  the  sleepers  and  joints, 
lead  to  the  following  conclusions: 

1.  Suspended  joints  are  adopted  by 
five  out  of  the  six  companies,  the  North- 
em  alone  putting  a  sleeper  under  the 
joint. 

2.  The  spacing  of  the  sleepers  next 
the  joint  is  always  about  2  feet  from 
center  to  center. 

3.  On  the  Lyons  and  on  the  Western 
railways,  the  sleepers  next  to  those  at 
the  joint  are  spaced  a  less  distance  apart 
than  the  remainder.  This  also  is  neces- 
sarily the  case  on  the  Eastern  and  North- 
ern lines,  because  the  fish-joiats  are  not 
opposite  each  other,  but  lap  about  2 
feet. 

4.  Expedients  to  prevent  the  longitu- 
dinal movement  of  the  rails  are  adopted 
by  five  out  of  the  six  companies. 

5.  Finally,  it  appears  that,  with  the 


exception  of  the  Lyons  company,  the 
weight  of  the  flange  rail  track  is  about 
323  lbs.  per  yard,  while  the  double-head- 
ed way  attains  a  mean  weight  of  403 
lbs.  per  yard.  This  excess  of  80  lbs.  per 
yard  is  considered  by  the  author  to  be 
eminently  favorable  to  stability,  especial- 
ly with  the  heavy  loading  and  great 
speed  of  modern  trains. 

The  following  are  matters  of  details 
not  shown  in  the  table,  but  considered 
worthy  of  notice: 

1.  Four  bolts  are  now  invariably  used 
for  fishing,  instead  of  three,  sfi  was  com- 
monly the  case  some  time  ago. 

2.  Grooved  fishes  are  used  by  three  of 
the  companies;  the  others  use  shoulder 
bolts. 

8.  Wood  screws  are  exclusively  used 
for  fastening  the  rails  and  chairs  by  the 
Eastern,  Northern,  and  Western  compa- 
nies, and  by  the  Lyons  company  for 
their  lighter  rail.  Trenails  are  still  used 
for  fastening  the  chairs  by  the  Southern 
and  Orleans  companies.  The  Lyons 
companv  fasten  their  heavy  rail  with  a 
fang  bolt  on  the  outside,  an^  a  trenail 
on  the  inside  of  the  5^  inches  flange. — 
Revue  giniraU  des  Chemins  defer. 


It  is  well  known  that  ordinary  letter 
paper  if  rubbed  acquires  electric  proper- 
ties. M.  Wideman,  has,  however,  says 
the  Electrician^  found  that  if  one  takes 
Swedish  filter  paper,  or  this  paper  laid 
between  pieces  of  letter  paper,  and  sub- 
jects it  to  the  following  treatment,  it 
displays  strong  electric  properties,  and 
sparks  several  centimeters  in  length  can 
be  obtained  :  The  paper  should  be 
plunged  into  a  mixture  of  nitric  acid 
and  sulphuric  acid  of  equal  volume. 
The  paper  thus  pyroxilized  is  then 
washed  in  jplenty  of  water  and  dried. 
Then  rub  quickly,  having  stretched  it  on 
a  waxed  cloth,  in  order  to  give  it  electric 
properties.  Nearly  every  experiment 
with  static  electricity  can  be  accomp- 
lished with  the  paper. 

The  people  of  Portage  La  Prairie 
have  consented  to  make  a  branch  line  to 
the  Canada  Pacific  Railway  of  five  miles 
in  length,  if  the  Government  would  fur- 
nish rails  and  rolling  stock,  and  to  hand 
it  over  to  the  Government  on  comple- 
tion. 
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NOTES    ON    RAILROADING. 

By  J.  A.  L.  WADDELL.  C.  E. 
From  the  Papers  of  the  PI  Eta  Society  of  Rensselaer  Polytechnic  Institute. 


The  subject  with  which  I  beg  leave  to 
occupy  your  attention  this  evening  and, 
if  suoh  be  your  pleasure,  at  some  future 
meetings  also,  is  that  of  Railroading.  It 
is  not   my  intention   to  cover  in   these 
notes  the  whole  subject  of  Railroad  En- 
gineering, but  simply  to  convey  to  you, 
who  are  soon  to  become  engineers,  an 
idea  of  what  practicai  railroading  really 
is,  in  order  that  you  may  not  feel  at  a 
loss  how  to  proceed  should. you,  at  any 
time,  be  called  upon  to  take  charge  of  a 
survey  or  construction  party.     The  facts 
here  stated  have  been  obtained  princi- 
pally from  personal  observation  and  ex- 
perience, and  I  have  avoided  as  much  as 
possible  dealing  with  those  parts  of  the 
subject    that  are    treated  in    standard 
works;  nevertheless  for  the  purpose  of 
making  what  I  have  written  clear  and 
continuous,  I  have  had  to  touch  lightly 
upon   some  of  them.     In   dealing  with 
such  a  technical  subject  as  this  one,  it  is 
impossible  to  avoid  repetition  of  certain 
words  and  expressions,  so  you  will  please 
make  all  due  allowance  for  the  phraseol- 
ogy of  what  I  am  about  to  read  to  you, 
and  do  not  expect  to  hear  the  flowing 
language  and  easy  style  which  one  might 
employ  in  dealing  with  a  literary  sub- 
ject.     Especial  reference    is    made    to 
"bush  work,"  for  by  far  the  larger  por- 
tion of  American  railroading  partakes  of 
that  character;   besides,   nearly  all  the 
difficulties  met  with  in  running  a  line 
through  a  well-settled  country  or  prairie 
land  are  encountered  in  the  bush,  in  ad- 
dition to  many  others  of  an  entirely  dif- 
ferent nature.     The  building  of  a  line  of 
road  may  be  divided  into  four  distinct 
steps,  which  will  be  treated  separately; 
they  are  Exploration,  Preliminary,  Loca- 
tion and  Construction. 

exploration. 

The  data  usually  given  to  the  engineer 
who  makes  the  exploratory  survey,  are 
the  terminii  of  the  line,  various  points 
through  which  it  is  to  pass,  and  the  gen- 
eral character  of  the  road.  The  latter  is 
determined  by  the  principal  object  for 
YoL.  XXIV.— No.  4—20. 


which  the  road  is  to  be  built,  whether  for 
passenger  or  freight   traffic,  and,  if    for 
the  latter,  whether  it  is  to  be  heavy  or 
light.     This  influences  the  grades,  and, 
therefore,  also  the  length  and  cost  of  the 
road.     The  heavier  the  traffic,  the  more 
expensive  will  usually  be  the  first  cost  of 
construction,   for  hills   will  have  to  be 
avoided    or    cut    through,    that   would 
otherwise  have  been  run  over,  thus  aug- 
menting the  expense  by  reason  of   either 
the  increased  length  of  line  or  the  greater 
quantity  of  material  to  be  moved.     On 
most  roads  the  heavy  freight  goes  in  one 
direction,  so   in   that  direction   the  up- 
grades should,  if  possible,  be  the  lightest. 
Another  reason   for   having   two  maxi- 
mum grades  is  that,  in  case  a  summit  is 
to  be  reached,  the  engineer,  by  having  a 
light  maximum  down  grade  in  the  direc- 
tion of  the  line,  will  be  prevented  from 
making  the  profile  too  irregular.     Hav- 
ing given,  then,  the  termmii^  intermedi- 
ate points  and  perhaps  also  the  maximum 
grades,   an  exploratory  survey  is  made 
by  an  experienced  engineer  passing  over 
the  country,  so  as  to  report  whether,  in 
his  opinion,  a  practicable  route  can    be 
found,  and,  if  so,  what  would  be  its  ap- 
proximate location.     If  the  character  of 
the  country  permit,  he  travels  on  horse- 
back; though  usually,  it  is  necessary  to 
go  on  foot,  in  which  case  he  is  accompa- 
nied by  one  or  two  packmen.   His  equip- 
ment need  consist  only  of  an  axe,  a  pair 
of  field   glasses,   a  note   book,   a  hand 
level  or  two  barometers  and  a  pair  of 
steel  climbers  to  enable  him  to  climb  a 
tree  with  facility.     By  means  of  the  lat- 
ter he  will  often  be  able  to  obtain  a  good 
knowledge  of  the  coui^try,  and  to  take 
such  general  observations  as  may  be  of 
use  in  the  preliminary  survey.     He  must 
estimate  distances  and  elevations,  or  ob- 
tain the  latter  by  means  of  the  barome^ 
ters  or  hand  level,  make  notes  as  to  the 
course  of  rivers  and  streams  and  their 
crossings,  establish  the  general  direction, 
of  the  chains  of  hills,  locate  passes,  look 
out  for  water  communication  or  some> 
other  way  to  obtain  access  to  the  differ-^ 
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ent  parts  of  the  line,  so  as  to  facilitate 
the  forwarding  of  supplies,  and,  in  short, 
acquire  the  greatest  amount  of  knowl- 
edge of  the  country  in  the  least  possible 
time.    Upon  his  report  depends  the 

PRELIMINARY   SURVEY, 

the  party  for  which  should  consist  of  a 
chief,  a  transitman,  two  levelers,  two 
rodmen,  a  topographer,  one  or  two  pick- 
etmen,  two  chainmen,  five  axemen  for 
the  line,  and  one  for  each  leveling  party, 
three  to  six  or  even  eight  packmen,  and 
sometimes  a  commissariat  officer  and  an 
explorer. 

As  in  most  preliminary  surveys,  the 
duties  of  any  one  of  these  officers  are 
substantially  the  same.  The  instructions 
of  the  chief  engineer  of  the  Canadian 
Pacific  Railway  to  the  Staff  may  be 
taken  as  a  general  illustration  of  their 
character.  The  gentleman  placed  at  the 
.  head  of  a  party  is  required  to  take  gen- 
eral charge  of  it,  and  is  held  responsible 
for  the  execution  of  all  instructions,  as 
well  as  for  the  maintenance  of  proper 
discipline  in  the  party.  Every  member 
of  the  party  is  under  his  charge  and  must 
obey  his  orders.  In  conducting  the  sur- 
vey, he  is  expected  to  be  at  its  head 
every  day,  exploring  in  front  and  to  the 
right  and  left  of  the  line,  in  order  to  see 
what  obstacles  may  be  in  the  way  of  the 
«ame,  and,  if  serious,  decide  as  to  the 
best  manner  of  avoiding  them.  When 
he  finds  it  necessary  to  leave  the  party, 
or  in  the  event  of  illness,  he  should  nom- 
inate the  person  to  act  in  his  place  for 
the  time  being;  in  the  event  of  his  fail- 
ing to  do  so  the  transitman  should  take 
charge. 

The  duty  of  the  transitman  is  to  run 
the  instrument,  keep  the  notes,  and  in 
case  there  is  no  topographer,  to  take  the 
topography. 

The  duty  of  the  first  leveler  is  to 
make  a  profile  of  the  line  and  cross  sec- 
tions; that  of  the  second  leveler  is  to 
check  the  bench  marks  and  to  assist  in 
cross-sectioning. 

The  principal  duty  of  the  others  of  the 
party  is  to  obey  all  orders  with  diligence 
and  to  the  best  of  their  ability.  ! 

Before  starting  the  survey  the  transit 
should  be  set  up  over  the  terminus  and  a 
true  north  and  south  line  determined  by 
means  of  an  observation  of  the  pole  star. 
To  do  this,  place  the  instrument  at  zero. 


choose  some  well-marked  point,  set  the 
cross  hairs  upon  it  a  little  before  dark, 
and  see  that  no  one  disturbs  the  transit 
between  that  time  and  the  time  when 
the  observation  is  to  be  taken,  the  hoar 
for  which  can  be  found  in  the  Nautical 
Almanac.    It  is  usual  to  observe  the  star 
when  at  its  greatest  eastern  or  western 
elongation,  but  it  can  be  observed  when 
at  its  maximum  depression  below  or  ele- 
vation above  the  pole,  when  the  instru- 
ment is  provided  with  a  tangent  screw 
to  produce  a  slow  motion  in  a  vertical 
plane.     In  the  latter  case  no  correction  is 
required,  so  when  the  star  has  reached 
its    greatest    elevation    or    depression, 
which  can  be  ascertained  by  keeping  the 
intersection  of  the  cross  hairs  on  the  star, 
being  careful  never  to  pass  it,  and  noting 
when  it  appears  to  cease  rising  or  falling, 
all  that  is  necessary  is  to  take  the  read- 
ing of  the  horizontal  circle,  which  will 
give   the  angle  that  the  line  from  the 
terminus  to  the  point  chosen  makes  with 
the  true  north.     In  observing  the  great- 
est elongation,  keep  the  vertical  hair  on 
the  star  and   note  when  it  appears  to 
cease   changing  its   azimuth,  then  take 
the  reading,  which  will  be  the  angle  that 
the  above-mentioned  line  makes  with  the 
vertical   plane  through   the   star  at  its 
greatest  elongation.      The  correction  for 
this  angle  can  be  found  by  a  very  simple 
rule  given  in  the  Nautical  Almanac,  and 
is  to  be  added,  if  the  star  lie  between  the 
pole  and  the  line,  and  to  be  substracted 
if  it  does  not.      Should  the  line  lie  be- 
tween the   pole  and   the  star,  this,  will 
give  a  negative  result,  which  shows  that 
the  an^le   so  obtained  is  to  be  laid  off 
from  the  pole  towards  the  star;  i.  6.,  if 
the  elogation  be  east,  the  bearing  given 
by  the  minus  angle  will  be  east.     It  is 
easily  seen  that  the  latter  method  is  by 
far  the  better,  for  it  is  necessary  to  use 
only  the  horizontal    tangent  screw  (the 
one  which   gives   the  upper  motion,  of 
course),  while  in  the  former  both   the 
horizontal   and  vertical  screws  have  to 
be  turned  at  the  same   time.     Havine 
found,  then,  the  true  bearing  of  a  fixed 
line,  the  true  bearing  of  the  initial  line 
of  the  survey  can  be  easily  ascertained 
by  measuring  the  horizontal   angle  be- 
tween the  two  lines. 

Suppose  the  party  all  ready  to  start 
and  the  initial  bearing  taken.  The  axe- 
men go  ahead  clearing  the  line  and  the 
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chainmen  follow,  drivlDg  stakes  about 
three  feet  long  and  two  inches  wide 
firmly  at  every  hundred  feet,  numbering 
them  consecutively,  with  red  chalk  as 
they  go.  When  it  is  necessary  to  change 
the  instrument,  either  on  account  of  the 
distance  of  the  picketman,  who  has  been 
keeping  the  axemen  on  line,  a  sudden 
rise  or  fall  of  the  ground  or  a  desired 
change  of  direction,  the  transitman  gives 
the  signal  previously  agreed  upon  for 
**  hub,"  the  picketman  chooses  a  conve- 
nient spot  for  setting  up  and  finds 
**  point  '  on  the  line  into  which  one  or 
two  of  the  axemen  drive  a  stake  from 
four  to  six  inches  in  diameter,  and  from 
one  to  six  feet  long  according  to  the 
quality  of  the  ground,  and  the  picket- 
man  finds  ^^  point  on  hub ''  into  which  he 
drives  a  nail. 

The  transitman  then  sets  the  back 
picket,  which  in  bush  work  is  a  small 
straight  sapling  whitened  on  one  side, 
with  a  cross-piece  eight  or  ten  inches 
long,  held  in  a  cleft  near  the  top,  picks 
up  his  instrument,  moves  on  to  the  new 
hub,  over  which  he  sets  up,  sights  to  his 
back  picket,  reverses'  his  instrument  and 
starts  the  axemen  and  chainmen  to  work. 
Before  giving  hub  again,  the  transitman 
should  sight  once  more  to  the  back  picket 
in  order  to  satisfy  himself  that  his  instru- 
ment has  not  been  moved,  and  if  uncer- 
tain of  the  adjustment  should  turn  the 
instrument  round  180°  by  means  of  the 
lower  movement,  sight  to  the  back 
picket,  reverse  and  give  "  second  point 
on  hub."  If  this  comcides  with  the  first 
one  all  right,  if  not,  then  the  distance 
between  the  two  (measured,  of  course, 
at  right  angles  to  the  line)  must  be  bi- 
sected accuratelv  and  the  nail  be  driven 
at  the  point  of  bisection.  This  is,  in 
fact,  performing  the  second  adjustment 
of  the  transit.  Beside  each  hub,  at  a 
distance  of  about  three  feet,  should  be 
driven  a  large  stake  called  "  hub  stake," 
five  feet  long,  at  least  five  inches  in  diame- 
ter and  squared  at  the  top.  On  it  should 
be  written  the  exact  chain  age  of  the 
point  on  hub,  and  the  distmguishing 
mark  of  the  survey  party,  which  is  usu- 
ally one  or  two  letters.  In  setting  up  in 
swampy  ground,  **  legs  "  or  long  heavy 
stakes  should  be  driven  flush  with  the 
surface  of  the  ground,  in  order  to  pro- 
vide a  tolerably  firm  "  set  up^ "  for  the 
nstrument.    The  plumb  bob  is  brought 


nearly  over  the  nail  by  driving  down  first 
one  leg  and  then  another,  then  moving 
the  feet  of  the  tripod  until  the  point  of 
the  plumb  bob  exactly  covers  the  nail.  If 
the  instrument  having  a  shifting  head 
much  time  and  trouble  will  be  saved. 
Hubs  should  be  placed  at  the  summits 
and  bases  of  hills,  so  as  to  avoid  as  much 
chopping  and  moving  of  the  instrument 
as  possible.  At  intersection  points  the 
hub-stakes  should  be  marked  ^^  apex," 
and  the  angle  to  right  or  left  should  be 
written  on  another  of  the  squared  faces. 
The  best  kind  of  a  hub  is  the  stump  of 
a  tree  that  comes  directly  on  line,  for  it 
cannot  be  knocked  out  of  place.  In  run- 
ning through  comparatively  level  country 
it  is  well  to  keep  as  much  as  possible  to 
the  low  ground  without  lengthening  the 
line  greatly  or  making  it   too  crooked. 

It  is  to  be  remembered  that  the  survey 
is  not  a  final  one,  so  that  it  does  not  pay 
to  turn  out  for  a  small  ridge,  but  to  go 
over  it  and  take  a  cross  section  on  the 
summit  to  where  it  tails  off.  In  case  of 
trying  to  reach  a  summit,  it  is  necessary 
to  foUow  the  contours  of  the  hills  so  as 
to  obtain  a  gradual  rise.  In  hilly  coun- 
try where  the  line  rises  and  falls  in  long 
stretches,  the  best  way  to  proceed  is  to 
follow  up  a  stream  to  near  its  source, 
then  cut  across  the  divide  and  follow 
down  another  stream  on  the  other  slope. 
If  the  banks  of  a  river  are  high,  a  good 
crossing  can  often  be  found  by  going  up 
stream,  where  they  are  usually  lower.  In 
crossing  a  lake  on  the  ice  sqnndings 
bhould  be  taken,  as  it  might  be  found 
desirable  to  drain  the  lake. 

Offsets  usually  are  taken  at  right 
angles  to  the  line,  but  sometimes  inclined. 
Short  ones  can  quickly  be  turned  off  by 
standing  on  the  centre  line,  stretching 
the  arms  at  full  length  along  the  line, 
then  bringing  them  suddenly  together; 
with  a  little  practice  a  right  angle  can 
thus  be  turned  quite  accurately.  For 
long  distances  it  is  necessary  to  use  an 
instrument  of  some  sort,  a  cross  head 
being  as  good  as  any.  Offsets  are  needed 
to  locate  the  bases  of  hills  and  the  edges 
of  streams.  Traverses  of  ridges  or  rivers 
are  most  easily  made  with  the  compass, 
provided  there  is  no  local  attraction,  by 
setting  up  at  every  alternate  station  and 
reading  the  bearing  of  both  lines  inter- 
secting at  that  point.  The  compass  is 
sometimes  used  on  the  main  line  in  level 
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country  where  there  is  no  great  local  at- 
traction. Very  often  there  is  no  instru- 
ment used  at  all,  except  at  the  angles, 
the  long  tangents  being  run  in  by  pickets. 
It  is  surprising  with  what  accuracy  work 
can  be  done  by  the  compass  and  pickets 
in  a  comparatively  level  country.  Run- 
ning a  picket  line  in  the  bush  is  quite  a 
different  affair  from  what  is  taught  at 
the  R.  P.  I.  during  the  chain  survey,  it 
may  therefore  be  well  to  describe  the 
operation :  The  pickets  are  thin  straight 
saplings,  about  five  and  a  half  feet  in 
length,  brought  to  a  long  fine  point  at 
the  top,  and  sharpened  at  the  lower  ends 
for  pushing  into  the  ground.  The  tops 
of  two  of  them  are  set  on  line  by  the  in- 
strument about  fifty  feet  apart;  a  third 
is  then  set  about  fifty  feet  farther  on,  the 
top  being  brought  exactly  on  line  with 
the  others.  A  check  on  the  work  can 
always  be  obtained  by  glancing  back 
along  the  line  and  ascertaining  if  the  last 
three  or  four  pickets  are  in  one  straight 
line.  A  pair  of  field  glasses  is  of  great 
assistance  in  picketing.  To  "  tie  on  "  to 
an  old  line,  set  a  hub  on  each  side  of  it, 
drive  a  nail  in  each  along  the  line  of 
sight  of  the  instrument,  and  stretch  a 
string  tightly  between  the  nails.  Next 
take  up  the  instrument,  set  it  up  on  the 
old  line,  and  in  its  direction,  and  sight 
to  a  picket  moved  along  the  string  until 
covered  by  the  vertical  hair;  then  drive 
a  hub  and  set  a  nail  at  the  point  thus 
found. 

After  the  transit  party  has  made  a 
good  start,  the  levelers  commence  work ; 
they  should  never  approach  the  transit 
closely  enough  to  disturb  the  back  picket. 
If  the  second  leveler  finds  a  difference 
of  more  than  one-tenth  of  a  foot  be- 
tween benches,  the  levels  should  be  re- 
checked.  The  speaking  rod  is  almost 
exclusively  used  in  bush  work;  it  is  much 
better  than  the  target  rod  for  rapidity, 
and  the  leveler  is  not  at  the  mercy  of 
his  rodman,  who  may  often  be  too  ignor- 
ant to  read  the  rod.  Care  should  be 
taken  to  equalize  back  sights  and  fore 
sights,  and  neither  should  exceed  for 
accurate  work  four  hundred  feet. .  It  is 
possible  to  read  an  ordinary  rod  on  a 
clear  day  at  eight  or  nine  hundred  feet, 
but  one  cannot  rely  on  levels  so  taken. 
The  best  kind  of  level  for  rapid  work,  as 
far  as  my  experience  goes,  is  the  Pasto- 
relli.    It  is  fourteen  inches  in  length  and 


has  a  ball  and  socket  joint,  by  means  of 
which  it  can  be  set  up  in  places  where  it 
would  be  impossible  to  use  an  ordinary 
Y  level.  The  telescope  being  an  invert* 
ing  one  may  cause  a  little  trouble  at  first, 
but  it  does  not  take  long  to  become  ac- 
customed to  that.  The  best  kind  of 
rod  is  a  piece  of  well-seasoned  pine  wood 
sixteen  or  eighteen  feet  long,  four  inches 
wide  and  one  and  a -half  inches  thick  at 
bottom,  three  inches  wide,  and  three- 
quarters  of  an  inch  thick  at  top,  and 
divided  into  tenths  and  half-tenths.  The 
form  of  level  book  should  be  that  shown 
in  the  figure  below: 

Sta.  B.S.  Int.  F.8.Ih.I.!  Elev.        Remarks. 


The  F.  S.  column  is  for  turning  points 
alone^  so  that  by  adding  up  the  B.  S.  and 
F.  IS.  columns,  subtracting  one  from  the 
other,  and  comparing  the  remainder  with 
the  difference  in  elevation  of  the  starting 
and  final  points,  a  check  on  the  accuracy 
of  the  book  can  be  obtained.  Bench 
marks  should  be  made  about  every  fif- 
teen hundred  feet,  and  should  be  well 
defined  so  as  to  catch  the  eye  readily. 
The  ordinary  method  of  making  them  is 
to  blaze  the  side  of  a  tree  or  stump,  drive 
a  nail  into  a  projecting  knob  on  the  root 
and  write  the  elevation  of  the  top  of  the 
nail  on  the  blazed  part,  together  with 
the  distinguishing  mark  of  the  survey 
party.  The  exact  location  of  the  bench 
should  be  noted  in  the  level  book  in  the 
column  for  remarks.  To  make  a  ii^ood 
bench  mark  without  the  use  of  a  nail, 
slice  off  the  side  of  a  stump  to  very  near 
the  bottom,  and  bring  the  remaining  part 
to  a  rounded  apex. 

The  leveler  should  note  every  stream 
and  river  crossed,  its  size,  direction,  level 
of  surface,  difference  of  levels  between 
high  and  low  water,  velocity  of  current, 
probable  discharge,  and  any  peculiarities 
which  it  may  seem  to  possess.  While  in 
the  field  it  is  not  necessary  to  work  out 
the  elevations  of  intermediates;  it  is  suf- 
ficient to  know  the  height  of  instrument 
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and  the  elevations  of  bench  marks. 
Every  evening  the  leveler  should  "make 
up"  his  book  and  plot  the  profile.  Lev- 
eling can  be  done  very  rapidly  in  win- 
ter, as  traveling  on  snow  shoes  is  so 
mnch  easier  than  ordinary  walking  in 
the  bush.  The  uncertainty  a**  to  the 
shape  of  the  ground  beneath  the  snow 
makes  it  sometimes  difficult  to  get  a 
good  set-up,  but  if  the  three  legs  of  the 
tripod  be  kept  vertical  and  the  snow  be 
packed  well  about  them,  the  instrument 
will  be  kept  as  steady  a-*  in  any  ordinary 
set-up.  If  the  rodman  carry  a  three- 
foot  stake  to  be  pushed  through  the 
snow  to  the  ground  at  intermediates,  and 
upon  which  the  rod  is  placed,  m\ich  time 
may  be  saved.  In  this  case  care  should 
be  taken  to  add  three  feet  each  time  to 
the  reading  of  the  rod.  The  transit 
book  ordinarily  used  has  one  page  ruled 
into  squares,  each  side  representing  one 
hundred  feet,  and  the  other  page  ruled 
for  remarks,  a  red  line  running  through 
the  center  of  each.  In  case  there  be  a 
topographer  in  the  party,  the  transitman 
need  make  note  only  of  the  chainage, 
magnetic  bearings  and  deflection  angles, 
being  sure  to  ^tate  whether  they  are  to 
right  or  left.  But  if  there  be  no  topog- 
rapher, it  will  be  necessary  for  him  to 
keep  fnll  topographical  notes.  These 
consist  of  offsets  to  right  and  left  wher- 
ever necessary,  contours  of  hills,  courses 
of  streams,  observations  as  to  the  quality 
of  timber  and  soil,  location  of  ridges 
and  lakes,  etc.,  etc. 

The  first  entry  in  a  note  book  each 
morning  should  be  the  name  of  the  per- 
son acting  as  transitman,  leveler  or  to- 
pographer, as  the  case  may  be.  All  notes 
should  be  clearly  and  distinctly  made  in 
pencil  on  the  spot;  no  additional  notes 
should  be  entered  with  the  original  notes 
after  the  day  on  which  the  latter  are 
written.  Field  notes  should  not  be  inked 
or  changed  in  hnj  way ;  copies  of  them 
may  be  made  in  ink  and  reduced  levels 
entered  in  ink.  This  is  to  prevent  what 
is  called  "cooking"  the  notes,  an  of- 
fence of  which  no  true  engineer  is  ever 
guilty.  Any  man  found  tampering  with 
the  level  notes  or  benches,  or  trying  any 
scheme  to  make  poor  work  pass  tor  good, 
gets  his  discharge  without  any  compunc- 
tion on  the  part  of  the  chief  engineer  or 
those  who  are  interested  in  seemg  work 
well  done.    A  plot  of  the  day's  work 


should  be  made  every  night  and  the  lati- 
tude and  departure  worked  out.  Checks 
on  the  work  should  be  made  as  often  as 
possible.  The  check  for  deflections  is 
made  by  taking  an  observation  of  the 
pole  star  every  ten  or  fifteen  miles  and 
comparing  the  reckoned  true  bearing 
with  the  observed,  after  making  the 
proper  correction  for  conveyance.  This 
is  found  as  follows:  Let  n=  the  num- 
ber of  miles  in  a  degree  of  longitude,  a 
quantity  depending  upon  the  latitude  of 
the  place,  then  will  60-^n=the  correc- 
tion in  minutes  per  mile  of  longitude. 
Galling  m  the  number  of  miles  of  longi- 
tude between  the  two  points  considered, 
QOm-7-n  will  be  the  required  correction. 
A  check  for  the  distance  can  be  roughly 
obtained  by  ascertaining  the  latitude  and 
longitude  of  various  points  along  the 
line,  by  observations  of  the  stars.  Checks 
can  sometimes  be  obtained  by  tying  on 
to  old  lines.  If  an  error  be  found  in  the 
direction  of  the  line,  it  may  have  been 
made  by  recording  an  angle  to  the  wrong 
side;  to  ascertain  if  such  be  the  case, 
divide  the  error  by  two  and  see  if  there 
be  an  angle  on  the  plot  which  is  equal  or 
very  nearly  equal  to  this  result.  If 
there  be  one  the  chances  are  that  the 
mistake  was  made  in  that  way.  In  case 
the  error  cannot  be  located,  it  will  be 
necessary  to  go  over  the  work  again, 
commencing  at  the  point  where  the  next 
to  last  observation  was  taken.  Errors 
are  sometimes  made  in  reading  a  deflec- 
tion angle,  and  sometimes  by  making  a 
crook  in  the  line  owing  to  the  transit 
being  out  of  adjustment  or  level.  When- 
ever an  observation  of  the  pole  star  is 
made,  the  variation  of  the  needle  should 
be  noted.  As  the  survey  progresses,  the 
engineer  in  charge  should  project  a  loca- 
tion line  on  the  map  by  means  of  the 
cross  sections  taken  to  right  and  left,  in 
order  to  give  a  general  idea  of  where  the 
true  location  of  the  road  will  be.  lie  is 
expected  to  keep  a  diary  in  which  to 
note  the  progress  of  the  work  each  day, 
the  difficulties  overcome,  and  everything 
relating  to  the  survey.  He  should  see 
that  the  camp  is  properly  supplied  with 
everything  needed,  and  should,  if  possi- 
ble, have  depots  for  provisions  made  at 
points  near  which  the  line  will  pass,  so  as 
to  avoid  packing  them  over  the  line. 
Camp  should  be  moved  every  three  or 
four  miles,  in  order  to  avoid  long  walks 
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to  the  place  of  starting  work  in  tlie 
morning.  It  may  be  necessary  during 
the  progress  of  the  survey  to  forward 
special  instructions  to  the  engineer  in 
charge;  for  this  and  other  reasons,  that 
officer  should  take  especial  care  that 
whenever  the  camping  ground  is  changed, 
a  notice  be  distinctly  written  upon  a  tree, 
or  in  some  other  conspicuous  position, 
containing  the  following  information: 

1.  The    distinguishing    letter  of    the 
survey. 

2.  The  number  of  the  camp. 

3.  The  date  of  removal  of  camp. 

4.  The  probable  direction  and  distance 
to  the  next  camping  ground. 

5.  The  name  of  the  engineer  in  charge 
of  the  party. 

'  The  success  of  the  survey  is  materially 
assisted  by  each  man  endeavoring  to 
save  as  much  time  as  he  can.  A  few 
hints  as  to  how  this  can  be  effected  may 
be  of  use.     Before  moving  the  instru- 


one)  have  been  handed  into  the  office,  it 
is  there  decided  what  is  to  be  the  ap- 
proximate location  of  the  line.  The 
party  for  location  is  the  same  as  for  pre- 
liminary, except  that  there  is  no  explorer 
needed.  The  general  style  of  the  work 
is  the  same,  the  principal  differences  be- 
ing that,  as  the  survey  is  a  final  one,  the 
centers  are  run  in  on  the  curves,  and 
greater  care  is  taken  in  getting  the  ele- 
vations of  points  between  the  stakes  and 
on  the  cross  sections.  The  subject  of 
curves  is  so  well  treated  in  Henck's  Field 
Book  for  Engineers  that  it  is  useless  to 
go  into  it  here.  It  will  be  sufficient  to 
state  that  the  formulae  most  often  em- 
ployed are  T— Rtan  i  I  and  C=R  tan  i 
I  tan  i  I,  where  T  is  the  sub-tangent,  R 
the  radius  of  the  curve,  I  the  angle  of 
intersection  and  C  the  crown  distance. 
The  latter  is  used  as  a  check  for  the  cor- 
rectness of  the  first  half  of  a  curve, 
which  is  so  long  as  to   require   several 


ment  the  transitman  should,  if  he  wish 
to  prolong  the  line,  set  two  pickets  on 
line  beyond  the  new  hyb,  in  order  that 
the  axemen  near  continue  their  chopping 
while  he  is'  moving  on  and  setting  up. 
He  can  set  his  own  back  picket,  if  it  be 
left  ready  for  him,  by  placing  it  close 
behind  the  instrument  and  bringing  the 
cross  to  the  level  of  the  eye -piece.  As 
soon  as  point  for  hub  is  called  for,  one  of 
the  axemen  should  commence  making  a 
hub,  and  if  the  ground  require  it,  legs 
for  the  instrument.  The  fore  chainman, 
who  carries  a  light  axe,  should  occupy 
himself  in  cutting  stakes  when  not  busy 
chaining. 

There  is  a  great  variety  of  opinion  as 
to  what  transit  is  the  best  for  bush  work. 
Some  engineers  prefer  those  of  English 
manufacture,  others  those  made  in  this 
country.  The  most  satisfactory  that  I 
have  ever  tried  is  one  of  Qurley's  man- 
ufacture. 

LOCATION. 

After  the  results  of  the  different  pre- 
liminary surveys  (if  there  be  more  than 


changes  of  instrument.  The  number  of 
stakes  put  in  at  one  setting-up  depends 
altogether  upon  the  natural  features  of 
the  ground,  the  degree  of  the  curve  and 
the  size  and  thickness  of  the  timber.  In 
running  around  a  rocky  bluff  it  may  be 
impossible  to  see  more  than  one  hundred 
feet  at  a  time,  especially  if  the  angle  of 
deflection  be  large;  in  which  case  it 
would  be  well  to  put  in  stakes  fifty  feet 
apart. 

In  Plate  I.,  Fig.  1,  suppose  the  transit 
to  be  set  up  at  B  to  run  in  the  curve 
BCDEF,  &c.,  from  the  initial  tangent 
AB.  If  the  points  C,  D,  E  and  F  are  all 
to  be  located  from  the  point  B,  it  will  be 
necessary  to  clear  out  all  the  timber  on 
the  area  included  between  the  chords 
BC,  CD,  DE,  EF  and  FB.  Now  if  the 
curve  be  an  easy  one,  that  is  of  light 
curvature,  say  thirty  minutes,  that  area 
will  not  be  great,  so  that  it  would  take 
less  time  ordinarily  to  do  that  amount 
of  chopping  than  to  make  a  new  set-up 
at  D,  in  which  case  the  areas  of  the  tri- 
angles BCD  and  DEF  only  would  have 
to  be  cleared.     If  the  curve  were  heavy 
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it  can  easily  be  seen  that  time  would  be 
saved  by  making  the  two  setting-up. 
Before  oommencmg  the  chopping,  the 
transitman  decides  how  many  stations 
he  will  lay  off  and  sets  a  picket  on  each 
extreme  chord  (BC  and  BF  in  the  case 
taken  above)  at  a  short  distance,  say 
twenty  feet  from  the  instrument,  so  as 
to  serve  as  a  guide  for  the  axemen.  One 
slight  difference  between  laying  out  a 
curve  in  the  field  and  the  explanation 
usually  given  in  text  books  for  doing  it, 
should  be  noticed.  In  text  books  the 
first  chord  is  taken  to  be  one  hundred 
feet,  while  in  practice  it  very  rarely  oc- 
curs that  a  B.C.  (beginning  of  curve) 
comes  at  an  even  station,  so  that  the  first 
chord  is  nearly  always  less  than  a  full 
chain,  and  the  first  deflection  angle  will 
be  equal  to  the  difference  between  the 


chains  and  79.6  feet;  it  is  always  written 
thus  on  the  hub  stakes.     The  degree  of 
a  curve  should  be  made  as  small  as  pos- 
sible, for  the  longer  the  curve  the  shorter 
the  line;  the  "lay  of  the  ground"  nearly 
always  decides  the  degree  of  curvature 
to  employ  in  connecting  two  tangents, 
that  curve  being  chosen  which  will  give 
I  the  best  profile,  or  in  case  of  a  choice 
between  rock  and  earth  excavation,  the 
I  least  expeyisive  liney  the  limiting  value  of 
I  the  degree  of  curvature,  of  course,  being 
never  exceeded.    This  limiting  value  was 
I  decided  upon  at  the   same  time  as  that 
I  for  the  grades.     Where  a  grade  and  a 
I  curve  occur  together,   a  resistance    to 
I  motion  is  caused  by  each,  so  to  make  the 
effect  not  exceed  that  due  to  the  maxi- 
I  mum  grade  on  a  straight  line,  the  limit 
of  the  former  has  to  be  changed.     It  has 


chainage  of  the  B.C.  and  that  of  the 
next  fall  station  divided  by  one  hundred 
and  multiplied  by  one-half  the  degree  of 
the  curve;  for  example,  if  the  chainage 
of  the  B.C.  is  1021  +  54.6,  and  it  is  a 
three-degree  curve,  the  first  deflection 

.„    ^     1022  — 1021 +54.6X1''30' 
angle    will  be  


100 


46.4 


xr 


_  _    30'=0*^  40'  52''  nearly,  or  in 
100  ^' 

practice  0°  41'.  The  second  angle  of  de- 
flection will  be  2°  11',  the  third  3'  41' 
etc.  If  the  length  of  the  curve  be  925 
feet  (=100  I-7-3<*),  the  chainage  of  the 
E.C.  (end  of  curve)  will  be  1030  +  79.6, 
the  last  chord  will  therefore  be  "l  9.6  feet 
long  and  the  corresponding  deflection 
angle,  or  increase  of  deflection  angle,  as 

79.6 
the  case  may  be,  will  be  r-^+ 1°  30'  = 

1^  Hi'.     By  1030  +  79.6  is  meant  1030 


been  found  experimentally  that  a  one- 
degree  curv'e  causes  as  much  resistance 
as  a  2.4  feet  rise  per  mile,  so  that  the 
limiting  value  for  grades  will  have  to  be 
reduced  by  that  amount  for  every  degree 
of  curvature.  The  value  2.4  was  found 
for  a  speed  of  twenty  miles  per  hour. 

Locations  are  sometimes  made  by  tak- 
ing the  angles  and  distances  directly 
from  the  plot  and  laying  them  out  upon 
the  ground,  but  the  ordinary  way  is  to 
use  the  plot  simply  as  a  guide,  and  to 
run  in  the  tangents  and  put  in  curves  to 
fit.  In  going  around  a  rocky  shore  the 
intersection  points  often  fall  in  the  wa- 
ter, as  shown  in  Plate  I.,  Fig.  2.  To  run 
in  the  curve  FC,  run  the  random  lines  A 
£  and  £  D,  measuring  the  angles  B  A 
E=^  G  E  D=«,  and  II D  K=f,  then  L 
BD=I=t  +  e\  +  i,.  In  the  triangle  EA 
D,  E  A,  E  D  and  the  angle  A  E  D  are 
known,  so  that  D  A  and  the  angles  E  A 
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D  and  EDA  can  be  computed.  This 
will  give  the  angles  BAD  and  B  D  A, 
so  that  in  the  triangle  BAD,  the  sides 
B  A  and  B  D  can  be  found.  After  de- 
ciding upon  the  degree  of  the  curve,  the 
sub-tangent  can  be  calculated  in  the 
ordinary  manner,  the  diflPerences  between 
this  distance  and  the  lengths  A  B  and 
B  D  be  laid  off  from  the  points  A  and  D, 
and  the  curve  run  in  as  usual. 

If  several  location  lines  have  been  run 
in  the  same  neighborhood,  the  stakes  on 
the  one  adopted  should  be  painted,  so  as 
to  readily  catch  the  eye. 

CONSTRUCTION. 

The  first  steps  to  be  taken  after  the 
final  location  has  been  decided  upon  is 
the  clearing  of  the  right  of  way.  The 
width  of  clearing  should  be  about  one 
hundred  and  thirty  feet,  in  order  to  allow 
for  high  banks  and  wide  side  ditches, 
and  for  the  erection  of  a  telegraph  line, 
which  should  be  placed  on  the  berme,  or 
space  between  the  foot  of  the  slope  of 
tne  bank  and  the  side  ditch,  and  always 
on  the  same  side  of  the  line.  As  a  wide 
clearing  is  necessary  to  prevent  trees 
from  falling  on  the  wires,  the  center  line 
of  the  road  should  not  pass  through  the 
middle  of  the  clearing,  out  far  enough  to 
one  side  to  allow  the  telegraph  line  to 
occupy  that  position.  Assuming  the 
average  fill  to  be  three  feet,  the  top 
wi<}th  of  bank  to  be  seventeen  feet  and 
the  slope  ratio  of  the  sides  to  be  one  and 
a-balf  horizontal  to  one  vertical,  this 
would  make  the  slope  stakes  extend  thir- 
teen feet  from  the  center  line,  so  if  the 
latter  be  fifty  feet  distant  from  one  side 
of  the  clearing  and  eighty  feet  from  the 
other,  the  telegraph  line  could  occupy 
the  center.  If  by  reason  of  a  high  bank 
or  a  deep  cutting  the  telegraph  line  be 
brought  too  near  one  side  of  the  clearing, 
the  latter  should  be  widened  there;  and 
in  any  case,  all  trees  which  by  falling, 
would  strike  the  wires  should  be  cut 
down.  The  trees  felled  on  the  clearing 
should  be  winrowed  and  burned,  and 
any  logs  left  by  the  fire  should  be  hauled 
into  the  bush  or  be  burned  a  second  time. 
After  the  line  has  been  properly  cleared, 
andfiot  until  then^  should  the  section  en- 

fineer  commence  operations.  His  first 
uty  should  be  to  lay  out  the  off-take 
drains,  for  full  direciions  concerning 
which,  and  railroad  drainage  in  general, 


see  an  article  on  the  subject  in  the  "  Pi 
Eta  Pamphlfet "  of  1878-9. 

He  should  next  re-establish  the  center 
line,  for  most  of  the  stakes  and  perhaps 
some  of  the  hubs  will  have  been  destroyed 
during  the  clearing.  While  doing  this 
he  should  reference  all  hubs  at  the  be- 
ginnings and  ends  of  curves,  and  on  tan- 
gents at  least  one  in  every  two  thousand 
feet,  and  at  apices  in  the  grade,  in  order 
to  facilitate  the  finding  of  the  center  line 
after  the  grading  is  finished.  The  ordi- 
nary method  of  referencing  is  to  turn 
off  an  angle  of  45°  to  the  tangent,  set  a 
hub  at  100  feet,  driving  a  hub  stake 
beside  it  with  R.  H.  marked  thereon,  re- 
verse the  instrument  and  place  another 
in  the  same  manner;  then  turn  off  an 
angle  of  45^  to  the  other  side  of  the 
tangent  and  proceed  as  before.  Should 
the  natural  features  of  the  country  or 
any  other  cause  prevent  the  setting  of 
hubs  on  both  sides  of  the  line,  it  will  be 
necessary  to  set  two  hubs  on  each  refer- 


ence line,  as  shown  in  Plate  I.,  Fig.  3. 
Care  should  always  be  taken  that  the 
hubs  are  placed  in  positions  where  they 
would  not  be  liable  to  be  disturbed. 

I  have  employed  the  following  method 
and  prefer  it  to  any  other,  although  it 
was  not  in  accordance  with  the  instmo- 
tions  given  to  the  section  engineer  of 
the  road  on  which  I  was  working:  Set 
up  the  instrument  over  the  hub  to  be 
referenced,  turn  it  until  two  trees  are 
found  on  line  with  the  hub,  and  cut 
down  the  most  convenient  one  close  to 
the  ground,  so  that  the  instrument  can 
be  set  up  over  the  stump.  After  having 
clamped  the  plate,  set  a  nail  on  the 
stump,  then  reverse  and  set  another  on  a 
blaze  upon  the  other  tree.  Turn  the  in- 
strument at  about  right  angles  to  this 
reference  line,  find  to  other  trees  on  line 
and  proceed  as  before.  By  this  means 
the  hubs  are  set  so  permanently  that 
even  fire  will  not  destroy  them.     Their 
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positions  should  be  accurately  noted  in 
the  field  book. 

The  next  step  should  be  to  to  run  over 
the  levels  very  carefully,  placing  benches 
at  every  thousand  feet  on  the  edge  of 
the  clearing  most  distant  from  the  cen- 
ter line,  so  as  to  be  out  of  the  way  of 
the  graders.  Benches  should  be  always 
placed  at  both  ends  of  heavy  cuttings 
for  easy  reference  in  driving  grade  plugs, 
during  the  progress  of  the  work. 
Where  the  line  does  not  pass  through 
wooded  country  and  no  convenient  ob- 
ject can  be  found  for  a  bench  mark,  one 
should  be  made  by  sinking  a  post  in  the 
ground  five  or  six  feet  in  order  to  be  be- 
low frost,  and  marking  the  elevation  of 
a  nail  driven  in  the  top  of  it  upon  a 
stake  placed  alongside.  Plugs  two 
inches  in  diameter  and  six  or  eight  long 
should  be  driven  at  the  foot  and  directly 
in  front  of  each  center  stake.  They 
should  be  made  level  with  the  service  of 
the  ground,  and  upon  them  the  leveling 
rod  be  held  when  levels  are  taken. 
Should  the  plugs  not  be  driven  to  the 
surface,  it  will  cause  a  large  discrepancy 
between  the  actual  quantity  of  material 
excavated  and  that  called  for  by  the  pro- 
file. If  the  section  engineer  would  like 
to  avoid  all  chance  of  receiving  an  over- 
hauling from  the  office,  on  account  of 
such  discrepancy,  he  can  do  so  by  clear- 
ing away  from  the  foot  of  each  stake  all 
moss  and  spongy  material  and  driving 
the  plug  down  to  solid  ground.  In  this 
way  the  true  level  of  the  base  of  the 
embankment  would  be  recorded,  for  all 
the  moss,  etc.,  is  compressed  to  almost 
nothing  by  the  weight  of  the  superin- 
cumbent earth.  It  may  be  unnecessary 
labor,  but  it  is  well  to  look  ahead  a  little, 
especially  if  those  in  charge  of  affairs 
are  at  all  inclined  to  be  unreasonable. 

After  the  profile  of  the  line  has  been 
made  on  profile  paper  to  a  scale  of  200 
feet  to  the  inch  horizontal,  and  20  verti- 
cal, the  gradients  should  be  carefully 
established.  The  o>»jects  to  be  attained 
in  fixing  them  are  an  equality  of  cuts 
and  fills  to  as  great  an  extent  as  is  judi- 
cious, and  the  avoidance  of  long  hauls 
and  irregularities  in  the  continuous  grade 
line. 

The  next  thing  to  be  done  is  t#  write 
the  cuts  and  fills  on  the  center  stakes,  at 
the  same  time  setting  the  slope  and 
ditch  stakes.    To  set  the  former  when 


the  ground^  does  not  slope  greatly,  add 
together  (for  earth  cuttings  and  embank- 
ments) one-half  the  width  of  road  bed 
(ordinarily  11  feet  for  cuts  and  8^  f eet 
for  fills),  the  center  cut  or  fill  and  half 
the  latter  quantity  ;  measure  off  the  dis- 
tance so  found  at  right  angles  to  the 
center  line,  estimate  the  rise  or  fall  in 
that  distance,  add  to  or  subtract  from 
the  distance  three  halves  of  the  rifee  or 
fall  and  hold  the  rod  at  this  new  dis- 
tance. The  level  having  been  previous- 
ly set  up  and  the  height  of  instrument 
above  grade  determined,  sight  to  the  rod, 
subtract  the  reading  from  the  latter 
quantity,  and  add  to  it  one-half  the 
width  of  road  bed  and  one-half  of  the 
quantity  itself.  Should  the  sum  thus 
obtained  equal  the  distance  of  the  point, 
where  the  rod  is  held,  from  the  center 
stake,  set  the  slope  stake  there;  if  not, 
try  again  until  the  two  quantities  agree 
within  two  or  three  tenths  of  a  foot. 
Set  the  ditch  stake  outside  of  the  slope 
stake  at  a  distance  equal  to  the  width 
of  berme,  which  varies  from  six  to  fifteen 
and  even  twenty  feet,  according  to  the 
stability  6f  the  material,  the  most  com* 
mon  value  being  ten  feet.  On  the  slope 
stakes  should  be  marked  a.  «.,  and  their 
distance  from  the  center  line;  the  ditch 
stakes  should  be  marked  D.  In  grading 
side  ditches  it  is  a  good  plan  to  drive  a 
plug  four  or  five  feet  outside  of  the 
ditch  stake  and  mark  on  the  latter  the 
cut  below  the  former. 

At  the  same  time  that  the  slope  stakes 
are  being  set,  elevations  should  be  taken 
on  every  cross  section  at  distances  not 
equal  to  the  semi- width  of  road  bed, 
and  wherever  the  slope  changes;  they 
should  be  taken,  too,  at  some  distance 
beyond  the  ditch  stakes.  Gross  sections 
should  be  taken  and  slope  stakes  set 
wherever  the  slope  of  the  ground  or  the 
grade  changes.  Cross  sections  should  be 
set  out  instrumentally  at  right  angles  to 
the  center  line  on  tangents;  and  on 
curved  portions  at  right  angles  to  the 
tangent  of  the  curve. 

The  levels  on  the  cross  sections  should 
be  taken  in  the  same  manner  as  those  on 
the  longitudinal  line,  commencing  on  a 
bench  mark,  and  using  the  same  datum; 
they  should  be  continued  through  a  se- 
ries of  cross  sections  till  another  bench 
mark  is  reached,  on  which  a  level  should 
be  taken  to  test  the  accuracy  of  the  work. 
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Grade  plugs  should  be  driven  at  the 
ends  of  cuttings,  where  the  grade  cuts 
the  natural  surface,  both  on  the  center 
line  and  at  a  distance  on  each  side  equal 
to  the  semi-width  of  road  bed  in  cut- 
tings. Driving  a  grade  plug  where  the 
grade  is  level  is  quite  an  easy  matter, 
for  all  that  is  necessary  is  to  make  the 
rodman  hold  his  rod,  at  different  points, 
until  the  rod  reads  an  amount  equal  to 
the  difference  between  the  height  of  in- 
strument and  formation  level:  but  when 
the  grade  is  a  rising  or  a  falling  one,  the 


change  in  the  height  of  formation  level 
must  be  taken  into  account  every  time 
that  the  rodman  moves  the  rod  in  the 
direction  of  the  line.  It  is  sometimes 
customary,  to  drive,  at  the  ends  of  large 
cuttings,  grade  plugs  two  or  three  feet 
long  and  as  many  inches  in  diameter,  the 
upper  end  being  bound  with  an  iron  ring 
so  as  to  be  useful  as  a  rough  reference 
during  the  course  of  the  work.  The 
form  of  level  book  used  on  construction 
differs  somewhat  from  that  used  on  pre- 
liminary, and  is  given  below. 


Sta. 


B.  S.     Int.     F.  S       H.  T. 


Elev.      Grade.     Cut.     Fill 


Remarks. 


1320+65... v.. 

R.  11 

R.  14,8.8 
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L.  13.6  8  s.... 
L.  80 


T.  P. 
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.. 
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0.54 
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1116.55  1.65 

9.80 

1118.50 

1116.55  1.96 
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, . 

..  1  14.40 

' '     i 
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. , 

0.28 

1122.02 

•• 
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The  notes  here  given  show  the  center 
levels  and  the  cross  sections  taken  to- 
gether, as  would  be  the  case  were  the 
benches  run  m  by  flying  levels.  In  set- 
ting slope  stakes  in  swamps  it  is  not 
necessary  to  use  the  instniment:  simply 
set  them  at  the  distances  called  for  by 
the  fills  marked  on  the  center  stakes,  al- 
lowing a  little  for  the  subsidence  of  the 
surface,  if  it  be  thought  advisable. 

Before  commencing  to  work  a  cutting, 
the  quantity  of  material  in  it  and  its 
quality  should  be  determined,  so  as  to 
decide  how  much  should  be  carried  each 
way,  and  to  ascertain  how  far  it  will 
complete  the  embankment  at  each  end, 
due  allowance  being  made  for  the 
shrinkage  of  the  material.  The  ground 
18  now  ready  for  the  contractor  to  set 
the  graders  to  work. 

As  stated  in  the  article  in  the  Pi  Eta 
Pamphlet,  already  referred  to,  he  should 
commence  operations  at  the  ends  of  the 
off-take  drains  and  continue  them  across 
the  right  of  way  to  the  opposite  side  ditch, 
in  order  to  start  four  gangs  of  men  in 
each  large  depression  of  the  line  to  build 
the  embankment  from  the  side  ditches. 
While  the  embankment  is  being  built, 
both  the  contractor  and  engineer  should 
keep  an  eye  on  the  graders,  especially  if 


they  are  doing  piece  work,  so  as  to  see 
that  the  close  cutting  and  grubbing  are 
properly  attended  to,  and  that  no  poor 
material,  such  as  roots,  moss  or  logs,  is 
thrown  in  the  bank.  The  last,  unless 
very  large,  should  be  kept  higher  in  the 
middle  than  at  the  sides  all  through  the 
progress  of  the  work,  and  when  finished 
the  upper  surface  should  be  rounded  off 
so  as  to  fall  from  four  to  six  inches  from 
center  to  sides.  It  should  be  left  consid- 
erably above  grade,  so  as  to  allow  for 
subsidence,  the  amount  being  determ- 
ined by  previous  experience. 

Bv  the  term  "grubbing"  is  meant 
tearing  the  stumps  out  by  the  roots,  and 
by  "close  cutting,"  chopping  them  down 
nearly  level  with  the  ground.  Grubbing 
occurs  on  the  off-take  drains,  on  side 
ditches,  in  embankments  under  two  feet 
in  depth,  and  in  line  cuttings,  though  it 
is  not  often  paid  for  where  the  cutting 
exceeds  three  or  four  feet,  or  in  borrow 
pits.  Close  cutting  should  be  done  in 
enbankments  over  two  and  under  five  or 
six  feet  in  depth.  A  safe  rule  to  go  by 
is,  "never  to  allow  a  stump  to  reach 
within  two  feet  of  grade,"  for  the  latter 
may  some  time  be  lowered  if  the  bank 
should  sink  uniformly  below  the  origihid 
grade.     It  costs  more  to  chop  one  pro- 
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jeoting  stump  out  of  the  bank  than  to 
olose  out  a  dozen  before  commencing  the 
grading. 

Before  openbg  an  earth  cut  the  engi- 
neer should  see  that  the  side  ditches  are 
finished  as  far  as  the  embankment  will 
extend,  and  that  the  material  excavated 
from  the  former  is  cast  into  the  latter. 
In  shallow  cuttings  it  is  sometimes  neces- 
sary to  excavate  below  grade  in  order  to 
remove  all  the  loose  surface  material, 
and  to  fill  either  with  ballast  or  firm 
earth  taken  from  a  deeper  portion  of  the 
cutting  or  elsewhere.  All  large  stones 
and  boulders  measuring  less  than  27 
cubic  feet,  and  all  loose  rocks  that  mav 
be  removed  with  facility  by  hand,  pict 
or  bar,  without  the  necessity  of  blasting, 
are  classed  as  ^'  loose  rock.^'  All  stones 
and  boulders  measuring  more  than  27 
cubic  feet,  and  all  solid  quarry  rock  are 
classed  as  "solid  rock."  In  cuttings 
composed  of  both  earth  and  solid  rock, 
a  berme  of  six  feet  is  to  be  left  on  the  up- 
per surface  of  the  latter.  Owing  to  its 
removal,  earth  shrinks  from  eight  to 
twenty-five  per  cent,  of  its  volume, 
loose  rock  changes  but  little  and  solid 
rock  occupies  one  and  a  half  times  the 
space  in  embankments  that  it  did  in  its 
natural  state.  Earth  cuttings  and  em- 
bankments have  slopes  of  one  and  a  half 
horizontal  to  one  vertical ;  rock  cuttings, 
one  horizontal  to  four  vertical,  and  rock 
embankments  one  to  one.  Where  the 
side  ditches  and  line  cuttings  do  not  fur- 
nish enough  material  for  the  banks,  bor- 
row pits  are  rendered  necessary.  To  lay 
one  out,  fix  a  line  far  enough  from  the  pit 
not  to  be  disturbed  by  the  excavation, 
and  divide  up  the  surface  of  the  ground 
that  is  to  be  removed  into  squares,  whose 
sides  are  parallel  and  perpendicular  to 
the  line  of  reference,  then  take  the  ele- 
vations of  the  comers  of  these  squares 
above  the  datum  used  on  the  line.  Af- 
ter the  borrow  pit  is  finished,  re-locate 
the  comers  of  the  squares  and  take  their 
new  elevations.  This  divides  the  vol- 
ume removed  into  vertical  square  prisms, 
whose  length  can  be  found  by  averaging 
the  differences  of  the  two  elevations 
taken  at  each  comer.  If  the  length  of 
the  sides  of  the  squares  be  taken  equal 
to  some  multiple  of  three  feet,  the  cal- 
culation of  the  cubical  content  will  be 
greatly  facilitated.  Thus,  if  the  length 
of  each  side  is  thirty  feet  or  ten  yards. 


the  horizontal  section  is  one  hundred 
square  yards.  If  the  average  of  the 
differences  of  elevations  at  the  four  cor- 
ners of  any  square  is  twenty-seven  fee 
or  nine  yards  the  cubical  content  of  the 
prism  will  be  nine  hundred  yards.  Sta- 
tion grounds  should  be  laid  out,  if  possi- 
ble, on  long  tangents  where  the  grade  is 
nearly  level;  or  at  least  does  not  exceed 
nineteen  feet  to  the  mile.  If  it  is  neces- 
sary to  place  one  on  a  curve,  let  the  sta-^ 
tion  house  be  situated  near  the  apex,  to 
allow  the  station  master  to  see  trains 
approaching  both  ways.  Clearings  of 
eight  or  ten  acres  should  be  made  about 
station  houses  to  provide  against  danger 
from  bush  fires,  if  for  no  other  purpose. 

Very  unstable  swamps  or  muskegs  are 
occasionally  crossed  by  the  method 
called  "  logging,"  which  consists  in  plac- 
ing logs  transversely  to  the  line  under 
the  bank,  leaving  their  ends  projecting 
at  least  six  feet  beyond  the  bottoms  of 
the  slopes.  When  this  is  done,  the 
ground  must  not  be  broken  for  side 
ditches. 

Sloping  ground  covered  with  pasture 
should  be  ploughed  to  prevent  sliding, 
before  the  embankment  be  built  thereon. 

Measurements  of  material  removed, 
should,  whenever  possible,  be  taken  in 
excavation,  and,  when  taken  in  embank- 
ment, due  allowance  should  be  made  for 
both  shrinkage  and  subsidence  of  the 
natural  surface.  Preliminary  estimates 
are  made  from  the  profile  by  averaging 
end  depths;  quantities  in  ditches  are 
taken  out  bjr  the  method  of  **end  areas;" 
and  in  cuttings  by  either  the  last  men- 
tioned method,  or  by  the  "  prismoidal 
formula,"  which  is  given  by  the  equation 
V=/-r-6(A-f4M-hB),  where  V  is  the 
cubical  content,  /  the  length  between  the 
sections,  A  the  area  of  one  cross  section, 
B  that  of  the  other,  and  M  that  of  the 
cross  section,  which  is  not  measured  on 
the  ground.  Its  value  can  be  obtained 
by  reducing  each  end  area  to  an  equiv- 
alent area  between  parallel  bases  by  the 
formula  A=i(A/6A+^— ft),  where  h  is 
the  width  of  road  bed  and  h  the  depth 
of  the  equivalent  area,  and  calculating 
the  area  corresponding  to  the  mean  or 
the  two  depths  thus  found.  It  is  some- 
times obtained  by  calculating  the  area  of 
an  assumed  cross  section,  all  the  variable 
dimensions  of  which  are  taken  to  be  a 
mean  between  the  corresponding  dimen* 
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sions  of  the  two  end  sections.  The  fol- 
lowing example  will  serve  to  illustrate 
the  different  methods  mentioned. 

The  easiest  way  to  calculate  the  area 
of  a  cross  section,  whose  dimensions  are 
given,  as  in  Figs.  4,  6  and  6,  Plate  I.,  is 
to  add  together  twice  the  center  depth 


two  in  this  case  gives  11 16.5  cubic  yards, 
which  agrees  almost  exactly  with  that 
obtained  by  the  prismoidal  formula — 
this  merely  accidental,  owing,  perhaps, 
to  the  similarity  of  the  sections.  On 
uneven  ground  cross  sections  ought  not 
to  be  taken  far  enough  apart  to  make 


--« -^ 


32 


and  the  depth  at  each  Hide  of  the  road 
be<l,  multiply  the  sum  by  the  width  of 
the  latter  and  divide  by  four.  Then 
multiply  each  of  the  side  depths  by  the 
horizontal  distance  of  the  slope  stake 
from  the  side  of  the  road  bed,  add  the 
results  together,  divide  by  two  and  add 


the  area  of  one  more  than  double  that 
of  the  next.  In  Henck's  Field  Book  can 
be  found  formula  for  many  special  cases 
of  earth  measurement. 

The  office  work  of  a  section  engineer 
comprises  the  making  of  a  working  pro- 
file and  plan,  and  the  filling  out  of  a  sec- 


Fig.  5 


22 


to  the  quotient  ihe  area  first  found.  By  tion  book,  cross-section  sheets  and  re- 
flo  doing  there  will  result  in  this  case,  turn  sheets.  On  the  profile  the  final 
A=47t>  sq.  ft ,  B=:147  sq.  ft.,  and  M=  |  gradients  should  be  drawn  in  red  and  the 
291.6  sq.  ft.  (from  diagram).  By  the  |  surface  of  the  ground  in  black.  It 
rule  first  given,  M  would  equal  296.4  sq.  i  should  be  completed  by  drawing  black 
ft.,  which  shows  how  closely  the  two  j  vertical  lines  at  every  100  feet,  on  which 
methods  agree.  I  should  be  written  in   black  figures  the 


If  Z=100, 

By  mean  depth, V=1072  cubic  yards. 

By  end  areas V=1159      *' 

By  prismoidal  for- 
mula, Ist  case. ...  V=  1116      '* 

By  prismoidal  for- 
mula, 2d  case....  V=1106      *' 

The  method  of  end  areas  always  gives 
an  excess,  and  the  method  of  mean 
depths  a  deficiency.     An  average  of  the 


height  of  the  surface  of  the  ground 
above  datum,  as  ascertained  by  the 
levels  taken  on  the  plugs;  immediately 
above  these  should  be  placed  the  forma- 
tion level  in  red  figures;  the  height  of 
fills  should  be  placed  below  the  surface 
heights,  and  the  depth  of  cuts  above  for- 
mation level.  Cuts  and  fills  should  be 
written  in  black  figures  having  been  as- 
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certained  by  sabtraoting  surface  and 
fonnation  levels,  the  one  from  the  other. 
At  each  change  of  gradient,  the  vertical 
lines  should  be  in  red  and  the  height  of 
formation  level  written  in  the  same 
color,  but  with  larger  figures  than  at 
the  intermediate  stations.  Where  side 
ditches  occur  they  should  be  indicated 
by  blue  lines  at  the  level  of  their  bot- 
toms, and  the  center  depth  of  cutting 
should  be  marked  in  blue  figures  on  the 
black  vertical  lines.  At  the  bottom  of 
the  profile  should  be  shown,  in  blue,  the 
curves  in  the  line,  with  the  stations 
where  they  begin  and  end,  as  well  as 
their  degrees  of  curvature;  and  at  the 
top  should  be  indicated  the  quality  of 
the  timber  and  ground,  stream  and  road 
crossings,  culverts,  etc.  In  preparing 
plans,  all  existing  objects,  as  roads,  build- 
mgs,  fences,  etc.,  should  be  drawn  in 
black  lines;  water  should  be  indicated 
by  a  blue  tint;  and  works  to  be  construe- 
tedy  as  deviations  of  roads  and  streams, 
also  the  eenter  line  of  the  railway  and 
the  limits  of  land  required  for  railway 
purposes  should  be  shown  in  red  lines. 

The  section  book  should  be  filled  up 
so  that  it  will  form  a  complete  and  accu- 
rate record  of  all  the  longitudinal  and 
transverse  measurements  and  levels.  In 
the  upper  portion  of  each  page  should 
be  entered,  in  the  proper  place,  the 
chainage  to  every  station  and  intermedi- 
ate point  on  the  center  line,  each  change 
of  gradient,  with  its  rate  of  inclination, 
the  height  of  surface  as  well  as  forma- 
tion level  at  each  station  and  intermedi- 
ate point,  and  the  corresponding  depth 
of  cutting  or  filling.  The  lower  part  of 
the  page  should  have  every  cross  section 
regularly  entered,  giving  the  distances 
on  each  side  of  the  center  line,  and  the 
height  above  or  depth  below  formation 
level;  the  slope  stakes  should  also  be 
designated.  Tables  of  bench  marks  and 
reference  hubs  should  be  made .  at  the 
beginning  of  the  section  book.  Cross 
sections  are  plotted  on  paper  ruled  for 
the  purpose  into  squares,  each  square 
representing  one  foot;  their  dimensions 
and  areas  should  be  marked  thereon. 
The  return  sheets,  which  are  large, 
should  be  ruled  horizontally  and  verti- 
cally, and  on  them  should  be  kept  an 
account  up  to  date  of  all  material  moved 
or  used  on  the  section.  The  vertical 
colamns,  which  are  ,of   varying   width 


according  to  what  is  to  be  written  in 
them,  should  contain  the  following  quan- 
tities (with  others  if  need  be),  though 
not  necessarily  in  the  exact  order  here 
given:  Stations  from  and  to,  clearing, 
close  cutting,  grubbing,  line  cutting,  side 
ditches,  borrow  pits,  off-takes,  catch- 
water  drains,  rip-raps,  masonry,  stone 
drains,  pole  drains,  piles,  lumber,  ties, 
timber  and  totals.  The  divisions,  line 
cutting,  side  ditches,  and  off- takes  should 
each  be  subdivided  into  three  columns 
for  earth,  loose  rock,  and  solid  rock,  bor- 
row pits  and  catch- water  drains  into  two 
each,  for  earth  and  loose  rock;  piles  into 
two,  for  amount  delivered  and  amount 
driven,  and  the  timber  into  as  many  as 
there  are  different  sizes  used  on  the 
work.  Grubbing,  close  cutting  and 
clearing  are  measured  by  the  acre;  earth, 
loose  rock,  solid  rock,  rip-raps  and  ma-  , 
sonry  by  the  cubic  yard;  stone  drains, 
pole  drains,  piles  and  timber  by  the 
linear  foot;  ties  by  number,  and  lumber 
by  board  measure.  Before  making  out 
the  first  return  sheet,  the  line  should  be 
divided  into  groups  so  that  the  cuts  and 
fills  will  come  in  separate  divisions.  For 
instance,  if  the  chainage  of  one  end  of 
a  cutting  were  1628 -f  43  and  the  begin- 
ning of  the  next  were  1640  +  64,  the  di- 
vision, which  would  be  for  a  fill,  would 
be  made  from  the  first  mentioned  chain- 
age  to  the  last,  and  the  quantities  re- 
corded would  appear  in  the  columns 
marked  side  ditches,  off-takes  and  per- 
haps borrow  pits.  If  the  chainage  at 
the  end  of  second  cutting  were  1648 -f 
20,  the  division  would  include  all  be- 
tween station  1640 -f  64  and  that  station, 
and  the  quantities  recorded  would  ap- 
pear in  the  columns  of  line  cutting  and 
catch-water  drains.  When  some  of  the 
divisions  would  thus  be  rendered  too 
long  for  convenience  in  keeping  the  ac- 
counts, it  will  be  necessary  to  subdivide 
them,  taking,  if  practicable,  the  chain- 
age of  some  natural  or  artificial  feature 
of  the  ground,  such  as  a  stream,  or  a  cul- 
vert opening  as  the  point  of  division. 
The  column  for  totals  should  be  divided 
into  three  parts,  for  earth,  loose  rock, 
and  solid  rock.  It  is  filled  by  adding  up 
the  quantities  of  each  kind  of  material 
in  each  horizontal  line,  and  entering  the 
sum  on  that  line  in  its  proper  place.  Af- 
ter all  the  columns  are  filled,  add  them 
up  vertically  and  place  the  sums  so  ob- 
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tained  on  a  horizontal  line  below  the  ool- 
nmns,  each  in  its  proper  place;  then  add- 
ing the  total  amounts  of  earth,  loose 
rock  and  solid  rock  in  this  horizontal  line 
(excluding  those  under  the  total  col- 
umns), the  amounts  so  obtained  should 
equal  those  found  by  casting  up  the  to- 
tal columns.  To  find  for  what  the  con- 
tractor is  to  be  paid,  subtract  from  each 
of  the  totals  the  totals  taken  from  the 
last  return  sheet.  In  this  way  can  be 
readily  seen  by  simply  examining  the  re- 
turn sheet,  exactly  what  amount  of  work 
has  been  done  and  its  distribution  along 
the  line. 

Many  of  the  directions  here  given  for 
the  manner  of  doing  the  office  work  are 
taken  with  very  little  change  from  the 
instructions  given  to  the  staff  on  the 
Canadian  Pacific  Railway;  but  as  the 
officers    of  that  road    have    devoted   a 

freat  deal  of  attention  to  that  subject, 
think  you  will  find  their  methods  to  be 
as  good  as  those  used  on  any  of  the  rail- 
ways on  this  side  of  the  border. 

After  the  grading  has  been  completed 
and  the  ties  have  been  distributed,  the 
engineer  re-locates  the  line  on  the  grade 
very  exactly,  using  a  thin  picket  and  driv- 
ing thin  stakes  (lathes  turned  edgeways 
will  do)  at  every  hundred  feet.  He  also 
drives  very  accurately  grade  plugs  near 
the  stations  to  the  height  of  the  rails. 

To  ballast  the  line  tqe  ties  are  laid  and 
the  rails  spiked  to  them,  so  that  the  train 
can  be  run  slowly  over  the  road  for  the 
purpose  of  distributing  the  ballast.  In 
unloading,  the  train  must  be  kept  work- 
ing to  and  fro  so  as  to  thoroughly  mix 
the  different  qualities  of  ballast,  until  a 
sufficient  quantity  is  deposited  for  the 
first  lift.  The  track  must  then  be  raised 
so  that  there  will  be  an  average  depth  of 
six  inches  beneath  the  sleepers,  and  the 
ballast  must  be  well  beaten  and  packed 
under  and  around  them.  .  As  the  raising 
proceeds  the  end  of  the  lift  should  ex- 
tend over  not  less  than  three  rail  lengths, 
and  before  trains  are  allowed  to  pass 
over  the  inclined  portion  of  the  track,  it 
must  be  made  sufficiently  solid  to  pre- 
vent bending  of  the  rails,  or  twisting 
the  rail  joints.  A  second  lift  is  after- 
wards put  on  in  the  same  manner.  In  wet 
cuttings  an  increased  thickness  of  ballast 
is  often  necessary.  The  surface  of  bal- 
last pits  should  be  stripped  of  soil  where 
such  exists,  and  no  material  whatever 


should  be  placed  on  the  road  bed  but 
good  clean  gravel,  free  from  earth,  day, 
loam,  lor  loamy  sand;  no  large  stones 
should  be  allowed,  the  maximum  size  of 
gravel  being  not  greater  than  three 
inches  in  diameter. 

A  good  deal  more  could  be  said  on  the 
subject  of  "  construction,"  but  as  I  men- 
tioned in  the  beginning  of  these  lec- 
tures, it  is  not  my  intention  to  write  a 
complete  treatise  upon  railroading,  so  I 
will  refer  you  for  further  information  to 
the  works  of  Vose,  Henck,  Trautwine 
and  Gillespie.  However,  as  some  of 
you  may  sometime  go  into  contracting,  I 
will  close  with  a  few  remarks  on  that 
subiect. 

Railroad  contracts  are  let  sometimes 
by  the  mile,  but  more  often  by  the  cubic 
yard  and  other  dimensions.  To  make  a 
successful  bid  it  is  necessary  to  have  a 
very  good  knowledge  of  the  country 
through  which  the  line  is  to  pass,  so  as 
to  be  able  to  estimate  the  cost  of  plant, 
labor,  etc.  The  usual  form  of  tender 
indicates  the  probable  amount  of  each 
kind  of  material,  and  the  bids  are  based 
on  these  quantities.  Now,  if  the  person 
bidding  feels  positive  that  any  of  these 
quantities  are  in  excess,  and  any  others 
in  reduction,  he  can,  by  bidding  low  on 
the  former  and  high  on  the  latter,  keep 
down  the  sum  total  of  his  tender,  and 
yet,  if  it  be  accepted,  run  a  good  chance 
of  making  a  reasonable  percentage.  On 
large  contracts  it  pays  to  send  an  expert 
over  the  line  so  as  to  ascertain  pretty 
definitely  how  to  bid.  Care  should  be 
taken  in  purchasing  supplies,  plant  etc., 
for  the  work;  a  great  deal  of  money  can 
be  saved  by  knowing  how  and  when  to 
buy.  Attention  should  be  paid  to  the 
transportation  of  supplies,  getting  them 
in  sufficient  quantity  when  the  rates  are 
low,  so  as  to  tide  over  the  time  when 
they  will  have  risen.  It  does  not  often 
pay  to  sub-let  a  cutting,  owing  to  the 
I  expense  of  working  it;  if  any  one  can 
I  make  anything  out  of  a  cutting  the  con- 
'  tractor  himself  ought  to  be  able  to  do 
it.  But  in  regard  to  ditch  work  it  is  an 
entirely  another  affair.  Men  are  unwill- 
ing, as  a  general  rule,  to  undertake  such 
disagreeable  employment  as  ditching, 
unless  they  see  a  good  chance  of  earning 
big  wages.  A  grader  will  take  out 
nearly  twice  the  quantity  of  materiid 
per  diem  when  working  for  himftelf,  as 
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when  he  is  paid  by  the  day;  so  it  is 
worth  while  for  a  contractor  to  sub-let 
swamp  work  to  gangs  of  four  or  five,  in 
which  case  it  is  well  to  make  a  written 
agreement  with  the  men,  binding  them 
to  do  good  work  and  to  finish  within  a 
<^ertain  time.  To  insure  the  completion 
of  the  job,  hold  back  ten  per  cent,  of 
their  pay  until  they  finish  everything 
satisfactorily.  Never  pay  by  bank 
measurement,  for  the  navvies  will  be 
sure  to  fill  up  the  bank  with  logs  and 
stumps.  A  common  trick  of  theirs,  es- 
pecially in  winter  when  there  is  snow  on 
the  ground,  is  to  pile  about  six  inches  of 
moss  along  the  edges  of  the  ditches  so 
that  when  the  measurements  are  made 
with  a  tape  and  rod,  the  depths  will  be 
in  excess.  In  working  wet  cuttings  it  is 
often  necessary  to  corduroy  the  road  bed, 
both  in  the  cutting  itself  and  on  the 
^ump,  to  prevent  the  carts  from  sinking 
axle  deep  in  the  clay.  If  the  engineer 
is  a  good-natured  fellow,  he  will  allow 
the  ties  to  be  used  for  the  purpose.  It 
does  them  very  little  harm,  and  saves  a 
great  deal  of  expense. 

The  best  way  to  take  out  loose  rock  is 
by  means  of  sledges.  They  can  be  made 
very  cheaply  by  taking  two  of  the 
spreading  roots  of  a  large  tree  and  brac- 
ing them  across;  no  artificial  joint,  un- 
less it  were  an  expensive  one,  could 
stand  the  stress  that  comes  on  the 
pointed  end  of  the  sledge.  It  is  often 
the  cheapest  way  to  take  out  the  gullet 
of  the  cut  first:  in  which  case  it  is  advis- 
able to  allow  a  slope  ratio  of  one  hori- 
zontal to  four  vertical,  so  that  if  rock  be 
struck  there  will  be  no  difficulty  in  giv- 
ing it  the  propc*  slope.  Contractors 
sometimes  find  it  to  be  economical  to 
waste  the  materials  from  cuttings  where 
the  haul  is  a  long  one  and  the  allowance 
for  extra  haul  is  insufficient  to  cover  the 
extra  expense.  Loose  rock  is  often  hauled 
to  the  mouth  of  a  cut  and  there  wasted, 
the  contractor  replacing  it  at  his  own 
expense  by  an  equal  amount  of  earth. 
Rock  outs  should  be  kept  to  the  full 
width  and  depth  as  the  work  progresses, 
for  it  is  very  expensive  takine  up  bot- 
tom. Ties  shonla  be  cut  andnauled*in 
winter.  It  is  to  the  mutual  interest  of 
contractor  and  engineer  to  keep  liquor 
sellers  away  from  the  line. 

In  contracting,  make  your  own  meas- 
urements, MOt  so  much  to  keep  a  check 


on  those  of  the  engineer  as  to  pay  the 
workmen  by,  and  to  enable  you  to  see 
the  cost  of  all  the  different  portions  of 
work. 

It  is  customary  for  contractors  to  keep 
a  store  for  the  purpose  of  supplying  the 
workmen  with  everything  they  need  for 
the  work.  If  not  carefully  watched,  thev 
are  liable  to  overrun  their  account,  and, 
as  they  express  it,  to  "jump  the  job." 

When  sub-letting  a  piece  of  work  con- 
taining loose  rock,  it  is  better  to  bargain 
for  a  lump  price  than  to  pay  so  much 
for  one  kind  of  material  and  do  much 
more  for  another,  because  an  ignorant 
man  is  never  satisfied  with  his  measure- 
ments, in  any  case,  and  naturally  counts 
upon  a  larger  percentage  of  rock  than 
he  IS  likely  to  get. 

No  matter  how  scarce  workmen  may 
be,  it  is  always  good  policy  to  discharge 
a  mutinous  man;  it  keeps  the  rest  upon 
their  good  behavior.  All  the  men  on 
the  work  should  be  cautioned  against 
removing  any  stakes,  benches,  or  other 
landmarks  of  the  engineer. 

It  is  necessary,  on  a  contract  of  any 
size,  to  keep  plenty  of  plant  on  hand, 
especially  such  small  articles  as  nails, 
bar  iron,  horseshoes,  picks,  shovels,  irons 
for  carts,  etc.  On  this  point  I  can  speak 
from  experience;  for  once,  when  in  tem- 
porary charge  of  a  five  mile  contract,  I 
had  to  make  a  journey  of  one  hundred 
and  forty  miles,  half  of  the  distance  on 
foot  through  the  swamp'  in  order  to 
purchase  a  few  horseshoes,  nails  and 
axle  irons;  and  had  to  have  them  packed 
thirty  miles  over  the  line.  They  were 
pretty  expensive  by  the  time  they 
reached  their  destination.  In  contract- 
ing, as  in  everything  else,  it  is  better  to 
do  work  well  in  the  first  place.  One 
loses  in  reputation  more  than  he  saves  in 
pocket  by  doing  scrimp  work,  besides,  in 
the  end,  he  may  have  to  expend  far  more 
for  repairs  than  it  would  have  cost  in 
the  first  place  to  have  completed  every- 
thing according  to  the  terms  of  the  con- 
tract. 

MM.  Grimaux  and  Adam  have  recent- 
ly accomplished  the  synthesis  of  citric 
acid  from  glycerine,  and  Kekul6  an- 
nounces that  he  has  been  working  for 
the  same  object,  but  on  different  lines. 
He  cannot  tell  at  present  whether  he 
has  been  successful. 
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Prom  "The  Architect." 


A  RBPORT  has  been  presented  to  the 
Public  Works  Committee  of  Birming- 
ham by  Mr.  Till,  the  Borough  Surveyor, 
describing  his  visit  to  the  principal  Con- 
tinental towns.  He  savs  that  in  Paris 
every  possible  opportunity  was  given  to 
him  for  the  inspection  of  the  municipal 
works.  The  following  are  Mr.  Till's 
notes  on  the  water  supply,  gas,  paving, 
and  sewage  of  Paris : 

Water  Supply. — Until  1860  all  water 
was  supplied  by  the  water  company 
(Compagnie  G6n6rale  des  Eaux).  In  the 
year  1860  the  City  Council  bought  up 
all  the  company's  rights  and  assets  for 
an  annuity,  during  fifty  years,  of  £46,400, 
payable  quarterly.  At  the  same  time 
the  said  company  was  constituted  the 
administrative  agent  of  the  municipality 
for  all  mattera  relating  to  the  future  wa 
ter  supply.  '1  he  company  receives  in 
this  capacity  a  commission  fixed  thus: 
On  all  annual  receipts  between  £144,000 
and  £240,000,  25  per  cent;  between 
£240,000  and  £400,000,  20  percent;  be- 
tween £400,000  and  £480,000,  10  per 
cent ;  on  all  over  £480,000,  6  per  cent. 
A  long  and  careful  inquiry  by  a  special 
commission  has  just  been  completed,  and 
their  report  presented.  The  main  recom- 
mendation in  the  report  is  that  private 
consumers  shall  have  meters,  and  pay 
according  to  the  quantity  of  water  used. 
The  present  system  of  special  contracts 
according  to  rent  of  house  is  found  to 
be  unsatisfactory  and  exceedingly  waste- 
ful. The  water  supplied  to  the  city  is  of 
two  qualities;  the  best  comes  from  the 
Seine  above  the  city,  from  the  Vanne, 
the  Dhuys,  and  from  the  wells,  the  sup- 
ply from  the  latter  being  about  30  per 
cent,  of  the  total  daily  supply.  The 
Seine  and  other  river  water  is  not  filtered 
before  being  delivered.  The  tempera- 
ture of  the  well  water  is  39°  F.  The 
second  quality  is  from  the  Mamc  and  the 
canals.  This  is  used  for  washing  and 
watering  the  streets,  and  for  industrial 
purposes  generally,  but  not  for  cooking 
or  drinking.  It  is  intended  to  largely 
increase  the  supply  of  this  quality  of 
water,    mainly    for    sanitary    purposes. 


The  municipality  pays  nothing  for  water 
used  for  public  service. 

Gas. — ^This  does  not  belong  to  the 
city.  It  is  the  property  of  a  company 
known  as  the  "  Company  for  Lighting 
and  Heating  by  Gas."  The  charge  for 
public  lamps  varies  with  the  burner 
used.  Of  these  there  are  three  sizes, 
consuming  respectively  100, 140,  and  200 
liters  the  hour.  The  charge  to  the  city 
is,  taking  these  in  the  same  order,  and 
per  hundred  hours,  1^.  3d.,  1«.  ScL  and 
28. 6d  respectively.  If  supplied  by  meter 
the  cost  is  Ss.  lO^d  per  1000  cubic  feet 
The  private  consumers  may  agree  for  so 
much  per  hour  per  burner,  or  may  use 
an  approved  meter.  In  this  case  the 
maximum  price  permitted  by  law  is  7& 
9d.  per  1,000  cubic  feet,  being  double 
what  the  city  pays.  The  same  applies 
to  gas  for  heating  or  for  gas  engmes. 
The  illuminating  power  is  fixed  thus: 
Under  a  pressure  of  3  millimeters,  gas 
burning  at  the  rate  of  115  liters  per  hour 
shall  give  a  light  equal  to  the  light  of 
a  C'arcel  lamp  burning  per  hour  42 
grammes  of  pure  colza  oil(3  millimeters, 
0.12  inch).  Where  private  consumers 
use  meters  they  pay  rent  to  the  company. 
The  city  does  not  pay  rent  for  meters 
registering  gas  used  in  lighting  streets, 
but  it  does  pay  rent  for  those  used  in 
municipal  buildings  of  all  kinds.  The 
gas  company  may  demand  monthly  pay- 
ment in  advance.  The  company  is  not 
allowed  to  demand  any  other  guarantee 
from  the  public.  Recently  a  new  mode 
of  showing  house  numbers  at  night  has 
been  adopted.  An  upright  frame  in  the 
form  of  a  triangular  prism,  eight  inches 
long,  is  fixed  against  the  wall  over  the 
door.  On  each  of  the  two  visible  sidea 
is  a  plate  of  dark-blue  glass,  having  the 
number  in  white  letters.  Inside  the  prism 
is  a  small  gas  jet.  The  first  cost  of  thi& 
apparatus  is  £4,  including  fixing,  and  the 
cost  of  the  gas  about  22^.  per  annum. 

Streets. — ^Of  the  whole  city  street  area 
73  per  cent  is  paved,  22  per  cent  being 
macadamised,  and  3  per  cent,  asphalted. 
It  is  intended  to  pave  all  streets  wnere  the 
traffic  is  heavy.    The  dimensions  of  pav- 
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ing  stones  have  been  the  subject  of  care- 
fnl  inquiry  and  experiment,  and  the  size 
finally  adopted  has  a  surface  of  6^  inches 
by  4  inches,  and  a  depth  of  6^  inches.  On 
Bleep  gradients  larger  stones  are  used. 
Formerly  the  size  was  9  inches  each  way. 
These  stones  were  found  to  get  rounded 
at  the  edges  and  comers,  and  to  present 
an  uneven  surface.  The  steam  rolling  of 
the  macadamised  streets  is  done  by  con- 
tract, the  cost  being  but  little  less  than 
horse  rolling.  The  asphalte  carriage 
wavsare  bedded  on  beton  4  inches  thick, 
well  pressed  down  (in  very  wet  weather 
bitumen  is  used  instead,  as  the  beton 
does  not  set  quickly),  over  the  beton  a 
layer  of  mortar,  and  then,  at  the  end  of 
five  days  a  layer  of  asphalt  1^  inch  thick. 
The  annual  cost  of  footpaths  of  all  kinds 
within  the  city  is  £43,600.  The  cleansing 
and  flashing  of  streets  and  removal  of 
house  refuse  costs  annually  £160,000. 
Each  ward  has  its  own  set  of  sweepers, 
<feo.  Since  1873  a  special  tax  has  been 
levied  for  sweeping  footpaths;  previous- 
ly each  householder  had  to  do  that  duty. 
There  are  in  all  3,120  men  and  women 
employed  in  sweeping  the  streets  and 
removing  refuse.  The  street  watering 
on  paved  streets  is  done  from  April  15 
to  September  30 ;  on  others  from  March 
15  to  October  15.  About  22  per  cent,  of 
the  area  of  the  streets  is  watered  by 
jointed  pipes,  and  the  rest  by  watering 
carts.  The  first  mode  is  stated  to  cost 
only  (ibotU  half  as  micchy  area  for  area, 
as  the  second  mode,  but  then  the  amount 
paid  for  horse  hire  is  nearly  double  that 
m  Birmingham.  The  watering  carts  be- 
long to  the  municipality;  the  horses  be- 
long to  contractors.  The  hydrants  used 
for  street  watering  are  about  40  yards 
apart;  the  jointed  pipes  by  which  the 
water  is  distributed  are  1  inch  in  diame- 
ter, in  seven  lengths  of  8  feet  each,  on 
wheels,  the  joints  being  made  with  gut- 
ta-percha, the  man  with  his  finger  on  the 
nozzle  regulating  the  quantity  of  water 
put  on.  We  found  in  the  Rue  Castigli- 
one,  the  carriageway  whereof  is  22J 
yards  wide,  that  it  took  the  man,  on  an 
average,  thirteen  minutes  to  water  only 
33  yards  in  length  of  carriageway,  and 
as  each  length  is  watered  he  uses  a  broom 
to  sweep  up  the  horse  dung,  &o.  With 
one  of  onr  horses  and  carts  a  man  can 
put  on  thirty-live  loads,  of  330  gallons 
each  per  day,  and  this  quantity  is  suffi- 
YoL   XXIV.— No.  4—21. 


cient  to  cover  82,000  square  yard^,  or 
say  2,843  yards  per  cart  load.  I  do  not 
consider  the  hose  system  suitable  for 
adoption  here,  except  in  the  case  of 
steep  gradients  like  High  Street  and  the 
Bull  Ring,  where  a  horse  would  work 
with  difficulty.  Since  1873  the  house 
refuse  has  had  to  be  placed  each 
night  in  convenient  boxes,  in  front  of 
the  houses,  the  contractor's  carts  calling 
for  and  removing  the  same  early  in  the 
morning.  The  removal  of  this  house 
refuse  costs  the  city  £80,000  per  annum; 
formerly  it  was  a  source  of  income  to 
the  amount  of  £20,000  per  annum.  Two 
causes  are  alleged  for  the  change:  (1) 
deterioration  in  the  value  of  the  refuse, 
owing  to  the  diminished  use  of  wood  as 
fuel,  and  increased  use  of  coal  and  coke 
for  houses  and  factories,  and  (2)  in- 
creased distance  of  farms  from  the  city, 
owing  to  the  increase  of  suburban  villas. 

IVees  in  Streets  and  Squares,  ^Oi 
these  there  are  now  about  90,000,  besides 
20,000  in  the  cemeteries.  The  roots  of  the 
trees  planted  in  the  streets  and  squares 
have  a  network  of  small  drains  for  the 
supply  of  moisture.  These  are  con- 
nected by  a  central  drain,  having  a  valve^ 
and  leading  to  the  main  sewer.  The 
average  cost  of  a  tree,  including  trans- 
planting, propping,  draining,  grid,  &c., 
is  £7,  and  about  90  per  cent,  of  the 
transplanted  trees  succeed.  There  are 
three  nurseries  for  trees,  with  an  area  of 
6i  acres.  The  qualities  sought  in  such 
trees  are  (a)  rapid  growth,  {b)  shade,  (c) 
non-liability  to  attack  by  insects  ;  and 
the  trees  selected  on  these  grounds  are 
chestnut,  elm,  the  western  plane,  lime, 
and  maple.  115  men  are  employed  at- 
tending to  the  trees.  The  seats  in  streets 
and  squares  number  300. 

Sewage, — We  visited  the  great  sewer 
in  the  Rue  de  la  P6pini6re,  being  met 
there  by  the  officers  of  the  municipality, 
detailed  by  order  of  M.  Bufflers.  This 
sewer  was  lighted  up  by  means  of  fifty- 
six  moderator  lamps.  The  man  in  at 
tendance  showed  the  apparatus  for  push- 
ing along  sand  and  mud  deposited  on 
the  bottom  of  the  sewer.  The  sewer 
first  inspected  was  of  the  second  class. 
The  water  pipes  and  gas  pipes  are  at- 
tached to  the  crown  or  sides  of  the  sew- 
ers, thus  avoiding  tearing  up  the  road- 
way when  pipes  need  repairing.  A 
truck,  with  paddle  board   moved  by  the 
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onrrent,  is  used  to  force  along  the  sand 
and  mud.  We  next  visited  the  main 
sewer,  or  collector  of  all  sewage  coming 
from  the  right  bank  of  the  Seine.  The  | 
mean  velocity  in  the  collector  was  165 
feet  per  minute.  The  sewers  receive  (1) 
large  portions  of  street  sweepings;  (2) 
storm  water;  (3)  water  thrown  out  from 
houses;  (4)  contents  of  water  closets; 
(6)  urine  from  closets  fitted  with  double  ^ 
cylinder.  From  500  to  600  men  are  em- 
ployed in  the  sewers,  of  whom  32  work 
m  the  great  collector.  The  length  of 
this  main  sewer  is  7^  miles,  the  length 
of  main  on  the  left  bank  of  river  is  5 
miles,  and  the  total  leneth  of  sewers  in 
the  city  is  600  miles.  The  daily  outfall 
of  all  sewers  is  300,000  cubic  meters,  or 
66,000,000  gallons. 

Cesspools. — Of  these  there  are  still  in 
Paris  about  240,000.  In  the  new  dis- 
tricts the  double  cylinder  is  used;  the 
inner  cylinder  is  pierced  with  holes  to 
allow  of  the  escape  of  liquid  matter  into 
the  outer  cylinder,  and  thence  to  the 
sewer.  The  solid  matter  is  carried  away 
in  closed  carts  and  dried  at  Bondy,  and 
sold  for  manure.  It  retains  but  one- 
eighth  of  the  nitrogenous  elements,  and 
is  of  little  value  as  manure.  The  com- 
pany that  undertakes  this  work  receives 
a  yearly  grant  in  aid. 

Sewage  Farms  at  Gennevilliers. — 
We  visited  the  works  at  Asnieres,  five 
miles  below  the  city,  being  met  by  MM. 
Bufl^ers  and  Durand-Claye.  A  centrifu- 
gal pump,  worked  by  a  400  horse-power 
Corliss  engine,  lifts  in  a  day  about 
18,200,000  gallons  of  sewage  fone-fifth 
of  the  total  amount)  to  a  heignt  of  39 
feet,  into  pipes  which  carry  it  across  the 
Seine  to  the  formerly  arid  chalky  plain 
oi  Gennevilliers  (a  distance  of  about 
6,600  feet)  for  distribution  by  means  of 
open  channels  over  the  fields  and  gar- 
dens. The  tube  is  3  ft.  7  in.  in  diame- 
ter. The  supply  ceases  when  desired  by 
the  farmers.  Besides  this  amount  there 
are  about  8,500,000  gallons  daily  received 
on  another  part  of  this  plain  from  St. 
Ouen,  from  which  it  flows  without  pump- 
ing. The  remainder  of  the  city  sewage 
is  thrown  direct  into  the  Seine,  causing 
a  horrible  stench  for  miles.  The  present 
pumpinff  works  have  cost  £120,000;  the 
proposed  further  expenditure  is  £400,000. 
These  works  have  been  seven  years  in 
operation ;  the  value  of  the  land  on  the 


plain  has  increased  on  an  average  450 
per  cent.,  and  in  one  case  4,000  per  cent., 
or  a  forty-fold  increase.  The  plain  con- 
tains 3,000  acres,  of  which  1,075  are 
treated  with  sewage.  The  main  pipes 
are  of  beton,  varying  from  2  ft.  to  4  ft. 
diameter;  the  smaller  are  of  Doulton's 
glazed  earthenware.  Nine  miles  further 
from  the  city  is  a  suitable  tract  of  land, 
near  St.  Germains,  with  an  area  of  3,750 
acres,  and  the  city  is  in  treaty  with  the 
State  for  its  permanent  acquisition.  If 
successful,  it  is  intended  to  turn  all  the 
sewage  on  to  these  two  plains.  We  saw 
on  the  sewage  farm  all  kinds  of  flowers, 
fruit,  vegetables  and  trees  suitable  to 
the  climate;  the  crops  appeared  healthy 
and  abundant;  the  water  that  had  passed 
through  the  soil  seemed  quite  clean,  and 
was  t^teless.  The  drain  pipes  for 
collecting  this  filtered  water  are  6,600  ft. 
in  length,  the  upper  half,  3,300  ft.,  bav- 
ins holes;  the  lower  part  next  the  outfall 
being  quite  closed.  The  results  of  exper- 
iment so  far,  in  yield,  per  acre,  are  :  Arti- 
chokes, 20,000  to  30,000  heads;  califlow- 
ers,  12,000  heads,  weighing  16  tons;  car- 
rots, 32  to  52  tons;  celery,  over  40  tons; 
cabbage,  56  tons;  onions,  24  to  32 
tons;  potatoes,  12  to  16  tons;  pump- 
kins, 48  to  56  tons.  About  10,000 
cabbages  are  planted  to  the  acre,  and  of 
these  about  two-thirds  succeed.  More 
than  a  million  heads  of  cabbages  are 
taken  from  the  plain  every  year,  each 
weighing  on  the  average  11  lbs.,  or  in  all 
nearly  5,000  tons.  It  was  stated  that 
there  was  no  bad  taste  or  smell  in  the 
plants  so  long  as  only  the  roots  were  in 
contact  with  the  sewage,  and  that  the 
plants  best  suited  to  sewage  treatment 
are  green  succulent  ones.  Young  trees 
thrive  remarkably  well.  The  experiment 
has  shown  that  trees  well  nourished  when 
young  thrive  best  ultimately,  even  if  re- 
moved to  a  poorer  soil.  To  trees  the 
sewage  supply  must  be  stopped  at  the 
end  of  the  summer.  Mint  and  other 
plants,  are  cultivated  for  perfumes  and 
for  flavoring,  and  succeea  remarkably 
well.  Experiments  extended  over  nine 
years  show  that  on  such  soil  as  the  plain 
of  Gennevilliers,  about  3,960,000  per 
acre  per  annum  is  the  quantity  that  can 
be  most  effectively  utilized.  At  this  rate 
about  6,500  acres  would  suffice  for  the 
sewage  of  the  city  with  its  2,000,000  of 
people.    The  sewage  is  now  given  gratis, 
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but  it  is  proposed  to  make  a  small  charge 
to   prevent   abuses.     A   Commission   of  | 
Inquiry  has  jast  reported,  and  its  conclu- , 
sions   may  be   summarized  :     (1)   Green 
plants,    cabbage,    celery,    lettuce,    root 
crops,  and   "  industrial  plants,"  such  as  i 
mint,  are  those  best  adapted  to  sewage 
treatment.     (2)  That  the  distribution  of 


the  sewage  should  be  by  open  furrows,  as 
at  Gennevilliers.  (3)  That  the  supply 
should  be  intermittent  and  frequent.  (4) 
That  sewage  be  not  allowed  to  touch  any 
part  of  the  plant  except  the  root.  (5) 
That  the  place  of  the  furrows  should  be 
frequently  changed. 


THE  KELATION  BETWEEN  ELECTKICITY  AND  LIGHT.* 


From  "Nature.* 


EvKR  since  the  subject  on,  which  I 
have  the  honor  to  speak  to  you  to-night 
has  arranged,  I  have  been  astonished  at 
my  own  audacity  in  proposing  to  deal 
in  the  course  of  sixty  minutes  with  a 
subject  so  gigantic  and  so  profound,  that 
a  course  of  sixty  lectures  would  be  quite 
inadequate  for  its  thorough  and  exhaust- 
ive treatment. 

I  must,  indeed,  confine  myself  care- 
fully to  some  few  of  the  typical  and 
most  salient  points  in  the  relation  be- 
tween electricity  and  light,  and  I  must 
economize  time  by  plunging  at  once  into 
the  middle  of  the  matter  without  further 
preliminaries. 

Now,  when  a  person  is  setting  off  to 
discuss  the  relation  between  electricity 
and  light,  it  is  very  natural  and  very 
proper  to  pull  him  up  short  with  the  two 
questions:  What  do  you  mean  by  elec- 
tricity? and,  What  do  you  mean  by  light? 
These  two  questions  I  intend  to  try 
briefly  to  answer.  And  here  let  me  ob- 
serve that  in  answering  these  fundament- 
al questions  I  do  not  necessarily  assume 
a  fundamental  ignorance  on  your  part  of 
these  two  agents,  but  rather  the  con- 
trary; and  must  beg  you  to  remember 
that  if  I  repeat  well-known  and  simple 
experiments  before  you,  it  is  for  the  pur- 
pose of  directing  attention  to  their  real 
meaning  and  significance,  not  to  their 
obvious  and  superficial  characteristics; 
in  the  same  way  that  I  might  repeat  the 
exceedingly  familiar  experiment  of  drop- 
ping a  stone  to  the  earth  if  we  were  go- 
ing to  define  what  we  meant  by  gravita- 
tion. 

Now,  then,  we  will  ask  first,  what 
is  electricity?    and  the  simple   answer 

•  A  lecture  by  Dr.  O.  J.  Lodge,  delivered  at  the 
London  Instltntion,  on  December  18, 1880. 


must  be,  we  don't  know.  Well,  but  this 
need  not,  necessarily,  be  depressing.  If 
the  same  question  were  asked  about  mat- 
ter, or  about  energy,  we  should  have 
likewise  to  reply,  no  one  knows. 

But  then   the   term  matter  is  a  very 

feneral  one,  and  so  is  the  term  energy, 
hey  are  heads,  in  fact,  under  which  we 
classify  more  special  phenomena. 

Thus,  if  we  were  asked  what  is  sul- 
phur, or  what  is  selenium,  we  should  at 
least  be  able  to  reply,  a  form  of  matter; 
and  then  proceed  to  describe  its  proper- 
ties, i,  6.,  how  itP  affected  our  bodies  and 
other  bodies. 

Again,  to  the  question,  what  is  heat  ? 
we  can  reply,  a  form  of  energy;  and 
proceed  to  describe  the  peculiarities 
which  distinguish  it  from  other  forms  of 
energy. 

But  to  the  question,  what  is  electrici- 
ty ?  we  have  no  answer  pat  like  this. 
We  cannot  assert  that  it  is  a  form  of 
matter,  neither  can  we  deny  it;  on  the 
other  h^nd  we  certainly  cannot  assert 
that  it  is  a  form  of  energy,  and  I  should 
be  disposed  to  deny  it;  it  may  be  that 
electricity  is  an  entity  perae^  just  as  mat- 
ter is  an  entity  per  se. 

Nevertheless,  I  can  tell  you  what  I 
mean  by  electricity  by  appealing  to  its 
known  behavior. 

Here  is  a  battery,  that  is,  an  electrici- 
ty* pump;  it  will  drive  electricity  along. 
Frof.  Ayrton  is  going,  I  am  afraid,  to 
tell  you,  on  the  20th  of  January  next, 
th&iitprodticese\eGtrioitj;  but  if  he  does, 
I  hope  you  will  remember  that  that  is 
exactly  what  neither  it  nor  anything  else 
can  do.  It  is  as  impossible  to  generate 
electricity  in  the  sense  I  am  trying  to 
give  the  word,  as  it  is  to  produce  mat- 
ter.    Of  course  I  need  hardly  say  that 
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Prof.  Aryton  knows  this  perfectly  well; 
it  is  merely  a  question  of  wor^s,  t,  e.,  of 
what  you  understand  by  the  word  elec- 
tricity. 

I  want  you,  then,  to  regard  this  bat- 
tery and  all  electrical  machines  and  bat- 
teries as  kinds  of  electricity  pumps, 
which  drive  the  electricity  along  through 
the  wire  very  much  as  a  water  pump  can 
drive  water  along  pipes.  While  this  is 
going  on  the  wire  manifests  a  whole 
series  of  properties,  which  are  called  the 
properties  of  the  current. 

[Here  were  shown  an  ignited  platinum 
wire,  the  electric  arc  between  to  carbons, 
an  electric  machine  spark,  an  induction 
coil  spark,  and  a  vacuum  tube  glow.  Also 
a  large  nail  was  magnetized  by  being 
wrapped  in  the  .current,  and  two  helices 
were  suspended  and  seen  to  direct  and 
attract  each  other.] 

To  make  a  magnet,  then,  we  only  need 
a  current  of  electricity  flowing  round 
and  round  in  a  whirl.  A  vortex  or 
whirlpool  of  electricity  is,  in  fact,  a 
magnet;  and  vice  versa.  And  these 
whirls  have  the  power  of  directing  and 
attracting  other  previously  existing 
whirls  according  to  certain  laws,  called 
the  laws  of  magnetism.  And,  moreover, 
they  have  the  power  of  exciting  fresh 
whirls  in  neighboring  conductors,  and  of 
repelling  them  according  to  the  laws  of 
diamagnetism.  The  theory  of  the  actions 
is  known;  though  the  nature  of  the 
whirls,  as  of  the  simple  stream  of  elec- 
tricity, is  at  present  unknown. 

[Here  was  shown  a  large  electro-mag- 
net  and  an  induction-coil  vacuum  dis- 
charge spinning  round  and  round  when 
placed  in  its  field.] 

So  much  for  what  happens  when  elec- 
tricity is  made  to  travel  along  conduct- 
ors, I.  e,y  when  it  travels  along  like  a 
stream  of  water  in  a  pipe,  or  spins  round 
and  round  like  a  whirlpool. 

But  there  is  another  set  of  phenomena, 
usually  regarded  as  distinct,  and  of 
another  order,  but  which  are  not  so  dis- 
tinct as  they  appear,  which  manifest 
themselves  when  you  join  the  pump  to  a 
piece  of  glass  or  any  non-conductor,  and 
try  to  force  the  electricity  through  that. 
You  succeed  in  driving  some  through, 
but  the  flow  is  no  longer  like  that  of 
water  in  an  open  pipej  it  is  as  if  the 
pipe  were  completely  obstructed  by  a 
number   of    elastic    partitions    or   dia- 


phragms. The  water  cannot  move  with- 
out straining  and  bending  these  dia- 
phragms, and  if  you  allow  it,  these 
strained  partitions  will  recover  them- 
selves and  drive  the  water  back  again. 
[Here  was  explained  the  process  of 
charging  a  Leyden  jar.]  The  essential 
thing  to  remember  is  that  we  may  have 
electrical  energy  in  two  forms,  the  static 
and  the  kinetic;  and  it  is,  therefore,  also 
possible  to  have  the  rapid  alternation 
from' one  of  these  forms  to  the  other, 
called  vibration. 

Now  we  will  pass  to  the  second  ques- 
tion: What  do  you  mean  by  light? 
And  the  first  and  obvious  answer  is, 
everybody  knows.  And  everybody  that 
is  not  blind  does  know  to  a  certain  ex- 
tent. We  have  a  special  sense-organ  for 
appreciating  light,  whereas  we  have  none 
for  electricity.  Nevertheless,  we  must 
admit  that  we  really  know  very  little 
about  the  intimate  nature  of  light — very 
little  more  than  about  electricity.  But 
we  do  know  this,  that  light  is  a  form  of 
energy;  and,  morever,  that  it  is  energy 
rapidly  alternating  between  the  static 
and  the  kinetic  forms — that  it  is,  in  fact, 
a  special  kind  of  energy  of  vibration. 
We  are  absolutely  certain  that  light  is  a 
periodic  disturbance  in  some  medium, 
periodic  both  in  space  and  time;  that  is 
to  say,  the  same  appearances  regularly 
recur  at  certain  equal  intervals  of  dis- 
tance at  the  same  time,  and  also  present 
themselves  at  equal  intervals  of  time  at 
the  same  place;  that  in  fact  it  belongs 
to  the  class  of  motions  called  by  mathe- 
maticians undulatory  or  wave  motions. 
The  wave  motion  in  this  model  (Powell's 
wave  apparatus)  results  from  the  simple 
up-and-down  motion  popularly  associated 
with  the  term  wave.  But  when  a  math- 
ematician calls  a  thing  a  wave  he  means 
that  the  disturbance  is  represented  by  a 
certain  general  type  of  formula,  not  that 
it  is  an  up-and-down  motion,  or  that  it 
looks  at  all  like  those  things  on  the  top 
of  the  sea.  The  motion  of  the  surface 
of  the  sea  falls  within  that  formula,  and 
hence  is  a  special  variety  of  wave  mo- 
tion, and  the  term  wave  has  acquired  ih 
popular  use  this  signification  and  nothing 
else.  So  that  when  one  speaks  ordinari- 
ly of  a  wave  or  undulatory  motion  one 
immediately  thinks  of  something  heav- 
ing up  and  down,  or  even  perhaps  of 
something  breaking  on  the  shore.     But 
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when  we  assert  that  the  form  of  energy 
oalled  light  is  undulatory^  we  by  no 
means  intend  to  assert  that  anything 
whatever  is  moving  up  and  down,  or 
that  the  motion,  il  we  could  see  it, 
would  be  anything  at  all  like  what  we 
are  accustomed  to  in  the  ocean.  The 
kind  of  motion  is  unknown ;  we  are  not 
even  sure  that  there  is  anything  like  mo- 
tion in  the  ordinary  sense  of  the  word 
at  all. 

Now,  how  much  connection  between 
electricity  and  light  have  we  perceived 
in  this  glance  into  their  natures?.  Not 
much,  truly.  It  amounts  to  about  this: 
That  on  the  one  hand  electrical  energy 
may  exist  in  either  of  two  forms — the 
static  form,  when  insulators  are  electri- 
cally strained  by  having  had  electricity 
driven  partially  through  them  (as  in  the 
Leyden  jar),  which  strain  is  a  form  of  en- 
ergy because  of  the  tendency  to  discharge 
and  do  work;  and  the  kinetic  form, 
where  electricity  is  moving  bodily  along 
through  conductors  or  whirling  round 
and  round  inside  them,  which  motion  of 
electricity  is  a  form  of  energy,  because 
the  conductors  and  whirls  can  attract  or 
repel  each  other  and  thereby  do  work. 

And,  on  the  other  hand,  that  light  is 
the  rapid  alternation  of  energy  from  one 
of  these  forms  to  the  other — the  static 
form  where  the  medium  is  strained,  to 
the  kinetic  form  when  it  moves.  It  is 
just  conceivable,  then,  that  the  static  form 
of  the  energy  of  light  is  e/^c^ro-static, 
that  is,  that  the  medium  is  dectricaUy 
strained,  and  that  the  kinetic  form  of 
the  energy  of  light  is  e/eciro-kinetic,  that 
is,  that  the  motion  is  not  ordinary  mo- 
tion, but  electrical  motion — in  fact  that 
light  is  an  electrical  vibration,  not  a  ma- 
terial one. 

On  November  5th,  last  year,  there 
died  at  Cambridge  a  man  in  the  full 
vigor  of  his  faculties — such  faculties  as 
do  not  appear  many  times  in  a  century 
— whose  chief  work  has  been  the  estab- 
lishment of  this  very  fact,  the  discovery 
of  the  link  connecting  light  and  elec- 
tricity; and  the  proof — ^for  I  believe  it 
amounts  to  a  proof — that  they  are  differ- 
ent manifestations  of  one  and  the  same 
class  of  phenomena — that  light  is,  in 
fact,  an  electro-magnetic  disturbance. 
The  premature  death  of  James  Clerk 
Maxwell  is  a  loss  to  science,  which  ap- 
pears at  present,  utterly  irreparable,  for 


he  was  engaged  in  researches  that  no 
other  man  can  hope  as  yet  adequately  to 
grasp  and  follow  out:  but,  fortunately, 
did  not  occur  till  he  had  published  his 
book  on  "  Electricity  and  Magnetism," 
one  of  those  immortal  productions  which 
exalt  one's  idea  of  the  mind  of  man, 
and  which  has  been  mentioned  by  com- 
petent critics  in  the  same  breath  has  the 
"  Principia  "  itself. 

But  it  is  not  perfect  like  the  "  Prin- 
cipia;" much  of  it  is  rough  hewn,  and 
requires  to  be  thoroughly  worked  out. 
It  Qontains  numerous  misprints  and  er- 
rata, and  part  of  the  second  volume  is 
so  difficult  as  to  be  almost  unintelligible. 
Some,  in  fact,  consist  of  notes  written 
for  private  use,  and  not  intended  for 
publication.  It  seems  n^xt  to  impossi- 
ble now  to  mature  a  work  silently  for 
twenty  or  thirty  years,  as  was  done  by 
Newton  two  and  a  half  centuries  ago. 
But  a  second  edition  was  preparing,  and 
much  might  have  been  improve  i  in  form 
if  life  had  been  spared  to  the  illustrious 
author. 

The  main  proof  of  the  electro  mag- 
netic theory  of  light  is  this.  The  rate 
at  which  light  travels  has  been  meas- 
ured many  times,  and  is  pretty  well 
known.  The  rate  at  which  an  electro- 
magnetic wave  disturbance  would  travel 
if  such  could  be  generated  (and  Mr. 
Fitzgerald  of  Dublin  thinks  he  has 
proved  that  it  cannot  be  generated  di- 
rectly by  any  known  electrical  means) 
can  be  also  determined  by  calculation 
from  electrical  measurements.  The  two 
velocities  agree  exactly.  This  is  the 
great  physical  constant  known  as  the 
ratio V,  which  so  many  physicists  have 
been  measuring,  and  are  likely  to  be 
measuring  for  some  time  to  come. 

Many  and  brilliant  as  were  Maxwell's 
discoveries,  not  only  in  electricity,  but 
also  in  the  theory  of  the  nature  of  gases, 
and  in  molecular  science  generally,  I  can 
not  help  thinking  that  if  one  of  them 
is  more  striking  and  more  full  of  future 
significance  than  the  rest,  it  is  the  one  I 
have  just  mentioned — the  theory  that 
light  is  an  electrical  phenomenon. 

The  first  glimpse  of  this  splendid  gen- 
eralization was  caught  in  1845,  five-and- 
thirty  years  ago,  by  that  prince  of  pure 
experimentalists,  Michael  Faraday.  His 
reasons  for  suspecting  some  connection 
between  electricity    and    light    are  not 
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clear  to  us — in  fact,  they  could  not  have 
been  clear  to  him;  but  he  seems  to  have 
felt  a  conviction  that  if  he  only  tried 
long  enough,  and  sent  all  kinds  of  rays 
of  light  in  all  possible  directions  across 
electric  and  magnetic  fields  in  all  sorts 
of  media,  he  must  ultimately  hit  upon 
something.  Well,  this  is  very  nearly 
what  he  did.  With  a  sublime  patience 
and  perseverance  which  remind  one  of 
the  way  Kepler  hunted  down  guess  after 

fuess  in  a  different  field  of  research, 
araday  combined  electricity,  or  mag- 
netism, and  light  in  all  manner  of  ways, 
and  at  last  he  was  rewarded  with  a  re- 
sult. And  a  most  out-of-the-way  result 
it  seemed.  First,  you  have  got  to  get  a 
most  powerful  magnet  and  very  strongly 
excite  it;  then  you  have  to  pierce  its  two 

Eoles  with  holes,  in  order  that  a  beam  of 
ght  may  travel  from  one  to  the  other 
along  the  lines  of  force;  then,  as  ordina- 
ry light  is  no  good,  you  must  get  a  beam 
of  plane  polarized  light  and  send  it  be- 
tween the  poles.  But  still  no  result  is 
obtained  until,  finally,  you  interpose  a 
piece  of  a  rare  and  out-of-the-way  mate- 
rial which  Faraday  had  himself  discover- 
ed and  made,  a  kind  of  glass  which  con- 
tains borate  of  lead,  ana  which  is  very 
heavy,  or  dense,  and  which  must  be  per- 
fectly annealed. 

And  now,  when  all  these  arrangements 
are  completed,  what  is  seen  is  simply 
this,  that  if  an  analyzer  is  arranged  to 
stop  the  light  and  make  the  field  quite 
dark  before  the  magnet  is  excited,  then — 
directly  the  battery  is  connected  and  the 
magnet  called  into  action— a  faint  and 
barely  perceptible  brightening  of  the 
field  occurs;  which  will  disappear  if  the 
analyzer  be  slightly  rotated.  [The  ex- 
periment was  then  shown.]  Now,  no 
wonder  that  no  one  understood  this  re- 
sult. Faraday  himself  did  not  under- 
stand it  at  all;  he  seems  to  have  thought 
that  the  magnetic  lines  of  force  were 
rendered  lummoup,  or  that  the  light  was 
magnetized — in  fact,  he  was  in  a  fog, 
and  had  no  idea  of  its  real  significance. 
Nor  had  any  one.  Continental  philoso- 
phers experienced  some  difficulty  and 
several  failures  before  they  were  able  to 
repeat  the  experiment.  It  was,  in  fact, 
discovered  too  soon,  and  before  the  sci- 
entific world  was  ready  to  receive  it,  and 
it  was  reserved  for  feir  William  Thom- 
son briefly,  but  very  clearly,  to  point  out. 


and  for  Clerk  Maxwell  more  fully  to 
develop,  its  most  important  consequences. 
[The  principle  of  the  experiment  was 
then  illustrated  by  the  aid  of  a  mechani- 
cal model.] 

This  is  the  fundamental  experiment  on 
which  Clerk  Maxwell's  theory  of  light 
is  based;  but  of  late  years  many  fresh 
facts  and  relations  between  electricity 
and  light  have  been  discovered,  and  at 
the  present  time  they  are  tumbling  in  in 
great  numbers. 

It  was  found  by  Faraday  that  many 
other  transparent  media  besides  heavy 
glass  would  show  the  phenomenon  if 
placed  between  the  poles,  only  in  a  less 
degree;  and  the  very  important  observa- 
tion that  air  itself  exhibits  the  same 
phenomenon,  though  to  an  exceedingly 
small  extent,  has  just  been  made  by 
Kundt  Rontgen  in  Germany. 

Dr.  Kerr,  of  Glasgow,  has  extended  the 
result  to  opaque  bodies,  and  has  shown 
that  if  light  be  passed  through  magnet- 
ized iron  its  plane  is  rotated.  The  film 
of  iron  must  be  exceedingly  thin,  be- 
cause of  its  opacity,  and  hence,  though 
the  intrinsic  rotating  power  of  iron  is 
undoubtedly  very  great,  the  observed 
rotation  is  exceedingly  small  and  diffi- 
cult to  observe;  and  it  is  only  by  very 
remarkable  patience  and  care  and  inge- 
nuity that  Dr.  Kerr  has  obtained  his  re- 
sult. Mr.  Fitzgerald,  of  Dublin,  has  ex- 
amined the  question  mathematically,  and 
has  shown  that  Maxwell's  theory  would 
have  enabled  Dr.  Kerr's  result  to  be  pre- 
dicted. 

Another  requirement  of  the  theory 
is,  that  bodies  which  are  transparent  to 
light  must  be  insulators  or  non-conduct- 
ors of  electricity,  and  that  conductors  of 
electricity  are  necessarily  opaque  to 
light.  Simple  observation  amply  con- 
firms this;  metals  are  the  best  conduct- 
ors, and  are  the  most  opaque  bodies 
known.  Insulators,  such  as  glass  and 
crystals,  are  transparent  whenever  they 
are  sufficiently  homogeneous,  and  the 
very  remarkable  researches  of  Prof. 
Graham  Bell  in  the  last  few  months 
have  shown  that  even  ebonite,  one  of  the 
most  opaque  insulators  to  ordinary  vis- 
ion, is  certainly  transparent  to  some 
kinds  of  radiation,  and  transparent  to  no 
small  degree. 

[The  reason  why  transparent  bodies 
must  insulate,  and  why  conductors  must 
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he  opaque,  was  here  illustrated  by  me- 
chanical models.] 

A  further  consequence  of  the  theory 
is  that  the  velocity  of  light  in  a  trans- 
parent medium  will  be  affected  by  its 
electrical  strain  constant;  in  other  words, 
that  its  refractive  index  will  bear  some 
close  but  not  yet  quite  ascertained  rela- 
tion to  its  specific  inductive  capacity. 
Experiment  has  partially  confirmed  this, 
but  the  confirmation  is  as  yet  very  in- 
complete. But  there  are  a  number 
of  results  not  predicted  by  theory,  and 
whose  connection  with  the  theory  is 
not  clearly  made  out.  We  have  the 
fact  that  light  falling  on  the  plati- 
num electrode  of  a  voltameter  generates 
a  current,  first  observed,  I  think,  by  Sir 
W.  R.  Grove — at  any  rate  it  is  men- 
tioned in  his  "  Correlation  of  Forces  '* — 
extended  by  Becquerel  and  Robert  Sa- 
bine to  other  substances,  and  now  being 
extended  to  fluorescent  and  other  bodies 
by  Prof.  Minchin.  And  finally — for  I 
must  be  brief — we  have  the  remarkable 
action  of  light  on  selenium.  This  fact 
was  discovered  accidentally  by  an  assist- 
ant in  the  laboratory  of  Mr.  Willonghby 
Smith,  who  noticed  that  a  piece  of  sele- 
nium conducted  electricity  very  much 
better  when   light   was   falling  upon  it 


than  when  it  was  in  the  dark.  The  light 
of  a  candle  is  sufficient,  and  instantane- 
ously brings  down  the  resistance  to  some- 
thing like  one-fifth  of  its  original  value. 

I  could  show  you  these  ejects,  but 
there  is  pot  much  to  see;  it  is  an  intense* 
ly  interesting  phenomenon,  but  its  exter- 
nal manifestation  is  not  striking — any 
more  than  Faraday's  heavy  glass  experi- 
ment was. 

This  is  the  phenomenon  which,  as  you> 
know,  has  been  utilized  by  Prof.  Graham 
Bell  in  that  most  ingenious  and  striking 
invention,  the  photophone.  By  the 
kindness  of  Prof.  Silvanu^  Thompson  I 
have  a  few  slides  to  show  the  principle 
of  the  invention,  and  Mr.  Shelford  Bid- 
well  has  been  good  enough  to  lend  me  his 
homemade  photophone,  which  answers 
exceedingly  well  for  short  distances. 

I  have  now  trespassed  long  enough 
upon  your  patience,  but  I  must  just  al- 
lude to  what  may  very  likely  be  the 
next  striking  popular  discovery,  and  that 
is  the  transmission  of  light  by  electrici- 
ty; I  mean  the  transmission  of  such 
things  as  views  and  pictures  by  means 
of  the  electric  wire.  It  has  not  yet 
been  done,  but  it  seems  already  theoreti- 
cally possible,  and  it  may  very  soon  be 
practically  possible. 


SCIENCE  TEACHING  IN  THE  PUBLIC  SCHOOLS. 

Prom  the  Proceedings  of  the  American  Aasociation  for  the  Advancement  of  Science.* 


RbPOBT     op     CoMMrrTBB     OS      SciBNCB  ' 

Tbaching  in  thb  Public  Schools: 

Thb  Committee  appointed  at  the  Sar-  i 
atoga  meeting  of  the  American  Associa- 1 
tion  on  Science  Teaching  in  the  Public ' 
Schools,  respectfally  submit  the  prelimi- 1 
nary  Report. 

The    repeated    appointment    by    thisj 
body,  in  successive  years,  of  committees 
to  look  into  the  scientific  education  of . 
the    public  schools,   must  be   taken    as  I 
showing  that  such  an  inquiry  is  regarded  \ 
as  both  legitimate  and  important.     Yet 
the  duties  of  such  a  committee  have  not 
been  defined  by  the  Association,  nor  have 
any  of  our  predecessors  opened  the  way 

•  The  report  of  the  Committee  on  Science  Teaohine 
in  the  Puolic  Schools.    The  Committee  consisted  of 
B.  L.  Toumans,  A.  R  Grote,  J.  W.  Powell,  N.  S.  Sha- 
er  and  J.  8.  Newt)ery. 


to  a  consideration  of  the  subject.  It  was 
probably  expected  that  we  would  furnish 
a  digest  of  information  from  many  quar- 
ters, as  to  what  sciences  are  taught  in 
the  public  schools,  with  what  facilities, 
and  to  what  extent;  accompanied  by  such 
recommendations  regarding  the  increase 
of  scientific  studies  as  the  results  might 
suggest.  But  our  course  has  not  proved 
to  be  so  clear.  We  have  been  arrested 
at  the  outset  by  a  question  of  the  quality 
of  the  science  teaching  in  these  schools 
which  demands  the  first  consideration. 
There  are  CQrtain  radical  deficiencies  in 
current  science  teaching,  the  nature  and 
extent  of  which  must  be  understood  before 
any  measures  of  practical  improvement 
can  be  intelligently  taken  up.  We  shall 
here  confine  ourselves  to  this  preliminary 
inquiry. 
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The  iDvestigatioDs  has  interest  from 
the  immense  extent,  and  lapidly  increas- 
ing influence,  of  the  American  public 
schools.^-  There  are  now  nearly  one  hun- 
dred and  fifty  thousand  of  these  schools, 
supported  at  an  annual  expense  of  proba- 
bly seventy  or  eighty  million  dollars. 
Maintained  by  state  authority,  they  are 
firmly  established  in  the  respect  and  con- 
fidence of  the  community.  Under  the 
influence  of  normal  schools,  teachers' 
institutes,  systematic  superintendence, 
school  boards,  regulative  legislation,  and 
an  extensive  literature  devoted  specially 
to  education,  they  have  become  organ 
ized  into  a  system  which  is  gradually 
growing  settled  and  unified  in  its  meth- 
ods. With  unbounded  means  and  un- 
limited authority,  these  schools  have 
undertaken  to  form  the  mental  habits  of 
the  great  mass  of  the  youth  of  this  C9un- 
try.  They  prescribe  the  subjects  of 
study,  the  modes  of  study,  and  the  ex- 
tent and  duration  of  studies  for  all  the 
pupils  that  come  under  their  charge. 
The  sphere  of  their  operations  is,  more- 
over, steadily  extending.  They  are 
everywhere  encroaching  upon  the  prov- 
ince of  higher  education,  everywhere 
trenching  upon  private  schools  and  di- 
minishing the  interest  in  home  educa- 
tion. 

It  may  be  assumed  that  the  time  has 
fully  come  when  this  system  must  be 
measured  by  the  standards  cf  science, 
and  approved  or  condemned  by  the  de- 
gree of  its  conformity  to  what  these 
standards  require.  Science  has  become 
in  modern  times  the  great  agency  of  hu- 
man amelioration,  the  triumphs  of  which 
are  seen  on  every  hand  and  felt  in  all 
experience.  Grave  subjects  are  brought 
successively  under  its  renovating  and 
reconstructive  influence;  and  latest  and 
most  important  among  them  is  the  sub- 
ject of  education.  Our  inquiry  now  is, 
now  far  the  public-school  system  has 
availed  itself  of  the  valuable  aid  that 
science  offers  in  the  proper  cultivation  of 
the  minds  of  the  young. 

The  interest  and  necessity  of  such  an 
investigation  will  hardly  bd  denied;  but 
there  may  be  a  query  as  to  its  relevancy 
to  the  appropriate  work  of  this  society. 
The  making  of  science  popular  was  not 
among  the  objects  for  which  our  asso- 
ciation was  formed.  Not  that  its  found- 
ers were  unmindful  of    the  importance 


of  widely  diffusing  the  results  of  re- 
search; but  they  recognized  that  the 
interests  of  science  are  so  vast,  as  to 
be  only  efficiently  promoted  by  division 
of  labor.  Under  the  operation  of  this 
principle  it  was  made  the  distinctive  pur- 
pose of  the  association  to  contribute  to 
the  extension  of  original  science  by  the 
discovery  of  new  scientific  truth,  leaving 
its  dissemination  to  the  schools,  the  press, 
and  the  various  agencies  of  public  en- 
lightenment. Nor  does  your  committee 
understand  that  it  is  now  proposed  to 
depart  from  this  policy;  for  the  inquiry 
before  us  is  really  most  pertinent  to  our 
special  objects.  It  certainly  cannot  be  a 
matter  of  indifference  to  this  body,  from 
its  own  point  of  view,  how  science  is 
dealt  with  in  the  great  system  of  schools 
which,  has  undertaken  the  task  of  mould- 
ing the  youthful  mind  of  the  country. 


e  aim  to  advance  science  by  the  pro- 
motion of  original  investigation,  which 
depends  upon  men  prepared  for  the  work. 
Do  the  schools  of  the  nation,  by  their 
modes  of  scientific  study,  favor  or  hinder 
this  object?  Do  they  foster  the  early 
mental  tendencies  that  lead  to  original 
thought;  or  do  they  thwart  and  repress 
them?  We  have  an  undoubted  concern 
in  this  tnatter,  and  it  is,  moreover,  strictly 
identical  with  that  of  the  community  at 
large;  for  there  can  be  no  better  test 
than  this  of  the  real  character  of  a  school 
system.  When  we  ask  whether  a  mode 
of  teaching  and  a  manner  of  study  are 
calculated  to  awaken  the  spirit  of  in- 
quiry, to  cultivate  the  habit  of  investi- 
gation, and  rouse  independent  thought, 
our  question  goes  to  the  root  of  all  true 
education. 

All  sciences  are  the  products  of  a 
method  of  thinking,  and  it  is  that  method 
which  concerns  us  when  we  propose  to 
regard  it  as  a  means  of  mental  cultiva- 
tion. Science  is  an  outgrowth  of  com- 
mon knowledge,  and  the  scientific  method 
is  but  a  development  of  the  ordinary 
processes  of  thought  that  are  employed 
by  every  bod  V.  1  he  common  knowledge 
of  people  is  imperfect  because  their  ob- 
servations are  vague  and  loose,  their  rea- 
soning hasty  and  careless,  their  minds 
warped  by  prejudice  and  deadened  by 
credulity,  and  because  they  find  it  easier 
to  invent  fanciful  explanations  of  things 
than  to  discover  the  real  ones.  For  thous- 
ands of  years  the  knowledge  of  nature 
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was  rude  and  stationary  because  the 
habits  of  thought  were  so  defective. 
Bat  with  a  growing  desire  to  understand 
how  the  world  around  is  constituted, 
men  improved  their  processes  of  think- 
ing. They  began,  and  were  compelled 
to  begin,  by  questioning  accepted  facts, 
and  doubting  current  theories.  The  first 
step  was  one  of  self-assertion,  implying 
that  degree  of  mental  independence 
which  led  men  to  think  for  themselves. 
They  learned  to  make  their  own  observ- 
ations and  to  trust  them  against  au- 
thority. It  was  found,  as  a  first  and  in- 
dispensable condition  of  gaining  clear 
ideas,  that  the  mind  must  be  occupied 
directly  with  the  subject  to  be  investi- 
gated. In  this  way  scientific  inquiry  at 
length  grew  into  a  method  of  forming 
judgments  which  was  characterized  by 
the  most  vigilant  and  disciplined  precau- 
tions against  error.  Of  the  mental  pro- 
cesses involved  in  research  it  is  unneces- 
sary here  to  speak;  we  are  only  con- 
cerned to  know  that  the  scientific  method 
is  simply  a  systematic  exercise  in  truth- 
seeking,  and  is  the  only  mode  of  using 
the  human  mind  when  it  is  desired  to  at- 
tain the  most  accurate  and  perfect  form 
of  knowledge.  The  whole  body  of  mod- 
em scientific  truth,  disclosing  the  order 
of  nature  and  guiding  the  development 
of  civilization,  must  be  taken  as  an  attest- 
ation of  the  validity  of  the  scientific 
method  of  thought  by  which  these  re- 
sults have  been  established.  We  here 
get  rid  of  all  cramping  limitations.  The 
scientific  method  is  applicable  to  all  sub- 
jects whatever  that  involve  constancy  of 
relations,  causes  and  effects,  and  conform 
to  the  operation  of  law.  It  is  applicable 
wherever  evidence  is  to  be  weighed,  error 
got  rid  of,  facts  determined,  and  princi- 
ples established.  Our  public  schools, 
unhappily,  make  but  little  use  of  this 
method  in  the  work  of  mental  cultiva- 
tion, and  we  shall  find  some  explanation 
of  this  by  referring  to  the  way  they  grew 

The  American  public  school  system  origi- 
nated in  the  theory  that  the  State  owes 
to  every  child  the  rudiments  of  a  common 
education,  or  an  elementary  knowledge  of 
reading,  writing  and  arithmetic,  as  im- 
plements of  after  mental  improvement. 
But  it  was  early  found  difiicult  to  sepa- 
rate the  primary  use  of  tools  from  the 
acquisition  of  knowledge.     Mr.  Everett, 


said:  "I  will  thank  any  person  to  show 
why  it  is  expedient  and  beneficial  in  the 
community  to  make  public  provision  for 
teaching  the  elements  of  learning,  and 
not  expedient  or  beneficial  to  make  simi- 
lar provision  to  aid  the  learner's  progress 
toward  the  mastery  of  the  most  difficult 
branches  of  science  and  the  choicest  re- 
finements of  literature."  Under  the  in- 
fluence of  such  considerations  the  rudi- 
mentary studies  rapidly  developed  into 
sources  of  study  embracing  a  variety  of 
subjects.  This  led  to  the  systematizing 
of  instruction  a^nd  the  grading  of  schools, 
so  that  in  nearly  all  the  towns  of  the 
United  States  the  public  schools  have 
been  divided  into  primaries  for  the 
younger  pupils  and  the  grammar  schools 
for  older  pupils;  while  within  twenty- 
five  years  a  third  grade  has  arisen  known 
as  the  high  schools  for  the  most  advanced 
students..  In  each  division  there  are  sub- 
grades,  and  wherever  improvements  in 
public-school  education  are  attempted, 
the  principle  of  gradation  is  fundamental. 
So  essential  is  it  considered,  that  no  aid 
is  granted  from  the  Peabody  fund  ex- 
cept to  graded  schools.  As  regards  the 
plan  of  studies  adopted  there  was  no 
guiding  principle.  All  sorts  of  subjects, 
and  these  for  all  sorts  of  reasons  were 
taken  up,  and  among  them  the  sciences 
which  are  now  regular  parts  of  public 
school  duty.  Classes  are  found  in  phys- 
ics, chemistry,  mineralogy,  geology, 
physiology,  botany  and  zoology.  There 
are  text-books  upon  all  these  branches, 
graded  to  the  varying  capacities  of  learn- 
ers. Teachers  prepare  m  them,  and  in 
many  cases  apparatus  is  provided,  and 
there  are  lectures  with  experiments,  spe- 
specimens,  maps  and  charts  for  illustra- 
tions. 

The  old  ideal  of  a  school  is  a  place 
where  knowledge  is  got  from  books  by 
the  help  of  teachers,  and  our  public 
school  system  grew  up  in  conformity 
with  this  ideal.  The  early  effect  of 
grading  was  to  fix  and  consolidate  im- 
perfect methods.  The  sciences  were  as- 
similated to  the  old  practice,  and  the 
science  teaching  falls  short  at  just  the 
points  where  it  was  inevitable  that  it 
should  fall  short.  The  methods  of  school 
teaching,  and  the  habits  of  the  teachers, 
had  grown  rigid  under  the  regime  of 
book-studies.  As  a  consequence  the  sci- 
ence teaching  in  the  public  schools   is 
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generally  carried  on  by  instruction. 
Through  books  and  teachers  the  pupil  is 
filled  up  with  information  in  regard  to 
science.  Its  facts  and  principles  are  ex- 
plained as  far  as  possible,  and  then  left 
in  the  memory  with  his  other  school  ac- 
quisitions. He  learns  the  sciences  much 
as  he  learns  geography  and  history.  Only 
in  a  few  exceptional  schools  is  he  put  to 
any  direct  mental  work  upon  the  sub- 
ject-matter of  science,  or  taught  to  think 
for  himself. 

As  thus  treated  the  sciences  have  but 
value  in  education.  They  fall  below 
other  studies  as  means  of  mental  culti- 
vation. Arithmetic  arouses  mental  re- 
action. The  rational  study  of  language, 
by  analytical  and  constructive  tasks  and 
the  mastery  of  principles,  strengthens 
the  mental  processes;  but  the  sciences 
are  not  employed  to  train  the  faculties 
in  the  various  ways  to  which  they  are 
severally  adapted.  They  are  tiot  made 
the  means  of  cultivating  the  observing 
powers,  stimulating  inquiry,  exercising 
the  judgment  in  weighing  evidence,  nor 
of  forming  original  and  independent 
habits  of  thought.  The  pupil  does  not 
know  the  subjects  he  professes  to  study 
by  actual  acquaintance  with  the  facts, 
and  he  therefore  becomes  a  mere  passive 
accumulator  of  second-hand  statements. 
But  it  is  the  first  requirement  of  the  sci- 
entific method,  alike  in  education  and  in 
research,  that  the  mind  shall  exercise  its 
activity  directly  upon  the  subject  matter 
of  study.  Otherwise  scientific  knowledge 
is  an  illusion  and  a  cheat.  As  science  is 
commonly  pursued  in  book  descriptions 
the  learners  cannot  even  identify  the 
things  they  read  about.  As  remarked 
by  Agassiz,  "  the  pupil  studies  Nature  in 
the  school-room,  and  when  he  goes  out 
of  doors  he  cannot  find  her."  This  mode 
of  teaching  science,  which  is  by  no 
means  confined  to  the  public  schools, 
has  been  condemned  in  the  most  unspar- 
ing manner  by  all .  eminent  scientific 
men  as  a  "deception,"  a  "fraud,"  an 
"  outrage  upon  the  minds  of  the  young," 
and  "  an  imposture  in  education." 

Nor  has  this  criticism  of  bad  practices 
been  without  its  effect.  We  are  met  by 
the  statement  that  much  has  been  done  in 
the  public  schools  to  escape  the  evils  of 
mere  book  science.  The  method  of  ob- 
ject lessons  has  been  extensively  intro- 
duced into  primary  schools  with  the  pro- 


fessed purpose  of  cultivating  the  powers 
of  observation  in  childhood.  It  is  claimed 
that  this  is  a  beginning  in  science  ;  and, 
as  it  brings  the  mind  into  action  upon 
things,  is  a  corrective  of  the  inordinate 
study  of  words.  But  object  teaching  has 
not  yielded  what  was  expected  of  it; 
and  is  in  no  true  sense  a  first  step  in  sci- 
ence. Nothing  is  gained  educationally 
by  barely  having  an  object  in  hand 
when  it  is  talked  about.  Myriads  of 
objects  are  present  to  the  senses  of  peo- 
ple but  no  insight  follows.  The  observ- 
ing faculties  must  be  tasked  if  they  are 
to  be  trained.  The  pupil  is  not  to  have 
the  properties  of  objects  pointed  out^ 
but  he  is  to  find  them  out.  Science  will 
do  its  work  of  educating  the  observing 
faculties  only  as  they  are  quickened  and 
sharpened  by  exercise  in  discrimination. 
The  scientific  aim  is  to  replace  vague  con- 
fused impressions  by  clear  and  accurate 
ideas.  Skill  in  the  detection  of  nice  dis- 
tinctions is  only  gained  by  prolonged 
!  and  careful  practice.  Object  lessons  af- 
j  ford  no  such  cultivation.  We  do  not  say 
I  they  are  useless,  but  they  are  not  the  A 
B  C  of  science,  and  do  not,  as  a  matter 
'  of  fact,  open  the  way  to  the  proper  study 
I  of  the  special  sciences.  This  is  their  test 
land  their  condemnation.  When  the 
I  primary  pupils  have  gone  over  their  pre- 
!  scribed  course  of  object  lessons,  and  are 
passed  on  to  a  higher  grade,  strange  to 
say  the  "  objects  "  are  suddenly  dropped 
as  if  the  objective  method  had  been  ex- 
hausted. In  the  technical  phrase  per^ 
ceptive  education  is  to  be  replaced  by 
conceptive  education.  Instruction  in  ele- 
mentary science  is  now  to  be  carried  on 
by  what  is  known  as  oral  teaching.  This 
method  as  extensively  practised  in  the 
grammar  grades  of  the  public  schools  is 
everywhere  growing  in  favor,  and  we  are 
once  more  told  that  it  is  a  successful 
revolt  against  book  studies.  It  is  chiefly 
applicable  to  the  sciences  and  its  cardi- 
nal idea  is  instruction  without  a  text 
book.  This  looks  fair  but  it  is  delusive. 
The  method  does  not  remove  the  book 
that  the  pupil  may  come  at  the  phenom- 
ena, but  it  removes  the  book  that  the 
teacher  may  take  its  place.  Oral  teach- 
ing is  class  instruction,  in  which  informa- 
tion is  imparted  in  a  familiar  manner 
with  the  view  of  awakening  the  interest 
of  the  class.  But  so  far  as  real  science 
'  is  concerned  it  is  doubtful  if  this  method 
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is  not  worse  tlian  the  one  it  replaces. 
Following  the  maxim  of  certain  German 
educators  that  "the  teacher  is  the  school," 
it  was  assumed  that  when  apathy  prevails 
in  the  school  room  it  is  solely  the  teach- 
er's fault.  Oral  exercises  enable  them 
to  escape  this  reproach  by  giving  anima- 
tion to  school  work.  It  is  said  that  this 
is  a  "  live  system  "  in  contrast  to  the  old 
humdrum  routine  of  lessons  and  recita- 
tions. But  science  gets  no  real  help. 
There  is  only  the  substitution  of  a  super- 
ficial class  activity  for  the  more  deliber> 
ate  work  of  the  individual  pupil.  More 
mental  effort  is  required  on  his  part  to 
get  a  lesson  from  a  book  than  to  listen 
to  a  lesson  given  by  the  teacher.  The 
teacher  is  to  do  everything,  and  stands 
in  the  place  not  only  of  the  book  but  of 
the  pupil  also.  Is  this  not  a  step  back- 
ward in  education?  The  teacher  is  mag- 
nified at  the  expense  of  close  study,  and 
science  is  cheapened  by  the  method. 
Oral  teaching  implies  a  fertility,  a  versa- 
tility, and  a  proficiency  in  scientific 
knowledge  on  the  part  of  teachers  which 
that  class  of  persons  does  not  possess. 
It  is  a  premium  on  tutorial  smattering 
and  cramming  by  which  the  voluble 
teacher  with  superficial  acquisitions  and 
a  ready  memory  becomes  the  'model 
teacher.  There  may  be  benefits  in  this 
method,  but  science  does  not  gain  them. 
Judicious  oral  assistance,  as  in  the  phys- 
ical, chemical,  or  natural  history  labora- 
tory, given  by  a  competent  master  to  a 
pupil  at  work,  is  invaluable  for  stimulus 
and  gnidance;  but  the  aid  must  be  dis- 
creet and  the  skillful  teacher  will  nottalk 
too  much.  But  where  it  is  all  talk  and 
no  work,  and  text  books  are  filtered 
through  the  very  imperfect  medium  of 
the  ordinary  teachers  mind,  and  the 
pupil  has  nothing  to  do  but  to  be  in- 
structed, every  sound  principle  of  educa- 
tion is  outraged,  and  science  is  only  made 
ridiculous. 

This  failure  to  gain  the  benefits  of  real 
scientific  study  has  its  source  deep  in 
the  constitution  of  the  public  schools. 
In  dealing  with  masses  of  children,  clas- 
sification became  necessary  which  gave 
rise,  as  we  have  seen,  to  grading  and  an 
elaborate  mechanical  system.  The  work- 
ing of  children  in  lots  seems  to  be  a 
necessity  of  the  public  schools,  but  it 
strengthens  the  practice  of  verbal  in- 
struction recitations  and  lesson  giving. 


It  is  well  fitted  to  impress  the  public 
with  the  idea  that  there  is  much  done  in 
the  schools.  There  is  a  prescribed  rou- 
tine of  operations  and  a  display  of  order 
that  is  admired.  But  teacher  and  learner 
are  subordinated  to  the  system.  It  is 
machine  work  and  machines  make  no 
allowances.  Gradation  assumes  and  en- 
forces a  uniformity  among  pupils  which 
is  not  according  to  the  facts.  Wide  per- 
sonal differences  of  capacity,  aptitude,  at- 
tainment and  opportunity,  not  only  exist 
among  children,  but  they  are  the  prime 
data  of  all  efficient  mental  cultivation.  In 
the  graded  schools,  just  in  proportion  to 
the  perfection  of  the  mechanical  arrange- 
ments, individuality  disappears.  Special 
original  capacity,  the  main  thing,  counts 
for  nothing.  The  mind  cannot  be  trained 
in  such  circumstances  to  originate  its 
own  judgments.  The  exercise  of  original 
mental  power  or  independent  inquiry  is 
the  very  essence  of  the  scientific  method 
and  with  this  the  practice  of  the  public 
schools  is  at  war.  Moreover,  a  system 
which  deals  with  the  average  mind  and 
does  not  get  at  the  individual  mind 
breaks  down  at  the  point  where  all  true 
education  really  begins,  that  is,  in  pro- 
moting self-culture.  The  value  of  edu- 
cational systems  consists  dimply  in  what 
they  do  to  incite  the  pupil  to  help  him- 
self. Mechanical  school  work  can  give 
instruction,  but  it  cannot  develop  faculty, 
because  this  depends  upon  self-exertion. 
Science,  if  rightly  pursued,  is  the  most 
valuable  school  of  self-instruction.  From 
the  beginning  men  of  science  have  been 
self -independent  and  self-reliant  because 
self-taught;  and  it  is  a  question  whether 
they  have  been  most  hindered  or  helped 
by  the  schools.  De  Candolle,  in  his  val- 
uable book  on  the  conditions  which  favor 
the  production  of  scientific  men,  says 
that  the  discoverers,  the  masters  of  sci- 
entific method  have  chiefly  appeared  in 
small  towns  where  educational  resources 
have  been  scanty;  and  that  they  have 
often  been  most  helped  by  the  very  poor- 
ness of  their  teaching  which  threw  them 
back  upon  themselves.  It  was  to  their 
advantage  that  the  schools  were  not  so 
perfect  as  to  extinguish  individuality 
and  thus  destroy  originality. 

Our  strictures  are  here  upon  the  gen- 
eral working  of  the  public  school  sys^ 
tem;  but  we  recognize  that  there  are 
many  exceptional  teachers  who  do  what 
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they  can  to  deal  with  science  in  the  true 
spirit,  while  multitudes  of  instructors 
are  chafing  under  present  restrictions  and 
groping  after  something  better.  The 
bad  system  is  moreover  continued  chiefly 
from  the  lack  of  knowledge  as  to  the 
possibilities  of  a  better.  But  the  better 
method  of  teaching  science  has  been 
proved  entirely  practicable.  The  insti- 
tution where  we  meet  and  many  other 
science  schools  have  shown  it.  A  large 
number  of  teachers  have  demonstrated 
that  various  branches  of  science  can  be 
taught  to  the  young  by  the  true  as  well 
as  by  the  false  method.  What  is  now 
most  urgently  needed  is  to  gather  from 
these  experiences  practical  plans  of  im- 
provement in  science  teaching  for  the 
beneflt  of  those  who  desire  better  guid- 
ance than  they  now  have. 

In  his  address  as  Rector  of  the  Uni- 
versity of  Aberdeen,  Professor  Huxley 
said :  "  I  would  not  raise  a  finger  to  in- 
troduce more  book  work  into  every  art 
curriculum  in  the  country."  We  concur 
in  this  view  as  applied  to  the  present  sci- 
ence  teaching    in    our    public   schools. 


We  would  not  raise  a  finger  to  extend 
it.  President  Barnard,  of  Columbia  Ck>l- 
lege,  in  a  public  address  reprobating  in 
severe  terms  the  common  method  of 
teaching  science  as  being  an  inversion  of 
the  true  order  of  cultivating  the  mental 
faculties,  referred  to  the  great  benefits 
which  must  arise  ''  when  our  systems  of 
education  shall  have  been  remodeled 
from  top  to  bottom."  That  result  may 
come  about  in  the  fulness  of  time,  but 
it  is  wise  to  expect  only  a  slow  and 
g^radual  improvement.  Vice-President 
Grote,  in  his  St.*  Louis  address,  pointed 
out  the  guiding  principle  in  this  case  as 
a  substitution  of  real  knowledge  for 
second-hand  information  by  a  necessary 
law  of  mental  advancement.  In  obe- 
dience to  this  principle,  the  cultivators 
of  original  science  should  do  what  they 
may  to  raise  the  standard  of  our  preva- 
lent science  teaching;  and  we  respect- 
fully ask  that  the  Association  will  assign 
to  a  committee  the  duty  of  reporting  at 
our  next  meeting  on  the  best  modes  of 
improving  the  teaching  of  science  in  our 
puolic  schools. 


ON  DUST,  FOGS,  AND  CLOUDS. 

By  JOHN  AITKEN. 
Prom  "Nature." 


Dust,  fogs,  and  clouds  seem  to  have 
but  little  connection  with  each  other, 
and  we  might  think  they  could  be  better 
treated  of  under  two  separate  and  dis- 
tinct heads.  Yet  I  think  we  shall  pres- 
ently see  that  they  are  more  closely  re- 
lated than  might  at  first  sight  appear,  and 
that  dust  is  the  germ  of  which  fogs  and 
clouds  are  the  developed  phenomena. 

This  was  illustrated  by  an  experiment 
in  which  steam  was  mixed  with  air  in 
two  large  glass  receivers;  the  one  re- 
ceiver was  filled  with  common  air,  the 
other  with  air  which  had  been  carefully 
passed  through  a  cotton- wool  filter  and 
all  the  dust  removed  from  it.  In  the 
unfiltered  air  the  steam  gave  the  usual 
and  well-known  cloudy  form  of  condens- 
ation, while  in  the  filtered  air  no  cloudi- 
ness  whatever  appeared.     The   air  re- 

*  Abstract  of  a  paper  read  to  the  Royal  Society  of 
Edinburgh. 


mained  supersaturated  and  perfectly 
transparent. 

The  difference  in  the  behavior  of  the 
steam  in  these  two  cases  was  explained 
by  corresponding  phenomena,  in  freei- 
ing,  melting,  and  boiling.  It  was  shown 
that  particles  of  water  vapor  do  not 
combine  with  each  other  to  form  a  cloud 
particle,  but  the  vapor  must  have  some 
solid  or  liquid  body  on  which  to  con- 
dense. Vapor  in  pure  air  therefore  re- 
mains uneondensed  or  super-saturated, 
while  dust  particles  in  ordinary  air  form 
the  nuclei  on  which  the  vapor  condenses 
and  forms  fog  or  cloud  particles. 

This  represents  an  extremely  dusty 
condition  of  the  air,  as  every,  fog  and 
cloud  particle  was  formerly  represented 
by  a  dust  particle,  which  vapor  by  con- 
densing upon  it  has  made  visible.  When 
there  is  much  dust  in  the  air  but 
little  vapor  condenses  on  each  particle. 
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and  they  become  but  little  heavier,  and 
easily  float  in  the  air.  If  there  are  few 
dast  specks  each  gets  more  vapor,  is 
heavier,  and  falls  more  quickly. 

These  experiments  were  repeated  with 
an  air-pump,  a  little  water  bein^  placed 
in  the  receiver  to  saturate  the  air.  The 
air  was  then  cooled  by  slightly  reducing 
the  pressure.  When  this  is  done  with 
nnfiltered  air  a  dense  cloudiness  fills  the 
receiver,  but  when  with  pure  air  no  fog- 
ging whatever  takes  place,  there  being 
no  nuclei  on  which  the  condensation  can 
take  place.  In  this  experiment,  and  in 
the  one  with  steam,  the  number  of 
clpud  particles  is  always  in  proportion  to 
the  dust  present.  When  the  air  is  near- 
ly pure  and  only  a  few  dust  particles 
present,  then  only  a  few  cloud  particles 
form,  and  they  are  heavy  and  fall  like 
fine  rain. 

The  conclusions  drawn  from  these  ex- 
periments are:  (1)  that  whenever  water 
vapor  condenses  in  the  atmosphere  it 
always  does  so  on  some  solid  nucleus; 

(2)  that  dust  particles  in  the  air  form 
the  nuclei  on  which  the  vapor  condenses; 

(3)  that  if  there  was  no  dust  there  would 
be  no  fogs,  no  clouds,  no  mists,  and 
probably  no  rain,  and  that  the  super- 
saturated air  would  convert  every  object 
on  the  surface  of  the  earth  into  a  con- 
denser on  which  it  would  deposit;  (4) 
our  breath  when  it  becomes  visible  on  a 
cold  mornings  and  every  puff  of  steam 
as  it  escapes  into  the  air,  show  the  im- 
pure and  dusty  condition  of  our  atmos- 
phere. 

The  source  of  the  fine  atmospheric 
dust  was  then  referred  to,  and  it  was 
shown  that  anything  that  broke  up  mat- 
ter into  minute  parts  would  contribute  a 
share.  The  spray  from  the  ocean,  when 
dried  and  converted  into  fine  dust,  was 
shown  to  be  an  important  source. 
Meteoric  matter  also  probably  contrib- 
uted a  proportion.  Attention  was  then 
directed  to  the  power  of  heat  and  com- 
bustion as  a  source  of  this  fine  dust. 

It  was  shown  that  if  there  is  much 
dust  then  each  particle  only  gets  a  little 
vapor  condensed  upon  it,  that  when  the 
particles  are  numerous  they  become  but 
little  heavier,  and  easily  float  in  the  air. 


tends  to  increase  fogs,  and  that  when 
the  dust  particles  are  not  so  numerous 
the  cloud  particles  are  larger  and  settle 
down  more  quickly. 

It  was  shown  that  by  simply  heatjng 
any  substance,  such  as  a  piece  of  glass, 
iron,  brass,  ifcc,  a  cloud  of  dust  was 
driven  off,  which,  when  carried  along 
with  pure  air  into  the  experimental  re- 
ceiver, gave  rise  to  a  dense  fog  when 
mixed  with  steam.  So  delicate  is  this 
test  for  dust  that  if  we  heat  the  one- 
hundredth  of  a  grain  of  iron  wire  the 
dust  driven  off  from  it  will  give  a  dis- 
tinct cloudiness  in  the  experimental 
receiver,  and  if  we  take  the  wire  out  of 
the  apparatus  and  so  much  as  touch  it 
with  our  fingers  and  again  replace  it,  it 
will  again  be  active  as  a  cloud  producer. 
Many  different  substances  were  tried, 
and  all  were  found  to  be  active  fog  pro- 
ducers. Common  salt  is  perhaps  one  of 
the  most  active. 

Heat,  it  is  well  known,  destroys  the 
motes  in  the  air,  and  it  might  be  thought 
that  flame  and  other  forms  of  combustion 
ought  to  give  rise  to  a  purer  air.  Such, 
however,  is  not  the  case.  Gas  was  burned 
in  a  glass  receiver,  and  supplied  with 
filtered  air  for  combustion,  and  it  was 
found  that  the  products  of  combustion 
of  pure  air  and  dustless  gas  gave  rise  to 
an  intensely  fog-producing  atmosphere. 
It  may  be  mentioned  here  that  the  fog- 
producing  air  from  the  heated  glass, 
metals,  and  burning  gas  were  each 
passed  through  the  cotton-wool  filter, 
and  the  air  was  in  all  cases  made  pure, 
and  did  not  give  rise  to  cloudiness  when 
mixed  with  steam. 

It  will  be  seen  that  it  is  not  the  dust 
motes  which  are  revealed  to  us  by  a 
beam  of  sunlight  when  shining  into  a 
darkened  room,  that  form  the  nuclei  of 
fog  and  cloud  particles,  as  these  may  be 
entirely  removed  by  heat,  and  yet  the 
air  remain  active  as  a  cloud  producer. 
The  heat  would  seem  to  break  up  the 
larger  motes  which  reflect  the  light  into 
smaller  and  invisible  ones.  When  speak- 
ing of  du8t,  it  is  to  these  infinitesimally 
small  and  invisible  particles  we  refer. 
The  larger  motes  which  reflect  the  light 
will  no  doubt  be  active  nuclei,  but  their 


and  give  rise  to  that  close  packed*  but   number   is  too  small  to  have  any  im- 


light  form  of  condensation  which  consti- 
tutes a  fog,  and  therefore  whatever  in-^ 
creases  the  amount  of  dust  in  the  air 


portant  effect. 
It  is  suggested,  and 


certain   reasons 


are  given  for  supposing,  that  the  blue 
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color  of  the  sky  is  due  to  this  fine 
dust. 

Other  experiments  were  made  to  test 
the  fog-producing  power  of  the  air  and 
gases  from  different  sources.  The  air  to 
be  tested  was  introduced  into  the  experi- 
mental receiver  and  mixed  with  steam, 
and  the  relative  densities  of  the  fog  pro- 
duced were  noted.  It  was  always  found 
that  the  air  of  the  laboratory  where  gas 
was  burning  gave  a  denser  fog  than  the 
air  outside,  and  that  the  air  outside 
varied,  giving  less  fog  during  wet  than 
during  dry  weather.  The  products  of 
combustion  of  gas  burned  in  a  Bunsen 
flame,  a  bright  flame,  and  a  smoky  flame, 
were  all  tested  and  found  to  be  about 
equally  bad,  and  all  much  worse  than 
the  air  in  which  they  were  burned. 
Products  of  combustion  from  a  clear  fire 
and  from  a  smoky  one  gave  about  equal 
fogging,  and  both  much  worse  than  the 
air  of  the  room^. 

Experiments  were  made  by  burning 
different  substances.  Common  salt  when 
burned  in  a  fire  or  in  alcohol  flame  gave 
an  intensely  fog-producing  atmosphere, 
but  burned  sulphur  was  the  most  active 
substance  experimented  on.  It  gave 
rise  to  a  fog  so  dense  it  was  impossible 
to  see  through  a  thickness  of  5  cm. 
of  it. 

The  vapors  of  other  substances  than 
water  were  tested  to  see  if  they  would 
condense  in  the  cloud  form  without 
nuclei  on  which  to  deposit.  All  the 
substances  experimented  on,  which  in- 
cluded sulphuric  acid,  alcohol,  benzole, 
and  paraflin,  only  gave  a  cloudy  con- 
densation when  mixed  with  ordinary 
unfiltered  air,  and  remained  perfectly 
clear  when  mixed  with  filtered  air,  all 
these  acting  like  water  vapor. 

Before  referring  to  fogs,  which  have 
now  become  so  frequent  and  aggravated 
in  our  large  towns,  it  was  pointed  out 
that  caution  was  necessary  in  applying 
the  results  of  the  experiments. 

The  conditions  of  a  laboratory  experi- 
ment are  so  different,  and  on  so  small  a 
scale,  that  it  is  not  safe  to  carry  their 
teaching  to  the  utmost  limits  and  apply 
them  to  the  processes  which  go  on  in 
nature.  We  may,  however,  look  to  the 
experiments  for  facts  from  which  to 
reason,  and  for  piocesses  which  will 
enable  us  to  understand  the  grander 
workings  of  nature. 


It  having  been  shown  that  vapor,  by 
condensing  on  the  dust  particles  in  the 
air,  gives  rise  to  a  fogging,  the  density 
of  which  depends  on  the  amount  of  fine 
dust  in  the  air;  the  more  dust  the  finer 
are  the  fog  particles,  and  the  longer 
they  remain  suspended  in  the  air.  It 
having  been  also  shown  that  all  forms  of 
combustion,  perfect  and  imperfect,  are 
producers  of  fog  nuclei,  it  is  concluded 
that  it  is  hopeless  to  expect  that,  adopt- 
ing more  perfect  forms  of  combustion 
than  those  at  present  in  use,  we  shall 
thereby  diminish  the  frequency,  persist- 
ency, or  density  of  our  town  fogs.  More 
perfect  combustion  will,  however,  remove 
the  pea-soup  character  from  the  foc^  and 
make  them  purer  and  whiter,  by  pre- 
venting the  smoke  which  at  present 
mixes  with  our  town  fogs  and  aggra- 
vates their  character,  and  prevents  them 
dissolving  when  they  enter  our  rooms. 
Smoke  descends  during  a  fog,  because 
the  smoke  particles  are  good  radiators, 
and  soon  get  cooled  and  form  nuclei  on 
which  the  water  vapor  condense^.  The 
smoke  thus  becomes  heavier  and  falls. 
This  explains  why  falling  smoke  is  often 
a  sign  of  coming  rain.  It  indicates  a 
saturated  condition  of  the  atmosphere. 

Sulphur  when  burned  has  been  shown 
to  be  an  intensely  act\ve  fog  producer. 
Calculation  shows  that  there  are  more 
than  200  tons  of  sulphur  burned  with 
the  coal  every  winter  day  tn  London,  a 
quantity -80  enormous  as  quite  to  account 
for  the  density  of  the  London  fogs.  It 
is  suggested  that  some  restriction  ought 
to  be  put  on  the  amount  of  sulphur  in 
the  coal  used  in  towns. 

Before  utterly  condemning  the  smoke 
and  the  sulphur,  it  was  pointed  out  that 
it  would  be  necessary  thoroughly  to  in- 
vestigate and  fully  to  consider  the  value 
of  smoke  as  a  deodorizer,  and  also  the 
powerful  antiseptic  properties  of  the 
sulphurous  acid  formed  by  the  burning 
sulphur.  The  air  during  fogs  is  still  and 
stagnant.  There  is  no  current  to  clear 
away  the  foul  smells  and  deadly  germs 
that  float  in  the  air,  which  might  be 
more  deadly  than  they  are,  were  it  not 
for  the  suspended  soot  and  burned  sul- 
phur. We  must  therefore  be  on  oar 
guard  lest  we  substitute  a  great  and 
Ridden  danger  for  an  evident  bat  less 
evil. 
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ON  THE  CAUSE  OP  CAVITIES  IN  CAST  STEEL. 


By  DR.  F.  C.  G.  MULLER,  of  Brandenburg. 
Translated  from  Glaser's  Annalen,  for  Foreign  Abstracts  of  Institution  of  Civil  Engineers. 


The  author  refers  to  Iub  researches  on 
the  Bessemer  process,  and  on  the  gas 
bubbles  in  Bessemer  steel,  published  in 
the  "  Zeitscrift  des  Vereines  deutscher 
Ingenieure,"  1878  and  1879.*  The  pres- 
ent paper  is  designed  to  put  his  results 
in  a  more  concise  and  practical  form, 
and  to  reply  to  objections  made  by  cer- 
tain French  metallurgists,  especially  M. 
Pourcel. 

In  the  ordinary  process  of  casting 
steel  ingots  by  running  the  hot  metal 
into  cold  ingot  moulds,  much  difficulty 
is  found  in  obtaining  thoroughly  sound 
castings.  This  arises  mainly  from  two 
evils,  due  to  entirely  different  causes ; 
(1)  the  central  funnel-shaped  cavity,  due 
to  shrinkage  of  the  interior,  after  the 
outside  is  set ;  (2)  dispersed  cavities,  due 
to  gases  imprisoned  in  the  cooling  metaL 
The  former  always  makes  the  top  of  the 
ingot  worthless,  and  sometimes  extends 
far  into  the  interior ;  but  this  can  be  pre- 
vented by  proper  attention  in  casting, 
and  by  special  methods.  The  latter  is 
much  more  difficult  of  cure.  The  fluid 
metal  always  holds  a  considerable  quan- 
tity of  occluded  gas,  and  this,  when  the 
metal  sets,  draws  together  into  small 
bubbles.  In  many  lands  of  steel  the 
ingot  boils  up  during  the  process  of  run- 
ning. Such  ingots  are  to  be  looked  on 
as  sponges  filled  vnth  gases,,  and  if  cut 
across  when  cold,  are  found  to  present 
innumerable  worm-shaped  cavities.  If, 
as  is  usually  done,  the  boiling  is  stopped 
by  covering  in  the  ingot  with  sand,  the 
bubbles  are  found  to  be  arranged  radially 
in  two  rows  all  round  the  outside  of  the 
section,  while  the  central  part,  and  also 
a  skin  about  half  an  inch  thick,  is  quite 
sound.  The  reason  of  this  phenomenon 
is  that  the  metal,  in  splashing  down  into 
the  mould,  loses  a  part  of  its  occluded 
gas,  and  therefore  is  no  longer  in  a  satu- 
rated condition.  When,  therefore,  the 
outside  begins  to   set,  the  gases  first 

*yide  Minutes  of  Proceedings  Inst.  C.B.,  yoL  M. 
p.  800;  and  vol.  Iz.,  p.  484. 


draw  into  the  interior  until  this  becomes 
saturated,  whereupon  the  formation  of 
bubbles  begins,  and  the  mass  boils  over. 
The  stopping  of  the  mould  with  sand 
next  causes  a  severe  pressure  within  the 
still  fluid  parts,  and  the  gases  are  thus 
kept  in  solution  (or  prevented  from  form- 
ing bubbles)  even  during  the  process  of 
setting.  This  pressure  is  itself  a  source 
of  danger,  as,  if  the  sand  is  removed 
too  soon  an  explosion  may  take  place. 

These  defects  ai*e  not  peculiar  to  Bes- 
semer steel.  They  are  also  found  in 
Siemens-Martin  and  crucible  steel,  but 
intermittently ;  appearing  and  disappear- 
ing without  visible  cause.  Even  if  an 
ingot  does  not  boil,  and  has  an  appar- 
ently sound  head,  it  may  still  have  cavi- 
ties here  and  there  in  its  bulk.  It  is  true 
that  with  rolled  or  forged  steel  these 
cavities  do  not  prevent  perfectly  sound 
work  being  produced,  though  they  neces- 
sitate greater  care,  and  extra  hammering 
or  squeezing,  in  the  subsequent  processes. 
Even  rails  with  honeycombed  skins 
(where  the  thin  outer  layer  has  given 
way  in  the  furnace,  and  allowed  the  cav- 
ities to  communicate  with  the  air)  may 
give  thoroughly  good  results  when  tested. 
But  for  steel  castings  such  cavities  are 
obviously  prejudicial,  and  for  many  pur- 
poses have  altogether  prevented  their 
usa 

The  exact  nature  of  the  gases  thus  oc- 
cluded has  beennxuch  discussed,  it  being 
generally  supposed  that  they  are  mainly 
carbonic  oxide.  Gktutier  was  the  first  to 
treat  the  point  as  being  settied  by  expe- 
rience, and  he  announced  that  the  sound- 
ness of  the  cikstings  in  Terre  Noire  steel, 
and  also  in  Erupp's  and  in  the  Bochum 
steel,  was  due  to  the  presence  of  silicon, 
neutralizing  the  carbonic  oxide.  This 
was  genersdly  accepted,  in  spite  of  the 
knovm  fact  that  most  of  the  porous  Ger- 
man and  Austrian  steels  were  quite  as 
rich  in  silicon  as  those  above  mentioned. 
The  matter  was  in  this  condition  when 
the  author  resolved  to  test  it  by  direct 
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experiment.*  The  experiments  showed 
that  the  gas  consisted,  not  of  carbonic 
oxide,  but  of  hydrogen  mixed  with  a  lit- 
tle nitrogen.  This  was  verified  not  only 
for  cast  steel,  but  for  many  different  de- 
scriptions of  iron.  Confining  the  inquiry 
to  steel,  two  cylinders  of  Bochum  steel, 
made  from  the  same  perfectly  sound 
ingot,  but  one  forged  and  the  other  not 
gave  the  following  results : 


«   .          Composition. 

I-' 

H. 

1 

Ni. ;  c. 

Tot. 

Unforced  steel 
Forged  sleelf.. 

15.5 
6.5 

92.4 
78.4 

5.9      1.4 
25.8      1.8 

99.7 
100.0 

This  proves  that  a  certain  quantity  of 
gas  is  occluded  among  the  molecules  of 
the  steel,  even  where  there  are  no  visible 
cavities,  and  that  this  gas  consists  of 
hydrogen,  with  about  one-fifth  of  nitro- 
gen. The  latter  ip  no  doubt  derived  from 
the  air,  and  fche  hydrogen  from  the  moist- 
ure contained  in  the  large  quantity  of 
air  which  mixes  with  the  metal,  especially 
in  the  Bessemer  process.  The  absence 
of  CO  is  remarkable,  because  it  has  been 
shown  by  Troost  and  Hautefeuille  that 
it  is  readily  absorbed  by  red  hot  iron,  and 
because  it  is  developed  in  large  quantities 
in  the  converter.  But  with  fluid  iron  it 
either  is  not  absorbed  at  all,  or  in  small 
proportions  compared  with  hydrogen  and 
nitrogen.  It  may,  however,  act  in  another 
way,  namely,  by  freeing  the  metal  from 
dissolved  gases,  in  the  same  way  as  when 
water  is  saturated  with  an  easily  soluble 
gas,  and  then  exposed  to  a  current  of 
gas  which  will  not  dissolve  in  the  water, 
the  latter  carries  away  with  it  a  large 
portion  of  the  former  gas.  This  may 
explain  why  samples  taken  in  the  middle 
of  the  Bessemer  process  are  often  quite 
sound,  while  those  taken  towards  the  end, 
when  the  development  of  CO  has  ceased, 
are  porous.  It  also  explains  the  fact 
that  at  the  Bochimi  and  Hosch  (Dort- 
mund) works,  absolutely  sound  Besse- 
mer ingots  are  obtained  by  blowing  the 
charge  completely  dead,  and  then  pour- 
ing in  7  per  cent,  of  fluid  spiegeleisen. 

♦For the  process  and  results,  see  Minutes  of  Pro- 
ceedings Inst.  C.E.,  vol.  IvL,  p.  860 ;  and  vol.  Ix.,  p. 
494. 

tMr.  E.  Windsor  Richards  has  obtained  a  very  simi- 
lar analysis  to  this  for  the  gases  in  steel  ingots  (Proc. 
Inst.  Mech.  Eng.  1880,  p.  402) . 


A  violent  reaction  takes  place,  due  to  the 
carbon  of  the  speigeleisen  combining  with 
;  the  oxygen  of  the  metal  to  form  CO,  and 
j  this  probably  carries  off  mechanicaUy 
I  the  hydrogen  dissolved  in  the  metal, 
I  which  would  otherwise  form  cavities  in 
{the  cold  ingot.  This  was  proved  by 
i  analyzing  the  gases  which  escaped,  at 
I  Bochum,  in  this  final  reaction,  and  which 
I  in  two  cases  had  the  following  composi- 
tion: 

CO.     CO.,  N.     H.    O.  Total. 

Analysis  No.  1.82.6      —    14.8    2.8    —    99.70 

'*       No.  2.78.55  0.86  16.38  2.52  1.32  99.68 

It  will  be  seen  that  hydrogen  was  pres- 
ent, and  in  about  the  proportion  de- 
manded by  the  theory ;  so  that  in  fact 
CO  is  not  only  innocent  of  the  produc- 
tion of  cavities  in  steel,  but  may  actually 
:  be  used  to  prevent  them. 

Another  mode  of  attaining  this  end 

would  be  by  thoroughly  drying  the  air 

before  blowing  it  through  the  metals,  so 

as  to  stop  the  introduction  of  hydrogen. 

;  This  could  be  done  by  using  burnt  lune, 

I  with  little  expense.  The  nitrogen  would, 

I  of  course,  remain,  but  it  is  uncertain 

whether  this,  by  itself,  would  be  harmfuL 

These  discoveries  of  the  author  were 
subsequently  criticised  by  M.  Pourcel, 
who  suggested  that  the  hydrogen  was 
due  to  the  ingot  having  been  quenched 
from  a  red  heat  in  water ;  that  the  water 
had  penetrated  into  the  cavities  and  de- 
composed, the  oxygen  going  to  oxidize 
the  walls,  while  the  hydrogen  remained. 
This  criticism,  however,  falls  to  the 
ground,  because  the  ingots  were  not 
quenched  as  suggested.*  In  fact  this 
could  not  have  been  done  without  mak- 
ing the  steel  too  hard  to  bore.  More- 
over, although  red  hot  steel  will  decom- 
pose steam,  there  is  no  reason  to  suppose 
that  it  vrill  decompose  cold  water ;  e.g,y 
there  is  no  evidence  that  hydrogen  exists 
in  quenched  iron.  Nor  is  it  easy  to  see 
how  hydrogen  so  formed  could  have 
found  its  way  into  the  interior  cavities 
of  the  ingot,  and  certainly  not  under  a 
pressure  of  seven  atmospheres.  It  would 
seem  as  if  the  French  metallurgists  were 
thinking  only  of  the  central  cavity,  which 
is  open  to  the  atmosphere,  and  which,  of 
course,  was  not  under  consideration  atalL 

♦  In  his  preliminary  report  to  the  German  Chemical 
Society,  Dr.  Muller  mentions  that  the  ingots  were 
cooled  in  water ;  it  Is  to  be  understood,  therefore, 
that  this  cooling  was  not  begun  till  their  temperature 
had  fallen  too  low  to  admit  of  hardening. 
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THE  GEOMETRICAL  INTERPRETATION    OF  IMAGINARY 

QUANTITIES. 

Translated  from  the  French  of  M.  Argand  by  Prof.  A.  S.  HARDY. 
Contributed  to  Van  Nostband^s  Bnoineering  MAOAznn. 


IV. 


The  treatise,  by  Argand,  appeared 
in  the  year  1806.*  In  Vol.  IV.,  1813- 
14,  of  Gergonne's  Antiales  de  Mathe- 
fnatiques,  appeared  an  article  entitled 
"New  Principles  of  the  Geometry  of 
Position  and  Geometrical  Interpretation 
of  Imaginary  Symbols,"  by  J.  F.  Fran- 
cais,  Professor  in  the  Imperial  School  of 
ArtUlery  at  Metz,  of  which  the  following 
is  an  abstract. 

The  author  began  by  calling  attention 
to  the  distinction  between  the  magni- 
tude and  position  of  a  line,  and  to  the 
still  incomplete  state  of  the  geometry 
of  position.  He  proposed  the  notation 
a.,  6/3,  .  .  .  .  to  represent  right 
lines  whose  absolute  lengths  were  a,  6, 
the  subscript  Greek  letters  denoting  the 
angles  made  by  these  lines  with  any 
arbitrary  axis  of  reference.  Francais 
used  the  expression  "  lines  given  in  mag- 
nitude and  position,"  to  designate  what 
Argand  called  "  directed  right  lines."  In 
the  term  ratio  he  included  the  relative 
position  as  well  as  the  relative  magnitude, 
four  directed  lines  being  in  proportion 
as 

a.  :  bfi'.  \Cy  :  d^, 

when-=-,  and  also   6^a=zd—y.    In 
a     c  ^ 

such  a  proportion,  the  absolute  lengths 

are  in  geometrical,  while  the  angles  made 

with  the  axis  are  in  arithmetical  progrel^ 

sion ;  and  the  homologous  sides  of  any 

two  similar  complanar  figures   are  in 

proportion.      In   conformity  with    the 

above  definition,  the'  proportion 

involves  the  equations 

b      c 
~=-^,  and/J~a=;.-/?, 

whence  y5=J(a  +  y), 

or   a  mean  proportional    between  the 

directed   lines  bisects    their    included 


*  See  January,  Febroiuy  and  March  Magazine. 
Vol.  XXIV.— No.  4—22. 


angle.     So  for  the  continued  proportion 


Ofi 


Ix  :  Tfif, 


we  shotild  have 

a      0  I 

and  /3—a=y^/3=pi'^X, 

He  then  proposed  a  second  notation. 
By  the  former  a^=^a,  and  1^=1 ;  there- 
fore 1 :  la',  la:  Uay  or a^  =a.la ;  so  that 
a  directed  line  might  also  be  represented 
by  the  symbol  a.la ,  a  denoting  its 
length  and  1^  its  position. 

Lines  parallel  to  the  axis  of  reference 
drawn  from  left  (right)  to  right  (left) 
were  distinguished  as  positive  (nega- 
tive) ;  angles  estimated  above  (below) 
the  axis  from  right  to  left  were  regarded  • 
positive  (negative).  This  convention,  in 
connection  with  the  above  notation,  gave 
-f  1=1,,  —  l=l±,r»  and  therefore 

-fa=ax(  +  l)=a.lo, 

and  — a=ax(— l)=a.l±,. 

And  from  the  known  relations 

+  l=6^'riCT  and  -1=«±'*'^, 

results 

+  a=ax(  +  l)=;a.e<>'*'^, 

and  — a=ax(— l)=a.6±'*^ 
He  then  proceeded  to  establish  four 
theorems : 

I.  In  the  geometry  of  positum,  imaginary  quan- 
tities of  the  form  ±  a  V- 1  represent  perpendicu- 
lars to  the  axis  of  reference,  and,  conversely,  per- 
pendiculars to  the  aoBis  are  imaginaries  of  this 
form. 

Demonsiraiion.'^T'bLe  quaDtlty  ±aV^\  is  a 
mean  proportional  between -t-<3(  and— a,  that  is, 
between  oo  and  o^r  ;  bence  by  the  definition  of 
mean  proportional  is  expressed  by  a    »;  or, 

it  is  perpendicular  to  the  axis  and  drawn  either 
above  or  below  it;  and  we  have 

+aV^l=^a    y,  and -gV^=a    ,. 

Reciprocally,  every  perpendicular  to  this  axis 
is  represented,  in  conformity  with  the  abdve 
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notation,  by  a   ^    and  is,  therefore,  by  defini- 

2 
lion,  a  mean  proportional  between  oo  and  a±ir, 
or  between  +a  and  —a.    It  is  therefore  an  im- 
aginary of  the  form  ±a  V— 1.  

C<yr,  1.— As  signs  of    position,    ±   \'—  1  is 
identical  with  1    ». 


2 
Cor.  3.— Moreover,  since— 1=1  ±ir=d'*"' 

we  have  also  ±  V— 1=1 


veil, 


-^.-;^-. 


T=e^ 


Cor.  3.— So-called  imaginary  quantities  are 
quite  as  real  as  positive  or  negative  quantities, 
and  differ  from  them  only  in  position,  being  in 
fact  perpendicular  to  them. 

M.  Francaie  argued  that  this  theory 
of  signs  was  more  consistent  than  the 
ordinary  one  of  Cartesian  geometry, 
where,  as  abscissas  and  ordinates,  two 
kinds  of  positive  and  two  kinds  of  neg- 
ative quantities  were  admitted.  He  con- 
tended that  having  once  defined  positive 
and  negative  quantities,  as  laid  off  paral- 
lel to  the  axis  of  abscissas,  it  was  illogi- 
cal to  admit  others  not  comprised  in  the 
definition,  and  that  the  common  theory 
was  thus  faulty  in  admitting  two  incom- 
patible principles  where  one  was  suffi- 
cient. 

Theorem  II.— The  sign  of  position  la  =6*  \ 
Demonstrcttion. — Let  the  semi-circumference 
of  a  unit  circle  be  divided  in  the  direciion  of 
positive  arcs  into  m  equal  parts,  and  radii  be 
drawn  to  the  points  of  division;  these  radii 
will  form  a  progression  both  as  to  magnitude 
and  position,  by  definition.    The  two  extremes 

being  lo  =+1,  and  l,r=-l=«'  ^"^ 

U,  l2ir, l(w-i)tr,  will  be 

mm  tn 


the  means 


em 


VZT 


2tr 


vnr 


or,  in  general,  lnw=«  "* 


*?^vrr 


(m-l)ir      - 


and  as — may  be 

771 


2.  That^ince  Oa^a.l^,  "we  have  also 
aa=a.fc**'-^  

3.  That  since  e*  ^'-i  =  cosa  +  sinaV — 1^ 
it  follows  that  CTa— acosa-hasind.V— 1, 
or  that  to  express  a  directed  right  line, 
we  must  take  the  sum  of  its  projections 
in  two  rectangular  co-ordinate  axes; 
each  projection  being  taken  with  its 
proper  sign  of  position. 

4.  That  for  any  such  lines  we  may 
substitute  any  number,  provided  that 
the  sum  of  the  projections  of  the  latter 
is  equal  to  the  sum  of  the  lines  them- 
selves: that  is,  we  may  write  aa,  ^^ , . . . . 
Tiifj,  for  xp,  provided  we  have 


any  angle  whatever,  we  have  finally  la=  e* 

From  this  theorem  M.  Francais  drew 
the  following  corollaries : 

1.  That  by  taking  the  logarithms  of 
each  member  of  the  last  equation, « V— 1 
=log  (1«)  ;  showing  that,  in  the  geom- 
etry of  position,  arcs  of  circles  are  the 
logarithms  of  the  corresponding  radii, 
bsing  affected  with  the  sign  V— 1  since 
they  are  perpendicular  to  the  axis  of 
reference ;  explaining  also  the  expres- 
sion, "  imaginary  arcs  of  a  circle  are  log- 
arithms," and  giving  a  rational  interpre- 
tation of  the  symbolic  equation 


TT 


vc:i=iog  (V-1). 


x,e^'^'^=a.e'' 


^^1 


■b,^'-' 


or  (B) 


1 


(A)    a.e*^'~*=a.e*'"'  +  ^ 

H-  .  .  .  .  -fw.e'**^ 
ajcos  ^=acos  a -f  6cosy5 

+ .  .  .  .  -I-  m  cos  ;/, 
arsin^=asina-|-68in/? 

-\-,  .  .  .-hmsin//, 
and  conversely. 

If  the  hues   «»»  i^>  x^  ,  etc.  form  a 

closed  polygon,  (£)  will  be  satisfied,  and 
hence  for  any  given  line  may  be  substi- 
tuted a  series  of  others,  forming  with  it 
a  closed  polygon ;  conversely  for  a  series 
of  lines  forming  an  unclosed  polygon 
may  be  substituted  the  closing  line. 

The  appHcation  of  these  remarks  to 
the  theory  of  the  composition  and  reso- 
lution of  forces  is  evident.  On  this 
point  M.  Francais  briefly  says,  "This 
theory  which  has  always  involved  some 
difficulties  is  thus  reduced  to  a  problem 
of  the  Geometry  of  Position." 

Theorem  IIL— The  sign  of  position  1«  may 

also  be  written  1  *»,  that  is  to  say  1^=1  *» . 

Demonstration. — If  the  unit  circle  be  divided 

into  m  equal  parts  and  the  radii  be  drawn,  they 

will  form  a  progression  whose  extremes  are 

'i  1 

unity.    Hence  l2»=lm,   l4ir=lm,    .... 

n 

l2iMr=l**.    Let  then  — =a;  we  shall  have 


-^= — ,  and  consequently  la=l*». 
m     2ic 

Cor.  1.— It  follows  from  this  theorem:  V, 
that  the  above  radii  denote  the  m  mth  roots  of 
UDity;  2**,  these  roots  are  all  equal,  differing 
only  in  their  positions;  3',  they  are  all  equally 
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real,  being  represented  by  lines  given  both  in 
majniitade  and  position. 

(jOT.  2. — Comparing  the  last  two  theorems 
we  obtain  at  once  the  well-known  values  of 
these  roots,  which  may  be  expressed,  in  gen- 
eral, by 

1    =.  =eos--+sm— .   ICT 

He  then  proposes  the  substitution,  for 

in 


make  himself  known  and  to  publish  his  own 
researches  on  this  subject. 

In  the  same  volume  (IV.  p.  71-73)  of 
the  annales  which  contained  this  paper 
from  M.  Francais,  a  note  was  inserted 
by  the  editor,  Gergonne,  to  the  effect 
that  two  years  before  (1811)  in  a  letter 
he  had  written  to  M.  de  Maizi6re  on  a 
communication  which  the  latter  had  con- 
tributed to  the  first  volume,  he  had  sug- 
gested that  "  numerical  quantities  were 
perhaps  improperly  classified  in  a  single 
series,  and  that,  from  their  very  nature, 
it  seemed  as  if  they  should  be  arranged 
in  a  table  of  double  argument,  as  fol- 
lows : 


. .  ,-2  + v^,-ijM/^,  +  y^, 

-hl  +  V-1,  H-24-V-1,  ..  . 
..,-2,     -1,     ±0,     +1,     +2,_,.., 

.  .  ,-2-a/^,-1-a/^,-a/-1, 

H-l~\/^l,  4-2- V—i,  .  .  . 

..,-2-2^/^,-1- 2  V^l,-2\/^, 

+  l-2\/:^,  +2-2a/^,  .  .  , 


H-,  —  and  ±a/^,  of    1^,,  1^^,  1_. 

2 

connection  with  the  general  sign  1±«; 
an  additional  advantc^e  over  that  al- 
ready suggested  being  that  +  and  — 
will  indicate  addition  and  subtraction 
only,  and  so  have  but  one  meaning. 

Throrbh  IV. — All  the  roots  of  an  equation 
of  any  decree  are  reaX  and  may  be  represented 
by  lines  given  in  magnitude  and  position. 

Bemonsh'aUor^^Yx.  has  been  shown  that 
every  equation  of  anj  degree  whatever  is  al- 
ways decomposable  mto  real  factors  of  the 
first  or  second  degree,  and  hence  it  is  sufficient 
to  show  that  the  root  of  an  equation  of  the 
second  degree  can  be  represented  by  lines 
given  in  magnitude  and  position.  Now  the 
roots  of  an  equation  of  the  second  degree,  be- 
ing of  the  form  aj=pi  Vgr,  can  at  once  be  con- 
structed by  the  foregoing  rules ;  for,  1*,  if  q 
is  positive,  x  will  be  the  sum  or  difference  of 
two  positive  or  negative  quantities,  laid  off  on 
the  axis  ;  2**,  if  y  is  negative,  x  will  be  a  right 
line  drawn  from  the  origin,  the  co-ordinates  of 
whose  extremity  are p  and  tgT 

M.  Francais  concluded  his  communi- 
cation as  follows : 

Such  is  a  very  brief  sketch  of  the  new  prin- 
ciples on  which  it  seems  to  me  desirable  and 
necessary  to  found  the  geometry  of  position, 
and  which  I  submit  to  the  Judgment  of  geom- 
eters. Being  in  direct  conflict  with  the  com- 
monly received  ideas  concerning  so-cidled  im- 
aginary quantities,  I  expect  they  will  encoun- 
ter many  objections  ;  but  I  dare  to  think  that 
their  thorough  examination  will  show  them  to 
be  well  founded,  and  that  the  conseouences  I 
have  drawn  from  them,  strange  as  at  nrst  sight 
they  may  seem,  will  nevertheless  be  found  in 
harmony  with  the  most  rigorous  logic.  I 
ought,  moreover,  to  acknowledge  that  the 
germ  of  these  ideas  is  not  my  own.  I  found 
it  in  a  letter  to  my  late  brother  from  M.  Legen- 
die,  in  which  this  great  geometer  gave  (as 
something  he  himself  had  derived  from 
another,  and  purely  as  a  matter  of  curiosity) 
the  substance  of  my  deflniiions  of  proportion 
and  ratio— -theorem  I.  and  cor.  8  of  theorem 
II. ;  but  the  latter  was  a  mere  suggestion,  and 
only  justified  by  a  few  applications.  To  myself, 
therefore,  belongs  only  the  credit  due  to  the 
manner  in  which  these  principles  have  been 
set  forth,  and  their  proof,  the  notation,  and  the 

proposal  of  the  symbol  1  ±  a.  I  hope  that  the  i  .  ,  n  j  xx  x-  x  xi.  ^  i.  xv  x 
publicity  thus  given  to  my  own  results  may  simply  called  attention  to  the  fact  that, 
induce  the  real  author  of  these  conceptions  to  I  after  all,  these  conceptions  were  not  so 
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So  that,  like  Francais,  he  proposed  that 
quantities  of  the  form  n  a/^  should  be 
laid  off  in  a  direction  perpendicular  to 
that  in  which  the  quantity  n  was*  meas- 
ured, and  that  quantities  having  other 
directions  should  be  represented  by  the 
suln  of  their  projections  on  these  two. 
He  cites  also  from  a  letter  of  M.  de  Mai- 
ziere  the  following :  "  What  I  have  adf- 
vanced  on   imaginary  quantities  is  quite 

novel, and  I  am  sure  you  have 

already  recognized  its  exactness,"  and 
again  :  ''  This  will  cease  to  be  a  paradox 
when  I  have  proved  that  imaginaries  of 
the  second  degree,  and  therefore  of  all 
degrees,  are  no  more  imaginary  than 
negative  quantities  or  imaginaries  of  the 
first  degree,  and  that  as  regards  the 
former  we  are  exactly  in  the  same  posi- 
tion as  were  the  Algebraists  of  the  sev- 
enteenth century  with  respect  to  the 
latter."  M.  Gergonne  disclaims  any 
intention  of  depriving  either  Argand  or 
Francais  of  the  credit  due  them,  but 


316 


VAN  NOSTRAND'S  ENGINEERING  MAGAZINE. 


strange  as  would  seem,  since  several  had 
entertained  them,  and  in  closing  he  re- 
marks that  M.  Francais*  paper  may  be 
summarized  in  the  following  proposi- 
tion: 

"When,  we  seek  a  determinate  but 
unknown  length  which  is  supposed  to 
lie  in  a  certain  direction  along  a  given 
line  from  a  given  point,  while  it  really 
lies  in  the  opposite  direction,  we  obtain 
a  negative  expression ;  and  if  this  length 
is  not  on  the  line  at  all,  the  expression 
will  appear  under  an  imaginary  form." 

M.  Francais'  paper  called  forth  a 
second  article  from  M.  Argand,  which 
appeared  in  Vol.  IV.,  p.  133-147  of  the 
Annales,  wherein  he  called  attention  to 
his  previous  publication,  and  claims  to 
have  been  the  person  to  whom  Legendre 
referred  in  his  letter,  he  having  submit- 
ted his  first  treatise  to  Legendre's  exam- 
ination. This  second  paper  is,  in  the 
main,  a  restatement  of  the  views  ad- 
vanced in  the  first;  but  in  it  he  abandoned 
the  use  of  the  signs^and^,  and  returned 
to  that  of  ±  V—  1.  He  also  added 
some  further  remarks,  which  are  inter- 
esting as  showing  how  he  attempted  to 
extend  his  theory  to  tri-dimensional 
space,  and  of  which  the  following  is  a 
translation: 

Let  (Fig.  28)  KA=-|-1.  3KC=-1.  KB=+ 
V-1.  KD=-i^-l;  any  other  radius  KN, 
in  the  same  plane,  will  be  of  the  form  p-\^  V— i ; 
and,  conversely,  every  expression  of  this  form 
will  denote  a  directed  line  of  this  plane. 


''  Draw  now  from  the  center  K  a  perpendicu- 
lar KP=KA  to  the  plane.  How  shall  this 
directed  line  be  designated?  Is  it  wholly  in* 
Sependent  of  KA  and  KB,  or  can  it  be  referred 
analytically  to  the  prime  unit  KA,  as  are  KB, 
KC?  Guided  by  analogy  it  would  seem  that, 
taking  the  entire  circumference  as  the  unit 


angle,  a  directed  radius  making  an  angle  a 
with  KA  would  be  expressed,  from  the  princi- 
ples already  laid  down,  by  1*^;  but  this  expres- 
sion would  be  troublesome  when  a  is  a  fraction, 
because  it  would  then  have  more  than  one 
value.  This  objection  would  be  met  by  the 
adoption  of  M.  Francais'  notation,  1«;  we 
should  thus  have  KA=lo,  KB=lj,  KC=li, 
K  D = 1  j .  We  have  considered  angles  reckoned 
from  A  above  and  below  as  positive  and  nega- 
tive. Now,  if  we  apply  to  the  angles  the  rule 
we  have  adopted  for  lines,  we  should  be  led  to 
regard  imaginary  angles  as  laid  off  in  a  direc- 
tion perpendicular  to  that  which  corresponds 
to  real  angles.  Suppose  the  semi-circumfer- 
ence ABC  to  revolve  about  AC,  the  point  B 
describing  the  circle  BPDQ;  since  we  already 
have 

angle  AKB=-H=i.(+1)» 


angle  AKD=-l=i.(-l), 

we  may  write  angle  AKP  =  ^  V'~^i  =  }.li; 
whence  we  conclude  that 


KP=1 


M 


=l,,ei=l^^= 


TMs  would  seem  to  be  the  analytical  expres- 
sion required. 

If  on  the  circle  BPD  we  take  the  point  M,  so 
that  BKM=//,  we  shall  have,  in  like  manner, 
angle  AKM=i<cos  fi+  V~^\  sin  ^),  and  writing 
for  brevity  cos  /*+  V^l  8infi=p,  KM  =  lip  = 
Op={\^Y=(V:rifosn+*'^8\nH-  ^iii  i,e  the 
general  expression  for^  radii  perpendicular 
to  the  primitive  radius  KA.  

Let  us  now  seek  an  expression  for  BKP. 
On  the  circumference  ABC,  the  angles  esti- 
mated from  B  in  either  direction  are  positive 
and  negative,  and  real,  and  the  plane  BKP  is 
perpendicular  to  their  direction;  it  would  thus 
seem  that  the  angle  BKP,  like  AKP,  =  J  V^ 
and  that  this  should  in  like  manner  be  true  for 
any  angle  NKP,  N  being  on  the  circumference 
A  BCD;  but  that  this  conclusion  is  erroneous  is 
evident  from  the  fact  that  when  N  and  C  coin 
cide,  we  should  have  CKP=i^—l,  whereas 
this  angle  is  evidently  -AKP=  -i  V-1.  To 
avoid  this  difQculty,  observe  that  having 
adopted  a  direction  for  +1,  there  are  an  infin- 
ity of  lines  perpendicular  to  it,  among  which 
one  is  arbitrarily  chosen  as  that  of  V^l.  The 
general  expression  for  every  unity  taken  in  one 
of  these  directions  is,  as  we  have  just  seen, 

ljp=l*^=(  fCTy*  =(  V3l)00s  m4-  ^i  dn  ^ 

Conceive  at  the  point  A,  an  infinite  number 
of  directions  perpendicular  to  the  circumfer- 
ence at  that  point;  one  of  these  will  be  that  of 
KP;  namely  that  one  we  have  taken  to  con^ 
struct  the  positive  imaginary  angles  +«  V^ ; 
that  is,  for  this  case  we  have  taken  p=l=KA. 
So,  at  C,  the  direction  parallel  to  KP  gave 
negative  imaginary  angles  — aV-l;  that  is, 
we  have  made  p=— 1=:KB.  Hence,  with  re- 
spect  to  the  direction  from  B  parallel  to  KP, 
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analogy  would  lead  us  to  make  p=  '*^— 1=KB. 
Thus  the  expression  forBKP  will  be  J(  V.  1)  *"-!. 

We  will  not  further  enlarge  on  these  sugges- 
tions, and  observe  only  in  closing  that  the 
expressions  a,  ab ,  aj,^ ,  which  designate  lines 
considered  in  reference  to  one,  two  and  three 
dimensions,  are  only  the  first  terms  of  a  series 
which  can  be  indefinitely  extended. 

If  the  above  ideas  are  admissable,  the  ques 
tion  so  often  raised,  as  to  whether  every  func- 
tion can  be  reduced  to  the  form  p+g  ^^, 
would  be  answered  in  the  negative;  and  KP= 
^  V— 1  )(*^-i)  would  offer  the  simplest  example 
of  a  quantity  irreducible  to  this  fonn,  and  as 
heterogeneous  with  respect  to  V-1  as  is  the 
latter  with  respect  to  +1. 

It  is  true  there  are  demonstrations  going  to 
show  that  the  form  {a-^bi^—iym^nV-i  can 
always  be  reduced  to  the  form  p-\-q  V~^;  but 
we  may  be  permitted  to  remark  that  those 
which  make  use  of  series  are  not  conclusive  so 
long  as  it  is  not  proved  thatp  and  q  are  finite. 
Indeed  it  often  happens  in  analysis  that  a 
series,  which,  from  its  very  nature  can  only  be 
true  for  real  quantities,  assumes  an  infinite 
value,  or  rather  form,  when  it  is  made  to  rep- 
resent an  imaginary  quantity;  and  in  lik^  man- 
ner it  is  presumable  that  a  series  composed  of 
terms  of  the  form  p-{-q  V^i  or  at  can  become 
infinite  if  it  is  to  express  a  quantity  of  the 
order  a^^ .  As  for  those  demonstrations  which 
employ  logarithms,  they  also  seem  somewhat 
obscure,  because  we  have  as  yet  no  definite 
conceptions  of  imaginary  logarithms.  It  is 
also  necessary  to  ascertain  whether  the  same 
logarithm  ma}r  not  belong  at  the  same  time  to 
several  quantities  of  different  orders;  a,ab,aj^  . 

Moreover  the  several  values  resulting  from  the 
radicals  of  the  proposed  expression  is  another 
source  of  ambiguity,  so  that  onejnay  succeed 
in  rigorously  reducing  (a-\-b  V—i  )w-f n VZl  ^q 
the  form  p^q  V^l  without  its  being  neces- 
sarily true  that  this  expression  has  no  other 
values  of  the  order  ab^  irreducible  to  this  form. 

Before  this  second  paper  of  Argand's 
had  come  to  the  notice  of  Francais,  tibe 
latter  also  had  endeavored  to  extend  the 
new  theory  of  im^ginaries  to  tri-dimen- 
sional  space.  In  the  fourth  Vol.  of  Ger- 
gonne's  Annales  a  letter  appeared  from 
Francais,  from  which  the  following  is  an 
extract : 

According  to  my  previous  definition,  positive 
and  negative  angles  are  taken  in  the  same 
plane,  which  for  brevity  I  shall  designate  as 
the  plane  xy.  It  would  then  seem  natural  to 
suppose  that  imaginary  angles  are  situated  in 
planes  perpendicular  to  ocy,  and  this  supposi- 
tion would  be  justified  by  analogy  alone;  but 
its  legitimacy  may  be  shown  as  follows:  the 
angle -f^  V^l  is  a  mean  proportional,  both  as 
to  magnitude  and  position,  between  4-  ^  and 
"fi;  it  is  therefore  situated  with  respect  to  the 
w*?l6  +^  as  is  the  angle  —  y5  with  respect  to 


it,  which  can  only  be  so  long  as  the  plane  of 
the  angle  ±/^V^l  bisects  the  angle  of  the 
planes  4-y6f  and  -  ^,  Now  these  planes  coin- 
cide; therefore  the  plane  of  ±fiV~\  is  perpen- 
dicular to  the  plane  <ty.  Conversely,  since 
every  plane  perpendicular  to  xy  bisects  the 
angles  between  the  planes  of  the  positive  and 
negative  angles,  every  angle  y^,  in  such  a 
plane,  may  be  considered  a  mean  proportional 
in  magnitude  and  position  between  +fi  and 
— y6f ;  hence  its  value,  in  respect  to  both  magni- 
tude and  position,  is  ±^  V— 1. 

From  the  above,  and  my  2nd  and  3d  theo- 
rems,it  follows  that  1  ^  ^/^j  =e  O  ^^D  *  -i  =e  "^ 

^^  __  

=1   ^    i^c08(/?i^^)+V^sin(/?4-l). 

Lambert's  hyperbolic  sine  and  cosine  are  thus 
reduced  to  the  theory  of  circular  arcs,  Naperian 
logarithms,  and  roots  of  unity. 

It  further  follows  that 


.i^vn=^^e<^*'- 


.aVZI 


-l)*^=6(a+P*-l)*-l 


=  1 


a+fi  V-  1 


[cosO?  V^lH-  v-1  sin  (/?  V -1)] 

=  COS  a  COSO^  ^^1  H-  ^—i  Sinac08(/?  4  3  {) 


Whence 


+  V^^l.e**^  sinO^  i  -1). 


a  sinn;cos(/?  V-l)-|-  V-1 .  (w*^^sin(/^  V-1). 
Hence  the  projections  of  a  on  the  three  co- 
ordinate axes,  or  rather  its  three  components, 
will  be 

a  cos  a  cos  (fi  V^l),  i^.gsinQC08(^  4  ^), 
V— l.o«sin(^i-l). 
These,  Monsieur,  are  the  results  I  have 
reached  ;  but  I  confess  I  am  not  yet  satisfied 
with  them.  I  desire  to  suppress  wholly  the 
old  imaginary  notation,  as  I  have  done  for 
geometry  of  two  dimensions ;  that  is,  for  the 
latter  I  fiave  reduced  oblique  lines  of  the  form 
A-f  B  V— 1  to  that  of  aa,  where  a  denotes  the 
absolute  length  of  the  line,  and  a  the  angle  It 
makes  with  the  axis  of  reference.  In  tri-di- 
tnensional  geometry,  I  desire  to  express  the 
position  of  any  line  by  a^^  ,  a  denoting  the 
absolute  length  a  the  above  angle  and  A  the 
angle  made  by  the  plane  of  a  with  a^  ;  but  as 
yet  all  my  ef^prts  in  that  direction  have  proved 
unsuccessful.  I  trust  some  one  more  skillful 
than  myself  may  succeed  in  filling  up  this 
gap.  At  all  events,  I  am  confident  that  the 
true  method  of  extending  our  theory  of  ima^- 
inaries  to  tri-dimensional  geometry  consists  m 
the  consideration  of  imaginary  angles. 

In  a  postscript  to  this  letter,  Francais 
acknowledges  the  receipt  of  Argand's 
memoir,  and  that  to  the  latter  belongs 
the  credit  of  the  discovery  of  the  geo- 
metrical representation  of  imaginaries. 

He  then  adds : 

In  starting  from  the  same  principle  we  have 
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reached  different  results.  I  have  said  above 
that  I  have  not  succeeded  in  reducing  the  ex- 
pression for  the  position  of  any  right  line  in 
space  to  the  form  a^    .    The  reasons  for  my 

failure  are  these:  I  attempted  to  make,  from 
analogy 

a^  —a.  e^  *^"~*=a(co8AH-  V~\  sinA)  whence 

(cosa+  i^lsina)<^A+*^«l'»A^ 
which,  when  0=!^,  A=iT,  gives 

which  agrees  with  the  result  of  M.  Argand. 
But,  developing  the  general  case,  we  have 

^(a  OO8  A+ i^  a  Bin  A)  ^'^^ 

^  VZIooosA^  vCTa  slnA)  ^^ 

= [cos(a  cos  A)+  ^^^l  sin(a  COS  A)]  x 

[cos(  V3i.rt8inA)-h  4'3i8ln(  i^-l.asinA)]= 

cos(acosA)cos(  V^.asinA)H-  V^ 

sin(aco8  A)cos(_4^—  1.  osinA)  -h 

|/3-j^V_i.aoo8A  gin(  idi.osinA), 
an  expression  which,  on  account  of  its  doublv 
transcendental  character,  would  seem  inad- 
missable.    On  comparing  it  with 

\xjf.y,^~i=cos^09{jJLV^\)+  V— Isln^^os 

I  rejected  it  altogether,  because  the  angles  a 
and  A  are  easily  found  in  terms  of  //  and  X  by 
spherical  trigonometry.    In  fact  we  have 

cos/  cosO^  1^— l)=cosa,  

sin  ?.  cos(u  i^^)=sin  1  cob(A  V— 1), 
sin(/x  V^)=8ina  8in(A  V-l); 
whence 

cos  a 

cos/=  -;/-— ^^^ — ^;— :, 

n-sin«asin«(A  4^:11)' 

.    ^  _       sin  a  cos(A  4^^1) 

^  1— 8in*asin«(A  4 
And  therefore 


1') 


la^=r[cosa-4-  4^^l8inacos(A  4'— l)]x 

\  sinrtsin(A  4^^1)        —  ) 

i  1  +  -—  ^— — ^^ -Z7.  4  — 1  f  . 

<         *  l-sin«a8in«(A  4-1)  ' 

From  this  it  seems  to  me  clear  that  oa  cannot 
be  determined  as  aa  was, and  that  the  supposed 
analogy  between  angles  and  lines  does  not  exist 
You  must  have  remarked.  Monsieur,  that 
M.  Argand  does  not  prove  my  proposition 
aa= mucosa 4-  4^^  siu  a),  and  that  this  funda- 
mental equality  is,  with  him,  simplv  a  suppo- 
sition justified  only  by  a  few  examples. 

On  this  remark  M.  Gergonne  very 
justly  observes  that  no  demonstration 
was  needed,  inasmach  as  Argand  had 
defined  the  sum  of  directed  lines  as  a 
certain  composition  of  motions,  "  a  very 


natural  extension  of  the  ordinary  defini- 
tion of  Algebra." 

M.  Francais  concludes : 

I  do  not  quite  see  why  M.  Argand  (No.  12), 
in  writing  2n-=l,  should  introduce  a  new  unit, 
rendering,  it  seems  to  me.  the  rest  of  his  paper 
obscure.  Finally,  I  should  be  loth  to  admit 
the  correctness  of  his  assertion  that 

is  irretlucible  to  the  form  A+B4CT  In 
fact,  we  have 

therefore, 

(c  VZi)rf*^l=^(rflo«c)*^i^-Wir,^^-W» 

[cos  {d  log  c)  +  4Cri  sin (d  log  c)  ], 
which  is  certainly  of  the  form  A-h  B  4''—!.    I, 
therefore,  think  myself  correct  in  regarding 

the  expression  (cf^)^*-^,  which  he  assigns 
to  the  third  dimension,  as  simply  a  conjecture 
open  to  serious  objection. 

On  Nov.  13th,  1813,  M.  Servois  ad- 
dressed a  letter  to  Gergonne,  which  is 
especially  interesting  as  bearing  upon 
the  extension  of  Argan^'s  theory  to  space 
of  three  dimensions.  He  objected  first 
to  Francais*  proof  of  bis  first  theorem. 
This  proposition,  that  ±aA/— 1  is  a  mean 
proportional  in  magnitude  and  position 
between  +  a  and— a,  he  claimed  to  con- 
sist of  two,  one  of  which,  viz:  that 
i  aV—l,  was  a  mean  proportional  as  to 
position  is  not  evident,  and  is  indeed 
precisely  what  is  to  be  proved.  To  this 
criticism  Gergonne  replied  that,  although 
Servois  thinks  it  evident  that  ±  flrV— 1  is 
a  mean  as  regards  magnityde^  between 
-t-  a  and  —  a,  it  seemed  to  him  difficult 
to  see  how  such  an  expression,  which, 
vnthits  signs,  is  Allegation  of  magnUnde, 
could  be  a  mean  between  two  reals/  that 
as  regards  magnitude,  the  mean  could 
only  be  a  ;  but,  taking  position  into  ac- 
count, the  mean  must  also  be  conceived 
under  this  new  aspect,  and  is  for  this 
very  reason  a  mean  in  position  as  well  as 
magnitude,  so  that  the  interpretation  of 
±  av^i  is  reduced  to  the  selection  of  a 
line  which  is  situated  with  reference  to 
-I-  a  as  —  a  is  to  it 

Servois  objected,  secondly,  that  the 
new  theory  was  not  only  founded  merely 
on  analogy,  but  was  not  even  justified  a 
posteriori  by  its  applications.  Empha- 
sizing Argand's  remark  that  it  consisted 
in  the  use  of  a  special  notation,  he  char- 
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acterizedit  as  "  a  sort  of  geometric  mask, 
superadded  to  analytic  forms  whose 
direct  use  was  more  simple  and  expedi- 
tioua"     For  example,  he  says  : 

.     .  take  Argand's    first   application, 

where  he  proposes  to  develope  sId  (a  +  b)  aod 

COS  {a + b).    Prom  the  general  formula  e  *  *^ 

=C08a-f  V— 1  sin  a,  I  obtain  e<<'+^)  ^'-^= 

cos  (a-f-ft)H-  VITsin  (a-hb),  and  thence  e^^'^^  ^^ 

-e^^-^  e   ^^=(co8  an-  ^~\  sin  a)  (cos  5+ 

V^-i  siii_ft),  or  e  ^^'^^  *  ~^=  (cos  a  cos  &-sin  a  sin 
J)+  V— 1  (sin  a  cos  6+  cos  a  sin  5);  equating 

these  two  values  of  «(*+*^  ~^,  and  subse- 
quently the  real  and  imaginary  parts  separate- 
ly, we  have  cos  (aH-ft)=uo8  a  cos  ^— sin  a  sin  b, 
an  (a-f-ft)=6in  a  cos  ft  +  cos  a  sin  ft.  All  the 
other  geometrical  applications  are  easily  made 
in  the  same  manner.  They  may  be  found  in 
various  works,  and  especially  m  **  A  Purely 
Algebraic  Theory  of  Imaginary  Quantitiep,  ' 
by  M.  Suremain-de-Missery  (Paris,  1801).  The 
single  application  to  algebra  (close  of  Argand's 
treatise)  seems  to  me  quite  unsatisfactory.  I 
do  not  think  it  suflScient  to  find  values  for  x 
which  render  the  polynomial  of  less  and  less 
value;  it  is  necessary,  besides  this,  that  the  law 
of  decrease  should  necessarily  render  it  zero ; 
and  that  it  should  be  such  that  zero  is  not,  so 
to  speak,  the  asymptote  of  the  polynomial. 

After  citing  Euler*s  proof  that 

in  reply  to  Argands  assertion  that  this 
expression  was  irreducible  to  the  form 
p  +  qV — 1,  he  raises  two  other  objections, 
which  are  important  and  given  in  full. 

Accustomed  to  designate  the  position  of  a 
point  in  a  plane  by  an  angle  and  radius  vector, 
geometers  have  certainly  not  been  ignorant  of 
the  consequences  of  M.  Francais*  definition. 
....  But,  content  with  distinguishing 
between  the  magnitude  and  position  or  a  right 
line  in  a  plane,  they  had  not  yet  formed,  from 
these  two  simple  ideas,  a  single  complex  one, 
or  rather  they  had  not  yet  created  a  new  etre 
geomeirique,  uniting  at  once  both  the  ideas  of 
magnitude  and  position.  The  length  of  a 
right  line  and  its  position,  i.  e.  the  angle  it 
makes  with  a  fixed  axis,  are  two  quantities, 
which  we  may  term  homogeneous  ;  now,  how 
can  they  be  so  combined  as  to  form  this  new 
entity  called  a  directed  line  ?  It  seems  to  me 
this  problem  is  not  yet  satisfactorily  solved. 
If  a  is  the  length  of  the  line  and  a  the  arc  of 
the  unit  circle  which  measures  the  angle  it 
makes  with  a  fixed  axis,  undoubtedly  we  may 
in  general  represent  the  line  by  ^  (a,  a),  and 
the  function  ^  must  be  determined  by  the 
essential  condition  it  is  to  satisfy.  Thus  1*, 
evidently  ^a,a)=H-<i  must  correspond  to  a=<?, 
a=2ir,  .  .  .  .  ,  a=2n7r,  and  ^«,a)=— a  to  a=7r, 
a=37r, .  .  .  .  ,  a=(2wH-l)T;  2%  also,  evidentW 
from  ip(a,a)=(p(b,/3)  we  must  have  a=ft,  a=p. 


as  M.  Francais  says,  that  we 


But  3**,  does  it  follow  from  the  proportign 

^ft,/^)     ^(rf// 

must  have  ^  =-^  and  a—p=y^S^    I  do  not 

see  that  this  necessarily  follows  from  the  con- 
ception of  (ft.  The  very  meaning  of  this  ratio 
<l>  (o,a) , 


——z\  is  quite  obscure.  What  indeed  is  meant 
^(ft,/^^ 

by  doublinjT,  trebling,  etc  ,  a  directed  line  ? 
A  priori  this  is  not  intelligible.  M.  Fran- 
cais seems  to  have  been  aware  of  this 
difficulty,  inasmuch  as  he  speaks  of  the  sum 
of  directed  lines  only  as  a  consequence  of  his 
tlrst  two  theorems.  Still,  I  do  not  objtet  to 
admitting  this  condition  as  an  essential  charac- 
teristic of  ^  ;  but  in  that  case  the  complete 
definition  of  a  directed  line  will  be  a  definition 
nomtnis  nonrei,  or,  in  other  words,  directed  line 
will  be  the  name  of  a  certain  analytic  function 
of  the  length  and  direction  of  a  right  line. 
From  this  it  unfortunately  follows  that  we 
are  no  longer  constructing  imaginaries,  but 
simply  reducing  them  to  the  same  analytic  form. 
However,  let  us  see  what  this  function  is.  It 
is,  in  the  first  place,  clear  that  the  expression 
^(a,a)=a.«*  *'-i  satisfies  the  three  foregoing  con- 
ditions.  In  fact,  we  have  Vip{a,o)=a.eo^-  i=a, 
^a,7r)=a.«'*'-^i=a(co8  7r4-  V^Tsin7r)=:-a^2* 
the  equation  <p{a,a)z=<ii{b,f^)  becomes  a.e^  ~^= 
ft.«^*-l,  or,  passing  to  logarithms,  equating, 
and  returning  to  numbers,  a=ft,  a=p;  8®  the 
above  proportion,  by  similar  transformations 


becomes   ^.  —  ^  and  a—S—y- 
b     d  ^ 


6.    But  is  this 


form  a.eo-  V- 1  the  only  one  which  satisfies  these 
three  conditions?  I  think  not,  and  it  seems  to 
me  evident  that  they  will  be  equally  true  if  we 
substitute  an  arbitrary  coefficient  for  the  imagi- 
nary 4'ZY.  So  that  the  form  a. e«^^  will,  in  my 
opinion,  only  be  a  special  case  of  the  analytic 
expression  for  a  directed  line,  in  its  conven- 
tional signification.  Are  there  any  other  con- 
ditions which  follow  from  this  signification  ? 
To  this  question  no  answer  is  made,  nor  do  I 
either  sec  any. 

Again,  4'  the  table  of  double  argument  which 
you  (Gergonne)  propose,  as  applied  to  a  plane 
supposed  to  be  so  divided  into  points  or  infini- 
tesimal squares  that  each  square  corresponds  to 
a  number  which  would  be  its  index,  would  very 
properly  indicate  the  length  and  position  of 
the  radii  vectores  which  revolve  about  the 
pointer  central  square  corresponding  to  ±0; 
and  it  is  quite  remarkable  that  if  wc  designate 
the  length  of  a  radius  vector  by  o,  and  the  angle 

it  makes  with  the  real  line  ...,—1,  ±0,-1-1 

by  a,  the  rectangular  co-ordinates  of  its  ex- 
tremity remote  fro7n  the  origin  by  «,  y,  the  real 
line  being  the  axis  of  x,  the  point  would  be 
determined  by  x+y^^—ly  and  consequently, 
since  x  =  a  cos  a,  y=a8in  bya,  a.«*^^^.  Thus 
I  we  have  a  new  geometrical  interpretation  of 
I  the   function   a.e^^-^  which,   it   seems   to 
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me,  is  of  more  value  than  that  of  MM. 
Argand  and  Francais;  but  certainly  we 
should  not  thereby  conclude  that  this 
was  a  r  new  method  of  constructing,  geo- 
metricaUy,  imaginary  quantities,  for  the  above 
indices  presuppose  them.  However  this  may 
be,  it  is  clear  that  your  ingenious  tabular  ar- 
rangement of  numerical  magnitudes  may  be 
regarded  as  a  central  slice  {tranche  eentraU)  of 
a  table  of  triple  argument  representing  points 
and  lines  in  tri-dimensional  space.  You  would 
doubtless  give  to  each  term  a  tri-nomial  f  orm ; 
but  what  wouldbetheco-efflcientof  the  third 
term?  For  my  part  I  can  not  telk  Analogy  would 
seem  to  indicate  that  the  tri-nominal  should 
be  of  the  form  pcosa-i-gcos/3-hrcos7,  a,  jS 
and  y  being  the  angles  made  bv  a  right  line 
with  three  rectangular  axes,  and  that  we  should 
have  (^cos  a-^q  cos  /3 H-r cos  y)  (p'cosa-^g'coBf^ 
H-r'cos>')=cos*a-i-co8»/^-l-co8«> =1.  The  values 
of  p,q,r,  p\q',T'  satisfying  this  condition  would 
be  ciiiurd;  but  would  they  be  imaginaries,  re- 
ducible to  the  general  form  Ah-B  V^l  ? 

On  this  letter  Hamilton  remarks  in 
his  Lectures  on,  Quaternions^  (Preface, 
p.  57),  "The  six  non-reals  which  thus 
Servois  with  remarkable  sagacity  /ore- 
saiOy  without  being  able  to  determine 
them,  may  now  be  identified  with  the 
then  unknown  symbols  4- *,  +^*,  +^,  —  e, 
— /,  —  k  oi  the  quaternion  theory  ;"andit 
may  here  be  interesting  to  quote  {North 
British  Review,  1866),  from  a  letter  of 
Hamilton  on  the  discovery  of  these  sym- 
bols : 

Oct.  15,  '68. 

"P.  S.— To-morrow  will  be  the  fif- 
teenth birthday  of  the  Quaternions. 
They  started  into  life,  or  light,  full 
grown,  on  the  16th  of  Oct,  1843,  as 
I  was  walking  with  Lady  Hamilton  to 
Dublin,  and  came  up  to  Brougham 
Bridge,  which  my  boys  have  since  called 
the  Quaternion  Bridge.  That  is  to  say, 
I  then  and  there  felt  the  galvanic  circuit 
of  thought  to  close;  and  the  sparks 
which  fell  from  it  were  the  fundamental 
equations  between  i,j,  k;  exactly  such  as 
I  have  used  them  ever  since.  I  pulled 
out,  on  the  spot,  a  pocketbook,  which 
still  exists,  andniade  an  entry,  on  which, 
at  the  very  moment,  I  felt  that  it  might 
be  worth  my  while  to  expend  the  labor 
of  at  least  ten  (or  it  might  be  fifteen) 
years  to  come.  But  then,  it  is  fair  to 
say  that  thib  was  because  I  felt  ^problem 
to  have  been  at  that  moment  solved — an 
intellectual  want  relieved — ^which  had 
haunted  me  for  at  least  fifteen  years  be- 
fore. Less  than  an  hour  elapsed  before 
I  had  asked  and  obtained  leave  of  the 


Council  of  the  Royal  Irish  Academy,  of 
which  society  I  was  at  that  time  presi- 
dent, to  read,  at  the  next  general  meet- 
ing, a  paper  on  Quaternions,  which  I 
accordingly  did  on  Nov.  13th,  1843." 

It  is  also  proper  here  to  add  a  dis- 
claimer  from  Gergonne  as  to  any  thought 
i  of  the  extension  of  his  table  to  tri- 
!  dimensional  space,  until  after  the  ap- 
pearance of  Argand's  and  Francais* 
papers ;  and  that  even  then  he  saw  no 
way  by  which  to  effect  that  result. 

The  above  letter  from  M.  Servois  called 

I  forth  a  reply  from  Francais  (Annales, 

i  Vol.  IV.,  p.  364-367),  and  a  third  paper 

from  Argand  (Annales,  Vol.  V.,  p    197- 

209).    In  the  former,  Francais  sustains 

Gergonne,   who  had  already  said  that 

Servois  asked  too  much  of  the  new  theory, 

demanding  rigorous  demonstrations  of 

that  which,   as  in   the  early  history  of 

negative  quantities  or  the  calculus,  was 

perceived  by  a  sort  of  instinct,  the  proofs 

of    whose    fundamental  principles   the 

>  earlier  writers  were  not  in  a  state  to 

I  produce.     He  then  adds  a  few  examples 

I  of  the  facility  with  which  one  might  pass 

I  from  the  proposed  to  the  ordinary  nota- 

I  tion. 

The  equation  of  a  triangle  whose  base  coin- 
cides with  the  axis  of  reference  is  aa-l-ft-p=c, 
whence 

a  cos  a+ftcos  /3=c,  and  a  sin  a— 6  sin  ^—o, 
or,  taking  the  sum  and  difference  of  the  squares 
a»-h6»+2a*cos(aH-/i  =c*, 

a«co82a-h6»cos2^H-2a*  cos(a— /3)=c«. 

The  equation  of  the  circle  referred  to  the 
center  is  a^=x->ry  1^^,  whence 

aQos(p=x,  asin0=y,  x*-\-y*=a*. 

The  equation  of  a  circle  referred  to  a  diame- 
ter is  /o^  -h  (j^ _ 0 = 2a,  whence 

P  cos  ^+ ij  sin  0=2a,  p  sin  ^— (j  cos  ^=o, 

/3«=2apco8  0,  a?*-fy*=2ai. 

The  equation  of  an  ellipse  referred  lo  the 
focus  is  p^-i-(2a— p)  ipr=2tf,  whence 

P  cos  ^-f  (2a— p)cos  ¥^=2^, 

psin^-h(2a-p)sin!pr=(,,  p^———^. 

The  reply  of  Argand  is  appended. 

The  new  theory  of  imaginaries,  already  re- 
ferred to  several  times  in  this  publication,  has 
two  distinct  and  independent  objects;  it  seeks, 
first,  to  render  intelligible  certain  expressions 
■  whose  presence  in  analysis  has  been  inevitable, 
'  but  which  have  not  yet  been  referred  to  any 
j  known  evaluable  quantity  ;   and,  second,   ft 
I  presents  a  method,  or   a   particular  notation 
I  which  employs  geometric  symbols  concurrent- 
t  ly  with  the  ordinary  algebraic  signs.    Hence, 
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from  this  double  point  of  view,  two  questions 
arise:  Has  it  been  rigorously  shown  that 
V^  represents  a  line  perpendicular  to  those 
denoted  by  +1  and  —1?  Cfan  the  notation  of 
directed  lines  furnish,  in  certain  cases,  demon- 
strations and  solutions  preferable  either  for 
their  simplicity  or  brevity,  etc.,  to  those  which 
they  are  intended  to  replace? 

The  first  of  these  will,  perhaps,  always  be 
open  to  discussion  so  long  as  we  seek  to  estab- 
lish the  meaning  of  V^l  by  analogy,  from 
the  commonly  received  ideas  on  positive  and 
negative  quantities  and  their  ratios.  Negative 
quantities  nave  been  and  are  still  the  subject 
of  discussion;  it  will,  therefore,  be  all  the 
easier  to  raise  objections  to  the  new  theory  of 
imaginaries.  But  this  difficulty  will  vanish 
if,  with  M.  Francais,  we  define  what  is  meant 
by  a  ratio  of  magnitude  and  position  between 
two  lines.  Indeed,  the  relation  between  two 
such  lioes  may  be  conceiyed  of  with  all  neces- 
sary precision.  Whether  this  relation  be  called 
ratio  or  something  else,  it  may  always  be 
made  the  subject  of  exact  reasoning,  audits 
consequences,  in  analysis  and  geometry,  of 
which  M.  Francais  and  myself  have  ffiven 
some  examples,  may  be  traced.  The  only  re- 
maining question,  then,  is  whether  it  is  proper 
to  designate  this  relation  as  a  ratio  or propor- 
UoTiy  words  which  already  possess,  in  analysis, 
a  determinate  and  fixed  meaning.  Now,  this 
is  permissible,  because  the  new  meaning  is  an 
extennon,  not  a  contradict  on ,  of  the  old  one. 
The  latter  is  so  generalized  that  the  ordinary 
meaning  becomes,  so  to  speak,  a  particular 
case  of  the  new  one.  There  is  then,  no  ques- 
tion here  of  demonstraiion. 

Thus,    for  the    analyst    who   first   wrote 

a-)»=  — ,  this  equation  was  a  definition  of 

negative  exponents,  not  a  proposition  proved 
or  to  be  proved.  All  that  it  was  incumbent 
upon  him  to  show  was  that  this  definition  was 
only  a  generalization  of  that  of  positive  ex- 
ponents, the  onl^  ones  before  known,  and 
so  for  fractional,  irrational  and  imaginary  ex- 
ponents. It  has  been  said  that  Euler  proved 
(  V^i)  ♦^^=e-Vi».  The  word  prored  may  be 
exact  if  we  mean  that  this  equation  is 
derived  from  e»  ^^^  =  cos  z  -h  V  —  1  sin  x, 
which  is  readilv  shown  to  be  the  case;  but  it  is 
not  BO  as  regards  this  latter;  for  to  show  that  a 
certain  expression  has  a  definite  value,  implies 
the  previous  definition  of  the  expression.  But 
is  there  any  definition  of  imaginary  exponents 
antedating  the  so  called  demonstration  of 
Euler?  It  seems  not.  When  Euler  sought  to 
evaluate  ««*^^,  he  naturally  resorted  to  the 

theorems =1-1-;? H-^H-  ....  previously 
1      1.3 

demonstrated  for  all  real  values  of  ?.  By  mak- 
ing g=x  V—1  he  found 


<f»v-l:=l^.: 


'V:=i 


was  defined  as  representing  a  quantity  equal  to 
coRT-h  V^l  sinjr,  we  should  thereby  bring  both 
real  and  imaginary  exponents  unaer  the  same 
law.  Here  a^ain,  then,  we  have  the  extension 
of  a  principle,  not  the  demonstration  of  a 
theorem. 

It  is  also  by  an  extension  of  principles  that 
I  was  led  to  regard  ( V^l)  ( ♦^)  as  representing 
a  perpendicular  to  the  plane  ±1,  ±  4—1.  The 
two  results  confiict,  and  I  certainly  have  not 
insisted  upon  my  own;  I  only  wish  to  observe 
that  MM.  Francais  and  Servois  have  attacked 
it  from  considerations  which  are  after  all  of 
the  very  nature  of  those  on  which  I  relied  to 
establish  it. 

But  if  the  above  perpendicular  cannot  be 
expressed  by  (  V^-i) *^,  how  then  shall  it  be 
represented?  Or,  rather,  can  any  expression 
be  found,  whose  adoption,  as  the  representa- 
tive of  the  perpendicular,  shall  bring  all  di- 
rected lines  whatever  under  a  common  law, 
as  is  already  the  case  for  every  line  of  the 
plane  ±1,  ±  V^l?  This  is  a  question  which 
must  be  of  interest  to  geometers,  at  least  to 
those  who  admit  the  new  theory.  To  return 
to  the  original  question,  I  observe  that  whether 
V  —1  does  or  does  not  represent  the  perpen- 
dicular on  ±1  must  depend  upon  the  meaning 
of  the  word  ratto;  for  it  is  agreed  by  all  that 


-hi:  V-1 


-1  :  -1  or  that- 


V-1      -1 


+1    ^cn* 


1         1.2~ 

whence  he  concluded,  not  that  «**^-  i=cos^  | 
V^  sin  X,  but  that,  if  the  expression  €«  ^  - 1 ' 


So  that  M.  Servois'  objection  to  Francais' 
proof  of  his  first  theorem,  viz:  *'That  it  is 
not  proved  that  ±aV^l  is  a  mean,  as  to  posi- 
tion, between  -fa  and  —a"  is  equivalent  to  the 
assertion  that  the  word  ratio  has  no  reference 
to  position.  In  its  usual  acceptation,  this  is 
true;  and  on  the  other  hand,  it  may  be  said 
that,  in  the  conception  of  a  ratio  between 
quantities  with  different  signs,  the  signs  must 
be  regarded.  In  the  new  meaninc^,  direction  • 
and  magnitude  make  up  the  idea  oi  ratio.  It 
is  thus  seen  to  be  a  question  of  words,  decided 
by  the  exact  definition  given  by  Francais, 
which  is  an  extension  of  the  usual  one. 

The  second  point  under  discussion  is  more 
important.  Doubtless  no  truth  is  reached  by 
the  notation  of  directed  lines  which  cannot  be 
attained  by  ordinary  methods;  but  which, 
method  is  the  simplest?  This  question  is,  I 
think,  worthy  of  examination.  It  is  to  the 
influence  of  methods  and  notations  on  the 
progress  of  the  science,  that  modem  mathe- 
matics owes  its  superiority.  So  that  whei^ 
anything  new  of  this  kind  appears,  we  may 
at  least  examine  it  in  this  respect.  Since  the 
publication  of  the  new  theory,  M.  Servoifr 
alone  has  expressed  an  opinion  on  this  point, 
and  his  opinion  is  not  favorable  to  the  new 
notation.  Analytic  formulae  seem  to  him  more- 
simple  and  expeditious.  I  would,  however, 
claim  for  my  method  a  more  careful  examina- 
tion. I  admit  that  it  is  novel,  and  that  the 
mental  operations  it  requires,  although  quite 
simple,  demand  some  familiaritv  in  order  that 
they  may  be  performed  with  the  ease  which 
follows  practice  in  the  ordinary  operations  of 
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Algebra.  Some  of  the  theorems  I  have  proved 
seem  to  me  easier  than  the  corresponding 
purely  analytic  processes.  This  is,  perhaps,  an 
author's  illusion,  and  I  will  not  insist  upon  it; 
but  I  claim  with  more  confidence  the  superi- 
ority of  the  method  of  directed  lines  for  the 
demonstration  of  the  Algebraic  Theorem: 
"Every  polynomial  ^+aa?»-iH-  .  .  .  . 
is  decomposable  into  factors  of  the  first  or 
second  degree."  I  feel  it  necessary  to  resume 
this  demonstration,  not  only  to  reply  to  the 
objections  of  M.  Servois.  but  also  to  show 
more  fully  how  easily  it  is  derived  from  the 
new  principles.  'ITie  importance  and  diflaculty 
of  this  theorem,  which  has  tasked  the  skill  of 
the  best  geometers  will,  I  think,  excuse,  in 
the  eyes  of  the  reader,  some  repetition.  The 
demonstrations  previously  given  may,  I  be- 
lieve, be  classified  under  two  heads  :  Those 
of  the  first-class  depend  on  certain  metaphy- 
sical principles  relating  to  the  transforma- 
tion of  functions,  which  are  doubtless  true  in 
themselves,  but  which,  properly  speaking,  are 
not  susceptible  of  rigorous  proof,  lliey  are 
a  sort  of  axioms  whose  truth  cannot  be  appre- 
ciated unless  we  already  grasp  the  Bpirit  of 
Algebraic  analysis  ;  whereas  to  admit  tbetnith 
of  a  theorem,  it  is  sufficient  to  know  the  prin- 
ciples of  this  analysis;  that  is,  to  understand 
its  definitions  ana  language.  Hence  demon- 
strations of  this  kind'have  been  frequently  at- 
tacked. The  Beceutl,  in  which  these  remarks 
appear,  offers  several  examples,  and  the  ap- 
pearance of  such  discussions  is  an  indication 
of  the  fact  that  such  reasoning  is  not  above 
reproach. 

In  other  cases  the  proposition  to  be  estab- 
lished is  approached  directly,  by  showing  that 
there  is  always^  at  least  one  quantity  of  the 
form  a-fd  1^—1.  which,  when  substituted  for 
X,  renders  the  polynomial  zero  ;  that  is  to  say, 
that  this  polynomial  may  always  be  resolved 
into  factors  of  the  first  or  second  degree.  This 
is  the  method  of  Lagrange.  This  great  geora 
eter  ha-^  shown  that  the  previous  methods  of 
d'Alembert,  Euler.  Foncenex,  etc.,  are  inade- 
quate (Resolution  des  equations  num^riques. 
Notes  IX.  and  X).  Some  of  them  resorted  to 
series,  others  to  auxiliary  equations;  but  they 
did  not  prove,  as  they  should  have  done,  that 
the  co-efflcients  of  these  series  and  equations 
were  always  real.  These  geometers  admit  im- 
plicitly the  principle  that  "if  a  problem 
involving  an  unknown  quantity  can  be  re- 
solved in  n  ways,  it  must  lead  to  an  equation 
of  the  nth  degree."  Lagrange  himself  regards 
this  legitimate,  although  he  does  not  use  it  in 
the  above-cited  demonstrations.  Now,  may 
it  not  be  said  that  thU  principle,  probably  true 
as  it  is,  is  not  demonstrated,  and  belongs  to 
that  class  of  axioms  above  referred  to  ?  Es- 
pecially would  it  seem  as  if  this  principle, 
which  in  theory  is  among  the  first  to  be  dem- 
onstrated, was  out  of  place,  dependent  as  it 
is  upon  no  little  familiarity  with  the  practice 
of  the  science.  This  remark  is  not  a  mere 
quibble,  which,  as  regards  conceptions  de- 
serving the  respect  of  all  geometers,  would  be 
as  out  of  place  as  it  is  useless,  but  is  made  sim- 
ply to  show  the  difficulty  in  the  way  of  a  satis- 
tory  treatment  of  this  subject. 


It  would  appear  from  the  above  that  a  de- 
monstration at  once  simple,  direct  and  rigor- 
ous is  worthy  the  attention  of  geometers.  I 
shall,  therefore,  resume  that  of  my  previous 
paper;  but,  to  avoid  all  ambiguity,  shall  free 
it  from  any  consideration  of  vanishing  quan- 
tities. It  will  be  convenient  to  restate  briefly 
the  first  principles  of  the  theory  of  directeci 
lines. 

Having  taken  KA  as  the  direction  of  positive 
quantities,  the  opposite  direction  AK,  will  be, 
as  usual,  that  of  negative  quantities.  Drawing 
the  perpendicular  BKD  through  K,  one  of  the 
directions^B,  H),  the  former  say,  will  corre- 
spond  to  imaginaries  of  the  form  +a  V— 1,  the 
latter  to  those  of  the  form  —a  V^.  The  line 
drawn  above  the  letters  indicates  that  direction 
is  considered,  and,  when  we  are  only  concerned 
with  length,  is  suppressed.  Assuming  arbi- 
trarilythe  points  F  ,G,  H,  .  .  .  .  ,  P,  Q,  we 
have*FG-hGH+  .  .  .  -hPQ=FQ.  This  is  the 
law  of  addition.    If,  between  four  lines,  there 

AB     EF 
exists  the  relation  cb~QH*  ^^^'  ^°  addition, 

the  angle  l>etween"AB,  CD  is  equal  to  that 
between  EF,  GH,  these  lines  are  said  to  be  in 
proportion.  Hence  the  law  of  multiplication ; 
for  a  product  is  merely  a  fourth  term  in  a  pro- 
portion whose  first  term  is  unity. 

It  is  to  be  observed  that  these  two  rules  are 
independent  of  any  opinion  one  may  have  on 
the  new  theory.  If  it  is  desirable  that  V— 1, 
a  symbol  to  which  the  practice  of  Algebra 
continually  gives  rise,  and  which,  sometimes 
called  absurd,  has  yet  never  given  absurd  re- 
sults, if  it  i*»  desirable  I  repeat  that  this  symbol 
should  remain  meaningless,  while  still  not  be- 
ing zero,  this  will  give  rise  to  no  difficulty. 
Directed  lines  will  only  be  \\^e  symbols  of  num- 
bers of  the  form  a +b  V—\.  The  above 
rules  will  be  none  the  less  true,  but  in- 
stead of  deducing  them  a  priori  from 
purely  metaphysical  considerations,  the 
first  will  depend  on  a  simple  construction. 
The  second  will  be  an  immediate  consequence 
of  the  formulae  sin  (a+5)=sin  a  cos  fr-f  . . . 
and  therefore  the  use  of  these  rules  may  give 
demonstrations  entirely  satisfactory. 

Directed  line8_will  then  be  symbols  of  the 
numbers  a-i-5  V-^  Like  them  they  are -sus- 
ceptible of  increase,  decrease,  multiplication, 
division,  etc. ;  they  will,  as  it  were,  correspond 
throughout,  function  for  function,  and,  in  a 
word,  represent  them  completely.  Hence, 
from  this  point  of  view,  concrete  quantities 
will  represent  abstract  numbers;  but  con- 
versely abstract  numbers  cannot  represent 
concrete  quantities.  In  what  follows,  the 
accents  and  subscripts  are  used  to  indicate  the 
absolute  magnitude  of  the  quantities  to  which 
they  are  affixed;  thus,  if  a=m+nV'— 1, 
m  and  n  being  real,  it  is  understood  that 
a  J  or  a'=  Vw«+n».  Let  then 
ya;=a?«+ajr»»-l-l-to»»-2-|-  ....  -h/c-h^ 
be  the  proposed  polynomial,  n  being  a  whole 

number;  a,  b^ .    .    .    *  ft  g  niay  be  of  the 

form  m-\-n  V—\,    We    are  to  prove  that  we 
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<A) 


•»»  + 


may  always  find  a  quantity  such  that,  substi- 
tuted for  X,  y^'=^o.  The  polynomial  may  be 
constructed  for  any  value  of  x  by  the  preced- 
ing rules.  Taking  K  as  the  initial  point,  P 
as  the  final  one,  EP  will  express  this  polyno- 
mial, and  it  is  to  be  shown  that  x  may  be  so 
determined  as  to  cause  P  to  coincide  with  K. 
Now,  if  among  all  the  possible  values  of  x, 
there  is  no  one  of  which  this  is  true,  the  line 
KP  cannot  become  null;  and  of  all  the  values 
of  KP  there  will  necessarily  be  one  smaller 
than  the  rest.  Designate  this  minimum  value 
of  X  by  t;  then  y'(»-j-f)<y'a  cannot  be  true, 
whatever  the  value  of  t.  Now,  developing, 
we  have 

[rwrn-l-l-(n— l>M»-2-f  ....  -f/]»-l- 

H-(7W+a)«'»-i+^. 

As  the  co-efficients  of  the  several  powers  of 
i  may  become  zero,  and  this  is  a  special  case, 
it  is  better  to  replace  the  above  equation  by 

(B)  if(z-H)=yz+R»*--hSt*  -h +Vt»'-hi*; 

and  so  make  the  solution  general;  R,  S  and  Y 
not  being  zero  and  the  exponents  r, «,  .  .  .  ,  f>,n 
being  increasing.  Observe  that  if  all  the  coeffi- 
cients of  (A)  were  zero,  the  equation  would 
reduce  to  y  (z+»)  =  yz -\-  »*».  Making  then 
t=**  V— yz,  we  shall  have  y(z-{-i)=o,  and  the 
theorem  would  be  established  for  this  case, 
which  in  what  follows  may  therefore  be  set 
aside.  We  shall  then  suppose  that  the  second 
member  of  (B)  has  at  least  three  terms.  _With 
this  premise,  construct  y(g-fi),  taking  KP=y/, 
PA=Rir,  AB=8»*,  .  .  .  .,  FQ=Yi^y  GH=»«; 
we  shall  h&yey'z  =KP,R'»i''  =PA,  8  ij*  =AB, 
....  ,V'ii«'=FG,  t\«=GH;  for  evidently, 
in  general,  p'g'={pq}'» 

^iz+i)  ^^^  ^  represented  by  the  broken  or 
straight  line 


KPAB 


FGH,  orbyKH; 


and  it  is  to  be  proved  that  we  have  KH<KP. 
Now  the  quantity  » may  vary  in  two  ways : 
l"*.  In  dvreeUon;  and  it  is  clear  that  if  it 
varies  by  an  angle  a,  its  power  i^  will  vary  by 
an  angle  ra.  Let  then  a  be  the  angle  by  which 
PA= R*^  is  greater  than  KP=yg .    If  » is  made 

to  vary  by  the  angle  lln?,  PA  will  vary  by  the 

T 

angle  it— a;  that  is,  the  direction  of  PA  will 
become  opposite  to  that  of  KP;  so  that  the 
point  A  will  be  found  on  the  line  PK,  pro- 
longed, if  necessary,  through  K. 

3^  The  4irection  of  »  being  supposed  fixed, 
we  may,  in  the  second  place,  cause  it  to  vary  in 
magniiude;  and  first,  if  PA>KP,  we  may  di- 
minish I  till  PA<KP.  so  that  A  wiU  fall  be- 
tween K  and  P.  Then,  if  the  magnitude  of  i, 
so  dmiinished,  is  not  such  that  B't^r  >8'fi»  h- 
.  .  -  .  H-V'iif  ■+-ii^f  we  may,  by 
diminishing  it  still  further,  make  this  inequali- 


ty true,  for  the  exponents  «,....,  ®,  n  are 
all  greater  than  r.  Now  this  inequality  is 
equivalent  to  PA  >AB+  .  .  .  +FG-f  GH  ; 
therefore  the  distance  AH  will  be  less  than 
PA,  and,  consequently,  if  we  describe  a  circle 
with  A  as  a  center  and  radius  AP,  the  point 
H  will  lie  within  this  circle,  and  it  follows 
from  elementary  geometry,  that  K  being  on 
the  prolongation  of  the  radius  PA,  in  the  di- 
rection of  the  center  A,  we  shall  have  KH< 
KP. 

To  follow  this  demonstration,  I  would  aek 
the  reader  to  make  the  diagram.  By  t  he  appli- 
cation thereto  of  the  abov^  cited  simple  funda- 
mental principles,  it  will  be  seen  that,  whh 
the  exception  of  the  development  (A)  which 
is  algebraic,  the  remainder  of  the  demonstra- 
tion IS  made,  as  it  were,  at  sight,  without  any 
mental  effort. 

It  is  almost  superfluous  to  dwell  upon  an 
obiection  which  might  be  made  to  what  pre- 
cedes, namely,  that  if  one  undertook  to  dimin- 
ish the  value  of  x  by  the  method  prescribed 
for  diminishing  y'x,  one  might  never  succeed, 
because  the  value  of  t,  in  tne  successive  sub- 
stitutions, might  diminish  by  constantly  de- 
creasing Quantities.  Indeed,  the  contrary  is 
not  proved  ;  but  from  this  it  only  follows  that 
the  above  considerations  cannot  furnish,  at 
least  without  new  developments,  an  approxi- 
mative method,  and  this  does  not  in  the  least  in- 
validate the  demonstration  of  the  theorem. 
M.  8ervoi8' objection  Is  easily  answered.  "It 
seems  to  me/'  he  says,  ''that  It  Is  not  enough 
to  find  values  of  x  which  render  the  poly- 
nomial constantly  less;  It  Is  necessary,  in  ad- 
dition, that  the  law  of  diminution  should 
necessarily  reduce  the  polynomial  to  zero,  or, 
if  I  may  use  the  expression,  such  that  zero  is 
4iot  the  asymptote  of  the  polynomial."  It  has 
been  proved  that  we  may  not  only  find  for 
^^  constantly  diminishing  values,  but  a 
value  less  than  any  assignable  one.  If  the 
polynomial  cannot  be  reauced  to  zero,  Its 
least  value  will  then  be  other  than  zero,  and 
in  this  case  also  the  demonstration  holds  good. 
The  close  of  M.  Servols'  sentence  would  seem 
to  indicate  that  he  makes  a  distinction  between 
an  Infinitely  small  limit  and  one  which  is  abso- 
lutely zero.  If  such  was  his  meaning  he 
might  be  answered  In  the  words  of  M.  Ger- 
gonne  ....  Doubtless  M.  8ervol8*  diffi- 
culty arises  from  the  equation  of  the  hyper- 
bola y=  — .    It  Is  unquestionably  true  that  In 

this  equation,  although  we  may  assign  to  ^  a 
value  less  than  any  assignable  one,  y  cannot 
become  zero  unless  x  is  supposed  infinite.  But 
this  is  not  the  case  In  our  demonstration;  for 
certainly  It  is  not  an  Infinite  value  for  x  which 
will  render  the  polynomial  y'x  zero. 

Let  us  now  resume  the  question  which  has 
given  rise  to  the  above  explanations.  It  may 
be  asked  If  It  is  possible  to  translate  what  pre- 
cedes into  the  ordinary  language  of  analysis. 
It  seems  to  me  quite  probable,  although  it  may 
be  difficult  in  this  way  to  obtain  so  simple  a 
result.  To  effect  this  it  would  seem  necessary 
to  assimilate  the  notation  of  Imaginaries  to 
that  of  directed  lines,  writing,  for  instance: 
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for  a-\-b  V— 1; 
i'a*+b*  might  be  called  the  modulus  of 
a-^b  i^^^  and  would  represent  the  absolute 
length  of  the  line  a+5V'—l,  while  the  other 
factor,  whose  modulus  is  unity  would  denote 
its  direction.  We  should  only,  prove  1"  that 
t?ie  modulus  of  the  sum  of  several  quantities  is  not 
greater  than  the  sum  of  their  mhduU,  which  is 
equivalent  to  saying  that  the  line  AF  is  not 
greater  than  the  sum  of  the  lines  AB,BC, .... 
EF;  2'  that  the  modttlus  of  the  product  of  several 
quantities  is  equal  to  the  product  of  their  moduli. 

The  further  investigation  of  the  relations 
between  the  notations  I  must  leave  to  those 
more  skillful  than  myself.  If  this  attempt  to 
obtain  a  purely  analytic  demonstration  as  sim- 
ple as  that  derived  from  the  new  theory  is 
successful,  analysis  will  be  the  gainer  in  thus 
reaching,  by  an  easy  method,  a  result  whose 
difficulties  were  not  unworthy  the  notice  of 
Lagrange  himself.  If,  on  the  contrary,  this 
attempt  should  prove  unsuccessful,  the  nota- 
tion of  dfrected  lines  will  retain  an  evident 
advantage  over  the  ordinary  one;  and  in  either 
case  the  new  theory  will  have  rendered  some 
small  service  to  science. 

In  closing,  I  may  be  permitted  to  make  a  re- 
mark on  a  note  from  M .  Lacroix  ( Annales,  Vol. 
I V,  p.  367).  This  learned  professor  says  that  the 
Philosophical  Transactions  of  1806  contain  a 
memoir  from  M.  Bu6e  on  the  very  subject  of 
which  M.  Francais  and  myself  have  written. 
Now,  it  was  in  this  same  year  that  my  essay 
appeared,  a  pamphlet  in  which  I  explained  the 
pnnciples  of  the  new  theory,  and  of  which 
the  paper  inserted  in  Vol.  IV  of  the  Annates 
(p.  188)  is  but  an  extract;  it  is  well  known, 
too,  that  the  publications  of  academies  can 
appear  onlv«  after  the  date  which  they  bear. 
This  is  sufficient  to  prove  that  if  the  contribu- 
tion of  M.  Bu6e  was  whoU;^  his  own,  as  is 
quite  possible,  it  is  also  quite  certain  that  I 
could  have  had  no  knowledge  of  his  paper 
when  my  treatise  appeared. 

In  the  foot  notes  to  the  Preface  of 
Hamilton's  Lectures  on  Quaternions,  the 
reader  will  find  full  references  to  the 
labors  of  other  writers  on  this  subjeet, 
including  Warren  (1828),  Peacock,  Ohm, 
Mourey  (1828),  Gauss,  Buee  (1806), 
Gompertz  (1818),  Camot,  Wallis  (1685), 
MacCullagh,  Argand,  Francais,  Servois, 
Grassmann,  DeMorgan,  Graves,  De- 
Foncenex,  Euler,  etc.  While  giving  full 
credit  to  the  results  of  his  predecessors 
and  co-workers,  Hamilton  justly  claims 
to  be  alone  the  founder  of  a  system. 
Moreover,  the  fundamental  conception  of 
this  system  was  radically  different  from 
those  entertained  by  previous  writers. 
In  the  latter  inclined  or  perpendicular 
lines  to  the  plus  and  minus  axis  were 


represented  by  imaginaries,  whereas  all 
unit  lines  in  space  are  represented  by 
Hamilton  by  distinct  square  roots  of 
negative  unity,  they  being  all  real.  No 
one  direction  is  assumed  positive,  nor  is 
any  system  of  reference  chosen  inde- 
pendent of  the  lines  of  the  construction 
involved  in  any  special  problem. 

In  addition  to  the  works  of  Hamilton, 
Tait  andKelland,  may  be  especially  men- 
tioned the  Calcolo  dei  Quatemio7ii,  Bel- 
lavitis,  Modena,  1858,  and  the  original 
paper  (Memoiife  of  the  Itahan  Society, 
1864),  by  the  same  author,  which  has 
also  been  translated  from  the  Italian  into 
French  by  Laisant  (JSxposition  de  Id 
Methode  des  ^qmpollences.  Faria^ 
1874) ;  the  Thiorie  Mementaire  des 
Quantltes  Complexes,  by  Hoiiel,  Paris, 
1874  ;  the  Fonctions  doublement  2)eriod' 
iqiieSy  of  MM.  Briot  and  Bouquet,  and  a 
treatise  by  AU^'gret,  Sur  le  CcUcid  des 
Quaternions  de  M.  Hamilton,  Paris, 
1862. 

As  possessing  some  historic  interest 
may  be  added,  in  addition  to  the  works 
cited  in  the  above-mentioned  Preface, 
Truel,  1786,  referred  to  by  Cauchy, 
Woodhouse  (Phil.  Trans.  1801),  Khun, 
(Nouveaux  M^moires  de  Petersburg,  Vol. 
3),  and  Le  CcUctd  IHrectif,  a  series  of 
articles  by  Transom,  in  the  Nouvelles 
Annales  de  Mathematiques,  1868. 

A.  S.  Hakdy. 


Rousset's  Deep  Sea  Soxjnder. — This 
device  is  chiefly  novel  in  dispensing  with 
the  usual  sounding  line  altogether,  and 
therefore  with  the  trouble  of  paying  out 
and  hauling  in.  It  is  the  invention  of  a 
Russian  engineer,  M.  Paul  C.  Rousset^ 
of  St.  Petersburg,  and  consists  of  an 
ordinary  registering  log  having  an  in- 
flated balloon  or  float  attached  to  its 
upper  end,  and  a  lead  or  sinker  hung  by 
a  trigger  from  its  bottom.  The  log  is 
lowered  into  the  sea  and  drops  down- 
ward through  the  water  in  a  vertical  po- 
sition, the  sinker  being  underneath^  and 
the  balloon  uppermost  In  its  descent 
the  vanes  revolve,  and  the  indicator  reg- 
isters the  depth.  When  it  reaches  the 
bottom  the  sinker  is  detached  by  the 
loose  trigger,  and  the  buoyancy  of  the 
balloon  is  such  that  it  raises  the  log 
again  to  the  surface,  where  it  floats  until 
it  is  picked  up  by  the  ship. 


Digitized  by 


Google 


CALCULATION  ON  THE  WORKING  STRENGTH  OF  MATERIALS. 


325 


ON    THE    CALCULATION    OP    DIMENSIONS  AS    DEPENDING 

ON  THE  ULTIMATE  WORKING    STRENGTH 

OF  MATERIALS. 

By  Dr.  J.  WEYRAUQH,  Professor  at  the  Polyteohnioum,  Stuttgart.     Translated  by  GEORGE 
RUDOLPH  BODNER,  Assoc.  M.  Inst.  avU  Engineers. 

From   Selected    Papers   of   the   Institution   of   Civil   Engineers. 


L    LEADING  POINTS   OF   VIEW. 

In  the  choice  of  the  admissible  stresses 
for  iron  and  steel  either  the  ultimate 
strength  or  the  limit  of  elasticity  has 
been  the  starting  point.  The  new 
method  aimed  at  by  German  engineers 
depends  on  the  ultimate  strength  only. 
There  are  no  longer  any  representatives 
of  the  other  school  among  German  wri- 
ters, although  the  stress  produced  by 
the  working  load  is  always  kept  below 
the  ordinary  limit  of  elasticity.  Formerly 
the  ultimate  working  strength*  a  {Ar- 
beitsfestigkeit)  was  assumed  as  constant, 
so  that  a  bar  which  had  once  sustained  a 
certain  static  load,  could  also  support  it 
under  a  quicker  application  and  with  an 
indefinite  number  of  repetitions.  The 
question  is,  whether  in  the  present  state 
of  knowledge  a  may  not  be  expressed 
with  smaller  errors  by  a  formula.  If  a 
formula  is  decided  upon,  the  general 
algebraical  expression  for  it, 

a=/{xy...),     .     .     .     .     (1) 

denoting  that  a  is  some  function  of  x, 
y,  .  .  .  takes  the  place  of  the  constant 
working  strength 


and  uncontrollable  influences  (faulty  ma- 
terial, unintentional  distribution  of 
stress,  rust,  shocks,  &c.),  so  now,  as 
formerly,  factors  of  safety  must  be  used, 
the  choice  of  which  depends  upon  the 
object  of  the  structure  and  the  judg- 
ment of  the  designer.  In  this  way,  even 
with  the  same  numerical  value  of  the 
working  strength  a  different  values  are 
obtained  for  the  admissible  stress,  just 
as  when  for  the  same  assumed  value  of 
c/,  say  3,500  kilogrammes  per  square 
centimeter,  different  engineers  chose 
600,  700,  and  800  as  admissible  stress. 
When  the  admissible  stress  per  unit  of 
area  has  been  fixed,  the  necessary  effect- 
ive area  of  section  is  made,  as  hitherto, 


max  B 


(2) 


a=C, 

where  C  is  some  constant  used  in  the 
earlier  method  of  determining  dimen- 
sions. Various  general  formula  for  a 
have  been  proposed  in  Germany.  Which- 
ever of  them  be  adopted  the  choice  of  a 
numerical  expression  may  turn  out  to  be 
different  according  to  the  material  and 
experience  of  the  individual,  just  as  un- 
til now  different  values  of  a=C  have 
been  in  use.  As,  however,  under  the 
most  favorable  circumstances,  no  values 
universally  correct  can  result  from  a  for- 
mula, having  regard  to  all  unforeseen 

*  Or  resistance  to  fracture  under  the  straining  action 
prodaoed  by  the  working  conditions  of  the  nutterlal. 
See  definition  in  IV. 


max  B  being  understood  to  mean  the 
iiumerical  value  of  the  absolute  maxi- 
mum load. 

The  desired  improvement  (JVeuerung) 
requires,  as  compared  with  the  old 
method,  only  an  altered  choice  of  b, 

II.    WOHLER*S  LAW. 

That  under  a  frequent  alternation  of 
tension  and  compression  a  bar  does  not 
sustain  the  same  stress  as  under  a  static 
load  has  probably  long  been  everywhere 
appreciated.  The  same  remark  applies 
to  variable  stress,  whether  tenbile  alone 
or  only  compressive.  Before  Wohler's 
time  account  had  been  already  frequent- 
ly taken  of  this  in  calculations.* 

The  formula  given  by  German  engi- 
neers aim  mainly  at  substituting,  in- 
stead of  a  mere  guess  {Schatzuny)  at 
the  most  suitable  stress  on  every  occa- 
sion, a  certain  consistency  or  regularity. 

*  vide  under  X.,  and  Weyrauch,  "  Strength  and  De- 
termination of  the  Dimensions  of  Structures  of  Iron 
and  SteeL"  Translated  by  Prof.  Jay  du  Bote,  New 
York.  1877,  WUey,  pp.  2  and  169. 
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From  the  nature  of  the  case  no  far- 
reaching  accuracy  can  be  attempted,  but 
only  a  limitation  of  previous  errors. 
Former  rules  depended  more  upon 
'*  feeling  "  than  on  definite  experimental 
results.  Still  it  was  considered  that 
they  were  to  be  preferred  to  the  assump- 
tion of  a  constant  working  strength. 
Thus  arose  the  recognition  accorded  to 
the  experiments  undertaken  by  Woh- 
ler  between  the  years  1859-70  on  behalf 
of  the  Prussian  Ministry  of  Commerce, 
in  order  to  determine  the  capability  of 
materials  for  resistance  to  repeated  and 
alternating  straining  actions,  A  com- 
plete account  of  these  experiments,  is 
found  is  Wohler  s  publications,*  and 
Spangenberg,  on  continuing  the  experi- 
ments, confirmed  his  results.f  In  ear- 
lier experiments  on  the  strength  of  ma- 
terials, it  was  ascertained  by  a  gradually 
increasing  load  what  tensile,  compress- 
ive or  shearing  stress,  once  for  all,  could 
break  a  bar  whose  sectional  area  was 
unity,  and  this  quantity  t  was  called  the 
tensile,  compressive,  shearing  or  break- 
ing strength  of  the  material.  By  W5h- 
ler  s  experiments  it  was  shown,  that, 
though  a  given  stress  t  can  break  the 
piece  by  a  single  application,  smaller 
stresses  can  produce  fracture  if  they  are 
often  enough  repeated. 

Wohler  concluded  from  this  that  the 
change  in  the  grouping  of  the  molecules, 
which  is  produced  by  the  varying  stress, 
acts  unfayorably  on  the  resistance  of  the 
material.  In  that  case  fracture  must 
take  place  more  readily  the  greater  the 
differences  in  the  alternate  stresses,  be- 
cause with  these  the  change  of  position 
of  the  molecules  also  increases.  WiiYi 
reference  to  these  considerations,  and  on 
the  bases  of  his  experimental  results, 
Wohler  enunciated  the  following  law  : 

The  fracture  of  a  material  may  be 
effected  not  only  by  a  static  load  produc- 
ing stress  equal  to  ^,  but  also  by  often 
repeated  vibrations  producing  stresses 
of  which  no  one  attains  t  The  dif- 
ferences of  stress  in  so  far  affect  the  co- 
hesion, that,  as  they  increase,  the  mini- 
mum stress  capable  of  causing  fracture 
decreases.     With  the  stress  t  the  mate- 


•  wohler  In  Zeitschrift  fflr  Bauwesen,  1860, 1868, 1866, 
1870,  pamm. 

t  Spanffenbertr  in  Zeitschrift  fQr  Bauwesen,  1874, 
1875,  ana  Minutes  of  Proceedings  Inst.  C.  E.,  vol.  Ix., 
p.  415. 


rial  is  broken  fey  a  single  application. 
Smaller  stresses  than  t  can  produce 
fracture  by  many  repetitiona  The 
smaller  the  stress,  the  more  numerous 
the  repetitions  necessary  for  fracture. 
Conversely,  the  stress  may  be  greater, 
the  fewer  repetitions  it  is  intended  to 
make.  According  to  these  principles,  in 
judging  of  the  degree  of  safety  of  a 
structure,  much  depends  on  whether  it 
is  only  expected  to  remain  in  use  for  a 
certain  time,  or  whether  it  is  intended 
for  permanent  durability. 

m.    REMARKS   ON  WOHLER^S  LAW. 

That,  since  the  experiments  of  Fair- 
bairn,*  Wohler,  and  Spangenberg,  apart 
from  earlier  experience,  the  lUtimate 
working  strength  a  can  longer  be  con- 
sidered constant,  will  scarcely  be  dis- 
puted. It  is  another  question  whether 
Wohler's  law  forms  a  reliable  basis  for 
judgment.  In  Germany  this  has  been 
pretty  generally  assumed,  as  the  numer- 
ous methods  of  determining  dimensions 
based  upon  it  testify,  of  which  Gerber  sf 
has  been  adopted  by  the  Bavarian  Gov- 
ernment 

The  Launhardt-Weyrauch  method, 
which  has  probably  found  the  most  gen- 
eral acceptance,  also  starts  from  Woh- 
ler's  law.  If  this  law  is  recognized,  it 
must  still  be  admitted  that  further  defi- 
nition of  it  is  desirable. 

In  Wohler's  experiments  the  load  was^ 
applied  at  very  brief  intervals;  never- 
theless, the  stresses  required  a  certain 
time  to  attain  their  full  magnitude  ;  but 
there  is  no  question  of  actual  blows 
(Stosae).  Now,  what  influences  are  re- 
spectively and  separately  due  to  the  fre- 
quency of  the  application,  the  rate  of  in- 
crease, and  the  duration  of  the  indi- 
vidual straining  actions  ?  'i  he  two  lat- 
ter influences  have  been  neglected  under 
the  assumption  of  a  constant  ultimate 
working  strength ;  in  bridge  design  the 
first  is  ordinarily  viewed  too  unfavorably, 
if  considered  in  the  light  of  Wohler's 
results. 

That  the  law  in  question  is  not  abso- 
lutely essential  to  the  explanation  of  a 
variable  sti:ength  has  been  lately  shown 


*  Vide  Phil.  Trans.  1864,  p.  811,  ''  Usefol  Information 
for  Bnffineers,''  3rd  Series,  1866. 

t  Oerber  in  Zeitschrift  des  Bayerisohen  Aroh.  nnd 
Ing-Vereins,  1874. 
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by  Lippold.*  He  starts  from  the  fol- 
lowing law :  "  To  break  a  bar  a  certain 
amount  of  mechanical  work  is  necessary, 
and  this  can  be  accumnlatedin  the  mate- 
rial at  once,  just  as  well  as  by  repeated 
loads.  These  loads  must,  however,  be 
applied  instantaneously,  or  so  rapidly 
that  vibrations  arise."  It  is  essential  to 
this  view,  that  only  by  means  of  vibra- 
tions can  equal  strain  {i.  e.,  proportion- 
ate extension,  or  proportionate  shorten- 
ing, as  the  case  may  be),  and  with  it 
equal  stress  and  equal  work,  be  attained 
by  a  load  below  that  which  produces  t  as 
by  t  itself,  while  less  weight  is  attached 
to  the  repetitions  of  the  straining  action. 
Lippold  arrives  at  formula  for  a,  accord- 
ing to  which  the  strength  varies  in  the 
same  manner  as  when  based  on  Wohler*s 
law. 

It  18  doubtlcES  possible  that  in  time, 
through  speculation  and  experiment, 
safe  foundations  for  a  correct  theory  of 
properties  relating  to  strength  will  be 
reached.  The  author,  however,  is  not 
satisfied  to  rest  contented  till  then  with 
the  certainly  false  assumption  of  con- 
stant strength.  Smaller  errors  and 
greater  safety  for  structures  can  already 
be  attained  through  the  results  of  Woh- 
ler  s  experiments. 

IV.    ON   THE   STRENGTH  OP   MATERIALS. 

To  start  from  Wohler's  law,  regarding 
it  as  purely  empirical : 
•  The  words  "often  repeated"  (II.)  may 
be  suppressed,  and  it  may  be  left  an 
open  question  what  influences  are  con- 
cerned in  the  fracture  of  the  piece.  If, 
for  the  method  hitherto  used  in  determ- 
ining dimensions,  a  new  method  is  to  be 
substituted,  the  latter  must  be  sufficient- 
ly well  founded,  simple  in  its  applica- 
tion, and  in  conformity  with  experience. 
At  the  same  time  it  may  be  remembered 
that  it  is  not  a  question  of  ingenious 
laws  of  unattainable  accuracy,  but  of  a 
useful  guide  for  practical  purposes.  In 
the  first  place  it  has  to  be  determined 
by  a  formula  how  the  ultimate  working 
strength  a  varies  with  the  difference  be- 
tween successive  stresses. 

In  developing  or  judging  of  this  for- 
mula the  results  of  experiment  should 
find  application,  but  if    possible,   only 


such  as  have  been  obtained  with  the 
same  class  of  material  and  under  exactly 
the  same  circumstances ;  for  only  in  this 
way  can  the  effects  of  varied  loading  be 
ascertained  independently  of  foreign 
influences.  ' 

The  variable  resistance  to  fracture,  a, 
is  in  Germany  called,  according  to  Laun- 
hardt,  "ultimate  working  strength" 
{Arheitsfestigkeit),  The  terms,  too,  of 
tensile  strength,  compressive  strength, 
shearing  strength,  &c.,  are  to  be  taken 
in  a  wider  sense  than  hitherto,  to  mean 
the  ultimate  working  strength  a  for  ten- 
sion, compression,  shearing,  &c.  Three 
special  values  of  the  ultimate  working 
strength  are  of  particular  interest. 

I.  The  amount  per  unit  of  section  of 
the  resistance  to  fracture  by  a  single 
application  of  a  statical,  ,or  at  any  rate 
very  gradually  applied  load,  which  hith- 
erto has  been  alone  considered,  may  be 
called  "statical  breaking  strength,"  ^, 
( Tragfestigkeit) . 

II.  If,  after  every  application  of  the 
load,  the  bar  reverts  to  its  original  im- 
loaded  condition,  and  if  all  stresses  are 
in  the  same  sense,*  e.  ^.,  tension,  com- 
pression, or  shearing  in  one  sense  only, 
the  greatest  stress  which  can  be  sus- 
tained under  the  specified  number  of 
repetitions  is  called,  according  to  Laun- 
hardt,  the  "primitive  stiengtib,"  t/,  {Ur- 
aprungsfeatigkeit). 

m.  Finally,  for  strength  as  regards 
alternating  stresses  of  equal  intensity  in 
opposite  senses,  i.  €.,  for  tension  and 
compression,  or  for  shearing  in  opposite 
senses,  these  being  due  to  vibrations 
taking  place  about  the  original  position 
of  unstrained  equilibrium,  the  author 
has  introduced  the  term  "vibration- 
strength,"  «,  {Schwingungsfestigkeit), 

Of  course  the  statical  breaking 
strength  t  and  the  primitive  strength  u 
apply  to  either  tension,  compression,  or 
shearing.  If  it  be  assumed,  with  Woh- 
ler,  that  repetitions  of  the  straining 
action  are  essentially  dangerous  to  the 
material,  u  and  a  must  be  less  the  more 


wesexiii,  187v. 


fflr  die  Fortsohritte  des  Elsenbahn- 


of  a  f  oroe,  or  a  stress,  is  an  v  line  paral- 
'  ed  inoiffer- 


•"Direotlon^    

lei  to  its  line  of  action,  and  may  be     . 
ently  as  from  left  to  riffbt  or  ngbt  to  left. 
1  th< 


mtly  as 
listbigol 


iisbes  between 


er- 

_  _  Sense ' 

ese  two  alternatives.    Tbus, 


if  a  force  Is  exerted  from  riffht  to  left  it  is  exerted  in 
one  sense ;  if  from  left  torignt,  in  tbe  opposite  sense. 
Tbe  two  opposite  senses  may,  if  required,  be  distin- 
guished as  positive  sense  and  negative  sense.  Thin 
use  of  **  sense  "  is  universal  among  Prencb  writers  on 
mecbanics,  and  helps  precision  of  statement. 
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repetitionB  are  intended,  and  hence 
minima  for  a  bridge  which  is  to  last  for 
ever.  In  giving  numerical  values  in  the 
sequel  the  latter  case  is  contemplated. 

V.    LAUNHARDT*8   FORMULA. 

Suppose  a  bar  whose  sectional  area  is 
unity  to  experience  stresses  in  the  same 
sense  which  vary  between  the  maximum 
a  and  the  minimum  a'.  The  difference 
of  stress  is  here 

d=a  —  a\ 
and  a=d+a' (3) 

According  to  Wohler's  law  a  dimin- 
ishes as  d  increases.  From  (3),  and  the 
definitions  of  the  statical  breaking 
strength  t  and  primitive  strength  w,  the 
two  limits  of  value  for  a  are 
for  a'=0,  a=:d  =w, 

As  according  to  Wohler  a  should  be  a 
function  of  d, 

a=fd (4) 

where /is  at  present  an  unknown  mul- 
tiplier.    It  is  known,  however,  that 
for  d=0  since  «=<,  /=  oo, 
"  d=u    "      a=d,  /•=!. 
For  intermediate  values  of  a  the  varia- 
tion of  /must  be  determined  by  consid- 
ering experimental  results  obtained  un- 
der circiunstances,  as  nearly  as  possible, 
identical. 

The  coefficient  chosen  by  Launb^dt 


/= 


t—a 


.        .      (5) 

corresponds  to  the  best  of  theb  3  results, 
and  fulfills  the  imposed  coi.ditions. 
Hence  by  (4) 

a=^ d=^ (a'-a'); 

and  therefore,  reducing. 


If  B  denotes  the  total  load  on  a  bar 
of  any  section,  alternating  between 
maximum  and  minimum  values,  the  ratio 
of  the  less  to  the  greater  limit  of  stress 
is 

-      min  B     a'  ... 

<Pr-. ^=:  — ;     ...    (7) 


max  B     a 


t-u 


u 


min  B  \ 
maxB/ 


(8) 


so  that 

a=u(l  + 

The  is  Launhardt*s  formula.*  It  is 
applicable  when  a  member  of  a  struc- 
ture is  always  subjected  solely  to  ten- 
sion, solely  to  compression,  or  solely  to 
shearing  stress  in  one  sense,  the  values 
of  t  and  u  only,  the  statical  breaking 
strength  and  the  primitive  strength  for 
tension,  compression,  or  shearing,  as  the 
case  may  be,  having  to  be  substituted. 

YI.  REMABKS  ON  LAUNHABDT's  FOBMULA. 

In  order  to  ascertain  whether  Laun- 
hardt's  choice  of  the  coefficient/ is  ap- 
plicable also  to  intermediate  cases,  equa- 
tion (6)  is  to  be  solved  for  a,  giving 


(9) 


where  the  +  sign  must  be  chosen  before 
the  radical,  because  a  must  be  positive 
and  not  less  than  u ;  since,  as  defined  in 
v.,  its  least  value  is  u,  and  greatest  t 

The  most  complete  results  are  those 
which  Wohler  obtainedf  in  making, 
bending  experiments  with  unhardened 
Krupp  spring  steel.  This  material 
showed  for  a  statical  breaking  strength 
of  about  1,100  centners  per  square  inch 
(Bhenish),  a  primitive  strength  of  t/=500 
centners  per  square  inch  ;  whence  from 
equation  (9)  the  ultimate  working 
strength  in  tiiis  case  must  be 


a=:250  J-  ^62,500  +  600  a'. 


There  follows  for .«'= 

By  Launhardt's  equation a  = 

By  W0hler*8  experiments a  = 


0 

250 

400 

600 

500 

711 

800 

900 

500 

700 

800 

900 

1,100 

1,100 
1,100 


For  unhardened  spring  steel  from 
Mayr  of  Werben  the  experiments  also 
giye  w=500,  ^=1,100 ;  while  for  hard- 
ened Erupp  spring  steel,  the  lowest 
values  are  w=600,  and  ^=1,200. 


*  Vld€  Zeitsch.  des  Arch,  and  Ing-Verelns  zo  Hanno- 
ver^87B. 

t  wohler  "Uber  die  FestigkeitsTersache  mlt  Bisen 
and  Stahl  ;'*  Berlin  Zeitschim  fOr  Baawesen,  1870,  pp. 
7  and  14  of  the  reprint.  As  It  Is  merely  a  question  of 
comparison,  the  author  retains  WOblers  original 
values  and  denominations. 
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Wohler  obtained  from  bending  experi- 
ments with  iron  for  axles  made  by  the 
Phcenix  Company  ^=550,  w=300; 
whence  follows 


a=:150+  Vl2,500H-300a'. 

For  example,  if  a' =240,  equation  (9) 
gives  for  the  ultimate  working  strength 
a=440 ;  which  agrees  exactly  with  the 
yalne  given  by  his  tension  experiments. 

Unfortunately  only  a  few  among 
Wohler's  experiments  give  t,  w,  «,  and 
intermediate  values  of  a.  Considering, 
however,  that  absolutely  exact  laws  for 
constructive  materials  will  certainly 
never  result  from  experiments,  that  even 
in  brands  of  iron  acknowledged  to  be 
good,  differences  in  the  statical  breaking 
strength  <  of  as  much  as  40  per  cent 
occur,  and  that  it  is  merely  a  question  of 
finding  a  substitute  for  the  still  more 
rough  and  incorrect  assumption  of  a 
constant  a,  even  the  preceding  might 
suffice  for  practical  purposes  until  more 
facts  are  accumulated. 

Launhardt's  formula  (4)  is  the  expres- 
sion of  Wohler's  law.  By  the  latter  the 
limits  of  value  for  /  are  also  determ- 
ined. In  the  first  instance,  the  choice 
of  the  interpolation  formula  for /is  ar- 
bitrary. Nevertheless,  this  choice  ap- 
pears to  be  well  justified  by  the  only  ex- 
periments of  Wohler's  suited  for  com- 
parison. Neither  results  from  other 
sources,  nor  experience,  nor  practical 
feeling  are  against  it.  Even  for  more 
exact  determinations  than  those  under 
consideration  such  an  approximation 
ought  to  be  considered  satisfactory.  To 
the  author's  mind,  it  would  appear  suffi- 
cient if  the  deviations  of  the  real  values 
of  a  from  those  given  by  the  formula 
did  not  exceed  the  deviations  from  one 
another  of  real  values  of  a  in  good  and 
commonly  used  materials. 

VII.  wetkauch's  fobmula. 

Suppose  a  bar  of  unit  sectional  area 
subjected  to  alternating  straining  ac- 
tions in  opposite  senses.  If  then  a  be 
the  numerical  value  of  the  greater,  a' 
that  of  the  lesser  limit  of  stress,  the 
difference  of  stress  is  d=a  +  a'^  and 
therefore 

a^d'-a'     ....     (10) 

According  to  Wohler,  a  diminishes  as 
Vol.  XXIV.  No.  4-23. 


d  increases,  and  is  a  function  of  d^  so 
that  as  in  V., 

'^^fd (10a) 

Since,  by  the  definitions  of  the  primitive 
strength  t^,  and  the  vibration  strength  b 
inlV., 

for  a'=0,  a^u=d, 

therefore  the  following  conditions  must 
be  fulfilled : 

for  a=w,/=l. 

Intermediate  cases  should  depend  on 
the  results  of  experiment  which,  how- 
ever, at  present  do  not  exist.  In  the 
meantime  the  two  conditions  just  men- 
tioned are  fulfilled  by  the  coefficient 


^    2M-a-a  ' 
hence,  from  (10a), 


(11) 


2w— «— a 
and  therefore 


d= 


U—B 


2us—a 


(a  +  a'j, 


1 I     . 

u      a/ 


(12) 


If,  now,  for  a  bar  of  any  section,  max 
6  is  the  numerical  value  of  the  abso- 
lutely greatest  load,  max  B'  the  numeri- 
cal value  of  the  greatest  load  in  the  op- 
posite sense,  distinguished  from  the 
other  as  negative,  then  the  ratio  of  the 
less  to  the  greater  limit  of  stress  is 
maxB;  a' 
^-  maxB  a'  •  •  •  ^^^^ 
whence  from  (12) 

/       u-s    max  B'  \ 

a=t4(l . 5-1  .  .  .  (14) 

\  u       max  B  /  ^    ^ 

This  is  Weyrauch's  formula.  It  is 
always  to  be  applied  in  those  cases 
where  a  member  of  a  structure  is  sub- 
ject to  stresses  alternating  between  ten- 
sion and  compression,  or  between  shear- 
ing actions  in  opposite  sensea  By  u 
and  a  are  to  be  imderstood,  respectively, 
the  primitive  strength  and  ultimate 
working  strength  for  the  numerically 
greater  of  the  two  alternate  stresses  if 
tiiey  differ  in  amount. 

Vrn.    BElfABKS  ON  WEYRAUCH's  FORMULA. 

If  equation  (12)  be  solved  for  a, 

«=|+/^-(«-»)a'  .    .    (15) 
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In  this|[formulua,  from  (12), 
(w— a)a'=aw— a*. 
The    maximum  of  this  expression  is 
found  by  differentiation  with  respect  to 
a,  thus : 

dl(n'-s)a''] 

da 


=w— 2a=0, 


to  occur  when  a=^  u,  and  the  maximum 
value  of 

(w— «)a  =aw— a  =  J . 

Hence  the  expression  under  the  radical 
in  equation  (16)  can  never  become  imagi- 
nary, and  this  refutes  an  objection  in 
"Engineering"  (vol.  xxix.,  pp.  304,  341). 
Wohler  found  for  alternations  of  ten- 
sion and  compression  for  "Phoenix" 
iron 

w=2,190,  5=1,170; 
for  Krupp  cast  steel  for  axles 

w=3,510,  8=2,050 ; 
for  shearing  stress  in   opposite  senses 
with  the  same  material 

w=2,780,  «=1,610 
centners  per  square  inch  (Rhenish).  It 
is  a  decided  defect  that  the  choice  of  the 
coefficient  /  for  the  intermediate  stages 
cannot  for  the  present  be  checked  by  ex- 
periment. This  is  of  course  true  of  all 
empirical  formulae,  which  may  be  con- 
structed on  Wohler's  data  for  stresses 
in  opposite  senses.  When,  however,  it 
is  admitted  that  s  and  u  are  not  equal, 
or.  in  other  words,  that  the  same  ultimate 
working  stress  cannot  apply  in  cases  of 
alternation  between  tension  and  com- 
pression that  applies  to  intermittent  ten- 
sion alone,  it  becomes  evident  that  an 
interpolation  formula  must  be  adopted. 
The  author  considered  that  it  ought  to 
be  built  up  by  reasoning  similar  to 
Launhardt's,  and  hence  in  Germany  the 
formulae, 

a=w  ( 1 H ^  )  for  positive  0  .  (16) 

a= w  ( 1  +  ^^^^  ^  )  for  negative  0 .  (17) 

are  always  applied  side  by  side.  In 
both  (16)  and  (17)  t,  t/,  and  s  are  numeri- 
cal values  without  sign  L  +  or~]>  while 
the  ratio  $  of  the  least  to  the  greatest 
limit  of  stress  is  positive  or  negative 
according  as  the  extreme  alternate 
stresses  are  in  the    same  or  different 


senses.  The  results  which  are  obtained 
by  formula  (17)  do  not  at  any  rate  con- 
tntdict  practical  feeling  or  assumptions 
hitherto  customary  {vide  X). 

IX.    ADMISSIBLE  STRESS  FOB  IBON. 

In  determining  the  numerical  values 
of  the  admissible  stress  per  unit  of  area, 
Wohler  s  experimental  results  must  be  ap- 
plied. At  the  same  time  every  illusion  as 
to  the  universal  applicability  of  the  latter 
is  to  be  put  aside ;  just  as  formerly  a  new 
series  of  experiments  on  the  statical 
breaking  strength  t  was  accepted  with- 
out their  results  being  henceforth  exclu- 
sively used.  If,  for  instance,  in  such 
cases  a  statical  breaking  strength  of 
^=3,870  kilogrammes  per  square  centi- 
meter resulted,  3,500  perhaps,  was  taken 
as  a  low  value ;  so,  if  not  still  more  cau- 
tiously, similar  judgment  must  be  exer- 
cised in  the  choice  of  a.  Beyond  this, 
the  help  of  factors  of  safety  was  always 
resorted  to,  and  this  must  still  be  so  in 
the  future.  In  the  following  determina- 
tions particular  reference  is  made  to  iron 
bridges.  For  simple  compression,  in 
accordance  with  the  usual  practice,  the 
same  limiting  stresses  as  for  tension  are 
adopted. 

AlterncUing  stresseSy  either  exclusiveli/ 
tensile,  or  ^cduaively  compressive, — In 
what  follows  the  numerical  intensities  of 
stress  are  expressed  in  kilogrammes  per 
square  centimeter.  With  iron  for  axles 
of  the  "Phoenix"  Company,  bending 
experiments  of  Wohler's  gave  < =4,020, 


w= 2,190;  whence 


t—u 


=-;  and  by  (16) 


a=w(l+  ^^<^)=2,190(1 


+  ?^). 


u       1  '       6      ^ 

If  the  formtda  is  to  afford  the  desired 
security  for  any  tensile  or  compressive 
stress,  a  start  must  always  be  made  from 
the  most  unfavorable  case  of  this  stress. 
For  the  same  iron,  with  the  direct  appli- 
cation of  tensile  stress,  w= 2,190  also; 
but  ^=3,290  only.     Therefore  take 
t-u     3,290-2,190    1 
u    "        2,190       "^ 
very  approximately;    and  suppose  the 
ultimate  working    strength  be  further 
reduced  by  rounding  off  the  value  of  n 
on  the  side  of  safety,  to 

a=2,100(l-h^*). 
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If  ^  is  chosen  as  a  suitable  factor  of 
safety,  the  admissible  stress  per  square 
centimeter  then  becomes 

^=700(1+1)     ....  (18) 

Alternation  between  tensile  and  com- 
pressive stresses,  —For  the  Phoenix  iron 
above-mentioned  Wohler  found  t/=2,190, 

^  ,p»rv     ,  .      ,1 .  w— .<»     7 

«=1,170;  hence  m  this  case =t^) 

u       10 

and  by  (17), 

a=u(l+ ~*^)  =2,190(1+  ^0). 

Bounding  off  these  values  on  the  safe 
side  by  diminishing  2,190  to  2,100  and 
increasing  ^  to  ^,  since  0  is  negative, 
there  results 

a=2,100(l+i<P), 
whence,  with  the  factor  of  safety  J  the 
admissible  stress  per  square  centimeter 
becomes 


For  iron,  in  particular,  as  explained  in 
K.,  there  may  be  assumed  for  tension 
and  compression  t;=700,   m=n=^i,  so 


(23) 


J=70o( 


'-f) 


(19) 


that  very  simply, 

*--=70o(i+|-), 

700(1+ I) 

By  this  threefold  safety  is  attained  if 
^=3,150,  ^=2,100,  «=1,050. 

Smaller  values  of  strength  for  bridges 
than  these  figures  indicate  are  certainly 
not  necessary,  and  have  not  been  hith- 
erto customary.  Notwithstanding  this, 
as  has  already  been  remarked  in  I.,  these 
values  can  have  no  universal  application, 
and  should  they  be  thought  too  high  for 
the  material  and  the  purpose,  the  follow- 
ing may,  perhaps,  be  suitable:  v=640, 
m=n=i;  whence 


Shearing  /Stresses,— In  most  practical 
cases  a  and  b  for  shearing  stresses  may 
be  made  ^  of  what  they  would  be  witn 
the  same  ratio  of  stress  ^  for  tension 
and  compression.*  Therefore,  gener- 
ally, 

•      (20) 


F= 


2 
max  B 


ft=640(l+|-), 


640 


('-!) 


.      (24) 


*=660(n--|)     . 


where  ^  is  positive  or  negative,  accord- 
ing as  the  alternating  luoits  of  stress 
are  in  the  same  or  in  opposite  senses. 

X.    REMARKS  ON  THE  CHOICE  OF  b. 

It  has  been  shown  in  the  above  that 
the  stress  per  square  centimeter  may  be 
generally  expressed, 

for  positive  0  by  b=v  (l  +  tn^)  .  (21) 
"  negative  ^  "  b=v  (1  +  n  0)  .  (22) 
where  v,  m,  n,  are  constants  depending 
on  the  nature  of  the  material  and  sense 
of  stress,  ^  the  ratio  of  the  less  to  the 
greater  limiting  stress.  When  the  ad- 
missible stress  per  unit  of  area  has  been 
fixed,  the  necessary  net  sectional  area  is 
found  by 

^_  max  B 


*  Vide  *'  Strengtk  and  Determination  of  the  dimen- 
sions of  StractTtres  of  Iron  and  Steel/*  by  Dr.  P.  J.  J. 
Weyranch,  pp.  81-880100. 


Different  values  also  may  be  assigned  to 
m  and  n ;  for  steel,  for  instance,  differ- 
ent values  cannot  be  avoided.* 

Exception!  has  been  taken  to  the 
fraction  ^,  With  equal  justice  the 
choice  of  ^=700  might  have  been  con- 
sidered dubious,  and  687  preferred.  It 
may  suffice  to  answer  that,  in  these  ob- 
jections, general  and  special  facts  have 
been  confused. 

When  for  booms  of  girders  p  is  the 
dead  load,  q  the  total  load  per  lineal 


meter,  and  ^= 


min  B 


=^  then 


maxB 
6=t;(l+m^)=7OO(l  +  0    .    .    (25) 

these  latter  numerical  values  for  wrought 
iron  being  according  to  IX. 

When  the  numerical  values  assumed 
for  by  the  admissible  stresses  for  a  static 
load,  for  alternations  between  tension 
and  an  imloaded  condition,  and  for  alter- 
nations between  tension  and  compres- 
sion of  equal  amount,   would  stand  in 


•Vi(U  Weyraaoh  **  Strength  and  Determination,** 
Ao.iPp.  60-68. 
t  nde '' Engineering;'  yol.  zzix.,  p.S68. 
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the  ratio  3:2:1.  The  author  is  given 
to  understand  that  this  ratio  has  been 
adopted  as  a  matter  of  experience  in  the 
practical  construction  of  machinery,  in- 
dependently of  Wohler. 

Launhardt  quotes  an  older  method  of 
American  engineers.  According  to  this 
method,  if  tension  alone  alternating 
from  0  to  700  kilogrammes  per  square 
centimeter  were  admissible,  for  alterna- 
tions of  tension  and  compression  the  fol- 
lowing formula  was  used : 

j,^maxB+maxB'     ^^6) 


700 


whence  if       <P= 


max  B' 


max  B' 
maxB_  700 
F     "1+^ 
Comparing  this  with  (23) : 


d  = 


(27) 


For  4^    .     .  ^  0,    i,     i,     f ,     1, 
according  f  (27)5=700, 560, 477, 400, 350 
to  formula  \  (23)5=700,  612, 525, 437, 350 

Wohler  concluded  from  his  own  ex- 
periments that  the  following  values  were 
admissible  for  iron  structures  of  unlim- 
ited duration: 

For  alternations  between  tension  or 
compression  only,  and  an  unloaded  con- 
dition, 5=1,100  (above,  700),  for  alter- 
nations between  equal  tensile  and  com 
pressive  stresses,  5=580  (above,  350). 

Previous  to  his  becoming  acquainted 
with  the  Weyrauch  formula,  Launhardt 
recommended  a  provisional  adoption 
of  (26). 

XI.   ON  THE  LIABILITY  TO  BUCKLINa. 

In  the  preceding  demonstration,  the 
buckling  strength  has  not  been  consid- 
ered. 

Other  methods  proposed  in  Germany 
and  Austria  have  also  left  this  question 
out  of  consideration,*^  as  it  was  formerly 
almost  universally  the  practice  in  those 
countries  to  calculate  even  the  struts  of 
lattice  bridges  for  simple  compression 
only.  It  was  sought  to  avoid  the  risk 
of  buckling  by  large  moments  of  inertia 
of  sections,  and  when  necessary  by  fix- 
ing intermediate  points.  Since,  how- 
ever, the  neglect  of  the  liability  to  buck- 
ling had  been  noticed  by  AAierican  re- 
viewers, the  author  first  showed  how  it 

•  Sh&fferin  hto  modifloatioii  of  Gerber*s  method  has 
snhseqoenUy  taken  it  Into  account.  Dentsche  Ban- 
zeitong,  1877. 


could  be  taken  into  account  in  the  Italian 
edition  of  the  work  already  frequently 
quoted.  The  following  short  demon- 
stration may  serve  as  a  supplement  to 
the  English  edition. 

Of  course  it  is  not  a  question  of  im- 
proving the  very  defective  theory  of 
buckling  of  Euler  and  Navier,  still  less 
of  reconstructing  the  empirical  f ormulsB 
of  Rankine  and  Gordon.  Nevertheless, 
the  author  is  so  much  convinced  of  the 
inaccuracy  of  the  latter  makeshifts,  that 
it  appears  incredible  to  him  how  some 
EngHsh  engineers,  who  remain  contented 
with  them,  could  raise  objections  on  the 
score  of  inaccuracy  to  the  formulae  given 
above. 

According  to  the  preceding  (X),  if 
F<j  denote  the  requisite  sectional  area  of 
a  strut  without  liability  to  buckling,  the 
stresses  on  which  alternate  between  the 
maximum  compression  B^  and  the  mini- 
mum compression  Be,  then 

Fa  =  ^=j-^^;    ...    (28) 


v(l+fn^) 


and  for  a  bar  ,wbich  is  strained  between 
the  maximum  compression  Bd  and  the 
maximum  tension  B(,  there  follows, 


forBd>B„Fd=^= 


B, 


Bd 


forBd<BfoF<,=  -^  = 


B, 


.(29) 


«(-4)' 


.(30) 


All  stresses  are  to  be  substituted  here 
as  numerical  values  without  signs. 


xn. 


CONSIDERATION    OF    THE    LIABILITY    TO 
BUCKLINa. 


If  for  any  strut  or  pillar,  /  be  the 
length,  F  the  sectional  area,  I  the  least 
moment  of  inertia  of  the  section  for 
axes  through  its  center  of  gravity  and 
lying  in  its  plane,  E  the  modiilus  of  elas- 
ticity, t  the  statical  breaking  strength 
for  simple  compression  only,  6  a  co^- 
cient  known  from  the  theory  of  buckling 
depending  on  the  method  of  securing 
the  ends,  let  the  following  expression  be 
introduced : 

Ftp     Fr     ,  rfE  ,^.. 

^=^=I7^'^"'"^=T    •    •    ^^^> 
and  there    results,    according    to    the 
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theory,  as  mean  BtresB  per  unit  of  sec- 
tion at  the  moment  of  buckling : 

For  the  transmission  of  a  pressure  Ba 
there  is  required  with  a  static  load, 
without  liability  to  buckling,  a  section 

with  liability  to  buckling,  a  section 


In  a  sectional  area  F,  the  greatest 


t 

tk 
stress  per  unit  of  area  is  without  liability 

to  buckling  ^. 

Let  k  be  the  hypothetical  stress  per 
unit  of  area  obtained  on  the  supposition 
that  the  greatest  stresses  implied  in  (28) 
and  (32)  have  the  same  ratio  as  the  re- 
quired sectional  areas.     Then 

'^^  •  F  "  ^*  •  nr* 

Substituting  from  (32)  there  follows : 

F    'tjt       F   ' 
This  stress  would  be  that  due  to  a  force 
equally  distributed  over  the  whole  sec- 
tional area, 

Bi:=Fk=pt=Bd        .        .        (33) 

If  Bk  be  substituted  throughout  in  place 
of  Bd,  the  same  f  ormulsB  apply  as  with- 
out liabiliiy  to  bucklinfi^.  The  compress- 
iye  force  Bd,  with  liability  to  buckling, 
is  equivalent  to  a  compressive  force  Bi 
without  liability  to  budding. 

The  necessary  sectional  area  on  the 
assumption  of  a  liability  to  buckling  fol- 
lows from  (28)-(30) : 
for  bars  under  compression  only 


k=- 


F--^=-y--.//F^; 


(34) 


for  alternations  of  tensile  and  compress- 
ive loads,  B<  and  Ba  respectively : 


Navier's  theory  of  buckling  are  only  to 
be  used  for  /i>l,  as  for  /i<  1  the  calcu- 
lation for  uniform  compressive  stress 
only  by  (28)-(30)  leads  to  greater  sec- 
tions. Hitherto  in  determining  dimen- 
sions many  engineers  have  been  in  the 
habit  of  combining  the  formulae  for  uni- 
form compressive  stress  and  buckling, 
so  that  instead  of  writing  in  the  one 
case  without  liability  to  buckling  F«= 
B(2  and  in  the  other  with  liability  to 
buckling  F^=Bjkr:=/iB<f,  they  introduced, 
generally,  according  to  the  practice  of 
Bankine  and  Gordon, 

F^=(l  +  /i)Brf,Btf=j^    .     .     .     (37) 

In  an  exactiy  corresponding  manner 
the  method  of  determining  dimensions 
here  under  discussion  may  oe  proceeded 
with.  Substitute,  instead  of  in  the  one 
case  Bd  and  in  the  other  piBd,  generally, 
(1  +  M)  Bdi  whence  instead  of  the  for- 
mulae (28)-30)  applicable  only  for  /<<1 
and  of  those  (34)-(36)  admissible  only 
for  pi>l,  the  following  formulffi,  always 
applicable  to  bars  under  compression, 
with  or  without  liability  to  bucUing,  ap- 
pear: 

for  bars  under  compressive  load  only : 
F=(l-|./i)Fd       .        .        .        (38) 

for  alterations  of  tensile  and  compress- 
ive loads  Bt  and  B«i  respectively : 


if  {l-hjH)Ba>Bt,¥=r 


(l  +  /i)Btf 


if  (H-)u)Bd<B^F= 


B, 


(39) 


when  /iBd>BfoF=-~  = 


when;4Brf<B<,F=^=: 


^Ba 


Bt 


.(35) 


.        .        .        .'      (40) 

These  equations    resolve  themselves 

for  //=0  into  those  applicable  for  simple 

compression  only   (28)-(30),  and  for  // 

very  large  as  compared  with  1  into  the 

I  formulsB  (34)-(36)   derived  from  theory 

I  of  buckling.     They  give  larger  sections 

j  than  each  of  the  corresponding  others 

I  respectively. 

;  XIV.    ORDINAKY  PRACTICE  WITH  LIABILTT  TO 
I  BUCKLING. 

I     The  method  pursued  in  determining 
I  dimensions  with  reference  to  buckling 
The  formulsB  (34)-(36)   derived  from  will,  in  most  cases,  be  the  following : 


"('-^') 


(36) 


Xni.   ANOTHER  METHOD  OF  CONSIDERINa  THE 
LIABILITY  TO  BUCELINa. 
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In  the  first  place  Fa  is  determined  for 
simple  compression  only  by  (28)-(30), 
the  section  is  provisionally  arranged 
accordingly,  /i  is  found  by  (31),  and  the 
formulaB  (34)-(36)  or  (38)-(40)  can  then 
be  applied. 

The  struts  of  bridges  haTe  usually  a 
spread-out  (gespreizten)  section,  and  in 
most  cases  it  will  be  found  that  M<h  so 
that  for  those  who  adopt  Navier's  buck- 
ling theory,  and  therefore  the  formulae 
(34)-f  36),  no  liability  to  buckling  exists, 
and  tl^e  yalues  of  Fd  remain  as  the  final 
sectional  areas.  Those,  however,  who 
have  hitherto  used  the  empirical  for- 
mulae (37)  in  determining  dimensions, 
may,  with  equal  propriety,  apply  the  new 
method  by  means  of  the  equations  (38)- 
(40). 

The  increase  of  section  from  Fd  to  F, 
rendered  necessary  by  the  liability  to 
buckling,  may  in  struts  of  bridges  be 
usually  attained  by  a  slight  strengthen- 


ing of  their  flanges. 


F  ^^  Yd  ^^^^^ 


Id  is  the  value  of  I  for  the  increased  sec- 
tion, then  differ  so  little  that  another 
calculation  of  F  with  the  more  accurate 
pi  is  superfluous,  the  more  so  as  the  co- 
efficient <r  is  in  no  case  very  reliably 
determined. 

This  coefficient  would  be  calculated 
for  the  various  methods  of  securing  the 
ends  of  struts  with  reference  to  the 
values  of  6  corresponding  to  the  theory 
of  buckling  from  (31).  At  the  same 
time  the  theory  does  not  agree  particu- 
larly well  with  experience ;  and,  in  prac- 
tice, ends  absolutely  rigidly  fixed,  or 
perfectly  free  to  turn  round  the  centers 
of  their  joints,  by  reason  of  frictionless 
articulation,  do  not  actually  occur.  For 
iron  bars  with  so-called  fiied  ends,  the 
author  is  in  the  habit  of  making  (T= 
24,000  ;*  for,  iron  bars  with  both  ends 
secured  by  pins  (American  bridges)  <y= 
18,000  has  been  given.f 

For  the  other  constants  occurring  in 
the  preceding  formulae  v  =  700,  m  =  w 


*For  this  yalaes  from  10,000  to  86,000  are  in  use. 
With  £=2,000,000,  and  ^=8,800  kils.  per  square  centi- 
meter, the  theory  gives, '  according  to  (81),  ^=28,900. 
Later  American  experiments  (Ciyilmfeineur,  1878,  pp. 
17-28)  lead  with  the  assumption  of  formula  (87)  to  a 
mean  value  22,700. 

t  Prof.  Cain  in  Van  No8trand*s  Eclectic  Eng.  Mag., 
1877,  p.  458. 


XV.   EXAMPLES. 

Considering  the  simplicity  of  the 
method  of  determining  dim^isions  here 
recommended,  few  examples  are  needed,* 

Example  1.— The  stress  on  a  bar,  nor- 
mal to  its  cross  section,  varies  between 
the  tension  50,000  and  the  tension 
20,000  kilogrammes.  Bequired  the  ad- 
missible stress  per  square  centimeter 
and  the  necessary  sectional  area. 

B,W*=70«(l+l.^)  =  340 

kilogrammes  per  sq.  centim. 

F=  —^777-= 69.52  square  centimeters. 
840 

Mxample  2. — ^The  stress  alternates,  in 
a  similar  case,  between  the  tension  40,- 
000  and  the  compression  30,000  kilogs. 
The  sectional  area,  without  reference  to 
buckling,  is  to  be  determined. 
By  (23) 

30,000   \  meters. 


700 


0 


2x40,000. 


) 


Where  the  admissible  stress  per  square 
centimeter 

,=700(l-,-?2f^)=437.^^^^ 

V       2x40,000/  'grammes. 

Example  6. — ^What  limiting  stress  per 
square  centimeter  should  be  chosen  for 
the  booms  of  a  lattice  girder  when  the 
ratio  of  the  dead  weight  to  the  greatest 

♦>      1 
total  load  amounts  to -=ir-ir? 
q     3.5 


= J  =  800  kilogranmies. 


By  (25) 

*=^^^(^+2-x3r5/ 

With  640  instead  of   700  it  would  be 
745. 

Example  4. — The  load  on  a  hollow  cy- 
lindrical cohmm  varies  between  the  com- 
pression Bd  =  50,000  and  the  compres- 
sion Bi  =  20,000  kilogrammes.  The 
sectional  area  for  the  length  I  =  400  cen- 

•  For  further  explanation  for  special  stmctores,  see 
Weyraucb,  "Strencrth  and  Determination,  Ac.r'  on 
the  calculation  of  nvet  Joints,  the  same  woi^ ;  on  the 
consideration  of  the  liability  to  buckling  Weyrauch. 
"Stabilita  dele  construzioni  in  ferro  ed  in  a<M;iaio;** 
on  a  special  method  of  taking  into  account  the  shocks 

firoduoed  by  the  mov^  load,  Zeitschr.  d.  Ostreich 
Dflr.  u.  Arch.  Vereins,  18TO. 
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timeters  is  to  be  calculated  with  refer- 
ence to  buckling. 

From  (28)  or  (23)  or  Example  1,  where 
there  is  no  liability  to  buckling,  Fd  = 
59*52  square  centimeters.  Correspond- 
ing to  this,  the  section  is  temporarily 
assumed  as  a  ring  of  10  centimeters 
outer,  and  9  centimeters  inner  radius, 
whence  follows  F  =  59.7, 1  =  2,700  cen- 
timeter-units.    Equation  (31)  gives 

_    59.7X400« 
^"2,700x24,000"" 

According  to  the  theory  there  is  there- 
fore no  liability  to  buckling,  and  the  cal- 
culated section  might  be  adhered  to, 
since  formula  (34)  leads  to  a  smaller 
value.  According  to  the  empirical  equa- 
tions given  in  XIII.,  on  the  other  hand, 
the  choice  would  have  to  be 

F  =  (1  -f  0.16)  59.52  =68.45 

Square  centimeters.  This  could  be  at- 
tained by  keeping  to  the  outer  radius  of 
10  centimeters,  by  reducing  the  inner 
radius  to  8.84,  giving  F  =  68.6. 

Eocample  5. — The  stress  on  a  strut  in 
the  web  of  a  bridge  girder  alternates  be 
tween  the  tension  B<  =  40,000  and  the 
compression  Bd  =  30,000  kilogrammes. 
The  sectional  area  for  the  length  I  =  200 
centimeters,  with  reference  to  buckling, 
is  to  be  determined,  the  ends  being 
fixed. 

Prom  (30)  or  (23),  and  as  already  shown 
in  Example  2,  without  liability  to  buck- 
ling, Fd  =  91*43  square  centimeters. 
The  strut  is  constructed  in  the  manner 
of  a  plate  girder,  of  four  angle-irons, 
8-h  8  -h  1  centimeters,  and  a  web  32 -fl 
centimeters ;  whence  F  =  92  and  the 
smallest  moment  of  inertia  of  the  cross 
section,  I  =852  centimeter  units.  For- 
mula (31)  gives 


92x200g 
'852x24,000 


=0.18, 


so  that  here,  too,  by  the  theory  there  is 
no  liabihty  to  buckling.  If,  however, 
the  empirical  formulsB  are  to  be  used, 
then  from  (40),  since  (1  -h  >/)  B^  =  35400 


P= 


40,000 


/         35,400    \ 
^^^V^     2x40,000/ 


=  182.5  sq.centim 


To  make  up  this  section  the  thickness  of 
the  angle  irons  may  be  assumed  as  1 .  2 
centimeter,  and  then  F  =  103 . 0  centi- 
meters. 

If  the  calculation  were  repeated  with 
the  more  exact  values  of  F  and  I,  there 
would  result  consecutively  I  =  1028,  /^ 
=  0 .  17,  F  =  101 .  82.  Consequentiy  a 
value  of  F  has  been  determined  to  small 
by  0 .  68  square  centimeter  =  f  per  cent, 
an  error  that  may  be  neglectedL 

Example  6. — ^To  calculate  the  strut 
given  in  the  preceding  example  for  the 
length  I  =  300  centimeters. 

In  this  case  the  provisional  values  of 
F  and  I  are  exactiy  as  above ;  on  the 
other  hand  //  =  0 .  40,  and  since  (l  +  /<) 
Bd  =  42,000  >  B«,  by  (39) 


F= 


700  1 


42,000  ^^,-- 

2x42,000/ 


XVI.  Conclusion, 

It  is  possible,  as  already  indicated,  to 
find  many  deficiencies  in  the  method 
demonstrated.  But,  there  are  here  only 
two  questions  for  consideration;  iXj  Does 
the  method  lead  to  the  expectation  of 
greater  security  than  that  hitherto  used 
in  determining  dimensions  !  (2)  Is  not 
another  newer  method  to  be  preferred  ? 
In  order  to  facilitate  in  the  latter  par- 
ticular the  judgment  and  independent 
choice  of  his  English  professional  fel- 
low-workers the  author  will  be  ready  to 
give  in  a  second  Paper,  a  short  explana- 
tion and  comparison  of  all  the  methods 
hitherto  proposed.  His  object  is  mainly 
to  supersede  the  present  method  of  de- 
termining dimensions.  Even  if  it  is 
thought  that  other  formulas  for  a  and  b 
should  be  preferred,  the  general  princi- 
ples here  demonstrated  may  yet  have 
contributed  to  the  elucidation  of  the 
question. 

Since  the  strength  of  materials  has 
recentiy  acquired  a  fresh  interest,  it  may 
well  be  that  at  no  distant  time  satisfac- 
tory relations  that  will  admit  of  general 
application  may  be  discovered.  The 
author  would  welcome  them  with  pleas- 
ure. It  is  sufficient  for  him  to  have  con- 
tributed  towards  the  supercession  of  the 
older  method  of  determining  dimensions 
so  as  to  make  way  for  a  more  rational 
I  system. 
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THE  AMOUNT  OF  RAINFALL  IN  ITS  RELATION  TO  THE 
WATER  SUPPLY  OF  A  CITY. 

By  JULIUS  W.  ADAMS. 
Written  for  Van  Nostrand'b  Enoinbbbino  Magazine. 


An  article  under  the  above  heading 
appeared  in  the  last  number  of  the  Maga- 
zine, upon  which  I  would  beg  leave  in 
the  interests  of  the  younger  members  of 
the  profession,  who  consult  your  pages 
with  profit,  to  make  a  few  brief  com- 
ments. 

The  true  theory  of  any  subject,  must, 
of  course,  embrace  all  the  facts  known 
of  it.  Thus  far  we  have  too  few  facts 
upon  which  to  build  a  comprehensive 
system — not  to  say — science  of  meteoro- 
logy, and  some  time  will  elapse  before 
we  can  pretend  to  reduce  to  rule  the 
many  anomolous  phenomena  attending 
the  rain  fall,  and  the  resulting  drainage 
from  the  water  shed. 

The  writer  of  the  article  in  question, 
after  a  review  of  the  rain-producing 
processes  over  varied  surfaces  of  the 
earth,  and  enumerating  certain  general 
principles  which  are  presumed  to  affect 
the  precipitation  of  moisture,  takes  the 
average  annual  rain  fall  in  sections  of 
the  United  States,  and  dividing  these 
sections  into  nine  groups,  obtains  what 
is  characterized  as  a  type  curve  for  each 
group,  representing  the  fluctuations  of 
the  monthly  rain  fall;  and  derives  from 
the  average  rain  fall  of  a  series  of  years 
the  factor  0.8,  as  representing  the  ratio 
of  the  rain  fall  for  the  dry  years.  Tak- 
ing a  twelfth  of  the  annual  rain  fall  for 
the  monthly  mean,  he  determines  from 
the  record  of  averages  of  the  Atlan- 
tic coast  stream  flows,  the  ratio  of  the 
monthly  flow  of  the  streams  to  this  mean 
as  unity,  and  upon  the  supposition  that 
50  per  cent,  of  the  annual  rain  fall  is  col- 
lected in  the  streams,  and  0.8  represents 
the  ratio  of  a  series  of  dry  years  to  the 
mean  annual  rain,  obtains  a  mean  month- 
ly rain  fall,  which  combined  with  the 
monthly  ratio  of  the  flow  of  the  streams 
above  noted,  gives  the  available  flow  in 
inches  monthly,  and  adds — '*  which 
quantities  have  only  to  be  multiplied  by 
the  number  of  acres  or  square  miles  in 


the  water  shed  to  determine  the  amount 
available."  Subsequently,  making  an 
allowance  of  60  per  cent,  for  the  annual 
evaporation  from  reservoir  surfaces,  and 
obtaining  a  monthly  mean  and  ratio  for 
this,  finally  embodies  the  whole  in  a  ta- 
ble for  use,  'Mn  the  calculations  upon 
water-works." 

If  the  writer  had  confined  himself  to 
the  phenomena  attending  the  local  rain 
fall,  the  deductions  drawn  would  have 
been  interesting  to  the  extent  of  showing 
what  had  taken  place,  and  what  might 
be  anticipated  in  the  locality  chosen — 
Troy  for  instance  ;  but  as  he  does  not 
state  explicitly,  that  his  deductions  are 
to  be  taken  with  great  caution  when  used 
in  estimating  a  city  water  supply,  but 
if  I  understand  the  scope  of  the  article, 
it  is,  that  it  offers  a  method  by 
which,  at  least  in  the  Atlantic  States, 
and  to  the  extent  of  100  square 
miles  of  shed,  the  amount  of  water 
derivable  from  an  estimate  of  the  mean 
aimual  rains,  may  be  used  safely  in  es- 
timating the  water  supply  of  cities.  It 
is  this  which  I  take  exception  to — the 
application  of  any  general  formula  for 
such  purpose.  However  closely  the  re- 
sults of  using  this  method  may  approx- 
imate the  truth  in  particular  oases,  as 
shown  by  existing  works  already  estab- 
lished, and  that  it  may  do  so  is  un- 
doubted, yet  it  cannot  be  assumed,  a 
priori^  as  applicable  in  the  future  for 
other  localities.  The  whole  principle  of 
estimating  from  yearly  averages  of  rain 
fall  has  been  proven  by  experience  to 
be  misleading,  and,  for  the  purposes  of 
a  permanent  city  supply,  no  longer  re- 
commended. 

Much  misapprehension  exists  as  to  the 
amount  of  water  which  may  be  calcula- 
ted upon  with  certainty  on  a  given  water 
shed;  and  disappointment  in  many  nota- 
ble cases,  which  •  might  be  cited,  has 
arisen  from  taking  as  a  standard  for  com- 
putation the  average  rainfall  of  a  series 
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of  years.  Even  when  a  compensation 
is  aimed  at  by  large  storage  facilities,  it 
is  found  to  be  impracticable  to  retain  all 
the  average  counted  on ;  as  in  the  event 
of  large  floods  occurring  when  the  reser- 
voirs are  full,  the  water  must  be  lost, 
and  the  available  supply,  obtainable  from 
reservoirs,  is  found  to  fall  short  of  that 
deduced  from  computations  baBed  upon 
average  rainfalls.  A  single  statement 
from  the  official  report  of  the  engineer 
of  the  Liverpool  works  will  illustrate 
this.  The  average  yearly  fall  for  thirty 
years'  observation  showed  48  inches,  and 
allowing  50  per  cent,  as  collectable,  24 
inches  was  assumed  as  available;  with 
8f  million  gallons  per  acre  of  the  shed  as 
storage  room,  18  million  gallons  daily  was 
estimated  as  the  capacity  of  the  works. 
(This  was  in  addition  to  compensation 
water  to  certain  mills.)  Three  dry  years 
in  succession  reduced  the  delivery  to  six 
million  gallons  daily,  or  9f  inches  in- 
stead of  24  inches  over  the  entire  shed. 
This  case  is  but  one  of  many  bearing  the 
same  evidence. 

Before  a  true  average  of  rainfall  can 
be  determined  upon  in  a  given  locality, 
of  course  the  proper  proportion  of  dty 
years  should  be  embraced  in  the  series, 
otherwise  the  estimate  will  be  in  excess 
— aside  from  the  fact,  that  unless  under 
exceptional  circumstances,  the  minimum 
years  of  rainfall,  and  not  the  average 
become  the  true  criterion  for  certainty  of 
supply.  And  in  addition  to  this,  the  year 
of  least  rain  is  not  necessarily  the  year 
in  which  the  season  of  least  flow  from 
the  streams  occur,  and  this  latter  is  the 
measure  of  reliable  supply.  Nor  is  the 
year  of  least  rainfall  necessarily  the  year 
of  drought,  although  frequently  so;  but 
the  year  of  drought  which  tests  the  ca- 
pacity of  a  city  supply  is  the  year 
wherein  the  rainfall  is  so  unequally  dis- 
tributed, that  for  several  months  in  suc- 
cession, it  may  be,  the  evaporation  and 
absorption  and  needs  of  vegetable  life, 
take  up  all  the  rain  which  falls,  and  thus 
little  or  nothing  is  contributed  to  the 
city  supply. 

On  the  subject  of  evaporation  from 
reservoir  surfaces,  it  is  manifestly  an 
error  to  assume  it  as  a  percentage  of  the 
rainfall;  for  beyond  the  fact  that  during 
rains  but  little  evaporation  may  be  tak- 
ing place,  and  at  such  times  there  may 
be  a  lowering  of  the  temperature,  which 


would  tend  to  retard  evaporation,  there 
is  nothing  in  a  season  of  rain  influencing 
to  any  extent  such  evaporation.  Expos- 
ure to  winds,  hygrometric  conditions  of 
the  atmosphere,  the  vicinity  of  forests 
or  open  plains,  the  presence  or  absence 
of  elevated  surroundings — all  may  effect 
it  more  or  less,  but  independently  of 
rainfall,  and  no  connection  necessarily 
exists  between  the  two.  The  proper  de- 
termination of  the  amount  of  evapora- 
tion from  water  surface  is  so  replete 
with  difficulties,  and  some  of  the  results 
attained  are  thus  far  so  anomalous,  that 
the  effort  is  no  longer  made  to  attain 
absolute  accuracy  in  this  respect;  and  it 
is  assumed,  in  accordance  with  some  ob- 
servations, that  the  yearlv  rainfall  on  a 
given  water  surface,  will  supplement 
the  loss  by  evaporation;  hence,  in  con- 
sidering the  area  of  a  gathering  ground, 
if  the  water  surfaces  are  subtracted  in 
estimating  the  area  of  the  shed,  and  dis- 
regarding the  element  of  evaporation 
from  these  surfaces,  it  will  be  as  near 
the  truth  as  can  be  reached  by  any 
known  method  of  observing  evaporation. 
And  so  of  the  absorption  of  the  soil, 
the  demands  of  vegetation,  and  evapor- 
ation from  ground  surfaces,  which  are 
usually  embraced  under  one  head,  can, 
neither  collectively  nor  singly,  bear  any 
relation  whatever  to  the  amount  of  rain- 
fall, and  can  only  be  approximately  de- 
termined by  long-continued  observation 
and  measurement  on  areas  of  similar 
characteristics,  and  the  result  deducted 
from  the  yearly  rain,  and  independently 
of  the  extent  of  the  latter.  Neither  of 
these  items,  any  more  than  that  of  the 
evaporation  from  water  surface,  can  be 
properly  estimated  as  a  percentage  of 
the  rainfall. 

In  the  article,  referred  to,  reference  is 
constantly  made  to  the  average  annual 
rainfall  as  a  basis  for  computation,  and 
the  low  years  precipitation  is  derived 
from  it  by  the  simple  process  of  multi- 
plying by  0.8;  but  unless  the  observa- 
tions had  extended  through  a  greater 
number  of  years  than  is  usual  with  such 
records  in  this  country,  and  had  certain- 
ly embraced  a  year  or  more  of  the  lowest 
rainfall,  or  the  season  of  lowest  flow,  it 
would  scarcely  prove  a  safe  guide. 

The  flow  from  the  Merimack,  the 
Passaic,  the  Delaware,  the  Schuylkill 
and  the  Croton,  as  well  as  others  of  our 
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rivers,  may  be  computed  on  an  average 
at  one  million  of  gallons  daily  through- 
out the  year  for  every  square  mile  of 
drainage  area.  But  of  what  use  is  the 
knowledge  of  this  fact,  when  it  is  equally 
certain,  that  save  by  an  amount  of  stor- 
age room  which  is  wholly  impracticable, 
the  freshet  flows,  which  supplementing 
the  low  summer  flow  brings  up  the  total 
to  the  average  named,  cannot  be  re- 
tained. 

It  is  estimated  that  to  avail  of  the 
average  yearly  flow  of  the  Croton  basin 
of  338  square  miles,  would  require  a 
storage  of  41000  million  gallons.  This 
would  accomplish  it  upon  paper,  but  for 
obvious  reasons,  the  reservoirs  could  not 
be  counted  on  at  all  times  to  fulflll  their 
purpose,  were  it  practicable  to  build  them ; 
and  hence  a  less  discharge  from  the  basin 
becomes  the  true  measure  of  its  capacity. 

From  1864  to  the  present  year,  the 
average  yearly  rainfall  on  the  Croton 
basin  has  been  46.1  inches.  In  the  year 
1877  the  rainfall  was  so  nearly  the  same 
(46.03)   that  the   results  of   that  year's 


observation  are  taken  to  represent  the 
average.  There  was  collected  that  year  in 
the  Croton,  45^,  or  21  inches,  as  available 
rain,  and  the  daily  average  flow  for  the 
year  was  a  million  gallons  per  square  mile. 
Of  the  rain  for  that  year,  15.8ji^  was  stored 
or  used  in  the  City  of  New  York,  30.7^^ 
was  lost  for  lack  of  storage  capacity,  and 
53i^  was 'evaporated  from  the  surface  of 
the  shed  (omitting  the  water  surface)  or 
absorbed,  or  used  for  vegetable  life  and 
did  not  reach  the  springs. 

The  rainfall  the  last  year  (1880)  on 
the  Croton  shed  was  38.5  inches;  and  the 
following  represents  the  ratio  of  the 
several  items  of  water  supply  for  the 
several  years  named,  on  this  basin  and 
Ridgwood,  L.  I.  In  Blodgett's  Climat- 
ology it  appears  that  the  Croton  basin  is 
credited  with  an  average  annual  rain  of 
44  inches,  and  the  Ijong  Island  basin 
with  42  inches.  In  the  last  50  years  the 
observations  of  the  rain  gauges  have 
shown  an  average  of  42.69  inches  yearly 
rain,  for  the  water-shed  which  supplies 
the  City  of  Brooklyn. 


Croton 

Brooklyn 


Years. 


Square 

miles 

watershed. 


Inches  of 
rainfall. 


1 1877 

*1880 

1880 


T 


838 

888 

60 


46.03 

88.5 

38.58 


Percentages  of  yearly  rainfall. 


46.5 


25.27 


53.5 

61. 

74.73 


I 


80.7 

24.5 

nothing. 


Stored  and 

used  in 

the  City. 


15.8 
14.5 
25.27 


It  appears  by  the  above,  as  might 
be  anticipated,  that  the  loss  by  evapora- 
tion and  absorption,  instead  of  being 
proportional  in  anv  degree  directly  to 
the  amount  of  rainfall,  is  really  inversely 
proportional  thereto;  and  indeed  an  ac- 
quamtance  with  the  detailed  operations 
of  almost  any  well-conducted  city  water 
supply,  will  snow  how  little  the  average 
rainfall  can  be  trusted  as  a  safe  guide, 
and  the  necessity  which  exists  of  refer- 
ring, as  of  controlling  importance,  to 
those  local  characteristics,  topographical 
and  geological,  as  well  as  meteorological, 
which  will  be  found  to  modify  most 
materially  the  results  arrived  at  by  any 
general  formula. 


In  a  dry  season  the  Croton  basin  has 
yielded  a  minimum  of  100,000  gallons 
per  square  mile  in  twenty-four  hours, 
and  during  the  same  season  the  Brooklyn 
basin  has  yielded  a  minimum  of  300,000 
gallons  per  square  mile  for  the  same 
time,  the  rainfall  for  the  year  being  in 
favor  of  the  Croton  basin.  This  dis- 
crepancy in  the  amounts  flowing  from  a 
given  area,  appearing  within  so  short  a 
distance  as  the  width  of  the  East  River, 
will  indicate  to  what  extent  local  circum- 
stances may  influence  the  water  supply 
of  a  city,  independently  of  the  extent  of 
rainfall.  M  uch  has  been  written  abroad 
upon  this  subject  of  water  supply,  but 
scarcely  applicable  to  this  latitude. 
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ON  THE  VARIOUS  MODES  OF   TRANSMISSION    OF   POWER 

TO  A  DISTANCE. 

By  M.  A.  ACHARD. 
A  Paper  read  before  the  Institation  of  Mechanical  Engineers. 


The  author  in  this  paper  furnished  a 
summary  of  the  practical  results  obtained 
in  the  transmisMion  of  power  to  a  dis- 
tance.    While  the  interest  attaching  lo 
this  subject  is  unquestionable,  the  author 
is,  nevertheless,  very  doubtful  whether  a 
successful  result  can  be  attained  in  one 
particular  application — namely,  the  es- 
tablishment of    large   undertakings  for 
distributing  hydraulic  power  to  a  num- 
ber of  factories,  either  existing  or  con- 
templated, similar  to  the  undertakings  at 
Schaffhausen,  Fribourg,  and  Belleearde. 
At  the  first  of  these  places,  in  spite  of 
favorable  circumstances,  rapid  extension 
of  working,  and  good  management,  the 
profit  has  been  very  small  on  the  capital 
outlay.     The  manufactories  at  the  two 
other  places,  beins  much  less  favorably 
situated,  have  failed  after  a  short  and 
profitless   existence.    Their  failure  has 
shown  very  clearly  that  their  founders 
labored  under  a  strange  delusion  in  sup- 
posing that  cheap  motive  power  was  in 
itself  sufficient   to  create  industries  in 
localities  where  their  essential  elements 
were  wanting.     The  author  accordingly 
considers  there  is  not  much  to  be  gained 
from  this  method  of  transmitting  power 
to  a  distance,  and  that  it  can  only  suc- 
ceed financially  under  exceptionally  fa- 
vorable conditions.     Having  promised  so 
much,  he  next  proceeded  to  examine  the 
various  methods  used,  or  proposed,  for 
transmitting  power  to  a  ^distance.     He 
first  considered  transmission  of  power  by 
wire  ropes,  which  is  merely  an  extension 
of  the  simple  case  of  transmission  by  or- 
dinary hemp  ropes,  and  the  same  princi- 
ples apply  to  both.    Let  A  and  B  be  the 
axes  of  two  parallel  shafts  carrying  two 
pulleys  whose  planes  coincide.  The  driv- 
ing power  P  acts  on  A,  and  the  resistance 
Q  on  B. '  For  simplicity,  let  it   be  as- 
sumed that  those  two  forces  act  tangen- 
tially  at  the  circumference  of  the  pulleys. 
The  motion  is  communicated  from  A  to 
B  by  means  of  the  rope  passing  round 


the  two  pulleys;  of  thi^  the  part  which 
is  passing  towards  the  driving  pulley  is 
called  the  driving  span,  and  the  part 
which  is  passing  from  the  driving  pulley 
is  called  the  trailing  span.  Let  T  be 
the  tension  of  the  driving  span,  and  t 
that  of  the  trailing  span.  Neglecting 
friction,  &c.,  we  should  have  Q=P;  and 
the  values  of  the  tensions  in  the  two 
spans  are  given  by  the  equations 

T 
T— e=P  and  —=k; 
t 

denoting  by  Jc  the  smallest  practicable 
value  of  6^a  for  the  two  pulleys,  where 
e  is  the  base  of  Napierian  logarithms,  / 
the  coefficient  of  friction  between  the 
pulley  and  the  rope,  and  a  the  ratio  be- 
tween the  arc  encircled  by  the  rope  and 
the  radius  of  the  pulley.  Accordingly 
the  values  of  T  and  t  are  given  by  the 
following  equations: — 

T 

If  the  ratio — be  greater  than  k,  the  rope 

t 

will  slip  on  the  driving  pulley.  The 
values  of  T  and  ^,  as  alK>ve  calculated^ 
when  k  has  its  exact  value,  are  only  just 
sufficient  to  prevent  slipping,  which 
would  occur  on  any  accidental  diminu- 
tion of  friction.  For  safety,  therefore, 
it  is  necessary  to  assign  to  A;  a  somewhat 
lower  value  than  its  real  one;  which 
practically  amounts  to  increasing  the 
tensions  T  and  t  a  little  beyond  what  is 
requisite  in  theory.  The  tension  com- 
mon to  the  whole  rope  when  at  rest  is 
somewhere  intermediate  between  the  ten- 
sions T  and  t  of  its  two  spans  while  run- 
ning; and  by  adjusting  the  rope  while 
at  rest  to  this  intermediate  tension,  its 
two  spans  assume  of  their  own  accord 
the  required  tensions  T  and  t  as  soon  as 
it  begins  to  run.  The  section  w  to  be 
given  to  the  rope,  so  that  it  may  possess 
the   requisite  strength,   is  regulated  by 
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the  driving  tension  T,  and  mast  be  saoh 

T 

that  the  quotient — shall  not  exceed  the 

working  strain  which  the  material  of  the 
rope  is  suited  to  bear  in  practice.  It  is 
evident  that,  in  transmitting  a  given 
amoant  of  power,  the  driving  tension, 
and  consequently  the  section  of  the  rope, 
may  be  diminished  by  increasing  the 
speed ;  for  if  N  denotes  the  power  trans- 
mitted, and  V  the  speed  of  the  rope, 
then 

Pt;=N,andT=i^=^-^. 
A?— 1     A;— 1   V 

In  practice  the  rope  elongates  under  the 
continuous  pull,  and  requires  shortening 
from  time  to  time  to  keep  the  tension 
up  to  the  proper  amount.  The  author 
next  took  into  account  the  useless  resist- 
ances neglected  forthe  sake  of  simplicity. 
The  useful  resistance  Q  is  now  necessari- 
ly less  than  the  driving  power  P,  and  the 

Q 

ratiOp-represents  the  efficiency  of   the 

transmission.  The  useless  resistances  are 
two  in  number.  The  first  is  the  rigid- 
idity  or  stiffness,  due  to  the  imperfect 
flexibility  of  the  rope.  This  effect,  how- 
ever, is  insignificant  in  the  case  of  rope 
transmission,  on  account  of  the  large 
size  of  the  pulleys  employed.  The  other 
useless  resistance  is  the  friction  of  the 
two  shafts  A  and  B  in  their  bearings, 
which  is  measured  by  the  resultant  F  of 
all  the  external  forces  acting  on  each 
shaft.  It  appears  from  the  principles 
enunciated  above  that  the  employment 
of  rope  transmission  renders  this  fric- 
tion considerable.  In  fact,  under  aver- 
age conditions  of  adhesion,  the  value  to 
be  allowed  for  k=e^^  is  not  more  than 
2;  and  since  in  the  limit 

-=:A:andT=^, 

we  have  as  the  least  possible  values 
T=2  P,  and  t=:F.  These  tensions  are 
parallel  to  each  other,  and  as  the  useful 
resistance  Q  may  also  aet  in  the  same  di- 
rection, the  total  pressure  F  on  the  shaft 
may=T-|-«-fP=4  P,  as  a  minimum, 
where  the  conditions  are  the  most  unfavor- 
able; while  under  the  most  favorable  con- 
ditions the  pressure  on  the  bearings  will 
be  given  by  F=T-|-<— P=2  P,  as  a  mini- 
mum.    Hence  the  average  pressure  may 


be  taken  as  at  least  3  P.  It  is  evident, 
therefore,  that  rope  transmission  renders 
the  shaft  friction  much  greater  than  does 
transmission  by  toothed  wheels.  But 
the  effect  of  this  friction  is  mudi  reduced 
by  the  large  diameter  of  the  pulleys  in 
comparison  with  that  of  their  shafts,  in 
consequence  of  which  the  pressure  on 
the  shaft  bearings,  has  to  be  multiplied 
by  a  number  not  exceeding  at  most  0.003, 
in  order  to  obtain  the  resultine  tension 
on  the  rope.  The  author  dealt  briefly 
with  belting  and  went  on  to  consider  at 
length  the  nature  of  the  strains  to  which 
ropes  are  subject.  It  is  difficult  to  lay 
down  any  general  rule  as  to  the  duration 
of  the  ropes,  for  this  depends  upon  the 
conditions  under  which  they  work.  In 
practice,  it  must  not  be  assumed  that  a 
rope  in  constant  use  will  last  more  than 
a  year.  In  fact.  Professor  Amsler-Laf- 
fon  recently  wrote  to  the  author  on  the 
subject  of  the  ropes  at  Schaffhausen: — 
''A  rope  lasts  about  one  year,  some  a 
little  more,  some  a  little  less.  But  it 
must  be  understood  that  we  do  not  wait 
till  our  ropes  break,  but  replace  them  as 
soon  as  we  can  no  longer  depend  on  their 
strength.  They  might  therefore  last 
rather  longer,  if  we  chose  to  run  the 
risk  of  interruption  in  our  work."  Their 
short  life  is  certainly  a  defect  in  this 
mode  of  transmitting  power.  Accord- 
ing to  M.  Ziegler,  who  has  considerable 
experience  on  this  subject,  horizontal  os- 
cillations are  very  injurious  to  the  dura- 
tion of  the  ropes,  and  they  appear  to  last 
longer  on  pulleys  with  wide  grooves 
than  with  narrow  grooves.  The  author 
next  connidered  transmission  by  com- 
pressed air.  Hitherto  the  method  of 
transmission  by  compressed  air  has  only 
been  used,  so  far  as  the  author  is  aware, 
for  boring  the  headings  of  mines,  and 
the  long  tunnels  through  the  Alps.  In 
these  cases,  as  is  well  known,  the  work 
to  be  done  consists  in  a  rapid  boring  of 
holes  for  the  purpose  of  blasting  the 
rock  with  powder  or  dynamite.  As  this 
kind  of  work  requires  a  high  pressure  of 
air,  and  almost  entirely  precludes  the 
employment  of  expansion,  the  utilization 
of  the  motive  force  is  necessarily  defect- 
ive; but  in  consequence  of  the  peculiar 
convenience  which  compressed  air  offers 
for  the  work,  and  particularly  the 
improved  ventilation  which  it  affords, 
the  advantage  of  its  employment  is  un- 
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doabted,  and  leaves  in  the  background 
the  question  of  efficiency.     M.  Achard 
dealt  at  great  length  with  the  somewhat 
complex  mathematics  of  the  subject,  but 
he  did  not  supply  much  if  any  new  data. 
Referring  to  the  motors  fed  with   the 
compressed  air,  the  author  held  that  this 
subject  is  still  in  its  infancy  from  a  prac- 
tical point  of  view.    In  proportion  as  the 
air  becomes  hot  by  compression,  so    it 
cools  by  expansion,  if  ihe  vessel  contain- 
ing it  IS  impermeable   to  heat.     Under 
these  conditions,  it  gives  out,  in  expand- 
ing, a  power  appreciably  less  than  if  it 
retained    its  original    temperature,   be- 
sides which  the  fall  of  temperature  may 
impede  the  working  of  the  machine,  by 
freezing  the  vapor  of  water  contained  in 
the  air.     If  it  is  desired  to  utilize  to  the 
utmost  the  force  stored  up  in  the  com- 
pressed air,  it  is  necessary  to  endeavor 
to  supply  heat  to  the  air  during  expan- 
sion, so  as  to  keep  its  temperature  con- 
stant.    It   would  be   possible  to  attain 
this   object  by   the  same   means   which 
prevent      heating     from     compression, 
namely,  by  the  circulation  and  injection 
of  water.     It  would,  perhaps,  be  neces- 
sary to  employ  a  little  larger  quantity  of 
water  for  injection,  as  the  water,  instead 
of  acting  by  virtue  both  of  its  heat  of 
vaporization  and  of  its  specific  heat,  can 
in  this  case  act  only  by  virtue  of  the  lat- 
ter.   These  methods  might  be  employed 
without    difficulty    for    air  machines  of 
some  size.     It  would  be  more  difficult  to 
apply  them  to  small  household  machines, 
in  which  simplicity  is  an  essential   ele- 
ment; and  we  must  rest  satisfied  with 
imperfect  methods,  such  as  proximity  to 
a  stove,  or  the  immersion  of  a  cylinder 
in  a  tank  of  water.     Consequently,  loss 
of  power  by  cooling  and  by  incomplete 
expansion  cannot  be  avoided.    The  only 
way  to  diminish  the  relative  amount  of 
this  loss  is  to  employ  compressed  air  at 
a  pressure  not  exceeding  three  or  four 
atmospheres.    The   only    real   practical 
advance  made  in  this  matter  is  M.  Me- 
karski's  compressed  air  engine  for  tram- 
ways.   In  this  engine  the  air  is  made  to 
pass  through  a  small  boiler,  containing 
water    at  a  temperature  of    about  120 
deg.  Cent. — 248  deg.  Fah. — before  enter- 
ing the  cylinder  of  the  engine.    It  must 
be  observed  that  in  order  to  reduce  the 
size  of  the  reservoirs,  which  are  carried 
on  the  locomotive,  the  air  inside  them 


must  be  very  highly  compressed,  and 
that  in  going  from  the  reservoir  into  the 
cylinder  it  passes  through  a  reducing 
valve,  or  expander,  which  keeps  the 
pressure  of  admission  at  a  definite  figure, 
so  that  the  locomotive  can  continue 
working  so  long  as  the  supply  of  air  con- 
tained in  the  reservoir  hab  not  come 
down  to  this  limiting  pressure.  The  air 
does  not  pass  the  expander  until  after  it 
has  gone  through  the  boiler  already 
mentioned.  Therefore,  if  the  tempera- 
ture which  it  assumes  in  the  boiler  is  1 00 
deg.  Cent.— 212  deg.  Fah.— and  if  the 
limiting  pressure  is  five  atmospheres,  the 
gas  which  enters  the  engine  will  be  a 
mixture  of  air  and  water  vapor  at  100 
deg.  Cent. ;  and  of  its  total  pressure  the 
vapor  of  water  will  contribute  one  at- 
mosphere, and  the  air  four  atmospheres. 
Thus  this  contrivance,  by  a  small  ex- 
penditure of  fuel,  enables  the  air  to  act 
expansively  without  injurious  cooling, 
and  even  reduces  the  consumption  of 
compressed  air,  to  an  extent  which  com- 
pensates for  part  of  the  loss  of  power 
arising  from  the  preliminary  expansion 
which  the  air  experiences,  before  its  ad- 
mission into  the  engine.  This  scheme 
was  then  mathematically  investigated  by 
the  author.  Next  M.  Achard  dealt  vrith 
the  transmission  of  power  by  water 
pressure.  Of  machines  worked  by  water 
pressure,  the  author  referred  only  to  two, 
which  appear  to  him  in  every  respect  the 
most  practical  and  advantageous.  One 
is  the  well-known  piston  machine  of  M. 
Albert  Sohmid,  engineer,  Zurich.  The 
cylinder  is  oscillating,  and  the  distribu- 
tion  is  effected,  without  an  eccentric,  by 
the  relative  motion  of  two  curved  sur- 
faces fitted  one  against  the  other,  and 
having  the  axis  of  oscillation  for  a  com- 
mon axis.  The  convex  surface,  which  is 
movable  and  forms  part  of  the  cylinder, 
serves  as  a  port  face,  and  has  two  ports 
in  it  communicating  with  the  two  ends 
of  the  cylinder.  The  concave  surface, 
which  is  fixed  and  plays  the  part  of  a 
slide  valve,  contains  three  openings,  the 
two  outer  ones  serving  to  admit  the 
pressure  water,  and  the  middle  one  to 
discharge  the  water  after  it  has  exerted 
its  pressure.  The  piston  has  no  packing; 
its  surface  of  contact  has  two  circum- 
ferential grooves,  which  produce  a  sort 
of  water  packing  acting  by  adhesion. 
A  small  air  chamber  is  connected  with 
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the  inlet  pipe,  and  serves  to  deaden  the 
shocks.    This  engine  is  often  made  with 
two   cylinders,  having  their  cranks   at 
right  angles.    Its  efficiency  is  equal  to 
from  3T  to  83  per  cent.     The  other  en- 
gine, which  is  much  less  used,  is  a  tur- 
bine on  Girard's  system,  with  a  horizon- 
tal    axis    and    partial    admission,    ex- 
actly   resembling    in     minatnre    those 
which    work    in    the  hydraulic  factory 
of    St.    Maur,  near    Paris.     The  water 
is  introduced  by  means  of  a  distributor, 
which  is  fitted    in   the   interior  of  the 
turbine  chamber,  and  occupies  a  certain 
portion  of  its  circumference.     This  tur- 
bine has  a  lower  efficiency  than  Schmid's 
machine,  and  is  less  suitable  for  high 
pressures;  but  it  possesses  this  advant 
age    over    it — that    by  regulating    the 
amount  of  opening  of  the  distributor, 
and  consequently  the  quantity  of  water 
admitted,  the  force  can  be  altered  with- 
out altering  the  velocity  of,  rotation.    Its 
efficiency  varies  between   35  and  68  per 
cent.     The  transmission   of    power  by 
electricity  was  considered   last  of    all. 
The  author  stated  nothing  new  on  this 
subject.     He  gave  a  table  by  Mr.  Hagen- 
bach,  which  promised  to  be  useful,  but 
he  added'  that  the  brake  measurements 
obtained  were  inaccurate,  consequently 
th«  table  is  of  little  value.     He  con- 
cluded his   paper  with  a  retrospective 
glance  at  the  four  methods  of  transmis- 
sion of  power  which  had  been  examined. 
It  would   appear  that  transmission   by 
ropes  forms  a  class  by  itself,  whilst  the 
three  other  methods  combine  into  a  natural 
group,  because  they  possess  a  character 
in  common  of  the  greatest  importance. 
It  may  be  said  that  all  three  involve  a 
temporary    transformation   of    the    me- 
chanical power  to  be  utilized  into  poten- 
tial  energy.      Also    in    each   of    these 
methods  the  efficiency  of  transmission  is 
the  product  of  three  factors  or  partial 
efficiencies  which   correspond  exactly — 
namely,  (1)  the  efficiency  of  the  instru- 
ment which  converts  the  actual  energy 
of    the    prime    mover    into     potential 
energy;  (2)  the  efficiency  of  the  instru- 
ment which    reconverts    this    potential 
energy  into  actual  energy,  that  is  into 
motion,  and  delivers  it  up  in  this  shape 
for  the  actual  operations  which  accom- 
plish industrial  work;  (3)  the  efficiency  of 
the   intermediate   agency  which   serves 
for  the  conveyance  of  potential  energy 


from  the  first  instrument  to  the  second. 
This  last  factor  for  transmission  by  elec- 
tricity is  the  exact  correlative  of  the  effi- 
ciency of  the  pipe  in  the  case  of  com- 
pressed air,  or  or  water  pressure.  It  is 
as  useful  in  the  case  of  electric  transmis- 
sion, as  of  any  other  method,  to  be  able, 
in  studying  the  system,  to  estimate  be- 
forehand what  results  it  is  able  to 
furnish;  and  for  this  purpose  it  is  neces- 
sarv  to  calculate  exactly  the  factors 
which  compose  the  efficiency.  In  order 
to  obtain  this  desirable  knowledge,  the 
author  considers  that  the  three  following 
points  should  form  the  aim  of  experi- 
mentalists: (1)  The  determination  of 
the  efficiency  K  of  the  principal  kinds  of 
magneto-electric,  or  dynamo-electric  ma- 
chines working  as  generators.  (2)  The 
determination  of  the  efficiency  K,  of  the 
same  machines  working  as  motors.  (3) 
The  determination  of  the  law  according 
to  which  the  magnetism  of  the  cores  of 
these  machines  varies  with  the  intensity 
of  the  current.  The  author  added  that 
he  would  gladly  have  concluded  this 
paper  with  a  comparison  of  the  effi- 
ciencies of  the  four  systems  which  have 
been  examined,  or,  what  amounts  to  the 
same  thing,  with  a  comparison  of  the 
losses  of  power  which  they  occasion. 
Unfortunately  such  a  comparison  has 
never  been  made  experimentally,  be- 
cause hitherto  the  opportunity  of  doing 
it  in  a  demonstrative  manner  has  been 
wanting;  for  the  transmission  of  power 
to  a  distance  belongs  rather  to  the 
future  than  to  the  present  time.  The 
author  believes  that  transmission  by 
ropes  furnishes  the  highest  proportion  of 
useful  work;  but  that  as  regards  a  wide 
distribution  of  the  transmitted  power  the 
other  two  methods,  by  air  and  water, 
might  merit  a  preference. 

The  discussion  which  followed,  the 
author  being  absent,  was  opened  by  Mr. 
J.  N.  Shoolbred,  who  gave  facts  and  set 
forth  certain  experiments  on  the  effi- 
ciency of  electric  generators,  quoted  in 
the  paper,  in  a  form  more  in  accordance 
with  English  ideas.  He  observed  that 
they  confirmed  the  previous  experiments 
of  Dr.  Hopkinson  and  others  as  to  the 
very  high  efficiency  of  such  generators, 
but  this  of  course  proved  nothing  as  to 
the  efficiency  of  transmission  by  elec- 
tricity, where  the  electricity,  after  being 
generated,  had   to   be  reconverted  into 
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power  at  the  other  end.  In  this  recon- 
version Dr.  Siemens'  experiments  showed 
a  loss  of  about  60  per  cent.  Recent  ex- 
periments of  his  own,  however,  led  to 
the  hope  that  this  loss  might  be  largely 
reduced  by  adopting  proper  precautions 
between  the  two  machines,  the  generator 
and  the  motor.  Anyhow,  there  were 
many  ases  where  eflSciency  was  of  the 
first  importance,  e  g.y  where  natural 
sources  were  utilized,  or  a  large  central 
steam  engine  could  be  drawn  upon,  4&c., 
and  here  the  greater  compactness  and 
economy  of  the  electric  transmission 
would  give  it  important  advantages. 
Mr.  Alexander  Siemens  followed  in  the 
same  strain,  and  thought  far  too  much 
was  made  of  the  question  of  efficiency, 
which  was  often  of  little  importance. 
He  instanced  Sir  William  Armstrong's 
arrangement  at  Rothbury,  and  that 
of  Dr.  Siemens  at  Tunbridge ;  and 
looked  forward  to  the  time  when  large 
steam  engines  would  be  established  at 
eentral  positions  in  towns,  whence  the 
power  would  be  distributed  by  elec- 
tricity as  required.  He  held  that  a  few 
experiments  were  necessary  to  settle  the 
arrangements  of  such  transmissions,  be 
cause  the  conditions  might  always  be 
preserved  constant,  by  arranging  the 
proper  resistance  in  the  leading  wire; 
and  considered  that  prejudice  was  now 
the  only  thing  that  hampered  the  trans- 
mission of  power  by  electric  means. 

Mr.  Fernie  recalled  the  attention  of 
the  meeting  from  electricity,  and  gave 
some  examples  of  the  extensive  use  of 
transmitted  water  power  in  Switzerland. 
He  mentioned  that  in  Geneva  the  men 
who  cut  firewood  for  house  use  used 
small  machines,  which  they  worked  by 
attaching  them  to  high-pressure  mains 
laid  along  the  streets.  M.  Schonheyder 
then  drew  attention  to  a  statement  in 
the  paper  with  regard  to  the  wide  belts 
used  in  America — viz.,  that  at  high 
speeds  a  partial  vacuum  is  formed  be- 
tween the  belt  and  the  pulley,  which 
gives  an  adhesion  more  like  that  of  an 
ordinary  leather  sucker,  and  greatly  in- 
creases the  tension  which  the  belt  will 
bear  without  slipping.  M.  Schonheyder 
altogether  disbelieved  in  the  existence  of 
this  action — and  probably  with  justice — 
though  it  has  undoubtedly  been  claimed 
in  the  case  of  American  belts.  He  dis- 
cussed the  reason  why  the  iron  ropes 


used  in  the  transmission  wore  so  rapidly, 
lasting,  e.g.y  at  Schaffhausen,  only  twelve 
months;  and  suggested  that  they  must 
either  be  drawn  too  tight,  or  given  too 
high  a  working  strain.  He  also  spoke  of 
the  great  friction  of  water  in  pipes  under 
heavy  pressure,  examples  of  which  were 
given  in  the  paper;  and  suggested  that 
further  experiments  were  desirable  on 
this  subject.  Mr.  W.  E.  Rich  took  up  a 
point  neglected  in  the  paper,  viz.,  the 
proper  pressure  to  be  used  in  transmis- 
sion by  compressed  air.  This,  he  held, 
should  be  as  low  as  was  convenient,  say, 
30  lbs.  per  square  inch,  for  dry  air  com- 
pressors. Air  compression  he  considered 
was  better  suited  to  intermittent  than 
constant  transmission.  In  the  latter  case 
the  freezing  at  the  exhaust  ports  was  a 
great  inconvenience,  but  this  might  be 
remedied  by  placing  a  small  fire  near 
them,  or  otherwise.  With  regard  to 
water  engines,  the  greatest  inconven- 
ience was  the  slide  valve,  which  always 
gave  trouble,  and  should  be  done  away 
with  if  possible,  a  result  already  attained 
in  Mr.  H.  Davey's  water  engines,  de- 
scribed by  him  to  the  Institution  in  1880. 


REPORTS  OF  ENGINEERING  SOCIETIES. 

THE  Ambbican  Socibty  op  Civil  Engi- 
neers.—The  Society  have  of  late  engaged 
in  the  discussion  of  the  question  of  wind  press- 
ure on  Bridges.  Paper  No  213,  by  C.  Shaler 
Smith,  gave  some  interesting  and  valuable  ob- 
servations bearing  on  this  question. 

The  following  is  an  abstract  from  it: 

For  a  number  of  years  past,  whenever  prac- 
ticable, I  have  personally  visited  the  tracts  of 
destructive  storms  as  soon  as  possible  after 
their  occurrence,  for  the  purpose  of  de^rmin- 
ing  the  maximun  force  and  width  of  the  path 
in  each  case. 

The  most  violent  on  my  records  are  as  fol- 
lows: 

FiTBt.—^BSX  St.  Louis,  1871:  Locomotive 
overturned;  maximum  force  required,  93  lbs. 
per  square  foot. 

8econd.'-Si.  Charles,  1877:  Jail  destroyed; 
force  required,  84.8  lbs.  per  square  foot. 

2'A*>d— Marshfield,  Mo.,  1880:  Brick  man- 
sion house  leveled;  force  required,  58  lbs.  per 
square  foot. 

i^wr^A.— Havre  de  Grace,  Md.,  1866:  Ten 
spans  wooden  Howe  truss  bridge,  250  feet  each, 
blown  over;  force  required,  27  lbs.  per  square 
foot. 

i?VyYA.— Decatur,  Alabama,  1870:  Two  spans 
of  Combination  Triangular  truss  blown  over; 
force  required,  26  lbs.  per  square  foot. 
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/Sw^A.— Meredosia,  Dl.,  1880:  One  span 
wooden  Howe  truss,  150  feet  long,  overturned; 
force,  24  lbs.  per  foot. 

Seventh.— OmvAxA,    Nebraska,    1877:      Two 

3[)an8  iron  Post  truss,   250  feet  each,   blown 
own;  force  required,  ISj'lj   lbs.  per  square 
foot. 

Also,  sundry  caf^esof  train  derailment  caused 
by  wind,  the  maximum  force  required  being 
SOJ^  lbs.  per  squre  foot. 

In  each  of  the  foregoing  cases  I  have  given 
what  appeared  to  be  the  maximum  effort  of  the 
wind  and  the  lowest  pressure  required  to  pro- 
duce the  observed  result.  It  is  therefore  not 
unlikely  that  the  real  force  of  the  wind  in  each 
example  was  greater  than  I  have  given  it. 
Some  of  the  tornadoes  were  very  destructive — 
the  Marshfield  one,  for  instance,  having  cut  a 
swath  46  miles  long  and  1800  feet  wide,  and 
killed  and  wounded  over  250  people.  To  the 
above  cited  instances  may  be  added  the  Tay 
Bridge  disaster,  in  which  case  20^  lbs.  per 
square  foot  on  train  and  bridge  were  required 
to  destroy  the  piers,  through  the  rupture  of  the 
vertical  bracing  in  the  four  bottom  tiers  of  the 

?ier,  over  which  the  train  was  passing  when 
ailure  began.  My  reasons  for  considering  80 
lbs.  per  square  foot  sufficient  for  a  working 
specification,  when  the  above  record  shows 
much  higher  pressures,  are  these — 

First. — I  very  much  doubt  if  a  direct  wind 
or  gale  ever  exceeds  80  lbs.  per  foot;  whirl- 
winds do  exceed  it,  but  the  width  of  the  path- 
way of  maximum  effort  in  these  is  usually  very 
narrow,  although  the  general  direction  is  so 
erratic  that  the  appearance  of  the  debris  ia  gen- 
erally such  as  to  produce  the  impression  that 
the  vortex  was  much  larger  than  was  really 
the  case.  With  the  exception  of  the  Marsh- 
field  tornado,  I  have  yet  to  find  a  storm  swath 
where  the  width  of  pathway,  wherein  the  force 
exceeded  80  lbs.  per  square  foot,  was  more 
that  60  feet  wide. 

The  St.  Charles  tornado  is  a  case  in  point. 
This  whirlwind  cut  a  swath  about  1000  feet 
wide  for  14  miles,  and  destroyed  over  800 
houses,  exerting  a  force  of  over  84  lbs.  per 
square  foot  at  its  point  of  maximum  effort. 
It  crossed  the  middle  span  of  the  St.  Charles 
bridge  nearly  at  right  angles,  and  developed  a 
pressure  of  52^  lbs.  per  square  foot  in  pick- 
ing up  and  crushing  a  barrel  of  tar,  which 
stood  on  the  bridge  in  the  path  of  the  vortex. 
The  width  of  the  vortex  was  distinctly  marked 
on  the  span  by  the  circle  in  which  the  tar  was 
spun  around,  the  wreckage  left  upon  it,  and 
the  points  at  which  it  ceased  to  destroy  the 
flooring.  This  width  was  thus  shown  to  be 
slightly  over  60  feet,  and,  guided  by  this,  I 
was  subsequently  enabled  to  locate  the  path 
traveled  by  the  central  vortex  throughout  the 
entire  length  of  the  storm  swath.  The  bridge 
itself  was  uniniured,  although  it  was  only  pro- 
portioned to  withstand  80  lbs.  per  square  foot, 
with  a  strain  of  20,000  lbs.  per  square  inch  on 
the  braces.  This  span  was  820  feet  long,  80 
feet  in  depth,  and  the  top  chord  was  120  feet 
above  the  water.  I  consider  it  very  unlikely 
that  a  bridge  of  over  200  feet  span  will  ever  be 
exposed  to  a  wind  force  of  more  than  80  lbs. 


per  square  foot,  acting  in  the  same  dxretibUm 
over  its  entire  length. 

Next.—K  fully  loaded  passenger  train,  and 
the  heaviest  possible  freight  train  will  leave 
the  track  at  the  respective  pressures  of  81^ 
and  563^  lbs.  per  square  foot.  If  the  braces 
are  proportioned  at  15,000  lbs.  per  square  inch, 
with  a  wind  pressure  of  80  lbs.  per  square 
foot,  they  will  still  be  within  their  limit  of 
elasticity  at  the  moment  when  the  train  is 
blown  from  the  track  in  either  case.  Destruc- 
tion of  the  span  will  then  take  place,  if  at  all, 
from  the  effects  of  derailment;  to  resist  which 
greater  strength  in  the  wind  bracing  will  be  of 
no  value. 

Next. — If  there  is  no  tension  in  the  'pier  col- 
umns until  80  lbs.  wind  pressure  is  reached, 
and  these  columns  are  properly  spliced  and 
anchored,  as  per  specifications,  there  will  be 
an  ample  margin  of  tensile  strength  in  any  case 
I  where  this  pressure  may  be  exceeded. 

Last, — In  view  of  the  comparative  rarity 
of  these  extreme  strains  and  the  consequent 
slight  fatigue  to  which  the  iron  is  exposed,  the 
high  stresses  imposed  on  the  wind  bracing  are 
perfectly  legitimate. 

BOSTON  SOCIKTY  OP  CtVIL  ENGINEERS. ~ At 
the  regular  February  meeting,  a  paper 
on  '*  The  FaU  River  Bridge,"  prepared  by  the 
late  E.  N.  Winslow,  was  read  by  the  Secretary. 

The  committee  to  whom  was  referred  the 
subject  of  issuing  a  work  on  the  "Law  and 
Practice  for  Land  Surveyors  in  the  New  Eng- 
land States,"  reported  adversely. 

At  the  February  meeting  a  paper  on  "  Rail- 
road Signals"  was  read  by  George  W.  Blod- 
gett. 

The  committee  on  the  Metric  System  re- 
ported on  the  information  obtained  relative  to 
the  progress  toward  introduction  of  the  sys 
tem  into  this  country  and  the  world  at  large. 

POLTTECHINIC  ClUB  OP  THK  AMERICAN  In- 
STiTDTB. — ^The  paper  of  the  eveninje, 
February  24,  was  upon  the  subject  of  scientific 
books,  by  Mr.  Wm.  H.  Farrington,  of  the 
house  of  D.  Van  Nostrand.  It  was  an  elabor- 
ate discussion  of  the  subject,  and  was  full  of 
the  most  interesting  information. 

The  noticeable  feature  of  modem  scientific 
literature  is  the  tendency  to  give  science  an 
every-day  dress,  and  to  aescribe  many  of  the 
most  ordinary  vocations  from  a  scientific 
standpoint 

At  the  present  time  at  least  ten  divisions  are 
needed  in  order  to  reasonably  classify  scientific 
books.  The  last  of  them,  the  so-caUed  "  Pop- 
Xilar  Science,"  attempts  to  draw  into  itself  all 
the  forms  and  phases  of  modem  scientific  liter- 
ature. 

In  all  languages,  especially  English,  French 
and  Carman,  works  bearing  upon  construction 
take  prominent  places,  and  in  this  term  "con- 
stmction"  it  is  intended  to  embrace  steam  en- 
gineering, railway  science,  building,  &c.  The 
engineenng  books  easily  take  the  foremost 
rank  amons  the  works  of  science. 

One  of  me  earliest  leading  publishers  of 
scientific  books,  and  one  who  In  his  day  made 
this  class  of  literature  a  representative  one. 
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was  John  Weale.  of  London.  We  all  know.  I 
presume,  what  the  "  Weale's  Series"  are— the 
little  green  or  red  covered  books,  in  limp  or 
flexible  doth,  with  flush  cut  edges.  Mr. 
Weale  has  been  dead  many  years,  but  his  se- 
ries of  reasonably-priced  scientific,  treatises 
upon  all  manner  of  subjects  still  lives.  It  is 
true  the  advancements  science  has  made  has 
rendered  necessary  many  changes  in  these  lit- 
tle books;  some  have  been  rewritten  and  en- 
larged and  altered  as  they  have  passed  down 
through  different  publishers'  hands;  their 
number  has  been  added  to,  until  there  are  now 
about  200  of  them,  and  they  have  had  a  sale  of 
many  thousands  and  continue  to  sell.  To  a 
considerable  extent  engineering  science  is  pre- 
dominant in  this  series,  but  they  cover  a  wide 
range  of  other  subjects.  No  attempt  has  been 
made  to  emulate  this  series  of  Weale,  unless 
we  might  mention  in  connection  with  it  the 
"Rorei  Manuals"  and  the  more  recent  "  Actu- 
alities Scientifiques,"  and  the  "Science Series," 
of  Van  Nostrand,  New  York,  begun  a  few 
years  ago. 

The  first  named  of  these  is — or,  rather,  was 
—a  very  popular  series  in  the  French  language, 
of  compact  little  volumes  upon  technology,  or 
the  science  of  the  workshop,  and  were  largely 
embraced  within  the  domain  of  applied  chem- 
istry. The  "Actualities  Scientmques"  of 
MaUet-Bacbelier.  Paris,  are  no  more  popular 
than  the  "  Weale's  Series,"  but  cover  a  rather 
wider  range  of  subjects,  and  are  strictly  less 
scientific,  while  for  Van  Nostrand's  we  can 
only  say,  that  so  far  as  the  higher  branches  of 
science  are  concerned,  they  would  take  prece- 
dence of  all,  but  as  individual  treatises  are 
much  less  exhaustive  of  the  subject,  and  in 
many  instances  partake  more  of  the  character 
of  a  monograph  on  some  special  branch. 
Some  of  Mr.  Weale's  other  publications,  such 
as  his  collections  of  plans  and  drawings  of 
bridges,  with  descriptive  text,  his  large  and  ex- 
haustive works  upon  the  "  Steam  Engine  "  and 
on  "Railways,"  his  fine  volumes  on  "Archi- 
tecture,** his  "Quarterly  Papers  on  Engineer 
ing,"  and  another  series  in  the  same  style  on 
"  Architecture,"  while  expensive  as  books,  are 
remarkable  examples  of  scientific  literature, 
and  remain  as  monuments  to  the  man  John 
Weale  more  enduring  than  brass  or  stone 

The  relatively  high  price  of  scientific  works 
was  spoken  of  at  length,  and  the  reasons  for  it 
pointed  out.  These  were  the  comparatively 
small  editions  which  can  be  sold,  and  the 
greater  expense  entailed  in  the  original  prepar- 
ation of  the  work.  Tabulated  work,  algebraic 
formula,  with  cuts  and  diagrams,  largely  in- 
crease the  expenses  of  production.  In  Eng- 
land, publishers  of  scientific  books  do  not.  hs 
a  rule,  electrotype  their  works,  preferrine, 
when  an  edition  is  exhausted,  to  prepare  a  re- 
vised edition.  In  this  country  electrotyping 
\s  the  rule,  hence  different  editions  are  brought 
out  with  only  trifling  variations. 

It  is  a  noticeable  fact  that  Rankine's  works, 
though  of  the  highest  character--one  might 
almost  say  abstruse — have  had  a  large  and 
steady  sale  in  this  country.  This  is  a  fact  that, 
to  say  the  least,  speaks  well  for  the  ability  of 
our  students. 

Vol.  XXIV.— No.  4-24. 


There  are  constant  calls  for  books  upon  sub- 
jects which  are  treated  of  in  the  larger  and 
more  expensive  technical  cvclopedias.  That 
these  demands  are  not  supplied,  is  largely  due 
to  the  fact  that  in  many  cases  the  works  would 
of  necessity  be  filled  with  trade  secrets. 

Some  of  the  notable  scientific  books  were 
described  and  their  curious  histories  given. 
Among  others  the  growth  of  Weisbach's  "  Me- 
chanics "  was  traced,  and  its  curious  continual 
gublication  In  parts  in  Germany  mentioned. 
1  conclusion,  Mr.  Farrington  saia : 

"  Regarding  the  publishing  houses  of  scien- 
tific books,  I  would  state  that  in  England  two 
only  confine  themselves  exclusively  to  this  line 
— E.  &  F.  N.  Spon,  and  Crosby  Lockwood  & 
Co.  Many  other  houses,  as  in  this  country, 
publish  various  works  in  science  of  all  kinds, 
and  are  heavy  publishers  as  well,  such  as  Long- 
mans &  Co.,  London,  or  Appleton  &  Co.,  here; 
but  Spon  and  Lockwood  confine  themselves 
now  to  science  only,  and  the  former  house 
deals  mostly  in  ennneering  and  the  allied  sci- 
ences. Lockwoods  are  now  the  publishers  of 
Weale's  series  and  many  other  important  and 
elaborate  works.  In  Paris,  Mallet-Bachelier,  La- 
croix  and  Dunod  are  the  leading  houses,  the  for- 
mer, successor  to  Gautier-Villars,  deal  mostly 
in  mathematical  books,  and  the  latter  mainly 
in  engineering,  architectural  and  hydraulic 
works.  Recently  they  have  issued  an  exhaust- 
ive series  on  engineering  in  all  branches. 
Dubauve's  "  Manuel  de  ringetiieur"  in  20  oc- 
tavo volumes  and  12  quarto  atlases  of  plates. 
Dumain  of  Paris  confines  himself  to  military 
literature  exclusively.  In  this  country  the 
leading  publishers  in  science  alone  are  H.  C. 
Baird  &  Co.,  of  Philadelphia,  and  Van  Nos- 
trand and  John  Wiley  &  Sons,  of  this  city. 
The  former  house  publishes  books  of  an  exclu- 
sively practical  nature,  or,  as  they  term  it, 
**  Industrial  Science."  Van  Nostrand,  on  the 
other  hand,  has  more  of  the  theoretical  class 
on  his  list,  and  also  combines  with  these  mili- 
tary and  naval  science.  The  Messrs.  Wiley 
have  never  confined  themselves  solely  to  science. 
They  are  possibly  doing  so  more  of  late,  but 
still  they  deal  in  some  misceUaneous  literature, 
as  well  as  in  biblical. 

Large  numbers  of  publishers,  however, 
throughout  the  country  are  turning  their  atten- 
tion to  works  in  science,  and  the  number  of 
books  issued  are  increasing  year  by  year.  The 
proportion  of  scientific  works  published  in 
this  country,  however,  to  the  whole  number  in 
other  branches  of  litemture,  is  relatively  small, 
and,  in  comparison  to  what  the  Germans  and 
French  are  giving  to  the  world,  would  seem 

?uite  insignificant.  In  closing  these  remarks, 
would  like  to  say  that  now  that  the  appren- 
tice system  has  been  virtually  abandoned, 
young  men,  who  are  learning  a  trade,  have  to 
depend  largely  upon  their  own  studiousness  to 
become  proficient  in  their  line  of  work.  To 
this  end  these  books,  of  which  I  have  been 
speakiAg,  are  the  essential  helps,  and  I  really 
think  that,  with  the  array  of  volumes  pre- 
sented, little  excuse  exists  for  any  conscien- 
tious workman  to  remain  in  ignorance  of  the 
requirements  of  the  trade  of  his  choice,  or 
fail  to  attain  a  fair  proficiency  in  it. 
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ENGINEERING  NOTES 

ON  A  Rope  Tramway  at  Strabburg. — 
(From  abstracts  of  Inst,  of  Civil  Engi- 
neers) — This  tramway  is  in  use  at  Strasburg 
for  removing  the  earth  from  a  ditch.  22  feet 
deep,  forming  part  of  the  new  system  of  forti- 
fications. Starting  from  the  lowest  point  of 
the  excavation,  it  is  carried  first  through  a 
short  tunnel  at  a  rise  of  1  in  10,  then  passes 
over  a  railway  (which  is  protected  by  a  tem- 
porary roofing)  and  thence  is  led  horizontally 
to  its  farther  or  discharging  end,  the  total 
length  being  about  1,000  yards.  A  peculiari- 
ty of  the  system  is  that  the  roads,  as  they  may  _„^ „^^^,  « ... ,  ^^ 

be  termed,  on  which  the  skips  of  earth  travel  |  inventor,  states  that  he'has  tramways  "aT work 
are  not  of  wire  rope,  as  usual,  but  of  round  j  ©n  this  system  which  are  2,400  yards  long, 
bar  Iron.  Of  these  there  are  two  lengths,  5  .  with  gracTients  of  1  in  8i.  and  conveying  earUi 
feet  9  inches  apart— one  having  a  diameter  of  to  the  extent  of  500  cubic  yard  per  day.— 
li  inch  for  the  loaded  skips,  and  the  other  hav-  -  -  -  ~  • 
ing  a  diameter  of  1.02  inch  for  the  empty  ones. 
They  are  welded  up  into  lengths  of  about  65 
yards,  and  these  lengths  are  afterwards  united  I  „ 

by  steel  couplings,  having  a  diameter  as  little  |  direction  of  the  Spanish  General  Ibanez,  for 
dififering  from  their  own  as  possible  These  j  measuring  the  base  of  the  network  of  Swiss 
'*  roads  are  anchored  down  to  the  ground  at  |  triangulation,  have  been  very  satisfactory, 
the  loading  end,  but  at  the  other  end  terminate  j  The  base  has  been  measured  twice.  The  re- 
in chains  which  pas'*  over  pulleys  and  support :  suit  of  the  first  measurement  was  2400.087  me- 
hanging  weights,  sufficient  to  bring  a  strain  of  |  ters  (1.502  miles);  the  second  operation,  which 
4}4  tons  on  the  stronger  "road,"  and  33^  tons    was  conducted  entirely  independently  of  the 


I  it  on  to  one  of  the  lines  of  rails  leading  to  the 
face  of  the  excavation.  He  has  already  put  in 
position  a  full  skip  which  has  just  arrived  by 
the  other  line  of  raUs;  and  the  same  coupling 
which  has  conveyed  the  empty  skip  picks  up 
the  full  skip  m  passing,  attaches  it  to 
the  rope  and  takes  it  away  along  the 
tramway.  Thus  the  whole  number  of 
men  employed  on  the  tramway,  as  apart 
from  the  excavation,  is  only  six  at  the  most. 
The  engine  employed  is  of  8  HP.,  but  2  to  8 
HP.  is  found  to  be  all  that  is  required  for  the 
work.  The  laying  down  of  the  tramway  was 
completed,  though  in  the  depth  of  winter,  in 
less  than  ten  weeks;  and  Herr  Bleichert,  the 


DeuUche  Bauzeitung. 

SWISS  Triangulation. — The  operations  in 
the  neighborhood  of  Aarlberg,  under  the 


first,  for  the  purpose'  of  venflcatidn,  gave 
2400.085  meters.  The  difference  between  the 
two  measurements  was  only  two  millimeters, 
or  less  than  one  ten- thousandth  of  one  per  cent* 
The  place  chosen  for  the  base  is  on  the  route 
of  Sisselen,  where  a  perfectly  straight  and 
nearly  horizontal  line  may  be  drawn  jot  a  dis- 
,  tance  of  about  three  kilometers  (1.864  miles). 
Similar  measurements  are  to  be  made  in  the 


on  the  weaker.  There  are  forty  intermediate 
supports  of  timber  (some  of  them  above  100 
yards  apart),  carrying  at  the  top  small  grooved 
pulleys  OD  which  the  rope  actually  rests.  The 
skips  are  made  entirely  of  wrought  iron,  much 
like  a  dredger  bucket.  They  weigh  about  290 
lbs  ,  and  carry  S}4  cubic  feet,  the  total  weight 
transported  being  thus  about  1,000  lbs.  They 
are  hung  on  gudgeons,  and  empty  themselves 
by  turning  over  as  soon  as  a  single  fastening  is 
loosened.  There  are  special  mechanical  ar- 
rangements for  connecting  the  hanging  skip 
with  a  small  frame  above,  carrying  two  wheels 
which  travel  on  the  fixed  *'road."  The  whole 
IS  connected  with  a  running  endless  wire  rope 
which  communicates  the  motion.  It  is  f  inch 
in  diameter,  is  driven  by  a  portable  engine  at 
the  loading  end,  and  is  kept  taut  by  passing 
round  a  counter  weighted  sheave  of  5  feet  9 
inches  diameter,  capable  of  traveling  upon 
cast  iron  guides.    The  spped  of  the  running 

rope  is  in  general  about  4  feet  per  second!  almost  stationary,  having  only  advanced  from 
Small  steel  couplings  are  fixed  on  it  at  inter-  262,017  tons  to  271.598.  German  rose  from  21,- 
valsof  130  feet,  and  to  these  the  successive  548  to  52,551;  Austrian,  from  51,400  to  103,- 
ftkips  are  attached— the  mechanism  both  for  080;  Spanish,  from  64,468  to  84,519;  Italian, 
attaching  and  disengaging  being  self  actinir.  ^rom  94,162  to  104,5|B7;  and  Dutch  from  159,- 
At  the  discharging  end  there  is  an  apparatus  I  024  to  174,485.  All  the  principal  countries  of 
of  iron  rails  for  transferring  the  skips  from  Europe  shared  in  the  improved  trade  with  the 
one  road  to  the  other;  by  making  this  portable  East  in  1880. 
and  providing  it  with  supports  it  is  further 
utilized  for  shifting  the  ends  of  the  tramway  i 
and  the  point  of  loading  so  as  to  follow  the  i 
progress  of  the  excavation.  With  the  speed  of , 
rope  and  distance  between  skips  given  above 
the  quantity  of  earth  conveyed  is  about  40 1 

cubic  yards  per  hour.  The  changing  of  the  Sons,  Bri'ghtside'^  Steelworks,  Sheffield,  cast 
skips  at  the  loading  point  (and  similarly  at  the  the  largest  crucible  steel  castmg  that  has  yet 
discharging  point)  is   managed  by  a   single  |  been  produced.    It  is  a  spur  nng  28  feet  in 


valleys  of  Tessin  and  of  the  Rhine. 

THE  Suez  Canal  Tonnage— Of  a  total  of 
8,446,431  tons  gross  of  shipping  that 
passed  through  the  Suez  Canal  in  18^,  the 
share  of  England  was  8,446,481  tons,  or  more 
than  three-fourths  of  the  whole.  The  increase, 
compared  with  1879,  was  from  2,508  524  Eng- 
lish, and  a  total  of  8,236,942  tons.  Next  to 
England  the  most  marked  augmentation  was 
that  of  the  Russian  flag,  which  rose  from  8799 
tons  to  45,899  tons.    French  tonnage  remained 


IRON  AND  STEEL  NOTES- 

A  Great  Crucible  Steel  Casting. — Dur- 
ing  the   past  week   Messrs.  Jeasop  A 


workman. 


ch  empty  skip,  as  it  comes  upon 


the  return  road,  detaches  itself  just  befoYe  it 
reaches  the  workman,  who  receives  and  pushes 


diameter,  machine  moulded,  and  cast  whole. 
To  cast  it  370  pots  were  used,  each  pot  holding 
80  pounds  weight  of  molten  steeL     When  the 
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steel  had  been  poured  into  the  three  large 
ladles,  the  plugs  were  removed,  and  it  ran  into 
the  mould,  the  weight  whed  east  heine  about 
10  tons.  In  its  finished  state  the  weight  will 
be  about  8}^  tons.  It  is,  without  doubt,  by  far 
the  largest  crucible  cast  steel  casting  of  its  kind 
that  has  ever  been  produced.  Messrs.  Jessop 
&  Sons  anticipate  that  this  will  be  the  begin- 
ning of  an  important  trade  with  Lancashire 
miljowners,  as  they  discover  how  much  more 
durable  steel  wheels  are  than  the  cast  iron 
wheels  at  present  in  general  use.  The  firm 
have  previously  cast  wheels  18  feet  and  14  feet 
in  diameter,  but  to  28  feet  was  a  great  leap. 
Now,  however,  they  are  prepared  to  undertake 
castings  up  to  84  *feet,  having  gone  to  very 
great  expense  in  laying  themselves  out  for  this 
class  of  work.  The  operation  of  casting  occu- 
pied eight  and  a-half  minutes. 

BB88EMBR  StEEL  IN  THE  UNITED  STATES.— 
The  total  production  of  Bessemer  steel 
during  last  year,  at  the  eleven  works  in  the 
Unitea  States,  during  the  year  1880,  indicates 
an  unusual  amount  of  activity.  The  amount 
of  steel  manufactured  in  1880  was  1,208,178 
tons  (2000  lbs.)  showing  an  increase  of  80  per 
cent,  as  compared  with  1879;  of  64  per  cent, 
compared  with  1878,  and  115  per  cent,  com- 
pared with  1877.  The  annexed  table  shows 
the  annual  production  of  Bessemer  steel  in  the 
United  States  since  1872: 


referred  to  a  former  paper  of  his  in  the  "  Pro- 
ceedings "  of  the  Royal  Society  of  Edinburgh, 
Vol.  3l,  p.  712,  in  which  he  had  shown  that 
when  amorphous  carbon  in  an  impalpable  pow- 
der is  kept  m  contact  with  porcelain  at  a  tem- 
perature considerable  above  redness,  but  not 
sufficient  for  the  latter  to  become  fused,  the 
carbon  will,  if  left  for  a  number  of  hours, 
diffuse  into  the  porcelain  and  ultimately  per- 
meate it  throughout.  He  considers  the  con 
version  of  bar  iron  into  steel  by  the  cementa- 
tion process  as  analogous  to  this— that  is  to 
say,  the  result  of  dif&sion  of  carbon  in  an 
impalpable  powder  into  the  bars  of  iron  whilst 

j  they  are  in  an  expanded  and  softened  state. 

'  Silicon  also  appears  to  be  present  in  the 
amoiphous  condition,  and  to  aiffuse  through 
iron  in  a  similar  manner. 


Year.    Tons.    Year.    Tons.    Year.      Tons. 


1872 
1878 
1874 


120,108 
170,652 
191,938 


1875 
1876 
1877 


875,517 
525,996 
560,587 


1878 
1879 
1880 


782,226 

928,972 

1,208,178 


During  the  year,  the  eleven  companies  pro- 
duced a  total  of  917,592  tons  (2000  lbs.)  of 
steel  rails,  and  the  development  of  this  manu- 
facture will  be  seen  from  the  following  table, 
which  corresponds  to  the  one  above: 


Year. 


1872 
1873 
1874 


Tons. 


94.070 
129.015 
144,944 


Year. 


1875 
1876 
1877 


Tons. 


290,868 
412,461 
482,169 


Year. 


1878 
1879 
1880 


Tons. 


550,898 
683,964 
917,592 


Startling  as  this  growth  of  production  is.  it 
will  undoubtedly  be  surpassed  by  the  output 
of  the  present  year,  for  not  only  does  the  de- 
mand continue  in  the  United  States,  but  sev- 
eral of  the  more  important  works  materially 
enlarged  their  capacities  last  year;  the  Vulcan 
Steelworks  at  St.  Louis  got  into  working  order 
only  in  Maicb  last,  so  that  it  contributed  to 
the  total  only  during  nine  months;  the  Pitts- 
burgh Bessemer  Steel  Company,  with  a  capaci- 
t?  of  60,000  tons  of  ingots  a  year,  are  just  on 
the  point  of  commencing  work:  and  the  Colo- 
rado Coal  and  Lron  Company  will  be  in  opera- 
towards  the  autumn. 

AT  a  meeting  of  the  Chemical  Society  on 
the  20th  ult.,  a  paper  was  read  on  a 
'*  New  Theory  of  the  Conversion  of  Bar  Iron 
into  Steel  by  the  Cementation  Process."  by  Mr. 
R.  Sydney  Sfarsden,  D.  8c.    The  author  first 


RAILWAY  NOTES. 

MASSACHXJSKTTS  RAILROADS.— From  the  Re- 
port of  the  Railroad  Commissioners  we 
learn  that  the  aggregate  length  of  the  railroads 
beloDging  to  corporations  making  returns  to 
the  Board  is  2667.85  miles,  of  which  651.48 
miles  are  provided  with  double  track.  The 
total  length  of  track,  counting  sidiDgs  and 
branches,  is  4257.78  miles.  The  increase  dur- 
ing the  year  being  107.79  miles. 

The  average  cost  of  standard  gauge  roads  is 
returned  at  $57,057.80  per  mile,  and  the  cost 
of  equipment  averages  $6618,90  per  mile,  mak- 
ing total  cost  per  mile  an  average  of  $63,671.70; 
but  this  cost  varies  from  $24,858  25  to 
$92,068.30.  The  average  cost  of  the  equipped 
narrow  gauge  roads  is  $31,293.30. 

The  gross  income  for  the  year,  of  the  sixty- 
four  corporations,  was  $35,140,374.77,  and  the 
net  income  $11,191,815.53,  a  gain  of  10  per 
cent,  over  last  year. 

The  average  earning  per  mile  of  road  was 
$11,377.90.  For  the  eight  roads  terminating 
in  Boston  the  earn  log  per  mile  averaged 
$12,079.70. 

DUKiNO  the  early  part  of  last  year  the  total 
length  of  the  Prussian  railway  system 
was  6197  kilometers,  including  798  which  had 
been  added  in  the  course  of  the  year.  By  the 
end  of  the  year  the  length  had  been  increased 
to  6299  kilometers.  The  cost  of  the  whole 
system  had  been  1,493,305,418  marks — 
£74,665,270-orat  the  rale  of  244,312  marks  per 
kilometer.  The  receipts  for  the  year  were 
163,877,969  marks  as  against  155,881,124  in  the 
previous  year.  There  was,  however,  a  diminu- 
tion of  receipts  per  kilometer  from  29,582 
marks  to  26,580,  or  at  the  rate  of  9  per  cent. ; 
though,  on  the  other  hand,  the  expenditure  also 
decreased  from  18,042  to  16,826  marks  per  kilo- 
meter, or  9J^  per  cent.  The  general  result 
shows  an  excels  of  receipts  over  expenditure 
of  61,826,748  marks,  against  57,990,555  in  the 
year  before. 

IN  accordance  with  the  provisions  of  the 
Berlin  Treaty,  the  Railway  Commission 
appointed  to  deal  with  the  new  lines  of  the 
southeast  of  Europe  will  assemble  in  Vienna 
for  the  despatch  of  business  in  the  second  half 
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of  February.  The  Bosnia  Valley  Railway  Bill 
has  passed  the  Upper  Chamber,  Austna.  This 
measure  is  very  important,  as  it  will  bring 
Austria  into  direct  communication  with  the 
port  of  Salon ica  Herr  von  Schmerling  re- 
marked that  he  looked  upon  the  Austrian  occu- 
pation of  Bosnia  not  as  a  temporary  but  as  a 
permanent  thing.  This  railway,  he  thought, 
would  help  to  attach  the  natives  of  the  prov- 
ince to  Austrian  rule  by  identifying  their  inter- 
ests with  those  of  the  empire. 

TDailways  and  Canalb  in  Canada.— The 
X\  report  of  the  Minister  of  Railways 
and  Canals  of  Canada  for  the  year  ending 
June  30,  1880,  has  been  presented  to  the  Do 
minion  Parliament.  It  is  stated  that  on  the 
section  of  the  Canadian  Pacific  Railway  from 
Thunder  Bay  to  Rat  Portage,  294  miles,  the 
railways  for  171  miles  are  laid,  and  from  Kle- 
watin  (Rat  Portage)  to  Selkirk  on  the  Red 
River,  112  miles,  the  .railways  are  down  the 
whole  way.  For  a  distance  of  16  miles  beyond 
Red  River,  up  to  Victoria  junction,  Selkirk, 
no  line  has  been  constructed,  but  communica- 
tion is  open  to  Winnipeg  by  means  of  the 
Pembina  branch  on  the  east  side  of  the  river, 
and  a  temporary  bridge  over  the  river  connects 
the  line  with  the  Winnipeg  branch.  West- 
wards the  railways  are  laid  to  within  a  few 
miles  of  the  western  boundary  of  Manitoba, 
and  the  line  is  in  operation  to  Portage-la  Prarie, 
70  miles  west  of  Winnipeg;.  The  Canadian 
Pacific  Railway  therefore  has  at  the  present 
time  232  miles m  work  as  follows:  Emerson  to 
Winnipeg,  68  miles;  St.  Boniface  to  Selkirk,  28 
miles:  Selkirk  to  Cross  Lake  (east),  76  miles; 
Selkirk  to  Portage-la-Prarie,  70  miles.  In  Brit- 
ish Columbia  127  miles  are  under  contract,  and 
are  being  steadily  prosecuted.  The  expenditure 
in  connection  with  the  Pacific  Railway  during 
the  last  fiscal  year  was  $4,444,572.  The  en- 
largement of  the  canal  system  is  being  rapidly 
proceeded  with,  and  during  last  year  the  ex- 
penditure on  that  account  was*  $2,125,455. 
The  new  canals  when  complete  will  have  a  uni- 
form system  of  locks,  270  feet  long  by  45  feet 
wide,  with  a  depth  of  14  feet,  and  will  enable 
steamers  of  1500  tons  to  pass  from  Lake  Supe- 
rior to  Montreal  and  the  sea.  The  total  length 
of  inland  navigation  from  Lake  Superioi  to 
the  Straits  of  BeUe  Isle  is  2884  miles,  and  the 
completion  of  the  new  work  cannot  fail,  it  is 
considered,  to  have  an  important  effect  upon 
the  transport  of  grain  from  the  Western  States 
of  America  and  Western  Canada  to  the  United 
Kingdom. 

RBNCH  Railways. — The  Director-Gkjneral 


new  reseauXf  the  railways  belonging  to  the 
State  and  those  of  private  companies  as  fol- 
lows: The  old  reseau,  6244  miles  in  length, 
earned  £22,847.000,  or  more  than  70  per  cent, 
of  the  total.  The  new  reteau  of  6258  miles 
earned  £6,798,000.  The  Slate  railways,  1179 
miles  long,  earned  £587,600,  and  the  various 
private  lines,  517  miles  in  length,  have  earned 
the  remainder  of  the  total.  These  results 
show  a  large  increase  over  the  corresponding 
period  of  1879;  thus  the  old  reieau  shows  an 
increase  of  £2,486.000;  the  new  reteau  a  rise  of 
£791.000,  and  the  State  Railways  a  rise  of 
nearly  £50,000.  The  line  from  Rhone  and 
Mont  Cenis  Railway  classified  in  the  Paris, 
Lyons,  and  Mediterranean  system,  earned 
£167,860  during  the  first  nine  months  of  1880, 
or  nearly  £18,000  more  than  in  the  similar 
period  of  1879;  the  former  figure  represents  an 
earning  of  over  £2800  per  mile  of  line. 


F 


of  Railways  in  France  has  recently  pub 
lished  the  results  of  working  the  main  French 
lines  during  the  first  nine  months  of  1879  and 
1880,  which  returns  show  a  marked  improve- 
ment between  January  and  September,  1880. 
The  total  gross  receipts  during  these  nine 
mi.nths  amounted  to  £30,292,000,  or  nearly  %}4 
millions  more  than  during  the  corresponding 
period  of  1879.  During  the  year  ending  Sep- 
tember last,  591  miles  of  new  lines  had  been 
opened  for  traffic.  The  gross  receipts  of 
£80,292,000   were  divided  among  the  old  and 


ORDNANCE  AND  NAVAL 

AN  Hydraulic  Ship.— Another  hydraulic 
ship  has  lately  been  launched  in  Qer- 
many,  but  as  usual  with  vessels  of  the  same 
description,  she  has  failed  to  attain  the  speed 
expected.  As  the  readers  of  Iron  are  aware, 
in  these  hydraulic  ships  water  taken  in  through 
the  bottom  is  expelled  at  both  sides  in  the  line 
of  the  keel,  and  the  reaction  of  the  fluid  issu- 
ing at  high  speed  drives  the  hull  ahead  if  the 
water  is  allowed  to  escape  aft,  or  astern  if  it 
escapes  towards  the  bow.  The  notion  is  no 
new  one,  for  as  far  back  as.  1661  an  inventor 
received  a  patent  for  propelling  vessels  by  ex- 
pelling water  from  their  sterna.  In  1780 
another  patent  was  secured  for  doing  nearly 
the  same  thing,  and  since  that  time  nearly  fifty 
persons  have  taken  out  patents  for  hydraulic 
vessels.  About  ten  years  ago  a  vessel  called 
the  **  Waterwitch,"  of  1279  tons  displacement, 
was  built  for  our  navy,  to  test  a  proposed  sys- 
tem of  hydraulic  propulsion,  but,  though  the 
ship  is  only  of  light  draught,  has  good  lines, 
and  is  fitted  with  engines  of  775  horse  power, 
she  has  n^ver  exceeded,  when  at  sea,  a  speed 
of  from  five  to  six  knots,  and  has  never  been 
trusted  out  of  sight  of  land.  The  hydraulic 
ship  lately  built  in  Germany  is  110  feet  long, 
17  feet  wide,  with  a  draught  of  16J^  feet  of 
water,  and  was  expected  to  attain  a  sp>eed  of 
ten  knots  an  hour,  but  on  her  trial  trip  she 
could  barely  accomplish  nine.  She  proved, 
however,  to  be  extremely  handy,  running  close 
up  to  a  sailing  vessel  which  crossed  her  course, 
and  then,  stopping  her  way  in  a  moment, 
turned  immediately  to  starboard. 

^'> HE  Austrian  Ironclad  "Tkgkthofp." — 
A  trial  of  a  new  steam  fire  en^e,  de- 
signed for  the  Imperial  Austro-Hunganan  war- 
ship Tegethoflf  took  place  on  Tuesday  at 
Messrs.  l*prry weather  and  Sons'  fire-engine 
works  at  Greenwich.  The  engine  is  fitted 
with  a  quick -raising  steam  boiler  of  the  Meny- 
weather  and  Field  improved  type.  The  pump 
is  provided  with  valves  having  large  clear 
openings  through  which   seaweed,  shavings. 
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straw,  and  other  foreign  matter  may  pass  with- 
oat  fear  of  injury  or  stoppage  to  the  macMn- 1 

Sr.  At  the  trial  steam  was  raised  within  eight  * 
nutea  from  cold  water,  and  the  en^ne 
pumped  860  gallons  per  minute  through  a  IJ- 
Inch  jet  10  a  height  of  160  feet.  Following 
this  test  two,  three,  and  four  jets  were  thrown 
hy  the  engine  simultaneously,  and  as  an  experi- 
ment, to  show  its  capahiuties  for  pumping 
powers  the  machine  discharged  an  immense 
body  of  water  through  two  2^-inch  hoses. 
This  last  experiment  was  perhaps  the  most  im- 
portant to  the  visitors  present,  as  the  primary 
work  of  the  engine  (although  a  fire  engine  to 
all  intents  and  purposes)  is  to  pump  out  water 
in  case  of  a  mishap,  damage  by  torpedo  or 
shot.  Being  complete  in  itself,  such  an  engine 
by  means  of  suction  pipes  can  draw  water 
from  any  damaged  compartment,  and  keep  it 
down  until  the  necessary  repairs  are  made. 

THB  NewPobty-threeTon  Brbbch-Load- 
iNO  Gun. — The  heavy  breech-loading 
gun  now  in  course  of  its  departmental  trials  in 
the  Royal  Oun  Factories  naturally  excites 
much  interest,  being  the  first  breech  loader  in 
our  service  larger  than  the  old  Armstrong  7-inch 
guns,  which  fired  shot  weighing  110  pounds, 
with  considerable  difficulty,  and  were  eventu- 
ally supplied  with  shells  under  100  pounds  in 
weight.  The  new  gun  weighs  about  48  tons. 
Its  caliber  is  12  inches,  and  its  lensrth  of  bore 
about  26  calibers — the  whole  gun  being  abqut 
29  feet  long.  The  method  of  closing  the 
breech  is  the  same  as  that  adopted  in  the  new 
field  breech-loading  guns,  except  that  lever 
and  screw  power  is  applied  to  the  closing  and 
locking  of  the  breech.  In  general  appearance, 
proportions,  and  character,  the  gun  closelv 
resembles  the  9.2  inch  breech-loading  Wool- 
wich gun  depicted  in  TIir  Engineer  of  June 
35, 1880.  The  new  armor-clad  vessels  Colos- 
sus and  Majestic  will  each,  we  believe,  carry 
four  of  this  description  of  gun,  mounted  in 
two  turrets,  arrangcKl  similarly  to  those  of  the 
Infiexible,  which  vessel  they  will  closely  re- 
semble. They  are  to  be  5  feet  longer  and  7 
feet  narrower,  and  are  to  be  made  of  steel, 
with  compound  armor  16  inches  thick.  For  a 
full  description  the  reader  is  referred  to  King's 
"War  Ships,"  new  editioo.  Up  to  the  present 
time  the  gun  in  question  has  not  been  the  sub- 
ject of  any  public  trial,  being,  as  we  have 
said,  in  the  course  of   undergoing  its  early 

S roofs  in  the  hands  of  Colonel  Maitland,  the 
uperintendent  of  the  Gun  Factories.  In  this 
stage  it  is  impossible  to  give  full  detailed  in- 
formation. We  think,  however,  that  we  can 
supply  what  is  sufficiently  near  for  all  practi- 
cal purposes.  The  gun  was  fired  on  Thursday, 
January  6th,  with  about  280  pounds  of  pris- 
matic powder,  which,  with  a  projectile  weigh- 
hii?  703  pounds,  gave  an  initial  velocity  of 
about  1880  feet  per  second.  The  charge  is  be- 
ing gradually  increased — the  pressure  in  the 
bore  being  as  yet  only  about  16  tons  on  the 
8(|uare  inch.  Taking  it  in  its  present  condi- 
tion, however,  the  gun  is  a  very  powerful 
weapon,  havinfl:  about  16,380  foot-tons  stored- 
tip  worlc,  or  485  foot-tons  per  inch  circumfer- 
ence, which  means  a  penetration  of  from  22 


inches  to  23  inches— on  the  service  system  of 
calculation,  nearly  25  inches.  This  is  the  class 
of  gun  we  have  before  commended  as  likely  to 
be  useful  in  future  times.  It  is  capable  of 
piercing  wrought  iron  of  the  thickness  of  the 
armor  employed  on  the  Duilio.  As  a  matter 
of  fact,  the  plates  of  that  ship  are  steel,  so 
that  they  could  not  be  penetrated,  but  must  be 
destroyed  by  racking.  For  its  size,  the  rack- 
ing power  of  the  48-ton  gun  is  very  great. 
The  85  ton  was  of  the  same  caliber,  it  had 
8203  foot-tons  stored-up  work,  a  penetrating 
figure  of  219-06  foot-tons,  and  about  16-inch 
penetration.  Thus,  for  8  tons  increased 
weight  the  new  gun  nearly  doubles  the  quan- 
tity of  stored-up  work  and  the  penetrating  fig- 
ure. We  must  not  blink  the  fact  that  29  feet 
is  a  length  of  gun  involving  special  allowance 
in  the  turret  and  deck.  The  maximum  width 
of  both  the  Colossus  and  Majestic  is  68  feet» 
The  power  of  this  piece  then  is  very  great, 
and  we  have  not  yet  reached  the  maximum 
development.  On  the  most  recent  trials  a 
velocity  of  1980  feet  was  obtained  with  800 
pounds  of  powder,  and  a  pressure  of  19  tons 
on  the  square  inch. — Engineer. 
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ILLUSTRATED  CaTALOGUB   OF  THB   BALDWIN 
Locomotive  Works. 

OFFICIAL  Gazette  of  the  United  States 
Patent  Office.    Vol.  19,  No.  7. 

rpwELFTH  Annual  Rfport  of  the  Board 
X.     OF  Railroad  Cohmissioners  of  Mabba- 
chubetts. 

Monthly  Weather  Review  for  Janu- 
ary, 1881. 

rpHE  Workshop.    No.  8.    E.  Stei^er  &  Co. 

rriHROUGH  the  kindness  of  Mr.  James  For- 
L  rest.  Secretary  of  the  Institution  of  Civil 
Engineers,  we  have  received  the  following 
published  papers  of  the  Institution. 

"Address  of  James  Abemethy,  Esq.,  F.  R. 
8.  R" 

"  Machinery  for  Steel  Making,"  by  Benj. 
Walker,  M.  I.  C.  E. 

•'The  Monte  Penna  Wire  Ropeway/'  by 
Waiiam  P.  Churchward,  A.  I.  C.  B. 

*•  Cribwork  in  Canada,"  by  Henry  Taylor 
Bovey,  M.  A. 

**  Different  Modes  of  Erecting  Iron  Bridges," 
by  Theophilus  Seyrig,  M.  I.  C.  E.  Translated 
by  Alfred  Bache,  A.  I.  C.  E. 

LOCOMOTIYB  ENGINEERING  AND  THB  ME- 
CHANISM OF  Railways  ByZ«*rah  Col- 
burn.  ForsalebyD.VanNostrand.  Price  $10. 
This  is  not  a  new  book,  nor  is  it  a  new* edi- 
tion of  an  old  one,  but  attention  is  called  anew 
to  this  valuable  treatise  by  the  announcement 
of  a  material  reduction  in  the  price.  Two 
large  quartos,  describing  and  illustrating  in 
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the  fullest  manner  eveiy  department  of  loco- 
motive structure  and  use,  are  now  offered  for 
ten  dollars. 

The  plates  afford  working  dimensions,  and 
the  text  fully  describes  the  details. 

CAOUTCHOUC;     GUTTA    PeKCHA    ET    GoUMK 
Facticb.    Paris:  LibrariedeRoret.  For 
sale  by  D.  Van  Nostrand.     Price  $1.75. 

There  are  two  volumes  of  this  little  French 
work,  of  which  the  first  is  devoted  to  caout- 
chouc. The  methods  employed  in  preparing 
the  raw  material,  and  the  machinery  for  the 
manufacturing  processes  are  briefly  described. 
The  plates  are  good,  although  few  in  number. 

NouvEAU  Tratte  dk  Chimib:  Isdustri- 
BLLE.  Wagner  et  L  Gautier.  Paris: 
Librairie  F.  8avy .  For  sale  by  D.  Van  Nos- 
trand.    Price  $10.50. 

This  extensive  work  is  now  in  two  large  oc- 
tavo volumes  illustrated  with  the  best  style  of 
woodcuts  and  in  the  most  profuse  manner, 
there  being  487  such  illustrations  in  the  work. 

The  first  section  of  the  work  treats  of  Metal- 
urgical  Processes;  the  second,  of  Raw  Mate- 
rials and  Products  of  Industrial  Chemistry; 
the  third,  of  Glass,  Pottery,  Lime  and  Pias- 
ter; fourth.  Vegetable  Matters  and  their  Indus- 
trial Applications:  fifth,  of  Animal  Matter; 
sixth,  Colorinir  Matters;  seventh,  Illumina- 
tion; eighth.  Heating,  the  Materials  and  Ap- 
paratus. 

LiPE  HiSTOBY  OP  OuB  Plaket.  By  Wm» 
D.  Gunninff.  New  York:  R.  Worthing- 
ton.    Price  $1.50. 

This  is  paleontology  in  a  popular,  not  to  say 
an  unscientific  form.  Facts  are  gleaned  here 
and  there  from  the  zoology  of  the  past,  and 
presented  in  the  style  of  the  popular  scientitic 
lecturer. 

There  is  a  tendency  in  all  such  works  to  give 
undue  prominence  to  the  astounding  facts, 
and  to  omit  the  expression  of  their  logical 
connection ;  but  it  may  be  urged  that  by  such 
means  the  attention  of  the  unlearned  is  first 
arrested  and  directed  to  the  proper  sources  of 
information. 

The  book  is  fairly  illustrated,  and  will,  we 
have  no  doubt,  be  gladly  received  in  those  sec- 
tions of  the  country  where  the  author  has 
been  heard  on  th^  lecture  platform. 

EASY  Lessons  in  Sanitary  Science.  By 
Joseph  Wilson,  M.  D.  Philadelphia: 
Presley  Blnkiston.    Price  $1.00. 

Land  Drainage,  Drainage  of  the  Farm 
House  and  Village,  Drainage  of  Cities,  and 
Plumbing,  are  the  topics  treated  in  an  easy 
colloquial  style  by  this  author. 

The  writer  possesses  sufiScient  knowledge, 
derived  from  experience,  and  has  produced  a 
valuable,  though  brief  and  badly  iUustrated 
treatise. 

MATERIALS  AND  CoNSTTBucTioN.  By  Fran- 
cis  Campin,  C.  E.  London:  Crosby 
Lock  wood  Co.  For  sale  by  D.  Van  Nostrand, 
Price  $1.20. 


This  is  a  new  volume  of  the  well-known 
Weale  series.  It  is  prepared  by  a  well-known 
author  for  those  naderb  who* desire  to  become 
Uiorougbly  acquainted  with  theories  of  etrac- 
tures,  and  the  practical  application  of  results 
in  the  simplest  way,  and  not  as  a  mathemati- 
cal exercise. 

A  convenient  and  compact  volume  is  the  re- 
sult of  this  plan,  containing  as  muc  h  science 
as  a  large  proportion  of  working  tngfinters 
are  accustomed  to  employ. 

THE  Steam  Engine  and  its  Invehtobs. 
By  Robert  L.  Galloway.  London :  Mac- 
millan  &  Co.    Price  $3.50. 

This  is  a  brief  history  of  the  use  of  steam 
from  1660  to  1820.  The  object  of  the  aathor. 
as  explained  infthe  preface,  is  lo  exhibit  the  suc- 
cessive steps  in  the  development  of  the  cylin- 
der and  piston  engin^,  and  not  to  give  an  ac- 
count of  all  the  machines  in  which  steam  has 
been  employed. 

The  book  is  well  printed,  and  the  illustra- 
tions are  excellent,  although  the  latter  will 
look  familiar  to  readers  of  former  sketches  on 
this  subject,  and  the  number  wDl  seem  small 
compared  with  the  abundance  afforded  in 
Thurston's  history  of  the  steam  engine. 

The  bibliography  of  the  subject  seems  to  be 
fully  given  in  tne  foot  notes,  a  fact  that  will 
render  the  work  valuable  to  students  or  writers 
upon  subjects  relating  to  the  history  of  engi- 
neering progress. 

THE  Marine  Mammals  of  the  N.  W.  Coast 
OP  North  America.  By  Charles  M. 
Scammon.  New  York:  G.  P.  Initnam's  Sons. 
Price  $10.00. 

This  is  an  Illustrated  quarto,  giving,  in  ad- 
dition to  the  habits  of  the  whales,  seals  and 
Dolphins,  an  account  of  the  methods  of  the 
American  whale  fishery. 

The  book  will  prove  valuable  to  the  naturalist 
seeking  for  full  information  on  these  subjects, 
and  will  al&o  prove  acceptable  to  any  lover  of 
natural  history  by  reason  of  the  fullness  of  the 
descriptive  text  and  illustrations. 

Sewing  Machinery.  By  J.  W.  Urqubart. 
C.  E.  London;  Crosby  Lockwood  <fe 
Co.  For  sale  by  D.  Van  Nostrand.  Price  80 
cents. 

This  is  a  late  addition  to  the  Weale  series, 
devoted  exclusively  to  an  historical  and  de- 
scriptive account  of  the  sewing  machine.  It 
wUl  doubtless  prove  interesting  to  many,  and 
valuable  to  a  few  who  need  in  one  book  the 
information  heretofore  scattered  through  the 
technical  journals  of  several  years. 


MISCELLANEOUS. 

WATERPROOF  paper  is  made  by  a  new  (Ger- 
man method  as  follows:  To  a  weak 
solution  of  ordinary  glue  add  a  little  acetic 
acid;  then  make  another  solution  by  dissolving 
asmall  quantity  of  bicromate  of  potash  in  dis 
tilled  water.    These  two  liquids  should  be  We 
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mixed  together,  and  the  sheets  of  paper  which 
liave  to  be  made  waterproof  drawn  through 
the  mixture,  and  suspended  from  suitable  lines 
to  dry.  The  proportions  are  not  given,  but  5 
per  cent  ot  acetic  acid  and  7  per  cent,  of  a 
saturated  solution  of  bicromate  of  potash  will 
answer. 

THB  manufacture  of  bicycles  and  veloci- 
pedes has  become  one  of  the  staple  in- 
dustries of  the  Midlands,  and  lately  the  rail- 
way charges  for  the  carriage  of  these  products 
have  been  considerably  mcreased,  in  some 
cases  up  to  100  per  cent.  The  manufacturers 
of  Wolverhampton  and  Coventry  have  conse- 
quently interviewed  the  managers  of  the  Lon- 
don and  North- Western,  the  Great  Western, 
and  the  Midland  Railways,  seeking  a  return  to 
the  rates  that  prevailed  before  1881.  The  result 
has  been  that  with  this  month  the  recently  ad- 
vanced rates  have  been  lowered  50  per  cent,  on 
bicycles,  and  something  like  75  per  cent,  on 
tricycles.  The  manufacturers  in  the  Wolver- 
hampton district  have  formed  themselves  into 
an  association. 

DroBiSAL  Varia^tions  of  the  Babombter. 
— U.  H.  Simonds  has  computed  the  baro- 
metric coefficients  of  daily  variations  from  ob- 
servations made  at  thirty  stations  scattered  over 
theglobe.  The  average  duration  at  each  station 
was  something  over  ten  years.  Under  the 
tropics  the  effect  of  latitude  is  scarcely  per- 
ceptible, but  between  the  latitudes  of  20*"  and 
60"  the  value  of  the  quadrantal  component  de- 
creases .001  inch  per  decree  of  latitude.  The 
calculations  and  the  discussions  which  have 
resulted  from  them  confirm  Sir  John  Her- 
schel's  views,  in  regard  to  the  universality  of 
the  phenomenon,  and  Chase's  explanation  of 
the  cause. 

CIROULATIO!?  OF  AlB  IN  THB  St.  GoTTHABD 
ToNNEL. — M.  Stapf  has  been  giving  careful 
attention  to  the  variations  in  the  air  currents 
between  the  two  openings  at  GOschenen  and 
Airolo.  He  finds  two  principal  causes  to  be 
operative  in  these  changes:  First,  the  south- 
em  opening  is  80  meters  (32.809  yards)  higher 
than  the  northern,  which  represents  a  pressure 
equivalent  to  that  of  a  column  of  air  86  me- 
ters (39.371  yards)  high  at  the  subterranean 
temperature;  second,  the  difiference  of  baro- 
metric pressures  upon  the  two  declivities  of  the 
mountain.  If  the  external  temperature  was 
always  lower  than  the  internal,  if  the  baromet- 
ric temperature  was  the  same  at  each  side, 
and  if  there  were  no  modifications  of  velocity 
due  to  the  heating  and  expansion  of  the  air  or 
to  the  friction  against  the  walls,  the  draft 
would  always  be  southward.  Meteorological 
observations  are  regularly  taken,  both  at 
Airolo  and  G5schenen,  to  determine  t  be  elements 
which  are  required  in  order  to  know,  monthly 
or  annually,  the  number  of  days  for  which  a 
given  direction  of  current  or  an  absolute  calm 
may  be  expected  in  the  interior  of  the  tunnel. 

THB  new  law  upon  trade  marks  now  in  force 
in  Switzerland  embraces  three  points  of 
procedure,  viz, :  deposit,  registry ,  and  renew- 


al. The  act  of  deposit— made  at  the  Federal 
Bureau  at  Berne— must  be  accompanied  bv  a 
legal  attestation  as  to  the  place  of  manufac- 
ture; the  trade  maik  in  triplicate,  with  exact 
description  of  the  article;  a  block  of  the  trade 
mark,  of  a  specified  size  and  thickness;  and 
lastlv,  a  sum  of  20f.  for  each  separate  trade 
mark.  The  deposit  can  be  made  by  a  third 
party  by  procuration.  The  registration  must 
contain  information  as  to  the  numlier  ot  the 
trade  mark;  the  data  of  deposit  and  publica- 
tion; the  name,  profession,  and  address  of  the 
proprietor;  the  description  of  the  article  and 
of  any  modifications  which  might  have  been 
made  since  the  day  of  deposit.  The  descrip- 
tion is  given  in  the  language  of  the  depositor, 
provided  it  is  in  one  of  the  three  national  lan- 
guages; if  otheiwise,  in  French.  Renewal  is 
accompanied  by  the  same  formalities  as  deposit. 
The  law  on  trade  marks  does  not  deal  with,  or 
affect  in  any  way,  the  law  of  patents,  which 
which  will  Torm  a  subject  of  debate  in  the  re- 
newal of  commercial  treaties  between  Switzer- 
land and  the  neighboring  States.  Apropos  of 
this,  says  a  contemporary,  it  may  be  men- 
tioned that  an  international  conference  upon 
the  law  of  patents  has  just  been  sitting  in  Paris, 
in  which  M.  Eem,  the  Swiss  Minister  to  France, 
has  taken  part. 

COLOR  Rrlationb  OF  Mbtals. — In  a  paper 
on  the  color  relations  of  copper,  nickel, 
cobalt,  iron,  manganese,  and  chromium,  lately 
read  before  the  Chemical  Society,  Mr.  T.  Bay- 
ley  records  some  remarkable  relations  between 
solutions  of  these  metals.  It  appears  that  iron, 
cobalt,  and  copper  form  a  natural  color  group, 
for  if  solutions  of  their  sulphates  are  mixed 
together  in  the  proportions  of  20  parts  of  cop- 
per, 7  of  iron,  and  6  of  cobalt,  the  resulting 
liquid  is  free  from  color,  but  is  grey  and  par- 
tially opaque.  It  follows  from  this  that  a 
mixture  of  any  two  of  these  elements  is  com- 
plementary to  the  third,  if  the  above  por- 
tions are  maintained.  Thus  a  solution  of  co- 
balt (pink)  is  complementary  to  a  mixture  of 
iroa  and  copper  (bluish  green);  a  solution  of 
iron  (yellow)  to  a  mixture  of  copper  and  cobalt 
(violet);  and  a  solution  of  copper  (blue)  to  a 
mixture  of  iron  and  cobalt  (red).  But,  as  Mr. 
Bayley  show.*,  a  solution  of  copper  is  exactly 
complementary  to  the  red  reflection  from  cop- 
per, and  a  polished  plate  of  this  metal  viewed 
through  a  solution  of  copper  salt  of  a  certain 
thickness  is  silver  white.  As  a  further  con- 
sequence, it  follows  that  a  mixture  of  iron  (7 
parts)  and  cobalt  (6  parts)  is  identical  in  color 
with  a  plate  of  copper.  The  resemblance  is 
so  striking  that  a  silver  or  platinum  vessel  cov- 
ered to  the  proper  depth  with  such  a  solution 
is  indistinguishable  from  copper. 

There  is  a  curious  fact  regarding  nickel  also 
worthy  of  attention.  This  metal  forms  solu- 
tions, which  can  be  exactly  simulated  by  a 
mixture  of  iron* and  copper  solutions;  but  this 
mixture  contains  more  iron  than  that  which  is 
complementary  to  cobalt.  Nickel  solutions 
are  almost  complementary  to  cobalt  solu- 
tions, but  thev  transmit  an  excess  of  yellow 
light.  Now  the  atomic  weight  of  nickel  is 
very  nearly  the  mean  of  the  atomic  weight  of 
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iron  and  copper,  but  it  is  a  little  lower,  that  is* 
nearer  to  iron.  There  is  thus  a  perfect  analogy 
between  the  atomic  weights  and  the  color  pro- 
perties in  this  case.  This  analogy  is  even  more 
general,  for  Mr.  Bayley  states  that  in  the  case 
of  iron,  cobalt,  and  copper,  the  mean  wave 
length  of  the  li^ht  absorbed  is  proportional  to 
the  atomic  weight.  The  specific  chromatic 
power  of  the  metals  varies,  being  least  for 
copper.  The  specific  chromatic  power  in- 
creases with  the  affinity  of  the  metal  for  oxy- 
gen. Chromium  forms  three  kinds  of  salts. 
Pink  salts,  identical  in  color  with  the  cobalt 
salts;  blue  salts,  identical  in  color  with  copper 
salts;  and  green  salts,  complementary  to  the 
red  aalts. 

Manganese,  in  like  manner,  forms  more 
than  one  kmd  of  salt.  The  red  salts  of  man- 
ganese are  identical  in  color  with  the  cobalt 
salts,  and  with  the  red  chromium  salts.  The 
salts  of  chromium  and  manganese,  according 
to  the  author,  are  with  difficulty  attainable  in 
a  state  of  chromatic  purity.  He  thinks  these 
properties  of  the  metals  lead  up  to  some  very 
interesting  considerations, 

JAPANBSB   Lrather   Paper.— Amoug   the 
numerous  forms  in  which  Japanese   art 
has  been  so  popularly  represented  in  this  coun- 
try of  late  years  there  are  few  proving  so  prac- 
tically useful  as  the  subject  of  this  notice.    In- 
troduced at  a  time  when  startling  innovations  i 
were  being  made  in  matters  of  taste,  it  readily 
lent  itself  to  the  efforts  of  designers  who  were  '• 
gifted  with  fresh  and  original  ideas.    With  no 
associations  wedding  it  to  any  particular  style, 
and  with  a  character  which  neither  asserts  nor  { 
obtrudes  itself,  it  harmonizes  with  almost  every  I 
style  of  decoration.    The  paper  is  rich  and' 
generous  in  color  and  channing  in  design. 
Some  have  wonderful  bits  of  detail,  amidst  a ; 
mass  of  suggested  form  and  foliage;  others: 
show  more  than  a  suspicion  of  European  influ- 
ence.   One  of  the  latest  now  before  us  has  all 
the  familiar  features  of  the  best  old  Spanish  | 
leather,  but  accentuated   in  a  manner  bothi 
novel  and  characteristic.    But  whether  drawn  ; 
from  their  own  resources  or  elaborated  on  ac- 
cepted forms,  they  are  peculiarly  adapted  for 
the  purposes  for  which  we  recommend  them. : 
viz.,   interior  decoration,  such  as  dados,  en-, 
trance-halls,  staircases,  &c.    But  from  their; 
variety,  both  in  design  and  color,  thev  can  also 
be  used  with  fine   eflfect  wherever  decoration 
is  introduced.    Apart  from  its  value  as  a  decor- 
ative agent,  Japanese  leather  paper  possesses 
in  a  large  degree  the  desirable  quality  of  dura- ! 
bility,  and  in  this  respect  thoroughly  deserves 
it  name,  being  practically  indestructible  when 
once  fixed  on  a  wall.    The  origin  of  this  inter 
eating  material  in  its  present  form  may  be  re- 
garded as  a  le^timate  outcome  of  one  of  our 
International  Exhibitions.    Before  1872  speci- 
mens of  the  material  were  only  to  be  found  in 
the  hands  of  dealers  or  collectors.    But   in 
1872  two  or  three  pieces  of  the  then  orthodox 
size,  that  is,  18  inches  by  12  inches,  in  no  way 


striking  in  pattern,  were  exhibited  in  a  case  at 
South  Kensington,  where  they  were  rewded 
only  as  an  object  of  ciuiosiiy.  Mr.  Robert 
Chnstie,  recognizing  its  value  as  a  material  for 
the  purposes  for  which  it  is  now  so  largely  used, 

I  and  having  at  that  time  business  connections 
with  Japan,  at  once  endeavored  to  find  out  the 

!  makers  there,  with  the  view  of  getting  it  pro- 
duced in  a  form  more  useful  for  European  re- 
?[uiremeDts.  His  efforts  were  so  far  success- 
ul  that  he  was  enabled  to  exhibit  several  rolls 
of  different  patterns,  measuring  8  feet  wide  by 
86  feet  long  at  the  Exhibition  in  1874,  and  for 

I  which  he  obtained  a  medal.  Since  then  Mr. 
Christie  has  been  in  constant  correspondence 

,  with  the  makers  in  Japan,  and,  having  had 

;  practically  the  monopoly  of  Its  manufacture  up 
to  the  present  time,  has  used  his  influence  in 
impressing  on  them  the  desirability  of  adhering 
as  near  as  possible  to  their  own  old  colors  ana 
designs.  Although  the  manufacture  of  this 
material  has  been  largely  developed,  its  repro- 
duction has  in  no  manner  deteriorated,  unlike 
other  native  productions  both  of  India  and 
Japan,  where  trade  competition  and  indiscrim- 
inate orders  have  had  such  a  baneful  influence 
on  their  art  work ;  the  only  deviation  from  this 
rule  being  as  regards  size,  in  order  to  do  away 
with  the  patchy  and  unsatisfactory  appear- 
ance which  was  found  to  be  unavoidable  where 
the  original  small  pieces  were  used,  particular- 
ly in  cases  where  tbe  pattern  ought  to,  but  did 
not  intersect.  We  are  glad  to  hear  from  Mr. 
Christie  that  its  sale  at  the  present  time  is 
largely  increased  both  in  this  country  and 
America,  and  it  is  now  regarded  by  an  mtell 

gent  class  of  decorators  as  one  of  the  mos 

promising  staples  of  trade  with  Japan. 

ri^HE  Phosphor-Bronze  Company  held  its 
J.  seventh  annual  general  meeting  on  the 
Ist  inst.  The  directors  declared  a  dividend  of 
10  per  cent,  per  annum,  less  the  interim  divi- 
dend—2!^  per  cent.— already  paid.  The  di- 
rectors have  devoted,  they  say,  considerable 
attention  to  several  novel  applications  of  phos- 
phor-bronze—amongst  others,  to  its  adaptability 
in  the  form  of  sheet,  angle  bars,  and  rivets,  to 
the  construction  of  steam  launches  and  tor- 
pedo boats;  and  having  thought  it  desirable  to 
make  a  practicable  trial  in  this  direction,  they 
have  ordered  a  wmall  steam  launch  to  be  built 
entirely  of  phosphor-bronze,  to  test  its  greater 
durability  by  reason  of  its  resistance  to  the 
oxidizing  effect  of  sea  water.  Should  the  ven- 
ture prove  a  success,  there  is  every  likelihood 
of  a  considerable  busineas  developing  in  this 
blanch. 

^^HE  agreement  amongst  the  coalowners  of 
Germany  has  been  revived.  Where  the 
limit  of  45,000tons  in  the  output  has  not  been 
exceeded,  the  same  production  is  allowed  for 
1881.  New  members  of  the  ring  must  under- 
take to  reduce  their  output  by  5  per  cent. .  and 
to  agree  to  a  fine  of  If.  25c.  for  every  ton  above 
46,000.  The  fine  Is,  however,  in  no  case  to 
exceed  125,0001 
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AIR. 


After  some  long  and  thorough  trials 
on  a  large  scale  of  hot-air  engines,  the 
most  important  of  which  were  at  the 
Dmidee  I'onndry,  about  1845,*  and  on 
the  ship  Ericsson,  1852,  hot  air  has  been 
miiversally  acknowledged  to  be  adapted 
only  to  perform  operations  requiring  but 
little  power,  its  present  application  in 
this  country  being  almost  entirely  con- 
fined to  the  immediate  supersession  of 
hand  labor.  The  hot-air  engine  has, 
however,  a  high  efficiency,  and  in  the 
first  of  the  above  cases,  Mr.  J.  Stirling, 
the  son  of  the  original  inventor,  stat^ 
that  the  Stirling  engine,  then  described, 
used  only  2^  pounds  of  coal  per  hour 
per  HP.,  which  was  said  to  be  ^  of  that 
used  by  the  best  steam  engines  of  the 
day;  and  in  the  discussion  which  fol- 
lowed, the  author  stated  that  he  had 
'**  every  reasonable  confidence  in  its  ulti- 
mate success."  Again,  in  the  second  case 
in  which  Ericsson's  engine  was  used,  the 
action  of  which  is  described  by  Professor 
Bankine,t  the  consumption  of  anthracite 
was  1.87  pound  per  hour  per  HP.,  where, 
"notwithstanding  the  low  efficiency  of 
the  furnace,    ....    the  efficiency  of 

•  FWi  Minutes  of  Proceedings  Inst  C.  R,  toL  iv., 
page8«. 

t  "A  manual  of  the  Steam  Engine  and  other  Prime^ 
MoverB."  8th  ed.,  p.  861. 

Vol.  XXIV.— No.  5.-24. 


the  fluid  was  so  great  as  to  give  a  re- 
sultant efficiency  superior  to  that  of  al- 
most all  steam  engines  at  the  time  of 
the  experiments  referred  to."  In  spite 
of  these  facts,  it  was  not  till  a  few  years 
ago  that  small  hot-air  engines  had  any 
considerable  use  in  this  country.  The 
reason  for  this  has  been  already  referred 
to — ^the  high  temperatures  required,  and 
the  narrow  range  of  effective  pressure ; 
the  latter  rendering  bulky  apparatus 
necessary  to  produce  much  power,  the 
former  rendering  the  mechanical  difficul- 
ties in  dealing  with  that  apparatus  very 
great,  as,  for  instance,  the  permeation  of 
the  glowing  fire  box  by  the  air  under 
compression,  which  it  has  been  proved 
takes  place.  Now,  however,  there  are 
several  successful  patents  for  hot-air  en- 
gines whose  great  recommendation  is 
the  absolute  freedom  from  danger  of 
explosion,  and  almost  noiseless  action, 
together  with  a  high  efficiency.  There 
are  two  kinds  of  engines  which,  accord- 
ing to  the  method  of  usmg  the  workincf 
fluid,  ar-e  called  "  closed  '  or  "  open. 
The  two  engines  above  mentioned  are 
prototypes  of  these  two  classes.  In  the 
Stirling  engine  the  same  mass  of  air 
under  pressure  was  used  continuously, 
and  by  alternate  heating  and  cooling 
was  miade  to  do  work;  it  is  therefore 
called  '<  closed."    In  the  Ericsson  engine 
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a  fresh  supply  of  air  was  taken  in  by  the 
engine  at  every  stroke,  in  a  similar  way 
to  steam  from  a  boiler,  and  after  doing 
work  by  the  application  of  heat,  was  re- 
jected in  a  similar  way  to  steam ;  it  is 
therefore  called  "open."  With  regard 
to  the  latter,  little  will  be  said ;  for  as 
far  as  the  author  is  able  to  leam,  they 
are  scarcely  if  at  all  used  in  this  country. 
In  Germany  the  open  engine  of  Hock, 
and  in  France  that  of  Belou,  give  satis- 
factory results,  but  these  differ  in  an  im- 
portant point  from  the  Ericsson  engine, 
the  air  not  being  heated  by  mere  con- 
tact with  a  metallic  surface,  but  being 
made  to  pass  through  the  fire  and  sup- 
port combustion,  thus  bearing  a  resem- 
blance to  the  action  of  gas  engines.  In 
a  trial  of  the  Belou  engine  at  Cusset, 
quoted  by  Mr.  D.  K.  Clark  (p.  918, 
"  Rules  and  Tables  "),  the  consumption 
of  coal  was  0.735  pounds  per  hour  per 
I.HP.,  and  3.2rt  poimds  per  net  HP.  at 
the  brake.  In  a  trial  of  a  Hock  engine 
by  Professor  Jenny,  of  the  Imperial 
Technological  School  of  Vienna,*  7  kilo- 
grammes of  coke  were  used  in  sixty- 
three  minutes  by  an  engine  developing 
1.58  HP.  at  the  brake,  which  is  almost 
exactly  equivalent  to  9i  pounds  of  coke 
per  hour  per  HP.  These  results  com- 
pare favorably  with  the  work  done  by 
most  closed  air  engines,  but  the  Belou 
engine  was  of  large  size — of  more  than 
27  HP. ;  and  it  is  the  Hock  engine,  or 
one  similar  to  it,  which  is  of  low  first 
cost,  and  has  many  advantages,  that 
must  be  regarded  as  the  one  whose  in- 
troduction might  profitably  take  place, 
and  which  is  spoken  very  highly  of  in 
the  report  referred  to. 

Closed  air  engines  are  numerous; 
those  of  Laubereau,  Lehmann,  Stenberg 
(the  Calorisca),  D.  van  Rennes,  and 
Rider  being  the  principal.  With  each 
there  is  some  difference  in  theory,  as 
shown  by  Dr.  A.  Slaby.t  A  distinction 
can,  however,  be  made  between  single 
and  double-acting  engines.  Laubereau's, 
which  is  a  modification  of  Stirling's,  is 
commonly  used  in  France ;  while  in  Ger- 
many Lehmann's  is  most  popular,  as  tes- 
tified by  the  fact  that  over  a  thousand 
are  there  in  use.  Both  Lehmann's  and 
Stenberg's  have  a  brickwork  erection  at 
the  end  distant  from   the  crank  shaft, 

*  Elein-Eraft-Maschinen."  p.  42. 

iVlde  Minutes  of  Proceedii^  Inst.  C.  E.,  vol.,  p.  870. 


and,  being  horizontal,  considerable  space 
I  is  necessary.      While  the  machinery  of 
I  Lehmann's  is  decidedly  complicated,  Lan- 
jbereau's  is  vertical,   and  very  compact 
I  and  portable,  and,   in   spite  of  the  al- 
I  leged  defect  pointed  out  by  Dr.  Slaby, 
which  is  avoided  in  Lehmann's  engine, 
I  viz.,  that  the  heating  chamber  communi- 
cates directly  with  the  working  piston, 
and  so  renders  the    packing  liable  to 
rapid  deterioration,  it  has  worked  satis- 
factorily, using,  in  a  trial  quoted  by  Mr. 
D.  K.  Clark,  4.8  pounds  of  coal  per  hour 
per  HP.,  and  11  pounds  per  HP.  at  the 
brake.     Lehmann's  engine  has  been  re- 
cently introduced  into  this  country,  and 
was  awarded  the  first  prize  at  the  Man- 
chester and  Liverpool  Show,  1879 ;  but 
at   present  the  engine  most  generaUy 

Fig.  11. 


used  is  that  of  Rider,  of  which,  since  its 
introduction  from  Ajnerica  three  years 
ago,  upwards  of  nine  hundred  have  been 
sold ;  therefore,  of  this  only  vnll  a  de- 
scription be  given.  Fig.  11  is  a  sectional 
view  taken  from  the  prospectus  of  the 
company ;  it  is  there  seen  to  be  single- 
acting,  and  to  consist  of  two  cylinders, 
A  and  B,  in  which  two  vertical  hollow 
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plungers,  C  and  D,  work  air-tight  for  a 
portion  of  tbeir  length,  driving  cranks 
set  at  95°  on  the  shaft  above.  The 
method  of  packing  is  most  ingenious, 
consisting  of  two  reversed  leatiher  col- 
lars, which  seem  to  wear  satisfactorily, 
although  in  direct  communication  with 
the  heating  chamber.  A  is  the  cooling 
or  compression  cylinder,  in  which,  by  the 
device  of  an  annulus  of  air  between  the 
plunger  and  casing  E,  round  which  water 
circulates,  a  rapid  cooling  can  be 
effected ;  and  in  the  same  way  an  annu- 
lus of  air  in  the  other,  or  working  cylin- 
der B,  enables  a  rapid  transfer  of  heat 
to  take  place  when  this  is  necessary. 
The  action  is  as  follows :  When  the  air  in 
0  is  compressed  by  hand  at  starting  to 
about  J  its  original  volume,  the  rising  of 
the  piston  B,  which  is  of  equal  area,  ena- 
bles it  to  be  transferred  without  change  of 
volume  to  that  cylinder  with  which  there 
is  a  communication.  Here  the  heating, 
which  is  facilitated  by  the  shape  of  the 
bottom  of  the  plimger,  takes  place,  and 
the  consequent  expansion  causes  the 
continuance  of  the  upstroke  of  D.  Upon 
the  return  stroke  of  D,  the  air  is  trans- 
ferred to  the  compression  cylinder,  but 
is  made  on  the  way  to  give  up  heat  to 
the  thin  plates  in  the  regenerator  H,  of 
which  a  partial  view  is  shown,  and  this 
heat  is  restored  when  the  repetition  of 
the  first  operation  takes  place ;  the  rest 
of  the  heat  which  must  be  abstracted  is 
taken  away  by  the  water  in  the  casing, 
and  the  engine  now  continues  to  work, 
the  difference  between  the  positive  work 
in  the  working  cylinder,  and  the  nega- 
tive work  in  the  compression  cylinder 
being  the  effective  work.  The  ^-HP. 
engine  has  been  found  to  consume  4 
pounds  of  coke  per  hour;  the  1-HP.  a 
little  more  than  twice  that  amount.  One 
was  tested  at  the  Boyal  Agricultural 
Show  at  Birmingham,  and  the  work  done 
by  pumping  showed  a  consumption  of 
18  pounds  of  coal  per  hour  per  HP.,  or 
a  little  more  than  i  that  used  by  the 
pulsometer  pump,  or  ^  of  that  in  the 
Tangye  pump,  in  the  experiments  al- 
ready referred  to.  The  cost  of  coal  for 
a  week's  work  of  six  days,  working  ten 
hours  a  day,  is  advertised  not  to  exceed 
2«.  6d.  for  a  ^-HP.  engine.  These  en- 
gines are  thus  economical ;  they  are  reli- 
able and  simple  in  action,  and  require  no 
skilled  attendant ;  they  are  safe,  and,  in 


pumping  operations,  for  which  they  are 
usually  applied,  the  water  pumped  can 
be  made  to  circulate  in  the  casing,  and 
so  act  as  a  cooler ;  but,  in  common  with 
nearly  all  hot  air  engines,  they  are  heavy 
in  proportion  to  their  power.  Hot-air 
engines,  then,  have  decided  advantages, 
and  in  the  country  their  employment 
might,  and  probably  will  be,  profitably 
extended. 

Compressed  air  has  been  applied  to 
transmit  power  for  a  variety  of  objects  ; 
but  the  purpose  for  which,  on  a  small 
scale,  it  seems  specially  adapted,  is  to  su- 
persede manual  and  animal  labor  in  rock 
boring  and  mining  operations.  For  mine 
and  timnels  there  are  many  advantages 
attending  its  use ;  for  not  only  is  the  air 
which  is  compressed  by  external  machin- 
ery of  great  importance  for  ventilation, 
but  the  fall  in  t^perature  by  expansion, 
which  accompanies  the  necessary  loss  of 
heat  occasioned  by  its  use,  is  valuable, 
as  tending  to  reduce  the  temperature  in 
close  and  heated  workings.  The  princi- 
pal objects  to  which  it  is  put  are  for  un- 
derground haulage,  pumping,  and  rock 
boring  or  coal-cutting  operations.  The 
first  of  these  has  been  considered  by 
Mr.  W.  Daniel,  in  a  paper  before  the  In- 
stitution of  Mechanical  Engineers,*  and 
is  rather  applied  to  motors  of  a  size  not 
here  dealt  vnth ;  the  second  may  use 
any  of  the  ordinary  steam  pimips;  but 
it  is  the  last  which  is  particularly  an  ex- 
ample of  the  successful  application  of 
machinery  to  replace  individual  physical 
effort  A  vast  amount  of  attention  and 
ingenuity  have  been  bestowed  upon  rock- 
boring  and  coal-cutting  apparatus,  of 
which  drilling  shot  holes  in  the  former 
is  the  most  important  and  toilsome  part 
of  the  labor  required,  and  one  to  which 
the  application  of  motive  power  has  been 
most  beneficial.  Only  one  form  of  rock 
borer  will  be  described,  but  one  which, 
at  the  Bristol  docks,  has  proved  efficient 
and  durable.  Figs.  12  and  13  are  two 
views  of  the  drill  of  K.  Schram;  the 
action  simply  imitates  that  of  hand  bor- 
ing, viz.,  a  succession  of  blows,  accom- 
panied by  a  turning  motion.  The  ma- 
chine consists  of  a  strong  cylinder  sup- 
ported by  three  legs,  in  which  works  a 
solid  piston  rod,  driven  by  a  double  pis- 
ton, the  end  of  the    rod    carrying  the 


*  vide  Institution  of  Mechanical  Engineers, 
oeedings,  1874,  p.  204. 
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drill.  The  blows  are  given  as  rapidly  as 
400  or  500  per  minute,  by  means  of  the 
valve  /*/,  which  acts  in  a  somewhat  simi- 
lar way  to  that  of  the  special  pump; 
when  the  opening  o,  shown  by  dotted 
lines,  in  the  cylinder  is  open  to  the  press- 
ure of  the  air,  the  opposite  end  of  the 
valve  will  be  also  under  pressure,  and  will 
remain  in  one  position ;  but  directly  it  is 
opened  to  the  exhaust,  by  the  edge  of  the 
piston  passing  it,  the  end  of  the  valve  will 
also  be  opened  to  the  exhaust,  the  press- 
ure removed,  and  the  valve  thrown  over, 
and  the  action   on  the  piston  reversed. 


f\gA2. 


Similarly  for  the  opening  o',  communi- 
cating with  the  other  end  of  the  valve. 
The  second  action,  or  turning,  is  effected 
by  means  of  a  small  piston  />,  shown  in 
section.  Fig.  13,  which  acts  at  right  an- 
gles to  the  stroke  of  the  drill,  but  is  not 
quite  in  the  same  center  line,  and  there- 
fore every  stroke  it  takes  will  turn  the 
ratchet  wheel  w,  which  is  in  that  line, 
and,  consequently,  the  position  of  a 
spind  rod  8  fitting  into  the  end  of  the 
piston  rod.  This  happens  when  the  drill 
is  down,  and  the  spiral  rod  free  from  it ; 


but  when  the  drill  and  piston  rod  make 
the  in-stroke,  the  spiral  rod  running  into 
the  former,  and  being  itself  held  firmly, 
tiu-ns  it  through  the  necessary  angle ;  in 
the  out-stroke  no  turning  takes  place. 
The  feeding  is  effected  by  the  hand- 
screw  T. 

It  is  well  known  that  compressed  air 
necessarily  involves  considerable  loss, 
from  the  fact  that  most  of  the  heat  de- 
veloped by  compression  cannot  at  pres- 
ent be  retained,  so  as  to  act  when  the  con- 
verse expansion  takes  place  in  the  motor. 
This  subject  has  been  fully  treated,  both 
theoretically  and  experimentally,  by 
many  engineers,  especially  in  France. 
From  Mr.  Robinson's  paper,*  already  re- 
ferred to,  the  total  loss  appears  to  be 
never  in  practice  less  than  50  per  cent, 
of  the  energy  used  in  compression,  and 
sometimes  as  much  as  75  per  cent 
Again,  the  result  of  some  experiments 
by  Mr.  W.  Daniel  shows  a  lossf  from 
54.2  per  cent.,  with  19  pounds  per  square 
inch  air  pressure,  to  74.2  with  40  pounds 
air  pressure. 

But  the  work  lost  is  more  than  com- 
pensated for  by  the  attendant  advant- 
ages, and  where,  as  in  the  Mont  Cenis 
tunnel,  a  natural  head  of  water  can  be 
employed,  it  must  be  superior  to  all 
other  agents ;  though  for  purposes  above 
groimd,  notwithstanding  several  at- 
tempts to  introduce  it,  and  except  in  the 
Westinghouse  brake,  the  loss  with  com- 
pressed air  is  sufficient  to  prevent  its  gen- 
eral adoption,  and  even  rock-boring  drills 
are  then  worked  by  steam. 

WATEB. 

A  natural  head  of  water  was,  perhaps, 
the  first  power  applied  to  take  the  place 
of  manual  labor,  and  though  used  all 
over  the  world  on  a  large  scale,  and  in 
Switzerland  and  some  other  countries  for 
small  powers — where  mountain  streams 
are  employed  even  for  such  domestic 
purposes  as  churning  and  rocking  cra- 
dles— yet  in  this  country  the  extension 
of  small  water  motors  has  been  confined 
almost  entirely  to  towns  having  artificial 
sources  of  supply.  Nevertheless,  as  has 
been  forcibly  brought  forward  on  several 
occasions  of   late,  the  natural  power  at 

*  vide  Minutes  of  Proceedings  Inst.  C.  E.,  toI.  xlix., 
p.  17  et  tea. 

t  Vide  Institution  of  Mechanical  Bngineers.  Pro- 
ceedings, 1874,  p.  210. 
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present    runniiig    to  waste    might,   by 
means  of    more    efficient    transmitting 
agencies,  be  taken  advantage  of.     There 
are  several  instances  in  which  this  is  be- 
ing done,  as  at  Tortona,  in  Italy,  where, 
since    1876,  the    force    of    the  torrent 
Scrivia  has    been    made    to    supersede 
steam  by  applying  telodynamic  transmis- 1 
sion,  and  a  daily  saving  of  60  per  cent. ! 
in  cost  thereby  eflfected.*    Again,  on  the  | 
estates  of  M.  Menier,  the  power  derived 
from  the  river  Mame  is  used,  by  means 
of   electric  transmission,  for  ploughing 
and  other  agricultural  purposes,  and  it 
is  proposed  to  extend  it  to  a  distance  of 
3  miles  from  the  source.     Also,  in  Ameri- 
ca the  use  of  the  almost  boundless  sup- 
ply of  natural  head  of  water  is  being 
rapidly  extended  for  similar  labor-saving 
objects ;  but  it  is  a  significant  fact  with 
regard  to  this  country,   that  although 
Sir  W.  Armstrong,  who,  if  not  the  first, 
has  certainly  been  the  chief,  engineer  in 
introducing  the  present  hydraulic  sys- 
tem, was  led  to  the  subject  by  noticing 
the  waste  above  referred  to.     His  first 
idea,  like  that  of  many  others,  was  to 
prevent  that  waste,  and  he  has  estab- 
lished a  magnificent  system,  not,  how- 
ever, based  upon  the  use  of  the  natural 
source   of    power,   but    upon  a  source 
whose  essential  principle  is  the  produc- 
tion of  an  artificial  head  of  water — in 
mosl  cases  by  the  use  of  steam.     The 
fact  is,  that  the  supply  of  power  refer- 
red to  must  be  turned  into  work  at  its 
source,  or  stored  up  under  a,  so  to  speak, 
higher  pressure ;  since,  when  it  is  the 
power  of  the  water,  and  not  the  water 
itself  that  is  required,  the  proportional 
loss  by  transmission    would  otherwise 
render  its  use  impracticable.     Now  the 
obvious  advantages  to  small  industries 
from  localization  seems  to  account  for 
the  undoubted  tendency  in  this  coimtry 
to  cary  on  small  manufactories  in  towns, 
to  which  the  power  must  be  conveyed : 
therefore,  their  connection  with  the  nat- 
ural source  is  an  important  problem,  the 
solution  of    which  necessitates   (1)    an 
abundant  supply,    and  (2)  an   efficient 
means  of  transmission.    England  cannot 
be  said  to  be  rich  in  the  former,  and  the 
latter  is  far  from  being  in  a  satisfactory 
or  settled  state ;  so  that,  until  the  want 
of  fuel    is    more    keenly    felt,   artificial 


sources  will  in  towns,  no  doubt,  continue 
to  be  principally  used.  Still  in  the  country 
small  water  wheels,  or  turbines,  are  often 
conveniently  applied,  and  many  of  the 
former  have  been  erected  by  Mr.  W. 
Anderson,  M.  Inst.  C.  E.  (of  the  firm  of 
Messrs.  Easton  and  Anderson),  of  0.018, 
0.04,  0.26,  &c.,  HP.,  chiefly  for  pumping 
purposes.* 

The  two  sources  of  water  power  in  a 
town  are : 

(1)  The  reservoirs  for  supplying  wa- 
ter for  domestic  purposes. 

(2)  The  accumulators  specially  erected 
for  obtaining  a  head  of  water. 

Up  to  the  year  1849  the  supply  in 
towns  was  drawn  from  reservoirs,  and  it 
was  one  of  the  original  ideas,  set  forth 
in  a  letter  by  Sir  W.  Armstrong,  F.K.S., 
V.-P.  Inst.  C.E.,  to  the  Mechanics'  Mag- 
azine," and  referred  to  by  him  in  a  paper 
before  the  Institution,!  that  "  the  water 
already  supplied  to  towns  for  domestic 
purposes  could  in  many  cases  be  advan- 
tageously employed  for  working  cranes, 
printing  presses,  and  in  short,  all  kinds 
of  machines  where  manual  labor  was 
usually  employed."  This  is  an  artificial 
source,  since  steam  engines  are  generally 
employed  to  raise  the  water  into  the  res- 
ervoirs. The  expense,  however,  is  a  seri- 
ous consideration,  for  it  must  be  remem- 
bered that  the  water  is  supplied  for  a 
different  purpose,  and  the  head  is  only 
made  sufficiently  great  to  distribute  the 
water  to  the  summit  of  the  various 
buildings,  and  in  London,  for  instance, 
it  is  not  even  so  great  as  that.  Besides 
being  small,  the  pressure  is  found  to 
vary  considerably,  and  not  only  by  diur- 
nal changes,  due  to  reasonable  causes — 
it  being,  for  example,  45  pounds  per 
square  inch  at  Westminster  in  the  morn- 
ing, and  rising  to  somewhat  over  60 
pounds  in  the  afternoon,  and  in  Bristol 
from  40  pounds  to  70  poimds — but  also 
to  sudden  and  erratic  changes,  most  try- 
ing to  the  water  motor  employed.  The 
consumer  is,  nevertheless,  charged  for 
the  quantity  used,  independently  of  the 
pressure  ;  and  as  inquiry  seems  to  indi- 
cate that  this  is  often  highest  in  the 
towns  where  the  average  pressure  is  low- 
est, the  system  must  be  far  from  satis- 
factory.    These  causes  no  doubt  led  to 


*  FM^  Minutes  of  Proceedings  Inst.  C.  E.,  vol.  1.,  p, 
lOB. 


♦  Vide  Transactions  Inst.  C.  B.  of  Ireland,  vol.  ix.,  p. 


t  Vide  Minates  of  Proceedings  Inst.  C.B.,  vol.  1.,  p. 
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the  second  method,  viz.,  the  use  of  the 
accumulator  for  supplying  water  under 
considerable  pressure,  which  brought 
out  the  advantages  of  water  as  an  agent, 
and  showed  its  superiority  under  great 
pressures,  from  its  incompressible  na- 
ture, which  both  renders  it  capable  of 
transmitting  great  power  and  at  the 
same  time  obviates  all  danger  from  ex- 
plosion ;  and  the  size  of  the  motor  can 
be  so  reduced  as  to  render  the  amount 
of  water  used  but  trifling.  The  press- 
ure imder  which  the  water  is  used  has 
everything  to  do  with  the  kind  of  motor 
employed;   and  before    comparing   the 


olutions  per  minute.  The  inward-flow 
turbine  of  Professor  James  Thomson  is 
made  to  very  small  sizes  ;  but  in  a  letter 
to  the  author  the  inventor  says :  "  I  do 
not  recommend  any  kind  of  turbines  for 
ordinary  use  with  very  small  water  sup- 
plies and  high-water  pressures."  The 
reaction  wheel  can  be  made  to  work 
economically  up  to  moderately  high 
pressures,  because  the  radius  of  its  dis- 
charge orifices  can  be  increased,  and  so 
the  law  connecting  the  head  with  the 
linear  velocity  of  the  jet  (which  is  ve- 
locity =8  y'A)  can  be  nearly  satisfied.  In 
a  paper  read  by  Sir.  W.  C.  Kemot,  M. 


a.  Balance  Wetght 

b.  Spring 
e.TensionBod 
d.  Wire  from  tprfng  to  Jet 


cost  of  the  two  foregoing  modes  of  sup- 
ply, the  types  of  apparatus  must  be  dis- 
cussed. 

No  doubt  the  motors  giving  the  high- 
est efficiency,  under  proper  conditions, 
are  turbines  and  reaction  wheels,  but 
these  conditions  are  such  as  to  exclude 
them  for  water  under  much  pressure, 
and  even  with  water  from  the  mains  the 
use  of  the  former  is  practically  out  of 
the  question,  for  the  linear  velocity  of 
the  rim  of  the  wheel  should  bear  some 
ratio  to  the  velocity  due  to  that  pressure, 
and  as  the  size  of  the  wheel  diminishes, 
its  number  of  revolutions  must,  for  a 
constant  head  of  water,  increase ;  so 
that  to  obtain  any  reasonable  efficiency, 
the  velocity  for  a  very  small  wheel  would 
have  to  be  as  much  as  4,000  or  5,000  rev- 


A.,  C.  E.,*  at  Melbourne,  a  small  motor 
of  this  kind,  shown  in  Fig.  14,  is  advo- 
cated, in  which,  by  means  of  a  counter- 
weight a,  one  arm  is  dispensed  with,  and 
the  hydraulip  radius  doubled,  all  sharp 
bends  are  avoided,  and,  as  a  result  of 
experiment,  with  a  consumption  of  2.8 
gallons  of  water  per  minute  (at  Is.  per 
1,000  gallons),  pressure  by  gauge  75 
pounds  per  square  inch,  speed  of  1,300 
revolutions  per  minute ;  0.055  HP.  were 
obtained  to  drive  a  small  lathe,  the  effi- 
ciency being  40  per  cent.  An  ingenious 
form  of  governor  was  used,  in  which  the 
increased  speed  by  the  centrifugal  force 
of  a  weight,  closed  the  orifice  of  escape 
and  acted  most  effectually  to  check  ^e 


*  Notes  on  Small  Motors.    Royal  Society  of  Vic- 
toria, Oct. »,  1879. 
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racing  and  variation  in  speed,  reducing  the 
water  used  from  2.8  gallons  per  minute 
in  full  work,  to  0.75  gallon  when  all  the 
machinery  was  disconnected.  There  are 
numberless  cases  in  which  such  a  motor 
as  the  foregoing  might  be  advantageous- 
ly employed  in  towns,  and  where  its  use 
would  compare  favorably  in  eflBiciency 
with  some  of  the  engines  at  present 
chiefly  employed  and  known  as  "  water- 
pressure  engines.*' 

The  form  of  water-pressure  engine 
which  is  almost  universally  adopted  for 
obtaining  rotary  motion  is  the  oscillat- 
ing type.  A  sectional  view  is  shown  in 
Fig.  15  of  Haags'  engine,  which  is  ex- 


Fig.  15. 


tensively  used  on  the  continent,  and  is 
largely  suppHed  by  Schmid,  of  Zurich, 
where  small  water  motors  are  used  to 
the  number  of  one  hundred  and  thirteen, 
as  alluded  to  by  Mr.  E.  Matheson,  M. 
Inst.  C.  E.*  The  action  of  the  engine 
is  extremely  simple.  The  oscillation  of 
the  cylinder  about  its  center  alternately 
opens  the  opposite  ends  of  the  cylinder 
to  the  supply  and  exhaust  of  water. 
There  seems  to  be  a  large  amount  of 
clearance  by  the  long  ports  which  would 
entail  waste,  but  otherwise  the  engine  is 
cheap  and  efficient.  It  is  being  intro- 
duced into  this  country  by  Messrs. 
Bailey  and  Co.,  of  Manchester.  Another 
form  is  Rambottom's  patent,  of  which  a 
general  view  is  shown  in  Fig.  16.  This, 
from  its  small  first  cost  and  simplicity  of 
action,  is  at  present  the  most  extensively 
used  in  this  country.  Three  cylinders 
oscillate  about  their  lower  extremities, 
and  work  upon  a  hollow  cast-iron  pipe, 
which  is  divided  into  two  parts  by  a  verti- 
cal diametral  partition  running  its  whole 

*  FUfe  Minutes 'of  Proceedings  Inst.  C.  E.,  vol.  xllx. 


length.  One  side  conveys  the  water  un- 
der pressure  to  the  cyhnders  by  ports, 
which,  when  the  cylinders  are  in  an  in- 
clined position,  communicate  with  cor- 
responding ports  in  their-  basis ;   in  a 


Fig.  16. 


similar  manner  the  other  side  conveys 
away  the  water  when  the  cylinder  is  in- 
clined in  the  opposite  direction.  Experi- 
ments were  made  with  a  dynamometer 
upon  two  of  these,  through  the  kindness 
of  Mr.  Camp,  of  Bristol,  the  inventor  of 
hair  brushing  machinery,  and  which  was 
used  for  that  purpose,  tiie  other  being 
erected  at  The  Institution  of  Civil  Engi- 
neers, Great  George  Street,  for  driving 

Fig.  17. 
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the  ventilating  and  warming  apparatus. 
The  annexed  table  gives  a  tabulated  re- 
sult of  the  experiments,  from  which  the 
curves  (Fig.  17)  have  been  constructed. 
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The  pressure  of  the  water  gauge  was 
taken  with  every  change  of  load  on  the 
dynamometer ;  but  since  the  gauge  was 
fitted  by  a  pipe  at  right  angles  to  the 
pipe,  and  some  feet  from  the  engine,  it 
would  not  be  right  to  assume  this  as  the 
pressure  in  the  cylinders;  the  flow  of 
water  past  an  orifice  being  well  known 
to  affect  the  pressure  in  a  channel  from 
that  orifice.  Therefore,  no  deductions 
are  drawn  as  to  the  efficiency  of  the  mo- 
tors at  any  but  the  lowest  speed ;  for  it 
was  found  that  the  cylinders,  according 
to  the  reading  of  a  water  meter  in  the 


first-mentioned  case,  did  not  fill  with  water 
at  much  higher  speed.  But  the  supply 
pipe  in  that  case  was  1^  inch  in  diame- 
ter, by  reason  of  a  decision  of  the  Wa- 
terworks Board  of  Bristol ;  while  in  the 
second  case  the  diameter  was  2^  inches, 
or  considerably  more  than  twice  the  sec- 
tional area.  This  accounts  for  the  differ- 
ing results  in  the  two  cases,  and  the  con- 
sequent very  different  curves,  the  en- 
gines being  exactly  the  same  in  every 
other  respect,  the  length  of  stroke  being 
9  inches,  and  the  diameter  of  the  rams 
3^  inches. 


Experiments  with  Kamsbottom  Water  Motor. 


Water    motor 
Camp's,  Bristol, 
D.HP.=0.4 


at) 


Bevolutions. 

15 

18 

20 

24 

27 

Pressure..  . . 

60 

50 

45 

40 

84 

Foot  lbs. . . . 

12,257 

12,728 

9,428  . 

7,512 

5,476 

28 

80 

5,280 


Water  motor  atl 
Inst.  C.  E.,  LoD-  I 
don,  D.HP.  =  I 
0.8 J 

Water    motor    atl 
Inst  C.  E.,  Lon-  | 
don,   D.HP.  = 
0.8 J 


Revolutions. 
Pressure.... 
Foot  lbs 


Revolutions. 
Pressure..  .. 
Foot  lbs 


25 

SO 

42 

48 

43 

40 

85 

80 

21,214 

23,570 

26,400 

25,646 

56 

58 

60 

63 

24 

24 

23 

23 

28,084 

20,050 

18,856 

15,840 

65 

25 

24,420 


66 

22 

12,446 


The  curves  drawn  from  this  table 
show  revolutions  as  abscissae  and  work 
in  foot-pounds  per  minute  as  ordinates. 
The  best  results  obtained  in  the  first 
case  were  at  the  cost  of  about  28.  lOd, 
per  HP.  per  hour ;  in  the  second  case, 
at  the  cost  of  about  2«.  4^^?.  per  HP. 
per  hour.  These  figures  were  calculated 
from  the  greatest  work  produced,  which 
corresponded  to  about  the  highest  effi- 
ciency; taking  the  prices  charged  for 
water  to  Mr.  Camp  at  Is,  2d,  per  1,000 
gallons,  and  to  The  Institution  of  Civil 
Engineers  at  Is,  per  1,000  gallons.  Of 
course  the  cost  for  water  is  much  less 
than  this  in  some  towns,  being,  accord- 
ing to  Mr.  Hastie,  in  Glasgow,  Ad.  per 
1,000  gallons,  at  a  pressure  of  60  pounds 
per  square  inch,  and  in  Greenock,  5d, 
per  1,000  gallons,  at  120  pounds  per 
square  inch  ;  but  still  the  prices,  as  com- 
pared with  the  cost  of  a  gas  engine  at 
Id,  per  HP.  per  hour,  are  high,  and  in 
the  case  of  the  some  engines  of  a  differ- 
ent kind  driving  the  bellows  of  a  large 
organ  in  Bristol,  the  rate  is  still  higher. 


There  is  a  considerable  difference,  how- 
ever, between  5d,  for  1,000  gallons  at 
120  pounds  pressure  and  Is.  2d,  for  the 
same  quantity  at  60  pounds,  the  former 
being  6.6  times  as  cheap.  In  Greenock 
it  is  found  convenient  to  use  water  mo- 
tors for  many  purposes,  especially  for 
intermittent  work,'such  as  hoisting. 

An  important  question,  and  one  that 
has  often  been  raised,  with  regard  to  the 
use  of  water  for  the  purpose  of  develop- 
ing motive  power,  is  the  waste  sustained 
by  a  varying  load ;  for  the  non-expansive 
nature  of  water  causes  a  full  complement 
to  be  used  at  each  stroke  of  the  engine, 
whether  the  load  be  great  or  smalL 
This  subject  was  discussed  in  the  {>aper 
of  Sir  W.  Armstrong  with  regard  to 
cran^,  where  it  is  said :  "  It  is  far  less 
important  to  consider  economy  of  fuel 
in  the  engine,  than  simplicity  of  con- 
struction in  the  cranes."*  But  the  ar- 
rangement of  cranes  referred  to  was  not 
automatic.     In  the  discussion  which  fol- 


78. 


*  Vide  MinutoB  of  Prooeedings  Inst.  C.  B.,  yoL  I.,  p. 


Digitized  by 


Google 


SMALL  MOTIVE  POWER. 


361 


lowed,  Mr.  Duckam,  M.  Inst.  C.  E., 
showed  the  considerable  loss  which 
might  be  entailed,  and  referred  (without 
contradiction)  the  cause  of  the  objection 
of  Sir  W.  Armstrong  rather  to  "the 
necessity  of  depending  upon  the  intelli- 
gence of  the  workmen,  which  was  far 
more  variable  than  the  crane  power." 
Now,  in  a  recent  invention  of  Mr.  Hastie, 
of  Greenock,  this  difficulty  is  overcome 
for  water  moters  by  using  an  automatic 
appliance  of  admirable  design  and  sim- 
ple in  principle,  thereby  meeting  the  ob- 
jection above  quoted,  which  of  course 
applied  to  all  water  engines.  It  may  be 
briefly  described  as  a  means  of  varymg 
the  quantity  of  water  used  by  a  flexible 
connection  between  the  power  and  the 
resistance,  which  principle  seems  capa- 


Fig»  t3. 


ble  of  the  widest  application.  From  the 
curves  and  tables  already  given  it  will  be 
seen  how  much  power  is  lost  at  the  high 
velocity  of  the  motor  which  ensues  when 
the  supply  of  water  is  not  regulated  to 
the  load.  The  invention  provides  for 
this  in  the  following  manner:  Fig.  18 
shows  a  front  elevation  of  the  two-cylin- 
der form,  the  cylinders  oscillating  about 
their  middle  point.  The  piston  rods  are 
attached  to  a  crank  pin,  which  slides  in 
or  out  on  the  crank  plate  so  as  to  alter  the 
stroke  according  to  the  work  to  be  done. 
Fig.  19  is  a  sectional  view,  showing  a 
drum  A,  which  is  attached  at  one  end  to 
a  hollow  shaft  driven  by  the  crank  plate, 
and  communicates  motion  to  the  solid 
shaft  by  means  of  a  spring,  of  which 
there  are  three  forms,  according  to  the 
degree  of  force  transmitted,  but  which 
in  the  present  and  simplest  case  is  like 
the  spring  of  a  watch.  The  action  is 
thus :     Suppose  no  load  on  the  machine. 


then  the  spring  will  be  uncoiled  and  the 
relative  positions  of  the  crank  plate  and 
solid  shaft  will  be  such  that  the  cam 
shown  in  a,  Fig  20,  which  is  driven  by 
the  solid  shaft,  will  allow  the  crank  pin 
to  approach  near  the  center  of  the  shaft, 
and  so  a  small  stroke  will  result,  and 
a  consequent  small  consumption  of  wa- 


Fig.  19. 


ter ;  but  if  a  load  be  put  on  the  engine, 
the  effect  will  be  transmitted  by  the 
solid  shaft  to  the  crank  plate  through 
the  spring,  which  will  be  proportionably 
coiled  up,  the  relative  positions  changed, 
and  the  crank  pin  driven  out  by  the  cam 
so  as  to  increase  the  stroke,  and  conse- 
quently the  amount  of  water  used  to  a 
proportionate  extent.  In  some  experi- 
ments made  by  Mr.  Kinipple,  M.  Inst. 
C.  E.  engineer  to  the  Greenock  Harbor 
Trustees,  7i  gallons  of  water  were  used 
in  a  hoist  with  the  chain  alone,  10  gal- 
lons with    427  pounds,  the    amount  of 

Fig.  20. 


water  increasing  with  the  load,  until  22 
gallons  were  registered  for  raising  1,198 
pounds.*  Brotherhood's  three-cylinder 
engine  has  been  successfully  modified 
for  use  as  a  water-pressure  engine,  and 
a  description   of   its  action,  as  well  as 


*  Vide  Institution  of  Meohanioal  Engineers.    Pro- 
ceedings, 1879,  p.  487. 
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drawings  of  it,  are  given  in  a  paper  by 
Mr.  Tweddell,  M.  Inst.  C.  E.,  read  at  the 
Cardiff  meethig  of  the  Institution  of 
Mechanical  Engineers.* 

So  far  no  results  from  the  second  of 
the  two  sources,  viz.,  water  under  accu- 
mulator pressure,  have  been  given ;  but 
taking  the  average  pressure  as  between 
700  pounds  and  800  pounds  per  square 
inch,  and  the  charge  when  sold  between 
Ss,  and  4^.  per  1,000  gallons,  it  is  evi- 
dently far  more  economical.  This  ques- 
tion has  been  so  fully  discussed  by  Mr. 
Robinson  in  his  paper,  and  the  prices  of 
water  power  from  the  principal  dock  sys- 
tems so  completely  stated,  that  only  the 
average  cost  need  be  quoted,  being 
1.26c?.  per  100  foot  tons  of  work,  taking 
80  per  cent,  as  the  efl&ciency  of  water. 
This  corresponds  to  about  1.14d  per 
hour  per  HP.,  but  of  course  the  effi- 
ciency of  80  per  cent,  could  only  be  ob- 
tained for  large  motors,  and  would  cer- 
tainly not  be  much  mo];e  than  half  this 
for  small  motors ;  but  even  this  com- 
pares favorably  with  the  use  of  water 
from  the  town  mains.  It  is  in  the  use 
of  high-pressure  water  for  varying  loads 
that  an  automatically  regulating  engine, 
such  as  the  one  above  described,  is  found 
to  be  economical ;  and  this  at  such  rates 
as  4«.  per  1,000  gallons,  as  charged  by 
the  Hull  Water-Power  Company,  is  at 
once  evident. 

ELECTRICITY. 

Although  the  precise  nature  of  elec- 
tricity is  not  yet  determined,  it  is  known 
to  be  a  form  of  energy,  and  many  of  the 
laws  which  govern  its  application  to  the 
production  and  transmission  of  power 
are  understood.  Although  it  cannot  be 
said  to  be  at  present  to  any  extent  thus 
practically  applied  in  this  country,  yet  in 
France  its  use  for  the  latter  purpose  is 
already  an  undoubted  commercial  suc- 
cess, and  there  is  every  probability  that 
its  universal  adoption,  under  certain  con- 
ditions, is  only  a  matter  of  time.  There- 
fore it  is  highly  important  to  compare  it 
vnth  the  other  agents,  the  word  "  agent " 
in  this  case  not  being  taken  ro  imply 
anything  material.  In  order  to  do  this, 
however,  a  rather  different  treatment  of 
the  subject  will  be  necessary  to  that  pre- 
viously adopted,  as  the  machines  which 
may  be  used,  or  which  are  at  present 

*7Wrf.,  1874,p.  173. 


used  for  other  purposes,  will  not  be  de- 
scribed, but  an  attempt  will  be  made  to 
present  a  concise  view  of  the  conditions 
under  which  electricity  must  be  em- 
ployed, and  of  the  experimental  results 
recently  published,  so  that  the  above 
comparison  may  be  made. 

The  original  method  of  obtaining  an 
electric  current  for  the  performance  of 
work  is  analogous  to  the  generation  of 
steam  in  a  boUer,  fuel  being  used  in  both 
cases;  but  the  energy  represented  by 
zinc,  which  is  the  substance  commonly 
so  employed,  is  only  about  ^  of  that 
which  an  equal  weight  of  coal  would 
produce.  As  the  cost  of  zinc  is  about 
£25  per  ton,  and  of  coal  only  about  10«., 
the  energy  obtained  from  the  former  is 
about  five  hundred  times  as  expensive  as 
from  the  latter.  However,  as  the  effi- 
ciency of  a  small  steam  engine  would  be, 
perhaps,  at  the  best  ^  that  of  a  small 
electric  engine,  though  often  nearer  ^, 
the  final  cost  of  the  work  performed 
would  be  from  fifty  to  twenty-five  times 
as  great. 

These  figures  suffice  to  show  why  this 
method  of  producing  electricity  has  been 
abandoned  where  power  is  required,  and 
unless  some  cheaper  substance  thaii  zinc 
can  be  obtained  for  the  purpose,  it  is 
never  likely  to  be  re-adopted.  Neverthe- 
less, ever  since  the  discovery  of  Oersted 
(1820),  which  led  to  the  manufacture  of 
the  first  electro-magnetic  motor,  there 
has  been  a  continual  production  of  such 
machines,  though  no  attempts  to  apply 
them  on  a  large  scale  have  been  made 
since  the  experiments  of  Jacobi  on  the 
Neva  in  1838,  whose  engine  developed 
about  i  HP.  Yet,  for  many  small  pur- 
poses, they  have  been  adopted,  especial- 
ly in  France,  for  working  ruling  machines, 
sewing  machines,  &c.;  but  it  is  a  significant 
fact  that  the  electric  pen,  in  which  an  en- 
gine is  actually  present,  though  for  a  pur- 
pose requiring  a  minimum  force,  is  about 
their  only  present  use  as  motive  power, 
even  the  manufacture  of  the  latest  and 
very  efficient  Howe  electric  machine,  in- 
vented to  drive  sewing  machines  aild  de 
veloping  about  -^j^  HP.,  having  been  now 
given  up. 

There  is  another  mode  of  producing 
an  electric  current,  viz.,  by  the  expendi- 
ture of  ener^  from  any  available  source, 
such  as  steam  or  water  power,  on  a  mag- 
neto or  dynamo-electro  machina     The 
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current  bo  produced  is  identical  in  nature  I 
with  that  from  a  battery,  but  very  differ- 1 
ent  in  cost — and  upon  this  point  turns 
the  whole  question  of  its  possible  intro- 
duction, for  these  are  practically  the  only  \ 
two   methods  of  generating  electricity.  | 
The  latter  would  obviously  only  be  used  i 
for   the    purpose    under   consideration, 
when  the  steam  or  water  power  producing  | 
it  could  not  be  directly  appHed,  that  is 
could  not  be  obtained  on  the  spot  where 
the  appHcation  of  their  energy  was  need- 
ed.    This,  therefore,  reduces  the  ques- 
tion to  the  discussion  of  the  efficiency  of 
the  transforming  apparatus  used;   and 
upon  the  result,  that  is,  upon  the  per- 
centage of  the  useful  work  obtained  of 
that  given  out  by  the  prime  mover,  the 
use   of    electricity  as  a  transmitter  of 
power  depends.     In  order  to  do  this  in 
a  lucid  manner  the  two  actions  will  be 
discussed  separately. 

(1)  The  efficiency  of  the  generator  of 
electricity,  giving  the  loss  of  power  in  the 
production  of  the  current. 

(2)  The  efficiency  of  the  machine  which 
re-transforms  electricity  into  work. 

Of  course  the  resultant  efficiency  is  the 
product  of  the  two ;  but  though,  as  is 
often  the  case,  the  two  machines  may  be 
identical  in  consti'uction,  yet  the  efficien- 
cies may  not  be  the  same,  since  the  con- 
ditions under  which  they  are  respectively 
used  are  not  identical ;  that  is  to  say, 
the  efficiencies  of  the  operations  are  dif- 
feirent. 

(1.)  The  first  has  been  made  the  sub- 
ject of  direct  experiment  by  Dr.  Hopkin- 
son,  Assoc.  M.  inst  C.E.,  and  others.  In 
a  paper  read  before  the  Institution  of 
Mechanical  Engineers  by  the  former,* 
the  results  show  an  efficiency  of  ^,  ex- 
clusive of  friction ;  and  from  the  whole 
set  of  experiments  Dr.  Hopkinson  de- 1 
duces  a  mean  total  loss  of  12  per  cent. , 
and  of  13.8  per  cent,  respectively  in  pro- ' 
ducing  the  current ;  that  is,  the  useful  j 
work  represented  by  it  is  from  86-2  to  I 
88  per  cent,  of  the  work  appKed  to  pro- 1 
duce  it.     He  quotes  the  results  by  Mr.  | 
Schwendler,  M.  Inst.  C.E.,  and  Mr.  Trow- 1 
bridge,  the  former  obtaining  88  per  cent., 
the  latter  76  per  cent.     All  these  experi- 
ments were  made  with  the  machine  of' 
Siemens,   which  undoubtedly  gives    as  i 
high  a  result  as  any,  and  perhaps  higher 

*  Vfde  Institution  of  Mechanical  fincrlneers.    Pro- ' 
oeedings,  AprU,  1879,  p.  888.  I 


than  some  machines;  but  the  fact  re- 
mains, that  a  return  may  be  obtained 
which,  in  connection  with  the  comparison 
already  made  between  the  cost  of  boiler 
and  batteryjpower,  renders  the  former,  as 
applied  in  this  way,  immensely  superior 
to  the  latter,  and  proves  the  loss  in  pro- 
ducing electricity  to  be  less  than  in 
bringing  either  water  or  compressed  air 
to  a  similar  state  of  stored-up  energy. 

(2.)  But  the  next  point  is  to  examine 
the  further  loss,  viz.,  in  turning  the  cur- 
rent so  produced  into  work ;  and  this  is 
by  no  means  so  easily  determined,  nor 
does  it  yet  appear  to  be  a  settled  ques- 
tion. An  electric  current  may  drive 
either  an  electro-magnetic  engine,  or  a 
magneto-  or  dynamo-electric  machine, 
and  the  result  is  theoretically  the  same. 
The  principle  by  which  motion  is  caused 
is  the  attraction  of  two  pieces,  one  fixed 
and  the  other  movable,  which  may  be 
either  one  or  both  temporary  magnets, 
and  with  this  effect:  as  long  as  the 
driven  machine  is  at  rest,  the  full  force 
of  the  current  is  expended  in  overcoming 
the  resistance  of  the  circuit,  but  imme- 
diately upon  the  load  being  so  reduced 
that  a  slow  motion  is  the  result,  the 
needle  of  a  galvanometer  placed  in  the 
circuit  will  be  deflected,  showing  a 
diminution  of  current  strength.  This 
is  caused  by  the  return  current,  which  it 
is  obvious — at  any  rate  with  a  magneto 
or  dynamo  machine — ^must  be  produced 
immediately  it  begins  to  rotate,  as  it  may 
be  supposed  to  generate  an  independent 
current,  opposing  the  original  one.  Now, 
the  expenchture  of  energy  in  the  first 
machine— or  the  consumption  of  zinc, 
whichever  it  may  be,  as  either  may  be 
supposed  to  be  producing  the  current — 
is  thereby  reduced ;  and  this  reduction 
Mrill  continue  as  the  speed  of  the  driven 
machine  increases,  the  needle  of  the  gal- 
vanometer showing  all  the  while  a  fall  in 
current  strength.  The  load  on  that  ma- 
chine must  be  of  course  correspondingly 
reduced,  and  the  theoretical  hmit  is  easily 
seen  to  be  that  point  where  there  is  no 
load  at  all  upon  it,  the  return  current 
equal  in  strength  to  the  original  one,  and 
therefore  no  current  passing,  and  the 
velocity  of  the  second  machine  equal  to 
that  of  the  first,  and  therefore  driving  it 
with  equal  force  to  that  with  which  it  is 
driven  by  it ;  or  if  a  battery  be  u?ed,  the 
velocity  of  the  driven  machine  would 
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depend  in  a  definite  way  on  tl\e  battery, 
producing  an  equal  and   similar  effect. 
These  conditions  it  is  of  course  impossi- 
ble to  realize ,  for,  as  it  is  evident  that 
then  no  work  is  being  done  by  the  source, 
the  friction  of  the   driven  machine  in 
practice  would  prevent  this  limit  being 
attained.    But  it  is  possible  to  conceive  t 
the  friction  being  so  reduced  that  the 
limit  may  be  closely  approached ;  although 
as  the  load  is  reduced,  the  useful  work 
done  will  grow  less,  and  will  bear  a  de- 
creasing proportion  to  the  work  wasted 
in  friction.  It  becomes  a  most  important 
point  to  consider  the  extent  to  which  this 
can  practically  be  carried — that  is,  what 
is  the  load  and  corresponding  speed  giv- 
ing the  highest  efficiency! — and  is,  in 
fact,  an  answer  to  the  question  as  to  the 
amount  of  work  reclaimable  from  the 
electric  current.     In  the  first  place,  it 
must  be  noticed  that  the  work  done  at 
the  two  limits,  viz,,  when  at  rest,  and 
when  no  current  is  passing  and  the  ma- 
chine has  its  maximum  velocity,  is  zero : 
and  it  can  be  proved  in  several  ways  that, 
as  might  be  anticipated,   the  greatest 
amount  of  work  in  a  given  time  is  real- 
ized half-way  between  these  limits.    In 
fact,  when  the  return  current  is  just 
equal  to  the  forward  one,  then  the  effi 
ciency  is  i,  or  the  work  reclaimed  is  50 
per  cent.  This  fact  was  stated  in  a  paper 
read  before  the  Institution  *  by  Dr.  P 
Higgs  and  Mr.  E.   Brittle,  Assoc.  MM. 
Insi  C.E. ;  in  which  it  was  also  said  that, 
''supj)osing  two  equal  machines  arranged 
for  the  transmission  of  power,  the  amount 
of  work  reclaimable  from    the  second 
machine  will  be  50  per  cent,  of  that  em- 
ployed upon  the  first,  and  the  number  of 
revolutions  of  the  armature  of  the  second 
machine  corresponding  to  the  maximum 
of  work  reclaimed  will  be  half  the  num- 
ber made  by  the  first."    Experiments 
were  made  with  a  steam  engine  as  prime 
mover,   which  showed  in    one  case  as 
much  as  49  per  cent,  of  returned  energy, 
at  which  point  the  number  of  revolu- 
tions, as  nearly  stated  above,  was  1,400 
for  the  driving  machine,  and  691  for  the 
driven ;  in  other  cases  the  maximum  per- 
centage  of    work  returned  also  corre- 
sponded nearly  to  these  conditions,  and 
curves  were  constructed   showing    the 
maximum  percentage  of  work  as  ordi- 

*  Vide  Minutes  of  ProoeediDgs  Inst.  C.B.,  vol.  111., 
p.  86. 


nates,  and  the  revolutions  as  absciss®. 
If,  however,  12  per  cent  of  the  work  be 
lost  in  obtaining  the  current,  then,  ac- 
cording to  the  above  theory,  only  44  per 
cent.,  which  is  half  the  remainder,  is  the 
amount  of  work  finally  reclaimable.  Work 
reclaimed  was  measured  by  a  dynamom- 
eter, which  does  not  register  the  work 
done  against  the  friction  of  the  second 
machine ;  and  this,  taken  in  conjunction 
with  the  significant  shape  of  the  curves, 
which  all  show  a  more  gradual  slope  as 
the  revolutions  increase,  after  the  high- 
est ordinate,  and  when  the  ratio  of  work 
lost  in  friction  is  also  increasing,  may 
put  the  point  of  maximum  efficiency  be- 
yond that  where  the  revolutions  of  the 
second  machine  are  one-half  those  of  the 
first,  and  nearer  the  point  suggested  by 
Dr.  Siemens,  viz.,  two-thirds  of  this.  This 
important    question  was    discussed  by 
Professor  "W.  E.  Ayrton,  Assoc.  M.  Inst 
C.E.,   in   a  discourse  delivered  to  the 
working  men  of  Sheffield,  at  a  meeting 
of  the  British  Association  for  the  Ad- 
vancement of  Science  in  1879,  on  "  Elec- 
tricity as  a  Motive  Power."    He  consid- 
ers that,  by  obtaining  a  high  speed  with 
the    first  machine,    and  ^so  with  the 
second  running  with  a  light  load,  "  the 
combined  efficiency  of  the  arrangement 
can  be  made  to  closely  approach  the 
square  of  0.86,  and  not  merely  one-half, 
as    commonly  supposed."  *    The    high 
speed  being  necessary  to  develop  a  rea- 
sonable amount  of  work  in  a  given  time 
with  a  light  load,  the  above  conclusion 
really  means  that  the  only  work  lost  by 
the  transformation  of  the  current  into 
work  need  only  be  just  the  same  as  in 
the  production  of  the  current.     This  be- 
ing possible,  even  in  theory,  would  ena- 
ble it  to  be  predicted  that  the  49  per 
cent,  already  refelred  to  could  be  consid- 
erably increased  by  improved  mechanical 
construction. t      Some    experiments    by 
Professor  W.  C.  Unwin,  M.  Inst  C.E., 
the  drawings  and  data  of  which  he  has 
kindly  placed  at  the  disposal  of  the  au- 
thor for  publication,  seem  to  have  a  de- 
cided bearing  on  the  subject,  as  they 
appear  to  indicate  that  the  theory  which 
requires  a  hght  load,  in  order  to  obtain 
a  lugh  efficiency,  is  modified  in  an  im- 
portant manner  by  the  friction  of  the 


♦  Vide  "  The  Electrician,"  vol.  Ul.,  p.  191, 

t  Since  the  foregoing  was  written.  Dr.  Siemens  has 

stated  In  a  lecture  at  the  Royal  Instltntlon,  that  eo 

per  cent,  had  been  obtained. 
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machine  itself.  The  current  was  obtained 
from  a  battery,  but  the  conclusions  as  to 
the  driyen  machine  seem  in  no  way 
altered.     Fig.  21  is  a  general  view  of  the 


band,  D,  and  also  an  apparatus,  E,  for 
recording  the  number  of  revolutions. 
The  brake  designed  by  Professor  TJnwin, 
although  it  appears  to  have  been  pre. 


arrangement  adopted ;  A  is  a  Howe  elec- 
tr^'c  motor,  of  which  Pig.  22  is  a  sectional 
sketch  showing  its  general  design.  It 
consists  of  a  revolving  axis,  on  which 


Fig.  22. 


are  four  electro  magnets,  BBBB,  and 
which  by  means  of  five  fixed  electro 
magnets,^  AAAAA,  receives  twenty  at- 
tractions in  a  revolution.  The  motor 
drives  a  brake  wheel,  C,  by  means  of  a 


viously  used  by  Mr.  Bramwell,  is  a  most 
convenient  one  for  small  powers,  and 
merely  consists  of  a  band  passing  over 
C^  having  a  Salter  balance  on  one  side, 
and  a  sccJe  pan  on  the  other,  a  side  view 
of  this  being  shown  in  the  figure  to  the 
left.     Then 

P= Force  in  pounds  on  brake-rim = 
pull  in  balance— weight  of 
and  in  pan. 

V= speed  of  effective  pulley-rim  in 
feet  per  minute. 
P  X  V=foot  pounds  per  minute. 

The  time  of  100  revolutions  was  taken 
by  a  chronograph  in  fifths  of  seconds, 
and  a  table  is  given  of  the  results  of  six 
series  of  experiments  of  batteries  of  va- 
rious kinds  and  powers.    In  the  three 
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marked  *  (Fig.  23)  the  batteries  did  not 
work  properly ;  still  the  results  %re  given 
with  the  others  as  leading  to  the  same 
conclusion.  From  the  tables  the  experi- 
menter constructed  the  curves  shown  in 
Fig.  23,  which  have  for  ordinates  the 
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actual  work  done  in  foot-pounds  per 
minute,  and  for  abscissae  the  number  of 
revolutions  per  minute. 

Now,  according  to  theory,  if  there  were 
no  friction  in  the  machine,  the  work 
should  vanish  for  a  number  of  revolu- 
tions just  double  that  at  which  the  work 
was  greatest ;  that  is  to  say,  the  ordinate 
should  become  zero  at  a  distance  from 
the  origin  just  twice  that  at  which  it  is  a 
maximum;  but  in  every  case  this,  as 
would  be  expected,  takes  place  at  a  point 
not  only  less,  but  very  considerably  less, 
than  twice  this  distance,  which  means, 
that  at  the  higher  velocities  the  friction 
due  to  the  machine  itself  (assuming  the 
friction  due  to  the  load  to  vary  with  the 
load)  bears  a  considerably  increasing 
proportion  to  the  useful  work  done,  and 
finally  causes  the  latter  to  vanish,  so  as 
to  affect  in  an  important  way  the  theo- 
retical efl&ciency.  Assuming  the  attrac- 
tions to  act  so  that  their  influence  on  the 
friction  is  balanced,  and  the  effective  cir- 
cumference of  the  pulley  to  be  1  foot, 
then  an  expression  similar  in  form  to  the 
following  win  obtain ; 


If    W,=load, 

W,=load  due  to  machine  itself, 
w=number    of    revolutions  per 

minute, 
/i=some  multiplier  for  friction, 

then  n  [  Wj  -h  pi  (W,  +  W,)  ]  =work 
done  per  minute. 

Now,  as  n  is  increased,  Wj  must  be 
diminished,  and  finally  when  W,  van- 
ishes and  n  becomes  N, 

N  /i  W,=work  done ; 

which  may  be  considerable,  but  is  all 
wasted  in  friction,  this  quantity  being 
most  important  in  the  question  of  the 
possible  highest  efficiency. 

Referring  to  the  curve  with  six  Bunsen 
cells,  the  maximum  useful  work  is  seen 
to  correspond  to  300  revolutions.  Now 
the  reading  of  the  galvanometer,  which 
was  taken  for  each  experiment^  when 
properly  reduced,  shows  a  reduction  in 
current  of  nearly  one-half,  thus  proving 
this  to  be  nearly  the  position  of  maxi- 
mum total  work;  and  accordingly,  by 
theory,  the  efficiency  should  be  also 
nearly  one-half;  but  assuming  12  per 
cent,  of  the  work  to  be  lost,  as  already 
explained,  in  obtaining  the  curi'ent,  the 
greatest  return  of  work  would  be  one- 
half  of  88  per  cent,  or  44  per  cent.  Now 
the  efficiency  would  approach  88  per 
cent  as  the  revolutions  approached  600, 
but  the  useful  work  vanishing  at  430,  the 
highest  possible  efficiency  could  not  ex- 

,88x430     ^^  ^      _   ^   ^, 

ceed — ^^ — =63  per  cent     But   the 

effect  of  friction  is  such  that  in  the  pres- 
ent case  anything  like  this  is  quite  unat- 
tainable. 

The  foregoing  reasoning  cannot  pre- 
tend to  do  more  than  point  to  the  prac- 
tical bearing  that  the  friction  due  to  the 
weight  of  the  motor,  and  its  connection, 
by  bands  or  otherwise,  with  the  work  to 
be  done,  has  upon  the  efficiency  at  high 
velocities,  showing  that  for  small  powers 
it  is  likely  to  be  nearer  50  per  cent  tban 
80  per  cent.  Messrs.  Higgs  and  Brittle 
failed  to  obtain  more  th^  49  per  cent, 
their  mean  result  being  44^  per  cent. 
There  is  a  further  point  to  be  noticed  in 
connection  with  the  effect  of  reducing 
the  scale  of  operations,  viz.,  that  with  six 
Bunsen  cells,  the  best  results  were  nearly 
three  times  as  great  as  the  best  results 
with  three,   instead  of  twice,  given  by 
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applying  Ohm's  law ;  and  again,  that  the 
number  of  revolutions  for  which  the  use- 
ful work  was  a  maximum,  and  also  the 
number  for  which  it  became  zero,  was 
less  as  the  battery  power  decreased, 
showing  that  the  ratio  of  loss  by  the 
friction  of  the  machine  increased  with 
lighter  loads  and  higher  speeds. 

Still  it  may  be  assumed  that  an  effi- 
ciency of  60  per  cent,  may  be  expected, 
even  on  a  small  scale  of  application,  and 
this  compares  favorably  with  that  ob- 
tained with  other  agents.  For  instance, 
it  is  greater  than  with  compressed  air, 
and,  under  the  conditions  now  consid- 
ered, than  with  water ;  whilst  the  neces- 
sary use  of  pipes,  respectively  air  or  wa- 
ter tight,  is  certainly  more  expensive 
than  the  use  of  wires,  and  in  point  of 
convenience  also  the  advantage  is  greatly 
on  the  side  of  the  latter ;  so  that  it  is 
probable  that  the  use  of  electricity  will, 
before  long,  be  applied  for  many  pur- 
poses to  distribute  power  and  to  take 
the  place  of  the  other  agents,  and  even 
of  Imes  of  shafting. 

Section  III. 

In  the  foregoing  section  the  efficiency 
of  each  agent  has  been  stated,  as  far  as 
possible  in  terms  of  the  fuel  used,  but 
this  is  only  one  factor  in  the  question  of 
their  relative  economy,  which  includes : 

rCost  of  agent  and  its 

^"^  ^^* 1  Cost  o/ attendance,  re- 

I     pairs,  etc. 
I  Outlay  on   apparatus, 
!?.--.»««-«  rv4f  ™^«i,5«« )     taken  in  connection 
Expense  of  working^     ^^^^  probable  dura- 

L    bility. 

Now,  in  the  present  state  of  small  mo- 
tors, which  is  not  a  settled  one,  the  cost 
of  apparatus  for  some  agents,  such  as 
gas  or  electricity,  has,  it  is  to  be  hoped, 
by  no  means  reached  a  minimum  ;  while 
for  others,  steam,  water,  and  hot  air, 
competition  has  brought  prices  to  a  point 
below  which  they  cannot  be  much  re- 
duced. Moreover,  the  question  of  dura- 
bility and  repairs  is  with  some  of  them 
difficult  to  settla  Again,  the  same  agent 
may  have  very  varying  efficiencies  in  dif- 
ferent motors ;  while,  lastly,  an  examina- 
tion of  the  price  lists  will  show  how  dif- 
ferent are  the  prices  quoted  by  various 
makers  for  the  same  kind  of  engines  and 
of  the  same  nominal  power.     This  latter 


discrepancy  partly  arises  from  the  pres- 
ent unscientific   procedure  of   defining 
"nominal"   apart   from   "actual"  HP., 
the  evils  arising  from  which  would  be 
considerably  modified   if  the  pressure, 
number  of  revolutions,  and  the  actual 
power  were  to  be  advertised  as  well  as 
the  price,  as  done  by  Mr.  Brotherhood 
and  others ;  this  would  enable  the  pur- 
chaser to  judge  for  himself,  and  thereby 
avoid  the  anomalous  varieties  in  adver- 
tised power  which  visitors  to  agricultural 
shows  must  have  noticed  iu  connection 
!  with  some  small  motors,  and  which  must 
be  quite  inexplicable  to  the  uninitiated. 
Variation   in  quality  and    workmanship 
has  also,  of  course,  a  good  deal   to  do 
with  the  difference  ^uded  to.     For  the 
foregoing  reasons  it  seems  impossible  to 
give  a  tabulated,  or  even  concise,  com- 
parison of  the  agents,  as  far  as  their  rel 
ative  cost  and  efficiency  is  concerned : 
but  this  is,  after  all,  not  so  important  on 
a  small  scale  as  on  a  large  one,  the  dif- 
ferences not  being  so  great  as  to  make 
this,  in  the  majority  of  cases,  the  pre- 
dominant one,  which  is  more  often  rather 
one  of  suitability,  and  which  can  only 
be  discussed  by  considering  the  objects 
I  for  which  the  power  is  required,  many  of 
which    have   been    already  incidentally 
mentioned,  and  which  may  require  either 
'  constant  or  intermittent  use,  and  may 
give  security,  regularity,  cleanliness,  or 
compactness  more   or  less  importance. 
'  Therefore,  as  stated  at  the  commence- 
I  ment  of  the  paper,  it  seems  most  satis- 
factory to  discuss  their  relative  advant- 
ages in  connection  with  the  purposes  to 
which  they  are  applied.     In  order  to  do 
I  this  it  must   be  remembered  that  the 
great  increase  in  the  number  of  small 
I  motors  is  the  natural  result  of  the  pro- 
gress of  applied  science,  by  which  the 
i  substitution   of    machinery  for  manual 
!  operations  tends  to  bring  about  a  dis- 
,  placement  of  muscular  effort  by  the  ap- 
plication of  natural  sources  of  power; 
,  but  it  is  important  to  observe  that  this 
I  is  taking  place  under  two  different  con- 
ditions. 

I      (1.)  Where    an    extensive    source    of 
j  power   is  not  directly  available,   as  in 
I  small  isolated  factories,  in  shops,  private 
houses  or  in  the  country. 

(2.)  "Where — as  on  board  a  steamship^ 
or  a  large  factory,  or  in  a  system  of 
docks — there  is  already  a  supply  of  the 
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working  agent  on  a  large  scale,  often  for 
driving  a  prime  mover  of  considerable 
size,  which  supply  may  in  many  ways  be 
tamed  to  use  by  small  motors,  for  super- 
seding manual  labor. 

These  conditions  may  materially  modify 
the  conclusions  as  to  the  choice  of  a  small 
motor.  For  instance,  the  steam  engine 
which  is  less  economical  than  the  others 
was  shown  to  be  so,  chiefly  on  account  of 
the  small  boiler,  but  may  give  a  very  dif- 
ferent result  if  supplied  with  steam  from 
a  large  and  efficient  one,  where,  in  addi- 
tion, one  attendant  only  is  required,  for 
perhaps  a  score  of  engines  instead  of  for 
the  single  small  one ;  so  that  these  two 
cases  will  be  treated  separately. 

(1.)  A  special  aspect  of  the  former  has 
been  considered  in  the  pamphlet  by  Peter 
Hell,  already  referred  to,  in  which  the 
writer  earnestly  advocates  the  increased 
application  of  small  motive  power,  now 
to  be  obtained  at  moderate  cost,  for  the 
revival  of  the  domestic  industries  of  Ger- 
many, which  have  suffered  so  severely 
from  the  intioduction  of  large  factories 
with  powerful  engines.  He  takes  as  a 
particular  example  the  case  of  the  weaver, 
who  might,  he  considers,  be  restored  to 
his  former  position  of  comfort,  by  the 
use  of  a  small  cheap  motor,  and  "might 
be  himself  able  to  employ  his  supposed 
deadly  enemy,  the  mechanical  loom."* 
He  also  deals  briefly  with  the  use  of  small 
motors  for  agricultural  purposes.  This 
accounts  for  the  conclusion  arrived  at  by 
him,  viz. :  that  the  only  suitable  agents 
are  gas  and  hot  air ;  hiis  opinion  being 
that  the  motors  of  Otto  and  Langen,  for 
the  former,  and  Lehmann's  "  closed  "  and 
the  Hock  "  open,"  for  the  latter,  are  the 
most  efficient.  For  what  has  been  shown, 
there  is  no  doubt  that  the  conclusion,  as 
far  as  the  agents  themselves  go,  is,  under 
the  special  circumstances,  a  sound  one. 
For  small  manufacturers,  for  private  in- 
dividuals, in  shops,  &c.,  and  for  the 
many  subsidiary  industries  carried  on 
in  the  large  towns  of  this  country,  the 
recent  silent  gas  motors  have  supplied  a 
long-felt  want,  this  being  abundantly 
testified  by  their  remarkable  sale.  Gb,b 
is  immediately  accessible,  no  special  at- 
tendance is  required,  the  engines  work 
in  the  same  room  wiiJi  the  other  machin- 
ery, performing  the  most  delicate  work ; 


*  "Kletn-Kraft-Masohinen,"  p.  0. 


they  are  clean  and  noiseless,  and  always 
ready  at  a  moments  notice  to  commence 
work.  Some  of  these  advantages  per- 
tain to  the  use  of  hot  air,  and  one  is  cer- 
tainly common  to  both,  viz. :  the  obvia- 
tion  of  all  danger  of  explosion,  a  consid- 
eration of  great  importance.  But  the 
great  disadvantage  of  hot  air  is  the 
limited  power  which  small  engines  de- 
velop ;  though  for  light  purposes,  where 
gas  cannot  be  obtained,  the  hot-air  engine 
of  Rider  or  Lehmann  forms  an  efficient 
substitute.  In  analyzing  the  list  pub- 
lished by  Messrs.  Crossley  Brothers,  of 
the  silent  gas  engines  sold  by  them  dur- 
ing the  two  years  or  so  since  their  intro- 
duction, 40  per  cent,  of  the  3^  H.P.  went 
to  small  manufacturers,  including  boot 
and  shoe  manufacturers  (of  which  six 
went  to  Bristol  alone),  jewelers,  turners, 
and  for  sawing,  weaving,  clock  making, 
spring  making,  and  aerated  water  ma- 
chinery, and  for  many  like  purposes; 
while  31  per  cent,  of  the  1  HP.  were 
supplied  for  printing  and  lithographing 
machinery,  for  which,  especially  the  lat- 
ter, the  absence  of  dust  and  dirt  is  a  de- 
sideratum. For  the  foregoing  purposes 
and  for  lifts  for  hotels,  infirmaries,  ware- 
houses, &c.,  the  slight  attendance  re- 
quired with  gas  or  hot  air  is  a  great 
advantage,  a  small  steam  engine  being 
really  a  troublesome  thing,  the  regula- 
tion of  the  water  to  the  boiler,  &c.,  re- 
quiring almost  the  full  attention  of  one 
man.  Water  from  the  paains  may,  how- 
ever, be  conveniently  applied  to  all  the 
purposes  mentioned  where,  as  in  Glas- 
gow or  in  Greenock,  it  is  cheap  and  under 
considerable  pressure.  It  possesses  all 
the  advantages  already  claimed  for  gas 
or  hot  air,  with  the  additional  one  of  ab- 
solute immunity  from  the  danger  of 
causing  a  conflagration.  Mr.  Hastie,  of 
Greenock,  in  a  letter  to  the  author,  states 
that  "  the  purposes  to  which  water  mo- 
tors are  applied  in  Glasgow,  are  as  fol- 
lows :  Hoists,  very  extensively ;  by  car- 
penters, for  worlang  circular  saws;  by 
bookbinders,  bakers,  hairdressers,  at 
churches  for  organ  blowing,  in  public 
institutions  for  washing  and  wringing 
machines,  and  also  for  (^aff  cutting  and 
meat  mincing."  He  goes  on  to  say  that 
the  expense  for  water  is  in  some  cases 
very  little ;  in  one  case,  to  a  printer,  it 
was  9s.  per  quarter,  and  in  many  cases 
in  Greenock  the  minimum  rate  charged 
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by  the  water  company,  viz. :  20«.  per 
quarter  is  not  exceeded.  However,  these 
liberal  terms,  tmfortunately,  cannot  be 
obtained  in  the  majority  of  large  towns, 
and  then  gas  is  generally  the  best  agent. 

For  private  houses,  laboratories  and 
shops,  where  the  power  required  is  often 
little  more  than  nominal,  and  its  use  in- 
termittent, the  small  first  cosfc  of  a  water 
engine  (the  Bamsbottom  being  about 
£ttO),  in  conjunction  with  the  other  ad- 
vantages, may  be  often  sufficient  to  more 
than  counterbalance  the  high  rate  of  the 
water  from  the  mains ;  but  for  such  pur- 
poses, especially  when  a  water  meter  is 
used,  the  custom  of  charging  a  high 
minimuTn  rate,  often  considerably  ex- 
ceeding the  actual  cost  of  the  water  used, 
stands  in  the  way  of  its  adoption.  In 
one  case  in  Bristol  a  minimum  rate  of 
£20  per  annum  is  charged  for  three  pairs 
of  small  engines,  which  are  only  required 
for  six  or  eight  hours  per  week,  "m  the 
country  a  small  fall  of  water  from  a 
stream  may  often  be  used  for  pumping 
purposes,  when  a  water  wheel  or  small 
turbine  affords  a  very  efficient  method  of 
utilizing  it. 

One  application  of  gas  not  yet  men- 
tioned is  tiiat  to  the  electric  hght.  It  is 
found  for  some  purposes  more  economi- 
cal to  use  gas  indirectly  to  produce  illu- 
mination, rather  than  to  use  it  directly. 
From  the  paper  of  Mr.  Alexander  Sie- 
mens, read  April  2d,  before  the  Society 
of  Telegraph  Engineers,*  it  appears 
that  a  saving  of  from  47  per  cent,  to  87 
per  cent,  is  thus  obtained.  In  the  Brit- 
ish Museum  a  saving  of  60  per  cent,  is 
effected  by  the  substitution  of  electric 
Hght  for  gas ;  but  in  this  case  the  motor 
is  a  steam  engine,  and  it  is  necessary  tj 
keep  the  fires  ahght  all  day  in  order  to 
be  ready  at  a  moment's  notice,  the  cost 
of  attendance  being  1.2  of  the  light  itself. 
In  the  Albert  Hall  the  saving  is,  in  the 
same  way,  66  per  cent ;  so  that,  whilst 
the  absolute  cost  of  steam  is  perhaps 
less  than  that  of  gas,  its  convenience 
and  readiness  of  application  are  also 
less.  Where  gas  is  not  available,  then 
steam,  supplied  generally  by  portable 
engines,  must  be  used. 

For  agricultural  purposes  gas  is  out  of 
the  question ;  and  where  water  power  is, 
inaccessible,  as  is  generally  the  case  in 


*  yide  "Jonmalof  the  Society  of  Telegraph  Bngi- 
'"^"  Vol.  IXyjp.  89. 

Vol.  XXIV.— No.  5—25. 


this  country,  either  steam  or  hot  air  must 
be  resorted  to.  For  purposes  requiring 
much  power — ^as  thrashing,  plowing,  &c. 
—steam  must  hold  its  own ;  but  for  light 
work,  such  as  fodder  cutting  and  pump- 
ing, the  hot-air  engine  is  beyond  aQ 
doubt  the  mo^t  suitable,  that  ot  Bider, 
which  is  semi-portable,  and  requires  no 
skilled  attendant,  being  often  used. 

For  purposes  where  small  portable 
motors  are  required — as  for  contractors' 
work,  for  cranks,  for  rather  large  pumps 
— small  vertical  or  horizontal  steson  en- 
gines and  boilers  will  no  doubt  always 
be  used,  from  the  fact  of  the  considera- 
ble power  developed  by  them  in  compar- 
ison with  their  weight  and  siza 

(2.)  In  the  second  division,  where  a 
source  of  power  is  already  at  hand,  the 
circumstances  are  altered.  On  a  steam- 
ship or  in  a  large  factory,  where  there  is 
an  abundant  supply  of  steam,  produced 
economically,  because  on  a  large  scale,  no 
agent  can  compare  with  it.  In  the  first 
instance,  viz.,  on  a  steam  ship,  where  the 
area  of  distribution  is  limited,  this  is 
especially  the  case;  and  for  steering, 
hoisting  the  cargo  and  anchor,  turning 
the  capstans  and  windlass ;  for  ventilat- 
ing, pumping,  &c.,  small  auxiliary  steam 
engines  are  invariably  used,  when  these 
duties  are  not  performed  bv  hand.  In 
the  second  case,  it  is  often  found  to  be 
more  desirable  to  use  auxiliary  engines, 
for  driving  machines — as  for  instance  the 
centrifugal  machine  in  a  sugar  house,  or 
the  punching  and  shearing  machines  of 
a  shipbuilding  yard,  both  these  being 
formerly  driven  by  shafting ;  but  to  the 
former  small  Brotherhood  three  cylinder 
engines  are  often  now  directly  applied, 
and  the  fluctuation  in  speed  on  the  main 
engine,  caused  by  the  intermittent  use 
of  the  machine,  is  thus  avoided,  and  a 
much  smaller  one  required. 

Again,  in  a  system  of  docks  where  an 
accumulator  if  used  for  supplying  water 
under  great  pressure  for  large  cranes,  it 
is  more  convenient  to  use  small  high- 
pressure  water  engines  than  any  others. 
For  instance,  in  connection  with  the 
Cumberland  h^sin,  Bristol,  there  are 
twenty- three  sets  of  small  oscillating  wa- 
ter engines,  supplied  by  Sir  W.  Arm- 
strong, there  being  sixty-six  small  cylin- 
ders used,  averaging  not  more  than  2  or 
3  inches  in  diameter ;  these  are  applied 
to  move  the  bridges,  gates  and  capstans 
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connected  with  two  docks,  and  are  easily 
and  rapidly  put  into  operation.  During 
the  last  two  winters  of  severe  frost,  not 
a  single  accident  has  happened  through 
the  bursting  of  pipes,  and  the  suitability 
of  water  for  this  purpose  is  undoubted, 
In  a  large  system  of  warehouses,  such  as 
at  Birkenhead,  water  power  is  certainly 
to  be  preferred  to  any  which  necessitates 
the  introduction  of  fire  or  light,  and  at 
Hull  the  system  has  received  considera- 
ble development. 

The  conclusions  are,  briefly,  that  gas 
is  generally  to  be  preferred  as  an  agent 
for  small  manufacturing  operations — for 
hoists  in  buildings,  &c. ;  but  water  and 
hot  air  both  have  decided  advantages — 
the  former,  when  obtainable  at  a  low  rate, 
the  latter  for  light  purposes,  when  neither 


of  the  others  are  available.  For  private 
houses,  shops,  &c.,  water,  even  at  a  dear 
rate,  may  often  be  applied.  The  proper 
applications  of  steam  have  been  indicated, 
and  though  likely  to  be  more  and  more 
superseded  by  the  other  agents  in  the 
foregoing  cases,  particularly  by  gas,  yet 
there  is  a  large  field  in  which  small  steam 
engines  must  continue  to  hold  their  own« 
In  conclusion,  the  author  wishes  to 
record  his  thanks  to  Professor  Unwin, 
for  the  data  and  suggestions  supplied  by 
him  ;  to  Dr.  Main,  Professor  of  Mathe- 
matics and  Engineering,  University  Col- 
lege, Bristol,  and  to  Messrs.  C.  D.  Selman 
and  A.  W.  Metcalfe,  students ;  as  well  as 
to  those  gentlemen  who  have  allowed 
him  to  test  their  engines,  or  have  sup- 
plied him  with  information. 
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Contributed  to  Yah  Nostband^s  EHamxxBiMe  Magazinx. 


The  great  demand  of  late  years  for 
compressed  air  transmitted  long  dis- 
tances, through  tubes,  has  created  a  ne- 
cessity for  a  proper  basis  of  calculation 
for  the  use  of  engineers  in  practice.  The 
most  trustworthy  means  yet  produced 
appears  to  be  a  table  obtained  from  ex- 
periments made  under  the  Italian  Ooy- 
emment  about  forty  years  ago.  And, 
indeed,  this  table  appears  to  haye  failed 
of  application  in  many  cases  for  want  of 
publicity.  The  answers  to  some  great 
questions  have  been  so  delayed,  for  want 
of  ready  means  for  calculation,  as  per- 
haps to  have  caused  the  failure  of  some 
important  works. 

Formulas  have,  however,  existed  which, 
though  not  fully  correct,  would  have 
given  results  not  tax  from  the  truth.  It 
is,  perhaps,  forty  years,  since  European 
engineers  accepted  the  doctrine  that  a 
formula,  suitably  expressing  the  condi- 
tions of  flow  of  one  fluid  in  a  tube,  is 
applicable  to  all  others.  A  statement  of 
such  doctrine  was  made  in  a  supplement- 
ary part  of  an  important  French  work 
on  hydraulics,  published  nearly  forty 
years  ago,  by  M.  D'Aubuisson. 


This  principle  may  now  be  unhesita- 
tingly accepted  as  truth  for  all  cases 
where  the  conditions  of  the  fluid,  as  re- 
gards density,  remain  the  same.  That  is 
to  say,  when  the  density  remains  s^iisi- 
bly  constant,  as  in  water,  and  as  in  illu- 
minating gas,  verynearly;  because  the  ab- 
solute pressure  remains  one  atmosphere 
within  about  one  per  cent,  the  ordinary 
formulas  of  hydraulics  will  apply.  When 
the  density  varies  according  to  any  cer- 
tain law  expressed  as  a  function  of  dis- 
tance along  the  pipe,  another  set  of  form- 
ulas will  apply,  and  for  all  fluids  under 
this  law.  These  formulas  will  differ  from 
those  of  hydraulics.  Again  another  law 
of  density  will  give  another  set  of  for- 
mulas, &c. 

The  peculiarities  just  stated  respecting 
laws  of  density  are  common  to  flow  of 
gases  through  orifices  as  welL  But  for 
this  there  seems  to  be  but  two  cases : 
1st.  When  the  change  of  pressure  is  so 
slight  that  the  change  of  density  may  be 
neglected;  and,  2d.  When  the  chiutige 
of  pressure  is  so  great  that  ^  change  of 
density  is  considerable,  and  the  flow  is 
to  be  considered  as  adiabatic.    For  the 
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first  the  formulas  of  hydraulics  for  dis- 
charge through  orifices  will  apply ;  while, 
for  the  second,  they  will  not.  But 
formulas  for  adiabatic  flow  have  already 
been  worked  out,  and  are  to  be  found  in 
numerous  works  on  heat. 

But  for  pipes  there  may  be  an  indefi- 
nite number  of  laws  of  density,  among 
which  we  find  three  prominent  speciid 
cases :  I.  Density  constant.  II.  Density 
varying  as  for  the  adiabatic  flow.  III. 
Density  varying  as  for  constant  tempera- 
ture, and  for  assumed  laws  of  varying 
temperature. 

L — ^This  has  already  been  referred  to 
as  that  where  the  ordinary  formulas  of 
hydraulics  for  flow  through  pipes  are 
applicabla  These  formulas,  however,  are 
usually  stated  with  reference  to  head  A, 
the  same  being  the  elevation  of  the  free 
surface  of  water  at  the  source,  above  the 
point  where  the  water  becomes  free  at 
the  discharge.  If  the  exit  is  submerged 
in  a  tank,  then  the  level  of  the  lower  free 
smrface  is  the  lower  point  of  head.  This 
head  is  sometimes  called  dynamic  head, 
because  it  measures  that  head  to  which 
the  motion  in  the  pipe  is  due.  This  head 
may  be  stated  in  terms  of  the  statical 
pressure  due  to  the  difference  of  level 
and  density  of  the  fluid.  It  is  equal  to 
the  height  of  a  column  of  fluid  with  a 
unit's  area  of  base,  and  with  a  density 
equal  that  of  the  fluid  flowing,  the  weight 
01  which  is  equal  to  the  above  statical 
pressure.      That  is,  let/>  =  the  statical 

Sressure  and  d  the  density  of  the  fluid 
owing  through  the  orifice  orpipe.  Then 


more  readily  observed  than  A.  For  in- 
stance, suppose  a  receiver  containing 
compressed  air  at  50  lbs.  pressure  per 
square  inch,  or  7,200  lbs.  per  square  foot. 
Let  this  discharge  by  a  pipe  into  another 
at  7,100  lbs.  per  square  foot.  The  specific 
density  of  air  at  this  pressure  or  weight 
per  cubic  foot  is,  say  0.32  lbs.     Then 

k-P-P^-  7200-7100_ 

A-  — ^_         __^_3i2.5  ft. 

In  this  example  the  fall  of  pressure, 
also  of  density,  is  a  trifle  over  one  per 
cent.,  and  if  that  can  be  regarded  as  not 
giving  cause  for  a  change  of  final  result 
which  will  be  noticeable,  this  value  of  h 
may  be  introduced  into  the  hydraulic 
formulas  for  computing  velocity  of  flow 
of  air  for  this  case.  The  veloci^  of  flow 
of  the  air  will  here  be  the  same  as  that  of 
water  through  the  same  pipe  under  a 
head  of  the  same  312.5  ft. 

The  same  expression  for  h  is  also 
applicable  to  uie  formulas  for  flow 
through  orifices  under  small  changes  of 
pressura    Thus, 


H 


(1) 


>=MV^=M  V^9^^-J^ 


(3) 


u  being  the  coefficient  of  velocity.  The 
density,  d,  should  be  taken  as  ^t  due 
to  a  pressure  midway  between  P,  and  P,, 
or  to  the  pressure 


But  this  pressure  p  may  be  a  differ- 
ence of  two  pressures.  Thus  suppose 
a  horizontal  plane  situated  at  a  distance 
below  the  free  surface,  both  at  the  source 
and  at  the  exit  from  pipe.  Let  p^  be  the 
weight  of  a  column  of  the  fluid  of  unit's 
area,  supposed  standing  on  this  plane 
and  reaching  to  the  upper  leveL  Simi- 
larly let  />,  be  the  weight  of  a  column 
readiing  to  the  lower  level ;  then 


and  hence 


Pr-Pt=Py 


A=-^ 


(2) 


2     -^• 

Let  t'=  461.2  +  t',  be  the  absolute 
temperature  of  the  flo\niig  gas.  Then 
according  to  the  M.  and  G.  laws 


PL 

8r' 


P» 


S.T. 


the    qnantities  in  the  second  member 
being  taken  at  the  melting  point  of  ice. 
Then 


t_  P,-Pt_P,-P* 


P.r 
P'     •  «y.T. 


_2A5'  P-P* 


(4) 


In  gaseous  fluids  these  pressures  are 


The  object  of  this  modification  of  the 
expression  is  to  facilitate  the  necessary 
account  to  be  taken  of  the  density,  the 
values  of  the  quantities  at  ice-melting 
temperature  being  usually  found  in 
tables. 
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To  obtain  a  rational  expression  for  the 
flow  of  gases  in  pipes  we  have  for  the 
outset  the  well-known  relation 


»=/*^^27' 


.     (5) 


where  E  is  the  resistance  to  fluid  friction 
of  a  fluid  whose  spedflc  density  is  d, 
moving  with  a  velocity  v,  along  a  surface 
of  the  extent  A; /being  the  coefficient 
of  fluid  friction,  and  g  the  acceleration  of 
gravity.  In  applying  this  to  find  the 
resistfmce  to  the  movement  of  a  fluid 
through  a  pipe,  A  is  to  be  taken  =  the 
internal  surface  of  the  pipe  in  contact 
with  the  moving  fluid.  Hence  A=«/^ 
where  «=perimeter  of  cross  section  and 
/=:length  of  pipe.  Also  B=the  pressure 
which  has  to  be  exerted  against  the  end 
of  the  column  of  fluid  in  the  pipe  to 
force  the  tube-full  along,  making  B= 
(/>j— jt),)a,  where  a=the  sectional  area  of 
pipe.    Hence 


or 


2ff~/a 


(6) 


where  «= velocity  of  fluid  in  the  pipe, 
a=:area  of  cross  section,  «=perimeter  of 
cross  section,  and  /= length. 

This  expression  evidently  takes  ac- 
count only  of  the  resistance  to  fluid 
friction  between  the  fluid  in  the  pipe 
and  the  inside  surface  of  pipe.  In  very 
long  pipes  this  is  the  chief  resistauce, 
but  in  short  ones  the  acceleration  at  the 
entrance  to  pipe  has  to  be  taken  into 
account,  that  is,  the  work  necessarily 
performed  to  produce  «,  if  «?  =  the 
weight  of  the  fluid  entering  the  pipe  per 
second.  This,  multiplied  by  the  height, 
or  head,  A,  gives  a  quantity  of  work  per 
second, 


^9 


or 


A'= 


V 


(7) 


where  the  relation  FS^^MY'  is  a  funda- 
mental formula  in  mechanics  applicable 
to  the  present  case  as  expressing  the 
relation  between  the  force  F,  or  weight 
W;  space  S,  or  height  A;  and  resulting 
veloci^  V  of  the  mass  Jtf  of  the  weight 
W  of  fluid,  which  is  moved  per  sec.  from 
a  condition  of  rest  in  the  reservoir,  into 


the'  pipe  where  it  has  the  velocily  Y. 
But  this  velocity  is  the  theoretic,  the 
actual  velocity  v,  being  the  theoretic, 
multiplied  by  the  coefficient  of  velociiy 
u^  found  by  experiment.  Hence  actual 
velocity        ^^y^^,^/2^3^^  ...  (8) 

The  heads  appearing  in  (6)  and  (8) 
are  different,  one  being  consumed  in 
overcoming  friction,  and  the  other  in 
producing  motion.  The  sum  of  these 
should  evidently  be  taken  to  obtain  the 
whole  head  for  short  pipes,  where  the 
latter  is  too  great  to  be  overlooked.  Add- 
ing, we  get 


whence 


»' 


2^7" 


(9) 


a  formula  for  a  pipe,  however  short  or 
long;  when  very  long  the  first  term  in 
denominator  may  be  neglected,  and  ihe 
equation  becomes  (6).  When  the  pipe 
is  very  short  the  2d  term  becomes  incon- 
siderable and  the  expression  reduces  to 
(8)  or  (8).  In  using  this  equation  A  is 
the  same  as  A  in  eq.  (4),  by  which  the 
proper  head  is  to  be  found. 

This  is  a  general  formula  for  all  pipes 
for  the  present  case,  that  is  to  say,  pipes 
of  uniform  cross  section,  and  for  convey- 
ing fluids  of  invariable  density.  It  there- 
fore is  a  general  formula  for  hydraulic 
pipes,  for  rivers  and  canals:  for  pipes 
distributing  street  gas,  for  air  ducts 
employed  m  ventilating  buildings,  for 
gallehes  and  passageways  in  ventilating 
mines,  for  conveying  steam  and  air  at 
high  pressure  where  the  pressure  falls 
but  slightiy  and  temperature  remains 
constant  The  formula  includes  all  the 
various  hydraulic  formulas  ever  given  for 
pipes  and  rivers.  Paradoxical  as  this 
may  at  first  appear,  it  becomes  evident 
enough  when  it  is  noticed  that  all  the 
discussions  of  hydraulic  formulas  for 
pipes  and  rivers  are,  in  effect,  simply 
discussions  of  the  coefficient  of  fluid 
friction  f.  These  discussions  make  it 
appear  that  /is  not  absolutely  constant, 
some  contending  that  it  varies  slightiy 
with  velocity,  otiiers  with  the  radius  of 
pipe,  others  with  radius  and  velocity,  &c. 
For  instance,  according  to 
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Ck>iilomb,  f=^a-] — . 

Weisbach,  /=«+— ;p. 

Vv 

Durcy&Bazin,  /-.a+ — . 

Eytelwein  &  Leslie, 
/=a. 

Nerflle,  /=|a  +  *(^H*- 

Gangnillet  &  Eutter, 

ab    \« 


^=-(«-^)' 


BaBuSt, 


from  which  it  might  at  first  appear  that 
/may  have  almost  any  value  or  expres- 
sion. But  in  practice  it  is  found  to  be 
slightly  variable,  its  extremes  being 
found  under  extreme  conditions,  such  as 
very  large  or  small  velocities,  or  of  cross 
sections  of  current  From  this  fact  it 
would  appear  that  its  expression  should 
be  a  function  of  both  v  and  r,  as  indeed 
we  find  it  in  the  last  above,  and  this  may 
explain  why  this  formula  of  Du  Budt, 
though  one  of  the  earliest,  is  still  recog- 
nized bv  some  writers  as  one  of  the  most 
truthful  yet  produced.  Its  complexity 
interferes  with  its  use  in  practice,  but 
tables  may  be  computed  for  /,  by  aid  of 
which  its  advantages  become  available. 
The  constants  a  or  t,  &c.,  in  the  expres- 
sions for/,  are  not  all  the  same  numeri- 
cally; r  being  the  ''mean  radius." 
A  good  approximate  value  is 

/=.006  or  .006  ordinarily. 

To  indicate  the  application  of  eq.  (9), 
let  it  be  required  to  calculate  the  fall  of 
pressure  between  the  steam  chest  and 
steam  cylinder  of  an  engine  when  that 
fall  is  not  great.  The  formula  (9)  does 
not  account  for  the  curves  in  the  pass- 


age, the  loss  of  pressure  due  to  bends 
being  determined  by  a  separate  and 
independent  calculation.  Here  the  pipe 
is  too  short  to  admit  of  neglecting  the 
1st  term  in  the  denominator,  the  value 
of  the  coefficient  of  velocity  u  being  in 
this  case  that  for  an  ajutage,  and  =  .82. 

Taking  /•=:.006  2^=64,  and  A=toP?, 

o 
we  have 


64" 


P-Pt 
d 


_1_    .006^ 
(•Sa)'"*"         a    . 

=Tmo.(^*i)  ■  ■  ■  « 

for  a  formula  adapted  to  steam  cylinder 

passages,  where  «=V —  =the  velocity  of 
d 

the  steam  as  it  flows  along  the  passage. 

By  these  formulas  P.—Pt  ^^^  ^®  ^ 
lbs.  per  square  foot,  o  tiie  weight  of 
the  flowing  steam  per  cubic  ft.,  /  the 
length  of  the  passage  in  feet,  a  the 
sectional  area  of  the  passage  in  square 
feet,  S  the  perimeter  of  the  section  of 
passage  in  feet,  Y  the  piston  speed  of 
engine  in  feet  per  second,  and  A  the 
sectional  area  of  the  steam  cylinder  in 
square  feet. 

As  an  example  to  illustrate  use  of  (10) 
take  a  piston  speed  of  300  ft.  per  minute, 
or  5  ft.  per  second  =  V,  A=l  square  ft., 
a=^  square  ft.  =  1x7.2  inches,  =  7.2 
square  inches,  l'=:l  fi,  ^=16.4  inches  = 
1.367  ft.  Take  the  steam  pressure  at  75 
lbs.    per    square  inch  absolute.     Then 

6=  -i.  =.1764,  v=100,  and 
o.oT 

Pj-P,=  40.9  lbs.  per  square  fi 

=0.284  "      "        "       inch. 

The  velocity  being  here  100  ft.  per 
second,  the  result  corroborates  the  state- 
ment of  Bankine's  work  on  the  steam 
engine,  that  this  velocity  causes  no  very 
considerable- fall  in  pressure. 

n.  For  flow  adiabatic,  or  where  no 
heat  is  transmitted  to  the  gas  while  flow- 
ing, and  for  great  fall  in  pressure,  it  will 
be  necessary  to  adapt  a  formula  to  a 
very  short  portion  of  the  pipe  and  take 
the  sum  of  the  effects  due  to  all  the 
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parts  of  length.  Formula  (9),  neglect- 
ing the  resistance  due  to  the  orifice  of 
entry,  becomes 


(11) 


Applying  this  to  a  very  short  pipe  whose 
lengtii  is  dl^  we  will  obtain  a  small  loss 
of  head  due  to  it  of  Pi—p^^dpj  and  we 
have 


2g  a  6 


(12) 


a  general  differential  equation  for  pipes 
conducting  fluids  of  varying  density. 
Though  (^  is  to  be  regarded  as  a  con- 
stant for  the  length  dl,  it  is  to  vary  for 
greater  portions  of  pipe  length  accord- 
ing to  the  assigned  law  of  density.  The 
velocity  in  the  pipe  will  also  differ  from 
point  to  point,  and  hence  v  is  a  variable. 
By  expressing  these  variables  as  func- 
tions of  /  or  p,  the  integration  may  be 
performed  and  the  desired  formula  ob- 
tained. 

In  the  present  case  of  adiabatic  flow 
we  will  have 

^4=(?)'  ■  •   •  (") 

where  t>„  <J,,  and  p^  are  for  velocity, 
density  and  pressure  at  the  exit  from 
the  pipe  considered,  while  v,  6,  and  p 
are  for  any  other  point  in  the  pipe.  The 
value  of  y  for  air,  and  gases  nearly  per- 
fect, is,  according  to  best  authority, 
=1.408. 
By  (13),  (12)  becomes 

or 

2ff     a  1 

which,  for  limits  o  and  /  and  for  P,  and 
P  becomes 


and  6y  are  for  quantitieB  just  within  the 
orifice  of  entry. 

The  fall  of  pressure  from  p  to  p^  is 
due  to  the  fluid  friction  in  the  pipe.  If 
the  pipe  is  comparatively  short,  the  re- 
sistance at  the  orifice  of  entry  may  be 
too  great  to  overlook.  That  is,  the 
energy  of  motion  required  to  give  the 
gas  the  velocity  v,  may  be  as  great,  or 
even  greater  for  a  short  pipe,  than  the 
frictional  resistance.  This  resistance  at 
entry  is  to  be  treated  as  a  resistance  to 
efflux  through  an  orifice.  Formula  (3) 
will  not  apply  here  exactly,  because  now 
the  density  is  variable.  But  (13)  enables 
us  to  express  the  density  as  a  function  of 
/>,  thus 

1 


u^r 


(16) 


where  d^  and  je>,  are  for  density  and 
pressure  in  the  reservoir,  while  before 
integration  6  and  p  are  for  any  point 
before  entrance  to  pipe  is  fairly  gained. 
Hence,  making  pr-p^=dpy  eq.  (3)  may 
be  put  under  tiie  lollowing  form: 

/Pi  1     Pi 

^Jbi  r^P-  y  Pi 
6- 6  J    i-r-i<^. 
p  p       py 


{^-iifl 


<fs, 


1= 


^i-tte'^'-4-<»' 


2g  a 

the  desired  formula  in  which  t;,  is  the 
velocity  at  the  outflowing  end  of  pipe, 
and  p  the  pressure  of  the  gas  at  the 
inflowing  end.    After  integration  p^  t;, 


.  (16) 

But  after  integration  p,  v  and  6 
should  be  considered  as  in  (14)  for  quan- 
tities just  inside  the  entrance  to  the 
pipe.  If  V  is  found  in  terms  of  v^  it 
might  be  used  in  connection  with  eq. 
(14).    By  aid  of  (13),  we  may  write 

2 

J!!__  J!il  /pV-    r    Pi. 

2gu'''2gu*\p/       y—1  d, 


V    y    \ 


(17) 


In  calculating  the  velocity  z^,,  by  aid 
of  eqs.  (14)  and  (17),  p  will  always  be  an 
unknown  quantity,  and  unfortunately  it 
cannot  be  eliminated  so  as  to  give  an 
equation  which  is  resolvable  with  refer- 
ence to  V,.  Therefore  to  find  the  whole 
resistance,  viz.,  that  due  to  orifice  of 
entry,  and  to  fluid  friction  in  the  pipe,  it 
will  be  necessary  to  make  a  series  of 
trials  till  we  find  such  a  value  of  p  as 
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will  give  the  same  yalne  to  t;,  in  the  two 
equationB.  That  will  be  the  desired 
Talae  of  the  velocity  of  exit  from  the 
pipe,  all  resistances  being  considered. 

In  practice  these  equations  for  strictly 
adiabatic  flow  cannot  be  applied  to  very 
long  pipes,  because  tiiie  flowing  gases 
wiU  acquire  same  measure  of  heat. 
Hence,  as  the  resistance  at  the  oriflce  of 
entry  becomes  greater  in  comparison 
with  the  frictional  resistance  as  uie  pipe 
is  shortened,  it  appears  that  when  (14)  is 
to  be  employed  (17)  should  be  also. 

DX  Let  the  pipe  be  considered  as  so 
long  that  an  appreciable  amount  of  heat 
is  transferred  to  the  gas  while  in  transit 
through  it,  and  yet  not  sufficient  to 
make  the  flow  isothermal.  Then  some 
modified  value  of  y  inight  be  used,  as 
lying  between  1.408  and  1. 

But  it  may  be  more  convenient  to 
express  the  temperature  as  it  varies 
along  the  length  of  the  pipe  as  a  func- 
tion of  ^  or,  taking  r  for  the  absolute 
temperature, 

r=F(/). 

In  this  case,  instead  of  eq.  (18),  we 
should  vnite 


(19) 


2^-ar+T.  +3r.';-2«y.jt>.    '  "  ^^^^ 

But  when  the  flow  is  strictly  iso- 
thermal we  have  K=l  in  eq.  (14),  or 
m^o  in  eq.(21),  all  of  which  reduce  to 
theeq. 


and  hence  we  should  have,  instead  of 
the  equation  next  following  (13),  the 
following,  viz: 

1g   a\p      r^  1  p      tf, 

or 

2g   a\   r,/         p,6^ 

an  expression  which  is  integrable  when 
the  form  of  F{1)  is  known. 

As  an  example  suppose  the  tempera- 
ture increases  uniformly  with  the  dis- 
tance along  the  pipe  from  the  exit  up. 
Then,  for  r,  at  exit, 

T=(r,-|-mO=F(0 

I  being  here  variable  as  representing 
various  lengths  of  the  pipe.  If  /'  is  the 
whole  length  of  pipe,  and  if  r,  is  the 
temperature  at  the  entrance  to  pipe,  we 
have 


»/ 


Hence  (20)  becomes 


^V^>_/>»'-/>/ 


2^ 


-I 


^^.P. 


•     .     (22) 


Should  it  be  desired  to  take  into 
account  the  resistance  of  the  oriflce  of 
entry  in  calculations  for  flow  through 
pipes  by  any  of  the  latter  formulas,  it 
may  be  done  by  use  of  eq.  (3)  or  ^17),  as 
whether  the  fall  of  pressure  is  slight  or 
considerable  at  the  entry.  In  cases 
where  (22)  is  applicable,  however,  it  will 
scarcely  be  found  necessary  to  consider 
the  resistance  at  entry,  because  then  the 
pipe  will  be  relatively  very  long,  making 
that  resistance  comparatively  inappreci- 
able. Eq.  (22),  indeed,  is  applicable  to 
the  case  of  conveying  compressed  air 
into  tunnels  as  at  Hoosac,  Mont  Cenis, 
St.  Gothard,  &c.,  or  as  proposed  by 
H.  H.  Day,  in  a  scheme  for  compressing 
air  at  Niagara  Falls,  to  be  used  at 
Buffiklo,  E(^ester,  &c.  For  such  extra- 
ordinary lengths  tiie  resistance  at  entry 
would  vanish.  The  flow  could  then  be 
regarded  as  strictly  isothermal,  provided 
the  pipes  were  at  constant  temperature 
throughout,  a  condition  nearly  realized 
by  burying  the  entire  line  of  pipe.  For- 
mula (27)  has  been  employ^  in  my 
lecture)  to  classes  for  the  past  8  or  9 
years. 

FORMULAS  FOB  PBACTIOE. 

In  the  preceding  the  leading  object 
has  been  to  state  the  true  relation  be- 
tween the  quantities  treated.  As  regards 
n  and  m,  more  convenient  forms  for 
application  to  practice  will  be  considered. 

First,  we  notice  that  in  the  use  of 
such  quantities  as  before  us,  frequent 
reference  to  tables  of  physical  constants, 
&c.,  is  necessary,  and  these  are  usually 
given  for  the  temperature  of  melting  ice. 
Hence: 

Let  p^j  6^  and  r,  represent  the  specific 
pressure,  specific  den- 
sity and  absolute  tem- 
perature for  the  temper- 
ature   of   melting   ice. 


r.=493.''2  Fahr, 
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jt>,,  tf,,  and  r J  the  same  for  the  gas  in 

the  reservoir  at  the  point 

of  departure  in  the  flow. 

Pj  dj  and  r  the  same  just  inside  the 

orifice  of  entry. 
p^j  d^j  and  r,  the  same  at  the  instant 

of  exit, 
v,  and  v„      the  velocity  of  the  stream 
of  gas  at  the  entrance 
and  exit, 
a,  8  ,lj  sectional  area,  perimeter 

of  section  and  length  of 
flowing  stream. 
The  term  specific  pressure^  is  taken  to 
mean  the  pressure  in  units  per  unit  of 
surface,  as  lbs.  per  square  ft  Specific 
density  is  the  weight  in  units  per  unit  of 
volume,  as  lbs.  per  cubic  ft 

For  gases  sensibly  perfect  like  air, 
illuminating  gas,  &c.,  we  have  the  well- 
known  relation 


(23) 


=  53.15,  air;  or  =  88.  illuminating  gas; 
for  lb.  ft  P.  units,  true  for  a  given  gas 
under  all  circumstances,  whether  ex- 
panding adiabatically,  or  in  any  other 
manner.  But  for  many  cases  the  three 
quantities  j9,  d  and  r  vary,  as,  for  instance, 
in  the  adiabatic  condition. 

In  eq.  (14)  the  density  6^  is  unknown, 
but  as  the  entire  flow  is  supposed  adia- 
batic, quantities  in'  the  reservoir  are  con- 
nected with  those  at  other  points  accord- 
ing to  (13).    Hence 

d.=4^)t^-i^(^V..   .(24) 

6^  and />,  being  quantities  in  the  reser- 
voir.    ^ 

The  flow  of  weight,  or  weight  of  gas 
discharged,  is  always 

avd=av^d^=av^S^=to    .    .    .   (25) 

so  that  the  weight  can  be  found  for  the 
adiabatic  flow,  by  use  of  (14),  (17),  (24), 
and  (25).  When  the  resistance  of  the 
oriflce  of  entry  is  neglected,  (17)  is  an 
necessary,  and />,  in  (14),  becomes  p,. 

The  second  members  of  (21)  and  (22) 
naay  be  put  in  the  following  form : 

/>,'-/>.'_  Po     ^.  (P"-Pn)  _ 
2tf,/>,  "c^^r/ 2        p,^        - 


P»  T  n     P~P* 


(26) 


where />m=the  arithmetical  mean  of  the 
pressTireB/7  and  p,. 

For  small  differences  of  pressure^;, 
and/>„  we  have  pm=Pt  nearly,  and  i 
becomes 


nearly. 


For  air  the  equation  (22)  for  iso- 
thermal  flow  through  cylindrical  pipes, 
becomes 


V  •=284943 


-r,Pm 


P-P. 


(27) 


r  being  the  radius  of  the  pipe,  and  the 
coefficient  of  friction  being  taken  at 
/=.006. 

This  equation  (27)  has  been  compared 
with  the  results  of  experiment  as  indi< 
cated  in  the  accompanying  table,  the 
column  of  calculated  velocities  at  exit 
having  been  obtained  by  aid  of  this 
formica.  The  comparisons  indicate  that 
the  coefficient  of  friction  is  in  some 
cases  less  in  value  than  the  .006  as- 
sumed, notably  for  the  St  Oothard 
experiments,  for  which  .004  would  have 
given  results  agreeing  more  closely.  But 
it  is  difficult  to  discover  a  law  relating  f 
with  r  or  v,  or  both ;  which  will  reconale 
the  discrepancies  shown  in  the  table. 
For  instance,  compare  the  Italian  experi- 
ments with  the  Bt  Gothard,  for  veloci- 
ties of  15  to  20  ft  and  diameter  of  pipe 
7.87.  Like  velocities  and  diameters 
being  found  in  both,  it  appears  that  /, 
stated  in  terms  of  v  and  r,  would  be  the 
same,  for  both  and  could  not  be  other- 
wise. Hence /cannot  be  stated  in  terms 
of  V  and  r  alone,  so  as  to  satisfy  all  the 
experiments. 

If /'be  taken  as  a  function  of  j>,  so  as 
to  reconcile  the  two  cases  above  con- 
sidered, the  same  will  be  wrong  for  mak- 
ing the  results  of  experiment  of  Henson 
and  calculation  agree.  The  experiments 
of  Henson  were  made  with  lead  pipe. 

If  we  assume  that  the  St  Oothard 
experiments  are  more  trustworthy  than 
the  others,  this  would  argue  a  smaller 
value  of/.  But  from  these  experiments, 
all  considered,  probably  no  better  value 
of /=.005  coidd  be  assumed. 
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Tablb  of  Velooitibs  of  Compressed  Ant  at  the  Exit  fbom  Long  Pipes. 
Obseeved  joxd  Caloulated 


Absolute. 

Velocity  t*g. 

Experiments. 

Pi 

Pi-P. 

d 

{ 

^ 

/ 

Calc'd 

Obs'd 

Diff. 

lbs. 

lbs. 

inches. 

ft. 

Fahr. 

90. 

.117 

8.987 

8281. 

520. 

.Q06 

8.12 

8.28 

-  .16 

— 

.516 

— 

— 

— 

— 

6.58 

6.56 

H-  .09 

—. 

1.218 







— 

10.18 

9.84 

H-  .84 

• 

— 

2.125 

— 



— 

— 

18.54 

13.12 

-f-  .42 



8.289 







— 

17.01 

16.40 

+  .61 

From     experiments 
made  by  order  of 
the  Italian  goyem- 
ment,    preliminary- 
to  use  of  compress- 
ed air  in  the  Mont 
Cenis  Tunnel. 

90? 

4.586 

.062 

.258 

.609 

1.062 

1.656 

2.804 

7.875 

^1. 

520. 

.006 

20.29 
8.22 
6.55 
10.12 
18.41 
16.64 
19.96 

19.68 

8.28 

6.56 

9.84 

18.12 

16.40 

19.68 

+  .61 
-•  .06 
-  .01 
+  .28 
+  .29 
-H  .24 
+  .28 

90? 

.089 

18.75 

8281. 

520 

.006 

8.87 

3.28 

+  .09 

— 

.156 





— • 

— 

6.74 

6.56 

+  .18 



.351 

__ 

«« 



— 

10.14 

9.84 

+  .80 



.609 





— . 

18.28 

18.12 

+  .11 

_ 

.945 

.. 

_ 

'  

—  , 

16.71 

16.40 

+  .81 

. 

— 

1.820 

— 

— 

— 

— 

19.80 

19.68 

+  .12 

Experiments  of  Wm.  f 
8.  Henson,  at  Bloom- 

87.00 

12.0 

1.25 

5280. 

520 

.006 

29.50 

29.40 

+  .10 

48.00 

8. 

— 

19.80 

20.00 

-  .70 

ingdale,  N.  J.,  for- 

50.25 

5.25 







— 

18.27 

15.10 

-1.88 

Mr.H.H.I>ay.  Vol. 

58.25 

8.25 



— 

— 

— 

9.48 

11.75 

-2.82 

4,  p.  205. 

66.75 

1.75 



— 

— 

— 

6.81 

9.60 

-8.29 

82.82 

5.29 

7.87 

15092. 

581. 

.006 

15.82 

19.99 

-4.67 

Experiments  at  St. 
Qothard      Tunnel.  - 
Vol.  24,  p.  96. 

68.94 
56.45 

8.28 
2.79 

— 

18.42 
18.29 

16.78 
15.97 

-8.81 
-2.68 

77.08 

8.58 

5.90 

1719. 

541. 

.006 

88.04 

88.05 

-5.01 

60.71 

1.08 







— 

19.88 

80.81 

-11.48 

^ 

58.65 

1.54 

•~~ 

— 

— 

"~" 

25.58 

29.76 

-4.28 

PRACTICAL    FORMULAS    FOR    ANGLE    BLOCKS    AND 
BRACES    OF   BRIDGES. 

By  P.  H.  PHILBRICK,  M.  8.,  C.  E.,  Professor  of  BngLaeering,  State  University  of  Iowa. 
Written  for  Van  Nobtraitd'b  BNonrsBBiNe  Maoazihs. 

-^"  EH=L=^ length  of  brace. 

EF=<f=depth    "     " 
BF=y=     "        "  bloct 
BE=Jc=width    "    « 
BK=A=height  «    " 


Let  ABCD  represent  a  panel.   AD=D, 
AB=/ 
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The  exact  yalnes  of  x  and  y  can  be 
found  from  (1)  and  (2),  only  by  solving 
an  equation  of  the  fourth  degree. 

A  very  simple  and  almost  exact  solu- 
tion is,  however,  easily  effected  as  fol- 
lows: 
.  Substitute 

«=  -4^. .  (3),'  and  *=-7£L= . .  (4) 

for  X  and  y  in  the  second  member  of  (2)9 
which  equation  then  becomes 


D-* 


Now  (1)  and  (6)  give: 

V(D-6)*  +  (^-a)* 
c?(/-a) 


(5) 


35=- 


and  y=  • . 

Then    L=A/(D-y)'-f- (/-«)* 


.     (6) 

.     (7) 
.     (8) 
Or  L= VDMI*-^  ahnost  exactly;  (9) 

or  L=VD*+r — ^  very  nearly.    (10) 

Let  us  compare  these  with  the  true 
results. 

Let  c?=l,  D-10  and  /=16. 

Eq.  (3)  gives  a=     .657; 

Eq.  (4)  gives  *=.831 
**    (6)     "     «=     6354 

Eq.  (7)      "     yr^.8444 
L=17.1187 
L=17.1183 
L=17.1148 


(8)  " 

(9)  " 

(10)  ** 

a  and  b  are  special  values  of  x  alid  y 
found  from  (1)  and  (2)  by  interchanging 
«  and  y  in  the  second  member  of  (2),  or 
by  omitting  them  from  that  member. 

Supposing    y  >  aj  then  is  />  D ; 


a      !>      X 


D-y, 


and  .  —  ,  ^      —  , 

y      /—a; 

and  since a*  +  **=aj"+y';  x<a  andy<5. 

Let  ft=y— 6;  then  by  virtue  of  the 
preceding  equation,  and  since  e  is  small, 

a=jc+e—  very  nearly. 

Hence  b  is  less  than,  and  also  nearer 
the  true  value  of  y  than  a  is  to  the  true 


value  of  X.    We  therefore  compute  y 
first. 
Also  from  the  above  we  have  ab>xyy 


therefore 


ab 


.>'i=^^ 


Now  eliminating  x  from  (1)  and  (2)  I 
find: 

y*-10y*+80.26y*+5y-56=0. 

By  Homer's  method  (.831  being  an 
approximate  root  of  the  above  equation) 
I  find  y=.846.  Then  a;  =.535,  and 
L=17.1187. 

The  errors  pertaining  to  the  easy  solu- 
tion given  above,  decrease  as  -=r  or  -j- 

decreases,  or  as  -j-     approaches    unity. 

Still  the  errors  are  almost  inappreciable, 
and  are  of  no  practical  significance,  even 
in  the  above  very  unfavorable  case. 

When  the  length  only  is  wanted,  eq. 
(10)  is  most  convenient  and  is  suffi- 
ciently exact. 

It  is  easy  to  see  that: 

BD=:EH+2BK+    a  small  quantity, 

2ab 
say  6',  and  that  --7-=2BE+asmallquaa- 


BD-?^^=EH  +  (e'-0; 


tity,  say  e', 

which  shows  that  the  error  involved  in 
eq.  (10)  is  the  difference  of  two  small 
quantities. 


The  Society  of  Civil  Engimsebs  of 
Pabis  Am)  French  Pobts. — The  tonnage 
of  the  following  ports  during  the  year 
1879  was  given  in  a  paper  read  bdPore 
this  society  by  M.  Hersent :  Of  Antwerp 
it  was  5,614,243  tons ;  Dunkerque,  726,- 
401 ;  Le  Havre,  1,888,099 ;  Rouen,  582,- 
951;  Bordeaux,  871,930;  Marseilles, 
2,591,052;  Genes,  2,068,973.  He  also 
called  special  attention  to  the  value  of 
the  docks  projected  under  M.  Freycinet 
at  the  port  of  Dunkerque.  M.  A.  Pyotte- 
Beyaert,  of  that  port,  worked  hard  many 
years  in  the  endeavor  to  get  the  neces- 
sary dock  and  harbor  improvements  car- 
ried out  to  give  back  to  Dunkerque  the 
important  position  it  once  held  among 
the  ports  of  Franca  As  long  ago  as 
1868  he  caused  fully  matured  pans  and 
estimates  to  be  lithographed  and  largely 
circulated  in  the  endeavor  to  improve 
the  port 
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ON  SOME   ELECTRO-MAGNETIC  ROTATIONS    OF  BAR   MAG- 
NETS AND  CONDUCTING  WIRES  ON  THEIR  AXES. 

%     By  G.  GOBE,  F.R.S. 
Proceedings  of  the  Boyal  Society. 


In  all  the  published  forms  of  Ampere's 
•experiment  of  the  electro-magnetic  ro- 
tation of  a  vertical  bar  magnet  or  con- 
ducting wire  npon  its  axis  by  Ampere, 
Paraday,  Sturgeon,  and  others,  the  mag- 
net or  wire  has  eilJier  been  immersed  a 
large  portion  of  its  depth  in  mercury,  or 
its  middle  part  has  been  connected  by  a 
wire  with  a  surrounding  ft-pnTilar  channel 
filled  with  mercury,  and  the  electric  cur- 
rent passed  into  or  out  of  the  magnet  or 
wire  by  means  of  that  liquid,  and  the 
mercury  has  formed  an  essential  part  of 
the  arrangement. 

In  different  treatises  on  electro-mag- 
netism, either  no  explanation  or  different 
ones  are  given  of  the  cause  of  the  rota- 
tion of  the  magnet  or  wire.  The  most 
ustftd  cause  assigned  is  the  action  of  the 
portion  of  current  in  the  mercury  and 
the  fixed  conductor  immersed  in  it  upon 
the  current  in  the  rotating  wire  or  mag- 
net ;  and  the  correctness  of  this  expla- 
nation is  proved  by  the  simultaneous 
movement  of  the  mercury  in  the  opposite 
direction. 

De  la  Rive,  in  his  Treatise  on  Electri- 
city (English  edition,  1853,  vol.  i,  page 
iJ59)  very  correctly  remarks :  **  It  must 
not  be  supposed  that  the  phenomenon  of 
rotation  is  due,  as  has  been  erroneously 
stated,  to  the  action  upon  the  magnet  of 
the  portions  of  the  current  that  traverse 
it,  or  that  traverse  the  conducting  wires 
attached  to  the  magnet  and  move  with 
it.  In  fact,  how  could  a  solid  system 
be  set  in  motion  by  a  force  emanating 
from  a  portion  of  the  very  system  itself, 
and  connected  with  it  in  an  indissoluble 
manner?  The  action  can  only  arise  from 
a  part  of  the  current  which  is  independ- 
ent of  the  system  that  moves.  This 
part  is  the  portion  of  the  circuit  which  is 
not  connected' with  the  magnet  that  is 
set  in  rotation,  and  which  consequently 
is  situated  independent  of  the  system  in 
motion.  This  kind  of  action  has  been 
calculated  by  M.  Ampere  in  a  perfectly 
rigorous  manner." 


Although  the  action  of  the  portion  of 
the  current  in  the  mercury  and  the  fixed 
conductor  in  contact  with  it  upon  the 
movable  current  in  the  rotating  wire  or 
magnet  is  a  cause  of  the  movement, there 
are  other  circumstances  which  co-operate 
to  produce  the  rotation,  and  which  are 
themselves  capable,  without  assistance, 
of  producing  it  Wiedemann  and  my- 
self have  shown  that  an  electric  current 
passing  from  one  end  to  the  other  of ^  a 
magnetized  iron  rod  or  wire  having  dis- 
similar poles  at  its  two  extremities  pro- 
duces torsion  of  the  wire  (the  two  ends 
of  the  wire  moving  of  course  in  opi)08ite 
directions),  and  that  reversing  the  direc- 
tion either  of  the  current  or  of  the  mag- 
netic polarity,  reverses  the  direction  of 
the  twist.  In  all  published  cases  of  ro- 
tation of  bar  magnets  on  their  axis  by 
the  influence  of  electric  currents,  the 
two  ends  of  the  magnet  have  had  dis- 
similar poles.  By  meditating  upon  cer- 
tain facts  connected  with  this  subject,  I 
concluded  that,  by  passing  a  current 
from  one  end  to  the  other  of  a  magnet- 
ized rod  or  wire  having  similar  poles  at 
its  two  ends,  the  magnet  would  probably 
rotate ;  and  experiment  has  demonstrated 
that  conclusion. 

Upon  a  thin  wooden  tube  15  centims. 
long  and  7  millims.  bore  I  wound  a  cot- 
ton-covered copper  wire  1.7  miUim.  di- 
ameter from  one  end  of  the  tube  to  the 
middle,  then  reversed  the  direction  of 
winding  and  continued  to  the  other  end 
and  back  to  the  middle,  again  reversed 
and  coiled  to  the  first  end  of  the  tube ; 
by  which  arrangement  the  passage  of  a 
current  through  the  coils  produced  two 
similar  poles  at  the  ends  of  the  tube,  and 
two  others  of  the  opposite  kind  at  the 
middle. 

The  tube  being  now  fixed  in  a  vertical 
position,  a  straight  iron  wire  15  centims. 
long  and  1.8  nullim.  diameter,  pointed 
at  its  lower  end  and  surmounted  by  a 
brass  mercury  cup  5  millims.  diameter, 
containing  a  drop  of  mercury,  was  sup- 
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ported  entirely  within  the  tube  and  free 
to  rotate,  by  a  similar  cup  (surmonnting 
a  fixed  vertical  brass  rod)  at  the  lower 
end  of  the  tube,  the  npper  end  of  the 
axial  wire  being  kept  in  position  by  a 
vertical  brass  rod  fixed  above  the  coil, 
and  terminated  at  its  lower  end  by  a 
sharp  point  of  platinum  in  the  mercury 
cup. 

A  current  from  6  one-pint  Grove's  ele- 
ments arranged  as  3  bemg  now  passed 
through  the  coil,  brass  rods,  and  axial 
wire,  the  latter  rotated  rapidly. 

With  a  downward  current  through  the 
axial  wire,  and  north  poles  *  at  the  ends 
of  the  tube,  the  upper  end  of  the  wire 
rotated  in  the  same  direction  as  the 
hands  of  a  watch.  Beversing  the  direc- 
tion of  the  current  either  in  the  coil  or 
iron  rod,  reversed  of  course  the  direction 
of  motion.  The  rotation  in  this  case 
was  not  due  to  obliquity  of  coil-current, 
because  that  was  neutralized  by  the  sec- 
ond layer  of  coils ;  nor  to  portions  of 
transverse  currents  procee^g  to  or 
from  the  brass  rods,  because  each  of 
those  portions  was  10  centims.  distant 
from  the  ends  of  the  axial  wire  ;  nor  was 
it  due  to  the  portions  of  current  entering 
or  leaving  the  coil,  because  they  entered 
and  left  at  the  same  part  and  in  parallel 
directions,  and  thus  neutralized  each 
other's  effect.  A  copper  wire  substituted 
for  the  iron  one  would  not  rotate,  proba- 
bly because  copper  is  so  little  capable 
of  acquiring  longitudinal  magnetism. 

To  ascertain  if  the  rotation  was  merely 
due  to  an  action  of  the  current  in  the 
coil  upon  either  the  axial  current  or  lon- 
gitudinal magnetism  of  the  iron,  or 
whether  the  coil  current  simply  per- 
formed the  function  of  longitudinally 
magnetizing  the  axial  wire,  I  took  an 
iron  wire  23  centims.  long  and  2.7  mil- 
lims.  diameter,  sharp  pointed  at  its  lower 
end,  soldered  to  its  upper  end  a  double 
wire  of  cotton-covered  copper,  each  wire 
being  1.7  millim.  diameter,  coiled  the 
double  wire  upon  the  axial  rod  in  two 
layers  (so  as  to  enable  two  similar  poles 
to  be  formed  at  the  extremities  of  the 
axis),  and  terminated  the  copper  wires 
by  a  Uttle  brass  mercury  cup  just  above 
the  top  end  of  the  vertical  iron  axis.  By 
supporting  this  apparatus  as  the  axial 

*  By  a  North  pole  I  mean  that  which  points  to  the 
South,  and  by  a  South  one  that  which  seeks  the 
North. 


wire  in  the  previous  experiment,  and 
passing  the  current,  rotation  occurred, 
showing  that  the  chief  use  at  least  of  the 
coil  current  was  \o  impart  longitudinal 
magnetism  to  the  axial  wire,  and  that 
the  rotation  was  not  simply  due  to  any 
reaction  between  the  coil  and  that  wire. 
Beversing  the  direction  of  the  current 
did  not  reverse  the  direction  of  rotation. 
In  another  experiment  similar  to  this,  I 
formed  about  12  centims.  in  length  of 
the  middle  part  of  the  axial  wire  of  cop- 
per instead  of  iron,  and  obtained  simi- 
lar rotation;  but  as  copper  is  only 
slightiy  capable  of  acquiring  longitudi- 
nal magnetism  from  a  coil  current  sur- 
rounding it,  a  precisely  similar  appara- 
tus having  an  axial  wire  composed  en- 
tirely of  that  metal  wotdd  not  rotate. 

These  experiments  and  the  following* 
ones  produce  a  striking  effect  in  a  lec- 
ture, because  the  rotation  appears  to  be 
produced  without  reaction  of  the  moving 
part  of  the  apparatus  upon  any  external 
or  fixed  body. 

To  determine  whether  the  longitudi* 
nal  element  of  the  coil  current  obtained 
by  obliquity  of  winding  of  the  wire 
might  be  substituted  for  the  longitudi- 
nal current  through  the  magnet,  I  took 
an  iron  wire  13  centims.  long  and  1.7 
millim.  diameter,  sharp-pointed  at  its 
lower  end,  soldered  near  to  that  end  one 
extremity  of  a  cotton  covered  copper 
wire  1.7  millim.  in  diameter,  coiled  the 
latter  in  one  direction  to  the  middle  part 
of  the  iron  wire,  then  reversed  the  direc- 
tion of  winding  and  coiled  to  the  other 
end  of  the  iron,  and  terminated  the  coil 
by  a  littie  brass  cup  just  above  the  upper 
end  of  the  iron  wire  as  before.  By  sup- 
porting this  apparatus  as  in  the  previous 
experiments,  and  passing  the  current, 
rapid  rotation  took  place,  proving  that  a 
longitudinal  current  in  ihe  iron  itself 
was  not  necessary. 

To  ascertain  whether  the  longitudinal 
element  of  the  current  was  essential  to 
the  motion,  I  constructed  a  similar  ap- 
paratus to  the  last,  but  instead  of  attach- 
ing the  upper  end  of  the  coil  wire  direct 
to  the  brass  cup,  I  continued  the  copper 
wire  vertically  downwards  to  the  bottom 
of  the  coil,  to  neutralize  the  effect  of 
i  obliquity  of  winding ;  then  carried  it 
outwards  and  upwards  in  the  form  of  a 
large  rectangle  5  centims.  distant  from 
the  coil  and  on  to  the  mercury  cup.     On 
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passing  the  current  rotation  occurred 
freely,  showing  that  the  longitudinal 
current  was  not  essential  to  the  motion. 
This  experiment,  and  that  described  in 
paragraph  4,  appears  to  prove  that  the 
rotation  is  not  an  effect  of  any  obliquity 
or  spiral  arrangement  of  the  axis'  of  the 
magnetized  iron  molecules  with  regard 
to  the  axis  of  the  wire,  produced  by  the 
-combined  action  of  the  transverse  and 
longitudinal  elements  of  the  current  in 
the  coil,  because  the  latter  element  was 
neutralized,  but  that  it  is  an  effect  of  the 
tangential  poleless  macfnetism  in  the 
fixed  wires  above  and  below  upon  the 
longitudinal  magnetism  of  the  movable 
iron  axis  and  its  coil, 

As  an  electric  solenoid,  however,  pos- 
sesses in  some  degree  many  of  the  prop- 
erties of  a  magnet,  its  longitudinal  mag- 
netism, though  feeble,  must  have  opera- 
ted in  some  of  the  previous  experi- 
ments; and  I  therefore  now  tried  to 
obtain  rotation  of  one  by  the  action  of 
vertical  currents.  Upon  a  very  thin 
wooden  tube  15  centims.  long  and  12 
millims.  external  diameter,  I  coiled  a 
fiingle  stout  cotton-covered  copper  wire 
from  one  end  to  the  other,  reversing  the 
direction  of  winding  at  the  middle  of  the 
tube,  and  surmounting  the  upper  end  of 
the  wire  by  a  small  brass  cup  containing 
mercury.  The  lower  end  of  the  wire 
was  slmrply  pointed,  and  the  coil  was 
supported  as  in  the  previous  experiment. 
Sy  passing  the  current  from  6  one-pint 
Grove's  elements  arranged  as  3,  faint 
signs  of  rotation  were  observed. 

In  each  of  these  cases  of  rotation  an 
upward  vertical  current  entering  a  lower 
south  pole  or  leaving  an  upper  one 
caused  the  upper  end  of  the  rod  to  rotate 
in  the  direction  of  the  hands  of  a  watch, 
and  a  downward  current  entering  or  leav- 
ing a  north  pole  also  produced  that 
direction  of  motion,  and  reversing  the 
poles  in  either  case  reversed  the  effect. 
In  each  of  these  instances  of  rotation, 
without  the  aid  of  a  current  near  the 
middle  of  the  magnet,  the  coil  being  so 
constructed  that  the  current  in  it  could 
not  be  reversed  without  reversing  that  in 
the  fixed  conductors  near  it,  reversing 
the  direction  of  the  current  did  not  re- 
verse that  of  the  rotation,  because  the 
two  acting  influences  were  reversed  to- 


right-handed  or  left-handed  (  ^^^)*,  ac- 
cording to  the  direction  in  which  its  coils 
were  wound.  It  follows  from  this  that 
a  current,  the  direction  of  which  is  al- 
ternately reversed,  will  drive  the  appa- 
ratus quite  as  well  as  one  in  one  uniform 
direction. 

As  the  rotation  was  apparentiy  due  to 
the  influence  of  the  tangential  poleless 
magnetism  of  the  portions  of  vertical 
current  in  the  fixed  conductors  upon  the 
longitudinal  magnetism  of  the  vertical 
iron  axis  and  its  coils,  I  now  endeavored 
to  increase  the  effect    For  this  purpose 
I  substituted  for  the  upper  brass  rod  a 
fixed  coil  consisting  of  one  layer  of  cop- 
per wire  upon  an  iron  wire  axis,  but  hav- 
ing dissimilar  poles  at  its  endB  and  no 
poles  at  its  middle  part,  and  placed  be- 
tween it  and  the  lower  brass  rod  a  simi- 
lar right-handed  one  to  that  described 
in  paragraph  6  and  free  to  rotate.    The 
opposed  poles  of  the  fixed  and  movable 
coUs  were  of  opposite  kinds,  ».  e,  north 
and  south.    On  passing  a  current  from 
a  Noe's  thermopile  of  96  elements  f  con- 
nected as  24,  rapid  rotation  in  a  right- 
handed  direction  occurred.    I  now  sub- 
stituted for  the  lower  brass  rod  another 
fixed  coil,  similar  to  the  upper  one,  but 
of  an  opposite  direction  of  polarity,  and 
passed  the   current  again;    still  more 
rapid  rotation  in  the  same  direction  took 
place,  and  the  effect  was  very  striking. 
In  this  latter  instance  two  south  poles 
free  to  move  were  opposed  to  two  fixed 
north  poles,  and  in  each  instance  the  cur- 
rent was  passed  upwards.  In  the  second 
exp^Hment  also  the  longitudinal  mag- 
netic influence  of  each  opposed  iron  axis 
and  coil  acted  upon  the  tangential  mag- 
netism of  the  longitudinal  element  of 
the  end  of  the  copper  coil  current  op- 
posed to  it,  and  thus  both  the  longitudi- 
nal and  the   tangential    magnetism  of 
each  of  the  four  opposed  ends  co-opera- 
ted to  produce  a  most  effective  residt. 

With  a  thicker  axial  wire  in  the  moving 
coil  the  rotation  was  not  so  rapid ;  and 
with  an  axial  wire  of  the  usual  thickness, 
but  a  double  layer  of  copper  wire  coils, 
and  the  current  passing  through  the 
axial  wire,  the  rapidity  of  rotation  was 
not  much  altered,  probably  because  the 

*  By  a  ''right-handed  "  coll,  I  mean  one  the  upper 
end  of  which  rotates  in  the  same  direction  as  the 


fifether;   and  therefore  each  apparatus  haads  of  a  watch 

5  J  -4.   ^v«-.   Ai^^.^^^  ^f  «^i.«4^  Jtr  ^,-*i.^«      1 1  have  found  this  apparatus  very  convenient  for 

had  its  own  direction  of  rotation,  either  I  guoh  experiments. 
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increased  weight  and  friction  counter- 
acted the  effect  of  the  increased  magnet- 
ism. By  substituting  for  the  right- 
handed  moyable  coil  with  soufch  poles  at 
its  extremities,  in  these  experiments,  a 
left-handed  one  with  north  poles  at  its 
ends  opposed  to  north  poles  of  the  fixed 
ones,  and  passing  the  current,  no  rota- 
tion occurred:  in  this  case  the  longi- 
tudinal element  of  the  current  in  the 
movable  coil,  acting  upon  the  longitudi- 
nal magnetism  of  the  fixed  iron  axis  and 
its  coil,  tended  to  produce  rotation  in 
one  direction,  and  the  longitudinal  mag- 
netism of  the  movable  axis  and  its  coil, 
acting  upon  the  longitudinal  element  of 
the  current  in  the  &xed  coil,  tended  to 
produce  rotation  in  the  opposite  direction. 

I  now  substituted  for  the  movable 
coil  a  vertical  wire  of  iron  13  centims. 
long  and  1.7  millim.  diameter,  sur- 
mounted by  a  small  brass  mercury  cup, 
passed  the  current  from  the  thermopile, 
and  obtained  rotation,  but  less  rapid 
than  before,  probably  because  of  the  less 
degree  of  longitudinal  magnetism;  but 
by  enclosing  Uiis  wire  in  the  axis  of  a 
fixed  coil  which  produced  appropriate 
and  similar  coils  at  its  two  ends,  as  in 
paragraph  4,  and  repeating  the  experi- 
ment, very  great  velocity  of  rotation  was 
obtained.  Rotation  of  a  somewhat 
thicker  wire  of  nickel  was  also  obtained, 
both  with  and  without  the  aid  of  the 
current  in  the  middle  fixed  coil.  I  also 
tried,  without  the  aid  of  the  middle  fixed 
coil  and  with  it,  a  copper  wire  of  similar 
dimensions, to  the  iron  one,  and  obtained 
rotation  freely ;  in  this  case  the  motion 
was  probably  nearly  wholly  due  to  the 
action  of  the  longitudinal  magnetism  of 
the  adjacent  ends  of  the  fixed  axial  wires, 
and  their  coils  upon  the  tangential  mag- 
netism produced  in  the  movable  copper 
wire  by  the  axial  current.  Each  of  these 
rotations  agreed  in  direction  with  those 
of  the  movable  coil. 

I  also  obtained  rotation  of  the  iron 
wire  whilst  the  wire  was  in  a  horizontal 
position,  its  ends  resting  in  hollows  in 
the  ends  of  the  iron  axis  of  the  two 
fixed  coils,  and  the  ends  of  those  axis 
and  of  the  movable  wire  lying  upon  the 
surface  of  pools  of  mercury  in  small 
watch  glasses.  The  movable  iron  wire 
was  enclosed  in  the  axis  of  a  thin  iron 
tube  within  a  fixed  coil,  having  appro- 
priate and  similar  poles  at  its  ends.  The 


current  from  the  thermopile  produced 
very  rapid  rotation.  This  result  proves 
that  the  rotations  are  not  due  to  terres- 
trial magnetic  influence. 

As  the  directions  of  magnetic  polarity, 
electric  current,  and  rotation  agree  with 
those  in  the  different  forms  of  Ampere's 
experiment,  and  as  in  most,  if  not  aU,  of 
the  previously  known  cases  of  rotation 
of  a  bar  magnet  or  conducting  wire  on 
its  axis  an  electric  current  passes  through 
the  end  of  the  bar  or  wire,  it  is  evident 
that  those  rotations  were  due,  not  only 
to  the  portions  of  current  in  the  mer- 
cuiT  and  fixed  conductors  connected 
witn  it  near  the  middle  of  the  magnet  or 
wire,  but  also  to  the  influence  of  &e  cur- 
rents in  the  fixed  conductors  near  the 
ends  of  tlie  magnet  or  wire. 

[Note. — ^It  having  been  suggested  by 
Professors  Maxwell  and  Stokes  that  the 
rotation  in  the  foregoing  experiments 
was  due  to  the  influence  of  t^e  portions 
of  current  in  the  cups  of  mercury,  or  in 
the  fixed  conductors  near  the  ends  of  the 
movable  wi^e  or  magnet  upon  the  mova- 
ble magnet,  I  dinmiished  the  internal 
diameter,  both  of  the  upper  and  lower 
cups,  from  4  miUims.  to  1.75  millim.,  and 
arranged  the  foUowing  apparatus  and 
eiq)eriment. 

The  fixed  upper  wire  was  of  brass,  2.5 
millims.  diameter  and  60  millims.  long ;. 
it  had  no  coil  upon  it,  and  was  used  as  a 
conductor  only ;  its  lower  end  terminated 
in  a  fine  point  of  a  steel  needle  project- 
ing 6  millims.  The  lower  fixed  wire 
(also  used  as  a  conductor  only)  was  of 
platinum,  to  resist  the  action  of  the  mer- 
cury ;  it  was  2.3  millims.  diameter  and 
75  millims.  long,  with  a  cavity  in  its  up- 
per end  3.5  mnUms.  deep  and  1.75  mil- 
lim. diameter,  and  contaming  a  thin  plate 
of  ruby  in  its  lower  part,  with  a  minute 
hole  in  the  center  for  the  needle  point 
to  rotate  in.  The  movable  wire  was  2.5 
millims.  diameter  and  125  millims.  long^ 
its  upper  half  being  composed  of  soft 
iron  and  its  lower  half  of  brass ;  its  lower 
end  terminated  in  a  needle  point  like 
that  of  the  upper  fixed  wire,  and  its 
upper  end  had  a  cavity  and  p>erf orated 
ruby  plate  like  that  in  the  lower  fixed 
wire.  A  voltaic  coil  60  millims.  long  and 
7  millims.  internal  diameter,  composed 
of  four  layers  of  cotton  covered  with 
stout  copper  wire,  was  used  to  magnetize 
the  iron  half  of  the  movable  wire,  and 
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fixed  by  means  of  a  separate  support  in 
a  proper  vertical  position  beforehand,  so 
as  to  enclose  in  its  axis  the  iron  wire 
portion  only.  The  little  cups  were  also 
each  half  filled  with  a  minute  globule  of 
mercury  before  putting  the  movable  wire 
into  its  place. 

After  adjusting  the  wire  so  as  to  make 
rotation  easy,  a  current  from  6  Grove's 
elements  of  one-pint  capacity  arranged 
as  a  series  of  6,  also  as  a  double  series  of 


3,  was  passed  through  the  coil  and  verti- 
cal wires,  and  the  direction  of  the  por- 
tion of  the  current  in  the  coil  alone,  also 
in  the  vertical  wires  alone,  was  varied ; 
but  notwithstanding  that  plenty  of  cur- 
rent passed,  no  signs  of  rotation  cotdd 
be  detected.  These  results,  therefore^ 
strongly  support  the  opinion  that  the 
rotation  in  the  experiments  was  due  to 
the  action  of  the  portions  of  the  current 
in  the  cups  of  mercury.] 


ON  THE  ACTION  OF  COKE  SLAG  ON  FIREPROOF 

MATERIALS. 

By   Dr.  B.    KOSMANN. 
From  **  Abstracts  "  of  the  Institution  of  CItU  Englneen. 


Thbse  exj^riments  were  undertaken 
with  the  object  of  ascertaining  what  re- 
lation exists  between  the  composition  of 
the  fused  slag  resulting  from  the  com- 
bustion of  coke  at  a  high  temperature 
and  the  deterioration  of  the  fire  bricks 
subjected  to  the  action  of  such  slag. 
At  the  same  time  and  for  the  purpose  of 
oomparison,  analyses  were  made  of  the 
ash  produced  by  the  same  coke  when 
bnmed  at  a  lower  temperature.  It  has 
been  usual,  in  investigating  the  action  of 
the  slag  produced  by  fuel  upon  fire-proof 
materials,  to  analyze  the  ash  of  the  fuel 
before  it  has  undergone  fusion.  That 
such  a  practice  must,  in  many  cases,  lead 
to  erroneous  conclusions  may  be  seen 
from  the  examples  given  below.  The 
experiments  were  conducted  in  regener- 
ator furnaces  for  heating  gas  retorts. 
In  these  furnaces  the  fire  bricks,  espec- 
ially in  the  neighborhood  of  the  slits 
through  which  air  is  admitted,  are  very 
rapidly  corroded,  unless  their  composi- 
tion is  adapted  to  the  acid  or  basic 
nature  of  the  slag  with  which  they  are 
brought  into  contact. 

The  first  series  of  experiments  was 
made  with  a  regenerator  furnace  on 
MiiUer  and  Eichelbrenner's  system. 
The  coke  used  was  from  the  Gelsenkirch 
district,  and  contained  11.92  per  cent,  of 
ash.  When  produced  at  a  temperature 
which  did  not  suffice  to  fuse  it,  the  com- 
position of  this  ash  was  that  given  under 
A    B  is  the  ash  of  the  same  coke  fused 


at  the  temperature  prevailing  in  the  fur- 
nace: 


Silica 

Alumina 

Ferric  oxide... 
Ferrous  "  ... 
MangaDic  "  ... 
Maoganous  ''    ... 

Lime 

iiesia 

la 

Potash 

Sulphuric  acid 

Phosphoric  "  .... 

Metallic  iroD 

Ferrous  sulphide. . 


A. 

B. 

47.91 

62.96 

80.17 

25.28 

12.16 

— 

— 

8.12 

0.88 





0.28 

1.41 

0.46 

1.22 

0.92 

2.60 

2.82 

8.84 

8.51 

0.82 

— 

— 

0.55 

.. 

0.09 

— 

0.04 

100.01 


99.97 


The  fused  slag  formed  a  dark  glass  of 
the  specific  gravity  2.52,  and  enclosing 
globules  of  metallic  iron.  At  the  higher 
temperature,  therefore,  both  iron  and 
manganese  had  been  reduced  to  lower 
stages  of  oxidation,  part  of  the  former 
even  to  the  metallic  state.  The  sul- 
phates of  lime  and  magnesia  had  been 
either  volatalized  or  removed  by  mechan- 
ical means,  and  the  potash  sud  soda  re- 
mained in  the  slag.  Although  the  ash 
is  of  a  decidedly  basic  character  before 
fusion,  yet  the  slag  produced  from  it  is 
acid.  In  this  case  the  use  of  fire  bricks 
with  an  excess  of  acid  constituents  was 
indicated.  Those  used  contained  89  per 
cent,  of  silica,  and  resisted  the  action  of 
the  fused  slag  remarkably  well. 
In  the  second  series  of  experiments 


Digitized  by 


Google 


384 


VAN  nostband's  engineebestg  magazine. 


the  regenerator  furnace  was  constructed 
on  LiegeVs  system.  The  coke  was  made 
from  a  mixture  of  f  Nettlesworth  and  ^ 
Leverson  coaL  The  proportion  of  ash 
in  the  coke  was  9.24  per  cent. ;  its 
analysis  is  giyen  in  the  following  table 
under  A.  Alter  the  furnace  had  been 
working  for  three  days  the  sample  B 
was  taken.  It  was  but  partially  fused, 
the  action  of  the  furnace  being  imper- 
fect, owing  to  the  air  slit  being  too  large. 
When  this  had  been  reduced  in  size  Sie 
slag  was  easily  fused,  and  had  the  com- 
position C : 


SiUca 48.84 

Titanic  acid.. . .  0.86 

Alumina 21.16 

Ferric       oxide  11.84 

Ferrous         "  — 

'Manganic     "  0.61 

ManganouB  **  — 

lime 10.58 

Magnesia 0.41 

8o& 0.86 

Potash 1.88 

Sulphuric  acid.  7.17 

Phosphoric  "  .  0.61 

Sulphur — 

MetaUic  iron. . .  — 


I  51.80  [ 

29.27 
11.24 

126 

6.85 
1.12 
0.88 
0.70 


84.55 

8.40 

41.26 

0^8 

0.25 
15.14 
0.57 
0.06 
0.67 


0.10 
8.75 


99.27      102.57       100.27 

The  apparent  excess  in  B  is  due  to  the 
oxygen  of  the  iron  and  manganese  com- 
pounds, part  of  which  were  present  in 
the  lower  stage  of  oxidation.  The 
presence  of  titanic  acid  is  remarkable  in 
these  uialyses.  The  changes  which  took 
place  during  the  first  stage  of  fusion  (B) 
were  not  important.  In  the  second 
stage  (C),  when  completely  fused,  the 
slag  became  more  basic  in  its  character 
than  the  ash  from  which  it  was  derived. 
There  was  a  considerable  reduction  of 
metallic  iron,  which  was  found  in  numer- 
ous globules  interspersed  throughout  the 
dark,  vitreous  mass.  In  this  case  also 
the  stdphates  had  been  volatilized.  The 
iron  globules  were  very  impure,  contain- 
ing only  36  ^er  cent,  of  metallic  iron. 

After  the  furnace  had  been  in  work 
some  months  the  draught  became  defect- 
ive, and,  on  the  flues  being  opened, 
they  were  found  lined  with  a  f  inch  coat- 
ing of  a  light,  porous  substance,  which 
was  found  on  analysis  to  contain  72  per 
cent,  of  silica  and  a  large  proportion  of 
sulphates.  It  probably  owed  its  origin 
to  the  decomposition  of  the  slag  by 
steam,  assisted  by  the  action  of  the  sul- 


phates present.  This  furnace  was  lined 
with  fire  bricks  containing  as  high  a  pro- 
portion of  alumina  as  possible ;  they  re- 
sisted the  action  of  the  basic  slag  so 
well  that  their  wear  was  almost  imper- 
ceptibla 

The  coal  used  in  the  third  series  of 
experiments  was  from  Upper  Silesia,  and 
contained  3.54  per  cent,  of  ash^  of  the 
composition  given  below  under  A : 


Silica. 

AhiTnlfiA , , 

Ferric  oxide.. 
Ferrous  '*  .. 
Manganous    "  .. 

Lime 

Magnesia 

Qo& 

PotMh 

Loss  as  gas. 


61.18 

61.82 

26.07 

28.79 

7.82 

— 

i.. 

7.41 

— 

0.78 

1.82 

8.60 

1.18 

1.50 

0.88 

0.80 

1.79 

1.85 

0.47 

— 

99.66 

100.55 

The  regenerator  was  lined  with  the  beet 
Gamkirk  fire  bricks;  but,  as  will  be  seen 
from  the  analysis  B,  the  slag  was  of  so 
acid  a  nature  that  these  bricks  were 
speedily  corroded,  and  in  a  short  time 
completely  destroyed.  Other  bricks, 
containing  89  per  cent  of  silica,  were 
therefore  substituted,  and  left  nothing 
to  be  desired  with  regard  to  durability. 
—Journal  fur  Ckubeleuchtung. 


In  the  early  future  india-rubber  ought 
not  to  be  an  expensive  article.  Accord- 
ing to  information  concerning  the  plant 
which  produces  Ceara  rubber,  contained 
in  the  report  on  india-rubber  by  Dr. 
H.  Trimen,  of  Ceylon,  the  plant  is  very 
hardy,  and  will  grow  in  a  dry,  rough 
soil,  and  a  moderately  dry,  hot  atmos- 
phere, while  the  Para  and  West  India 
rubber  plants  require  a  rich  alluvial  soil, 
and  a  constantiy  hot-moist  atmosphere. 
Ceara-rubber  plants  have  been  found  to 
succeed  in  Ceylon,  Calcutta,  and  Madras, 
but  the  climate  of  Singapore  is  too  wet 
for  them.  It  is  suggested,  says  the 
Journal  of  the  Society  of  Arts,  that 
plantations  should  be  formed  on  ex- 
hausted coffee  land.  The  tree  grows  to 
about  thirty  feet  or  more  in  height,  and 
forms  a  dense  rounded  crown.  It  at- 
tains a  diameter  of  four  inches  or  five 
inches  in  about  two  years,  when  it  may 
be  tapped. 
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ON  THE  DISCHARGE  OF  WATER   THROUGH  SLUICES 
AND  SIMILAR  ORIFICES. 

By  K.  R.  BORNBMANN. 
Foreign    Abstracts  of  Institution  of  CiYll  Bngineers. 


The  first  part  of  the  paper  treats  of 
the  flow  of  water  through  submerged 
sluiceSy  and  the  author  gives  the  results 
of  an  extensive  series  of  observations 
made  by  himself  with  a  view  of  determ- 
ining the  coefficients  of  discharge  for 
such  cases.  The  experimental  sluices 
were  made  by  placing  a  flat  board  across 
a  parallel  trough,  the  board  resting 
against  a  strip  on  each  side,  the  bottom 
of  the  opening  being  formed  by  and 
flush  with  the  bottom  of  the  trough. 
The  height  of  the  opening  was  varied 
by  raising  or  lowering  the  sluice  board, 
and  three  different  widths  of  troughs 
and  sluices  were  used.  In  experiments 
1  to  16  the  trough  was  1.135  meter  wide 
(44.7  inches),  and  the  clear  opening  1.006 
meter  (39.6  inches)  wide;  in  experi- 
ments 17  to  44  the  trough  was  0.544 
meter  (21.42  inches),  and  the  opening 
0.520  meter  (20.47  inches)  wide;  and  in 
the  final  series  45  to  63  the  trough 
measured  0.802  meter  (31.75  inches) 
wide,  and  the  opening  0.774  meter  (30.47 
inches)  wida 

In  the  above  experiments  weir  boards 
were  inserted  in  the  trough  about  11 
feet  4  inches  below  the  sluice,  so  as  to 
pond  up  the  tail  water  sufficiently  to 
submerge  the  issuing  stream. 

Let  Q=  quantity  of  water  discharged 

in  cubic  meters  per  second. 
a  =height  of  opening. 
d  =:br«adth  of  opening. 
A,=height  of  surface  of  head 

water  above  top  edge  of 

opening. 
A,=height  of  surface  of  tail 

water  above  top  edge  of 

opening. 
k  =head  due  to  velocity  of 

approach  of  head  water, 
/i  =coefficient  of  discharge. 

Then  /i  = ,       ^ 

g  being  the  acceleration  due  to  gravity. 
Vox.  XXIV.— No.  5—26. 


The  effective  head  (A,— A,+A;)  varied 
from  21  millimeters  to  231  millimeters 
(0.83  to  9.09  inches). 

The  author  endeavors  to  find  an 
empirical  formula  from  which  [x  can  be 
calculated  so  as  to  agree  with  the  ex- 
periments. He  tried  successively  eleven 
different  formula,  and  determines  the 
coefficients  in  each  case  from  the  experi- 
ments by  the  method  of  least  squares. 
The  two  formulse  which  give  the  most 
satisfactory  results  for  submerged  dis- 
charge are 


,       a 


ix=a^^ 


:+r 


4/A.+I       (a.+-|-)a/* 

With  the  experimental  sluices  he  finds  as 
the  most  probable  values  of  the  coeffi- 
cients for  the  whole  sixty-three  observa- 
tions : 

For  the  first  formula 
a=0.54138;  /?=0.14965 

For  the  second  formula 
a=0.43479;  /?=0.25666;  ^=0.031212. 

The  author  also  gives  some  experi- 
ments on  submerged  discharge  commu- 
nicated to  him  long  ago  by  Weisbach.  In 
these  the  trough  was  0.363  meter  (14.29 
inches)  wide,  and  the  opening  the  same, 
there  being  no  side  strips.  The  bottom 
edge  of  the  sluice  was  also  beveled  off 
on  the  tail  water  side.  The  conditions 
of  experiments  vary  too  much,  and  their 
number  is  too  few  to  deduce  reliable 
f ormulse  from  them. 

This  part  of  the  paper  also  contains  a 
critical  examination  of  some  formulsB 
proposed  by  Linnenbriigge^  and  pub- 
lished in  1879  in  the  Civilingenieur. 
These  formulae  the  author  considers  un- 
satisfactory. 

The  second  section  of  the  paper  deals 
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in  similar  maimer  with  the  best  extant 
observations  on  free  discharge  from 
slnioes;  the  data  used  being  the  exneri- 
ments  by  Weisbaoh^  by  Boileao,  and  by 
Lesbros. 

The  empirical  formnlse  for  the  coeffi- 
cient of  discharge  are  as  follows:  the 
head  to  the  center  of  the  opening  being 
A,  and  the  dear  height  and  widta  a  and 
b  as  before,  all  in  meters. 

For  sluices  bnilt  across  a  trough  0.9 
meter  (85.4  inches)  wide,  the  opening 
reaching  the  whole  width,  and  the  bot- 
tom being  flush,  along  the  top  of  open- 
ing only,  for  heads  to  0.580  meter  (22.8 
inches) 

/i=0.6805--.  0.018984/^  +  0.00144(-^) . 

For  sluices  0.364  meter  (14.38  inches) 
wide,  and  of  a  similar  construction,  but 
with  the  lower  edge  of  the  sluice  rounded, 
and  with  low  heads 

/^=0.8624-0.2194|/-|^  +  0.00219 

For  sluices  0.6  meter  (23.62  inches)  wide, 
in  which  the  bottom  and  sides  of  the 
opening  are  distant  from  the  sides  of  the 
trough,  BO  that  contraction  takes  place 
all  round,  for  heads  to  1.800  meter 
(5  feet  11  inches) 

;i=0.5732  +  0.0l355i/-?-  +  0.02109/—. 
'^  ^  ^    h  ^    a 

For  sluices  similar  to  the  last,  but  with 
guide  strips  ail  round  the  opening,  5 
centimeters  (2  inches)  from  the  edge,  for 
heads  to  1.800  meter 

)Li=0.4488  +  0.06293|/^  +  0.6122  ^r^-^- 

The  author  remarks  upon  the  great 
variation  which  the  above  coefficients 
show,  and  considers  that  till  a  much 
greater  number  of  systematic  experi- 
ments have  been  made,  the  use  of  sluices 
for  gauging  water  is  only  permissible  in 
those  cases  in  which  tHe  conditions  and 
dimensions  are  within  the  limits  of  those 
of  the  present  experiments. 

The  third  section  of  the  paper  dis- 
cusses the  experiments  by  Poncelet  and 
Lesbros  on  the  discharge  through  or- 
ifices in  thin  plates.  Retaining  the  nota- 
tion as  in  the  second  section,  the  author 
finds: 


The  rectangular  orifices  0.200  meter 
(7.87  inches)  wide,  and  with  contraction 
all  round;  for  heads  up  to  L800  meter 
(5  feet  11  inches) 

;i=0.5951 +0.01360  i/|+0.0008844(iV 

And  for   similar    orifices    0.020    meter 
(0.787  inch)  wide 

/i=0.6262  +  0.003291f/| 


(4)- 


+0.0002063 


For  openings  0.200  meter  (8  inches) 
wide^  but  witiiout  contraction  along  the 
bottom  edge 

;i=0.5074+0.02126i/x+0.3958ir7-^,. 

For  orifices  0.200  meter  wide,  with  con- 
traction along  the  top  and  bottom,  but 
not  at  the  sides 

;i=0.6550+0.03611f/~0.07884/^^\. 

For  orifices  fitted  with  a  trough-shaped 
mouthpiece  in  front,  and  contraction  at 
the  top  and  sides,  but  not  at  the  bot- 
tom 

)Li=0.6945-0.1364i/^ 


+  0.0056512; 


2(a+ft)* 

For  similar  orifices,  with  contraction  at 
the  top  and  the  bottom,  but  not  at  the 

sides 

)Li=0.6967-0.1033i/^  -0.06244  — ^. 
^  A  a  +  ft 

An  appendix  to  the  paper  examines 
the  formulsB  given  by  Weisbach  and 
Grashoff  for  correcting  coefficients  of 
discharge  for  partial  or  incomplete  con- 
traction ;  the  author  finds  that  these  all 
fail  when  used  beyond  the  limits  of  the 
observations  from  which  they  were  de- 
termined.— Der  Civilingenier, 


An  English  engineer  recently  returned 
home  from  a  visit  to  American  steel 
works,  where  enormous  output  is  secured 
per  converter,  says :  "  They  do  it,  I  do 
not  know  how,  but  the  men  seem  smart- 
er, everything  is  ready,  and  the  men  fol- 
low each  other  up  in  their  duties  with 
rapidity  and  intelligence." 
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AN  INSTRUMENT  FOR  THE  DETERMINATION  OF  LATITDDE. 

By  S.  C.  OHAl!n>LEB,  Jr. 
From  Prooeedings  of  the  Society  of  Arts. 


It  requires  a  great  deal  of  temerity  to 
claim  anything  novel  in  the  determina- 
tion of  tune  and  latitude,  and  even  more 
to  olaim  an  improvement  in  this  respect. 
Nevertheless,  I  believe  that  the  principle 
involved  in  the  instrument  I  have  de- 
vised is  novel,  for,  after  a  careful  investi- 
gation, I  have  not  been  able  to  discover 
any  instance  where  it  has  been  used  in 
the  same  way. 

The  nearest  approach  to  it,  in  previous 
constructions,  is  to  be  found,  I  believe, 
in  the  floating  coUameter  which  Captain 
Oater  invented  in  1805,  for  obtaining  the 
zero  point  of  a  vertical  graduated  circle ; 
but  no  one  seems  to  have  had  the  idea 
of  floating  a  telescope  on  mercury.  Thus 
fas  the  astronomiciJ  transit  instrument 
has  beeil  the  universally  acknowledged 
means  for  the  accurate  determination  of 
time.  Astronomical  transits  vary  in  size, 
from  those  which  are  as  small  as  the 
ordinary  surveyor's  transit  to  those  of 
eight  inches  aperture  and  ten  feet  focal 
length,  and  two  or  three  thousand  pounds 
weight.  These  instruments  are  placed 
in  the  plane  of  the  meridian,  and  it  is  in- 
tended that,  as  the  telescope  turns  in 
the  Ts,  its  axis  shall  remain  always  in 
the  plane  of  the  meridian. 

The  measurement  of  time  means 
merely  the  measurement  of  the  angle 
which  a  point  in  the  celestial  sphere  has 
described.  « 

In  order  to  determine  the  error  of  a 
time-piece,  therefore,  by  means  of  the 
transit  instrument  moving  in  the  plane 
of  the  meridian,  it  is  only  necessary  to 
observe  by  means  of  this  time-piece  the 
time  at  which  a  certain  star  crosses  the 
meridian,  and  then,  knowing  the  time  at 
which  it  should  cross  the  meridian,  we 
have  in  the  difference  the  error  of  the 
clock. 

Certain  difficulties  are  met  with,  on 
account  of  the  inaccuracy  of  the  con- 
struction, and  of  these  the  following  four 
are  the  principal  ones,  viz. ; 

1.  Error  in  pivots.  The  axles  on  which 


the  telescope  turns  cannot  be  made  per- 
fectly circtdar,  and  are  not  of  absolutely 
the  same  size ;  and  this  deviation  from 
the  perfectly  circular  form,  and  from  ab- 
solute equality  in  size,  causes  irregu- 
larity in  the  motion  of  the  telescope. 

2.  Error  in  coUimation.  This  error  is 
due  to  the  telescope  not  being  perpen- 
dicular to  the  axis  on  which  it  turns ; 
and  causes  the  telescope  to  describe  a 
small  circle  of  the  heavens  to  one  side  of 
the  meridian.  The  correction  for  this 
is  determined  by  observing  some  slowly 
moving  star,  and  then,  before  it  has 
crossed  the  field,  reversing  the  telescope 
in  the  Ts  and  observing  again. 

3.  Error  in  level.  The  deviation  of  the 
instrument,  on  account  of  the  axis  on 
which  it  turns  not  being  horizontal,  is 
ascertained  by  means  of  a  level  supported 
on  the  two  pivots,  the  errors  of  the 
level  itself  being  eliminated  by  revers- 
ing it. 

4.  The  error  in  azimuth  has  to  be  de- 
termined by  astronomical  observations. 

We  thus  have  in  the  transit  four  errors 
to  be  allowed  for,  viz. :  error  in  pivots, 
in  level,  in  collimation,  and  in  azimuth. 
In  the  instrument  which  I  have  devised 
three  of  these  errors  are  eliminated,  and 
there  only  remains  one  error,  which  is 
analogous  to  the  error  in  collimation  of 
the  transit. 

This  instrument,  made  by  Mr.  Clacey, 
of  this  city,  consists  of  a  base  of  walnut 
with  approximate  leveling  screws  at  the 
four  comers.  From  the  middle  of  this 
base  rises  a  pillar  of  black  walnut,  firmly 
bolted  to  the  base,  and  surrounded  by 
collars  of  hard  brass.  An  outside  sleeve 
of  hard  brass,  which  tunis  on  these  col- 
lars, supports  the  remainder  of  the  in- 
strument—this sleeve  being  rotated  in 
azimuth  by  a  rack  and  pinion  movement, 
and  provided  at  its  base  with  a  graduated 
setting  circle.  On  top  of  this  sleeve  is 
a  wooden  cross  head  which  supports  a 
wooden  trough  in  the  form  of  a  hollow 
rectangle,  and  in  this  trough  is  placed 
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mercury  to  a  depth  of  one-eighth  of  an 
inch.  The  trough  is  constructed  of  wood 
instead  of  brass,  because  the  mercury 
would  attack  brass.  Whether  it  would 
be  better  to  use  cast  iron  is  an  open 
question. 

In  this  trough,  on  the  mercury,  there 
floats  a  wooden  float,  also  in  the  form  of 
a  hollow  rectangle,  and  nearly  as  large  as 
the  inside  of  the  trough,  this  float  being 
held  in  position  at  the  middle  of  the  two 
sides  by  two  cast  iron  pins  which  move 
in  vertical  slots  in  the  sides  of  the  float, 
and  which  are  sufficiently  loose  not  to 
interfere  with  its  floating  freely,  but 
which  serve  to  prevent  any  violent  or 
sudden  motion. 

The  above-mentioned  float  has  attached 
to  it  two  brass  arms  which  support  the 
telescope,  the  latter  projecting  through 
the  hoUows  of  the  hollow  rectangles  of 
the  float  and  trough. 

The  trough  is  not  supported  in  the 
middle,  but  nearer  one  end,  in  order  to 
allow  of  zenith  observation ;  and  on  this 
account  a  counterpoise  is  attached  at  the 
other  end  of  the  iiough. 

The  attempt  has  also  been  made  to  so 
proportion  the  parts  as  to  bring  the  cen- 
ter of  gravity  of  the  floating  part  as 
near  the  axis  of  oscillation  of  the  tele- 
scope as  possible,  in  order  to  reduce 
oscillations  due  to  jars,  etc. 

The  illumination  is  effected  by  a  series 
of  reflectors,  and  comes  from  the  side. 
The  cross  hsdrs  are  horizontal,  and  not 
vertical  as  in  the  transit.  The  reason 
for  this  will  be  explained  later.  In  using 
the  instrument  the  telescope  is  set  at  a 
certain  inclination  to  the  vertical,  and,  as 
the  instrument  is  rotated  in  azimuth,  the 
line  of  sight  sweeps  out  a  horizontal, 
small  circle  of  the  heavens,  i,  e.,  a  circle 
of  which  the  zenith  is  the  pole. 

For  the  determination  of  the  zenith, 
the  free,  upper  surface  of  a  liquid  is 
used,  and  we  have  dispensed  with  the 
error  of  pivots,  the  error  of  level  and 
the  error  of  azimuth,  and  have  left  only 
what  is,  in  a  certain  sense,  analogous  to 
the  error  of  collimation  in  a  transit  in- 
strument, the  characteristic  of  both 
errors  being  that  the  telescope  describes 
a  small  circle  parallel  but  very  close  to 
the  circle  in  which  it  is  intended  to  re- 
volve. The  amount  of  this  deviation  in 
this  instrument  is  not,  however,  deter- 
mined by  reversals  of  the  telescope^  as 


in  the  case  of  the  transit,  but  by  observ- 
ation of  the  stars,  in  a  similar  way  to 
that  by  which  the  azimuth  error  of  the 
transit  is  found.  As  to  the  disturbance 
of  the  instrument  by  oscillations,  the 
most  violent  oscillations  I  have  been  able 
to  produce  have  required  thirty  seconds 
to  have  their  effect  dissipated,  and  after 
this  time  had  elapsed  the  instrument  is 
as  quiescent  as  though  it  were  mounted 
on  stone. 

It  is,  of  course,  specially  adapted  for 
observing  equal  altitudes,  and  can  also 
be  used  to  observe  the  transit  of  stars 
across  any  desired  small  circle  having 
the  zenith  for  a  pole,  and  hence  the  rea- 
son why  the  cross  hairs  are  horizontal 
instead  of  vertical 

All  observations  are  influenced  by  re- 
fraction, but  refraction  operates  to  ele- 
vate all  the  stars  equally  at  the  same 
time.  Hence,  we  can  disregard  the  error 
of  refraction  in  a  series  of  observations, 
taken  sa  near  each  other  that  there  is  no 
probability  that  the  coefficient  of  refrac- 
tion of  the  air  has  changed,  and  we  can 
simply  account  it  as  part  of  the  instru- 
mental error ;  it  having  the  sanie  coeffi- 
cient, hence,  when  the  observations  are 
reduced  to  middle  time,  this  error  is 
almost  wholly  eliminated.  Next,  as  to  the 
results  that  can  be  obtained  by  this  instru- 
ment, I  have  not  yet  been  able  to  make 
a  great  many  observations,  but  those  that 
I  have  made  encourage  me  to  beUeve 
that  when  as  good  mounting  is  given  to 
it  as  is  given  to  an  astronomical  transit, 
better  results  can  be  obtained  with  it 
than  with  the  latter.  I  have  used  it  very 
roughly,  making  observations  from  the 
roof  of  my  house,  which  was  subjected 
to  a  constant  jarring  from  the  teaming  in 
the  street  below,  and  where  the  instru- 
ment was  exposed  to  the  wind. 

Ail  the  observations  that  I  have  made 
are  the  following : 

Showing  the  determination  of  clock 
correction  on  various  dates,  by  combin- 
ing stars  in  pairs,  east  and  west,  after 
latitude  correction  had  been  introduced. 
It  should  be  noted  that  the  instrument 
is  of  one  and  three-quarters  inches  aper- 
ture, and  twenty-flve  inches  focal  length, 
provided  with  but  Ave  threads,  whose 
intervals  have,  as  yet,  been  only  imper- 
fectly determined,  and  that  it  was  mounted 
in  the  open  air,  over  a  box  of  sand,  and 
was  entirely  unprotected  from  the  wind. 
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Mie  obseryations  of  the  5th  of  January 
were  made  from  the  middle  of  the  roof 
of  a  four-story  dwelling. 

January  25,  1880. 

Chronometer  Correction. 

Ist  pair —24.98  seconds  of  time. 


2d 

8d 

4th 

5th 

6th 

7lh 

8th 

9th 


-25.12 
-25.06 
-25.08 
-25.06 
-25.14 
-25.06 
-24.99 
-25.11 


February  8,  1880. 
Ist  pair -1-38.06 


2d 
8d 
4th 
5th 
6th 


4-87.92 
-f38.08 
-1-88.02 
+88.14 
-h88.26 


From  Roof. 
Januarys,  1880. 

Ist  pair —6.84  seconds  of  time. 

2d    "    -6.18 

8d    "    -6.12 

4th  "    -6.81 

5th  "    -6.15 

6th  "    -6.62 

7th  "    -6.44 


Probable  Errors. 


No.  of 

Stars 

1880. 

Observed. 

Jan. 

5. 

15 

Jan. 

26. 

21 

Feb. 

a 

16 

Of  Chron. 
Correction. 


±0.040 
±0.045 
±0.047 


Single 
Observation. 


±0.156 
±0.206 
±0.188 


The  following  were  the  probable  errors 
on  nights  when  observations  were  made 
for  both  latitude  and  time,  the  large 
probable  errors  being  due  to  the  use  of 
stars  near  the  meridi^  which  move  very 
slowly  in  altitude : 


Stars 
Observed. 

Probable 
Error. 

Single 
Observation. 

1880. 

Cbron. 
Correction. 

Jan.  81. 
Feb.    6. 

14 
15 

-H-H 

±0.828 
±0.355 

The  following  are  the  results  for  lati- 


tude: 

1880. 
January  81.. 
Febniary  5  . 
February  8  . 


Latitude. 
42**  20^24. ''95 
42°  20' 24. ''80 
42°20'28."25 


Probable 
Error. 
±0."90 
±0."85 
±0."84 


The  above  are  all  the  observations 
taken  thus  far,  and  form  an  exceedingly 
good  set  of  results.  I  have  not  at  pres- 
ent access  to  any  results  obtained  with 
portable  transits  of  the  same  size,  with 
which  to  compare  them,  but  do  not  be- 
lieve that  as  good  results  can  be  obtained 
with  the  latter  instruments.  I  have, 
however,  compared  my  results  with  those 
of  larger  coast-survey  transits,  and  mine 
are  the  best. 

I  have  not  yet  determined  all  the  con- 
stants of  the  instnunent  I  find  that 
the  wind  does  interfere  with  it  somewhat 
when  employed  in  the  open  air,  and  un- 
protected, but  the  deflections  from  this 
cause  are  but  momentary,  and  errors  due 
to  a  draught  would  be  nearly  eliminated 
were  a  greater  number  of  cross  hairs 
used. 

Next,  as  to  latitude.  The  transit  in- 
strument, when  placed  in  the  meridian, 
is  used  only  for  time ;  it  can  be  used  for 
the  determination  of  latitude  if  placed  in 
the  prime  vertical.  The  Coast  Survey 
have  introduced  for  this  purpose  the 
zenith  telescope,  and  have  obtained  with 
it  the  very  best  results.  To  compare  my 
instrument  with  this  is  a  very  severe 
test ;  but  it  will  be  seen  that,  although  I 
have  had  only  three  evenings  on  which  I 
could  make  observations  for  latitude,  the 
results  obtained  are  remarkably  good. 
The  claims,  therefore,  that  I  make 
for  my  instrument  are  the  following, 
viz.: 

1.  The  ability  to  use  any  part  of  the 
heavens  that  are  not  obscured  by  clouds. 
In  using  the  transit  it  is  often  impossi- 
ble to  obtain  observations  when  clouds 
hang  in  the  meridian,  even  though  there 
may  be  any  amount  of  clear  sky  on  either 
side.  Widi  my  instrument  we  can  use 
any  region  of  clear  sky  in  the  heavens, 
as  we  can  use  any  honzontal  circle  what- 
ever ;  although  the  use  of  the  same  circle 
all  the  time  renders  the  computations 
easier. 

2.  There  is  only  one  instrumental  error 
to  determine  inatead  of  four. 

3.  This  instrument  is  unaffected  by 
errors  in  mounting. 

4.  Simplicity  in  use;  requiring  no 
retvdings  of  level  nor  reversals.  In  the 
use  of  the  transit  about  one-half  the  time 
is  taken  up  by  these  processes,  which  are 
unnecessary  with  my  instrument. 
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5.  The  constmction  is  very  cheap. 

6.  Combination  of  a  time  and  latitude 
instrument  in  one. 

7.  It  admits  also,  of  the  application  of 
a  delicate  micrometer  on  an  entirely  new 
principle,  as  a  micrometer  screw  carrying 


a  weight  oould  be  mounted  on  the  ftoat, 
thus  enabling  us  to  more  the  center  of 
grayity  of  the  floating  part,  and  to  tQt 
the  axis  of  the  telescope.  We  can  thus 
apply  here  the  same  methods  that  we 
can  in  the  zenith  telescope. 


THE  BEHAVIOR  OF  RAILWAY  CARRIAGES  IN  PASSING 

CURVES. 

By  P.  HOFFMANN. 
Foreign  Abstraots  of  the  Institution  of  Civil  Engineers. 


The  author  draws  attention  first  to 
the  case  of  a  simple  wagon  with  rigid 
wheel-base,  and  on  each  of  whose  axles 
two  wheels  with  coned  tires  are  immov- 
ably fixed.  He  gives  the  most  general 
form  of  equation  between  work  and 
resistance  on  a  curve,  and  thence  derives 
the  form  it  takes  in  practical  cases,  viz., 

where  K  is  the  resistance,  G  whole  load 
on  one  axle,  f  coefficient  of  friction,  L 
wheel  base,  B  radius  of  a  curve,  s  the 
width  of  gauge  from  center  to  center  of 
rails,  a  ratio  of  running  radius  of  inner 
to  that  of  outer  wheel  on  front  axle,  and 
b  the  same  ratio  for  hind  axle.    The  part 

G/p-  is  due  to  transverse  sliding,  the 

rest  to  the  rotation  of  one  wheel  about 
the  other  on  each  axle.  This  expression 
shows  that  the  resistance  is  small  for 
light  load,  smooth  rails,  narrow  gauge, 
short  wheel-base,  large  radius  of  curva- 
ture, and  values  of  a  and  b  near  the  limit 

R  +  «' 

Of  the  equations 

^=°/5 


(2) 
(3) 


(2)  holds  for  both  axles  in  outer  contact, 


thus  a=zb=:  •=: —  ;  (3)  for  either  axle  in 

outer  contact,  and  the  other  on  the  mid- 
dle of  the  line;   (4)  for  a  diagonal  posi- 

X.      XI-  1      R  R+«         * 

tion,  thus  a=Y==5 — ,  or=-7o->  or  for 

the  wagon  set  fairly  on  the  middle  of  the 

line,  thus  a=:ft=l;  (5)  for  inner  contact 

R+* 
of  both  axles,  thus  a=b=-^^-. 

For  investigation  of  actual  resistances 
and  wear,  the  position  assumed  by  the 
wagon  under  the  conditions  that  gener- 
ally hold  in  practice  must  be  ascertoined. 
Experience  proved  that  the  front  axle  of 
a  wagon  with  rigid  wheel-base  always 
ran  in  outer  contact.  Theory  shows 
that  it  could  only  be  otherwise  if  the 
wheel-base  were  <^  the  gauge.  Lees 
was  known  of  the  oehavior  of  the  hind 
axle;  to  solve  the  question  trials  were 
made  on  a  line  with  curves  of  radii  down 
to  8^  chains,  with  wagons  of  16.4  and 
8.2  feet  wheel-bases,  in  which  an  ar- 
rangement of  mirrors  showed  the  play 
between  flange  and  rail  to  occupants  of 
the  wagon.  It  was  found  that  the  ten- 
dency of  the  hind  axde  to  run  in  inner 
contact  was  much  greater  for  the  long 
than  for  the  short  wheel-base;  for  the 
latter  indeed  it  ran  in  outer  contact 
when  the  curvature  was  smalL  Beasons 
are  then  given  for  assuming  the  law, 
that  the  Hnd  axle  of  a  four-wheeled 
wagon  with  rigid  wheel-base  always 
takes  a  radial  position  if  sufficient  play 
be  provided  on  the  line.  Its  accuracy 
was  confirmed  by  experiments  with  a 
model.  Hence  the  distance  between 
outer  rail  and  outer  flange  of  hind  axle 
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being  the  height  of  a  chord  equal  to 
twice  the  wheel-base  is 


<rA= 


2B 


(6) 


but  if  <r  the  whole  play  be  <  ^^,  then: 

<rH=<r       ....        (7) 

and  corresponding  to  these  Talnes  of  (Ta 
we  have  for  the  sine  of  the  angle  of  con- 
tact of  outer  front  wheel 

Bm/3=^-=r         .        .         .  \      (8) 

or        ein/3=^+^    .        .        .     (9) 

The  constraint  necessary  to  alter  the 
position  of  a  wagon  turning  a  curve 
arises  partly  through  the  axle  seats,  but 
chiefly  from  the  lateral  pressure  between 
the  rail  and  the  outer  flange  of  the  front 
axle.    For  the  former  the  maxim uiri  value 

8  d 

isK^=G/~X/,-2^,  ^^®^®  -^^  ^®  ^^®^' 
dent  of  friction  between  axle  and  axle- 
seat,  d  diameter  of  an  axle-arm,  and  r 
radius  of  a  wheel;  this  is  a  consequence 
of  the*  geometrical  connection  of  the 
axles  and  wagon.  The  expression  for 
the  lateral  pressure  is 


Pa=G 


'/( 


•-i) 


COS  p        gB, 


^-(^+(rtana) 


where  V  is  the  velocity,  g  the  accelera- 
tion for  gravity,  h  the  cant  of  outer  rail, 
and  a  the  angle  of  conicity  of  the  tires : 
here  no  allowance  is  made  for  friction 
between  flange  and  rail,  but  if/,  be  the 
coefficient,  and  the  actual  place  of  con- 
tact be  considered,  we  have  for  lateral 

pressure,  K,=-^ Pa  X  /,. 


The 


three  members  of  P«  are  due  to  the  force 
to  make  the  front  axle  take  its  altered 
position,  centrifugal  force,  and  the  force 
arising  from  cani  The  total  curve  re 
sistance  is  Kx=K-|-K,-|-Kl,,  and  for  a 
diagonal  position  of  the  wagon  with  the 
front  axle  in  outer  contact,  which  is  the 
position  occurring  in  practice, 

x/,i+51^p^. . .  ■  (10) 

where  the  values  may  be  /=t  /i=iS^> 


/,=J,  and  the  second  member  may,  in 
most  cases,  be  neglected.  K,  and  K, 
have  not,  to  the  author's  knowledge, 
been  taken  into  account  hitherto.  K 
arising  from  horizontal  shifting  causes 
wear  of  the  rail  tops,  and  afifects  the 
inner  rail  most;  K,  causes  wear  of  the 
axle  seats  and  holders  only;  K,  resem- 
bles the  action  of  a  blunt  cutter,  the 
flange  of  the  outer  front  wheel  being  the 
cutter,  and  the  inside  of  outer  rail  the 
object  cut.  For  carriages  in  a  train  the 
value  of  Pais  altered  by  forces  in  the 
couplings,  and  the  author  investigates 
this  effect  minutely. 

Dealing  next  vnth  six-wheeled  car- 
riages, if  to  the  middle  axle  no  more 
than  the  necessary  play  be  given  by 
thin  flanges,  cylindrical  are  better  than 
conical  tires ;  but  with  the  usual  spread 
of  gauge  at  curves  no  lateral  play  is 
required  for  the  middle  axle.  If  there 
be  no  spread  of  gauge,  safety  requires 
a  lateral  play  of  0.2  inch  only  for  a 
wheel-base  suited  to  the  curve;  but  a 
wheel-base  of  19.7  feet  would  require  0.8 
inch  on  a  curve  of  8.5  chains  radius. 
Supposing  the  loads  O  on  the  end  axles 
equal,  and  that  on  the  middle  axle  a 
fraction  n  of  each  of  these;  so  that, 
Q  being    the  weight  of    the   carnage, 

Q  wQ 

G=  — ^  and  Gm=  — -^>  the  whole  re- 


n-h2 
sistance 


n-l-2' 


^    -  ■»■  (  ^T2  ) 

for  outer  contact  of  middle  axle: 

K..-Cif|(^^^)^4[  .  .  .(12) 
^     -  "R"  (         ^+2        ) 

Comparison  of  these  equations  with  (4) 
shows  that  a  six-wheeled  rigid-axled  car- 
riage passes  curves  with  less  resistance 
than  a  four-wheeled  one  of  equal  weight 
and  wheel-base,  if  the  middle  axle  can 
run  in  outer  contact,  but  with  greater  if 
its  play  allows  only  of  inner  contact 
The  minimum  lateral  play  required  to 
allow  the  midcUe  axle  run  in  outer  con- 

.     L'      (f 
^*^8R+T- 
The   cant  of   the    outer   rail,    when 
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M^"^*^") 


(13) 


adapted  to  neutralize  centrifugal  force, 
is  obtained  from  the  equation 

After  treating  generally  of  the  ques- 
tion of  spread  of  gauge,  the  author  sums 
up  with  the  conclusions : — 1.  Four- 
wiieeled  wagons  with  rigid  wheel-base 
pass  curves  with  greater  safety  when 
tiiere  is  no  spread  of  gauge,  and  the 
flanges  are  unworn,  since  the  angle  of 
contact  is  then  diminished  by  half:  2. 
Such  wagons  run  on  curves  of  the  mini- 
mum radii  for  their  wheel-bases,  and 
with  the  usual  spread  of  gauge,  with  the 
hind  axle  in  inner  contact,  and  with  less 
constraint  than  if  there  were  no  spread 
of  gauge:  3.  With  the  usual  spr^td  of 
gauge  the  curve  resistance  is  less  for 
worn-out  than  for  unworn  tires. 

Security  is  dependent  on  the  relations 
existing  for  the  outer  front  wheel,  and  is 
greater — the  greater  the  vertical,  the 
less  the  lateral  pressure,  the  smaller  the 
angle  of  contact,  and  the  more  sharply 
rounded  and  vertical  the  places  of  con- 
tact between  flange  and  raiL 

The  curve  resistance  and  wear  are 
less — ^the  less  the  vertical  and  lateral 
pressure,  the  less  the  angle  of  contact, 
and  the  nearer  the  places  of  contact  be- 
tween flange  and  rail  lie  to  the  crown  of 
the  rail,  and  for  the  least  possible  round- 
ing of  these  places. 

A  table  is  given  with  corresponding 
values  of  B,  L,  V,  A,  <r,  )6,  lateral  press- 
ure, and  totiEJ  curve  resistance  of  four- 
wheeled  wagons  and  locomotives  with 
rigid  wheel  base. 

Arrangements  for  facihtating  the  use 
of  longer  carriages  on  curves  are  next 
considered.  When  a  carriage  construct- 
ed on  the  American  bogie  system  runs 
on  a  curve,  each  car  will  clearly  follow  a 
tangential  direction  till  it  runs  against 
the  outer  rail,  and  then  assume  the  posi- 
tion natural  to  a  rigid-axled  wagon. 
Owing  to  the  smallness  of  the  distance 

p 
jr-^  (I  being  the  bogie  wheel  base)  of  the 

hind  axle  of  each  car  from  the  outer  rail 
equation  (2)  holds  approximately  for 
each ;  hence  the  whole  curve  resistance 
to  produce  the  altered  direction  of  the 

carriage  is  2  G,/-g,  G^  being  the  load 


sm 


on  a  single  car  axle.    If,  again,  for  a  lo- 


comotive, a  bogie  be  used  in  front,  with 
a  rigid  axle  behind,  the  resistance, 
though  less  than  for  a  rigid  four  wheeler, 
is  large  compared  with  the  value  just 
given.  Since  bogies  with  more  than  one 
axle  have  the  disadvantage  of  complica- 
tion, and  for  locomotives  of  reducing 
the  load  on  the  front  outer  wheel,  numer- 
ous systems  of  flexible  single  axles  have 
been  devised.  Of  these  the  Adams 
guided  axle,  and  the  Bissel  front  axle  for 
locomotives,  have  been  laid  aside  on  ac* 
count  of  their  dependency  for  steady 
motion  on  the  presence  of  two  rigid 
axles  of  long  wheiel-base. 

Mr.  John  Clark  devised  a  three-axled 
wagon,  used  on  Mount  Oenis,  in  which 
the  axle  boxes  were  so  connected  by 
mechanism  that  the  yielding  of  the  mid- 
dle axle  through  the  height  of  a  chord 
equal  to  the  wheel-base  caused  the  end 
axles  to  run  radially.  If  A  denote  the 
yielding  of  the  middle  axle,  ^  the  angu- 
lar   turning    of   the    end    axles,,    since 

A=g^,  and  sin  ^=o^>  ^le  condition  to 

be  fulfilled 
X 

L' 

curves  of  any  radius.  With  this,  and 
the  Cleminson  system  on  the  same  prin- 
ciple, the  curve  resistance  and  lateral 
pressure  can  be  almost  totally  removed. 

For  a  locomotive  with  the  Nowotny 
front  axle,  which  differs  from  the  Bissel 
axle  in  having  the  pivot  above  the  mid- 
dle of  the  line  joining  the  wheel  centers, 
instead  of  being  somewhat  behind  this 
position,  experience  has  shown  that  the 
duration  of  the  front  tires,  and  propor- 
tionally of  the  rails,  is  four  times  >  for  a 
rigid  axled  locomotive  of  the  same 
wheel-base. 

In  the  search  for  a  simple  system  of 
flexible  axles  for  wagons,  the  central 
pivot  being  laid  aside,  an  arrangment  al- 
lowing the  journals  with  their  covers  to 
slide  in  the  long  direction  of  the  wagon 
against  single  or  double  incline  seats  in 
the  boxes,  with  a  central  holder  to  nen- 
tralize  shocks,  was  adopted  with  suocesa 
A  simpler  method  lay  in  providing  suit- 
able play  between  axle  box  and  holder, 
with  the  necessary  turning  power  be- 
tween bearing  spring  and  axle  box. 
Several  forms  of  couplings  for  flexible 
axles  are  shown  by  drawings. 


^= 


2B' 

by  the    mechanism  is 

which  shows  that  it  will  suit 


Digitized  by 


Google 


ON  THE  CONSTRUCTION  OF  LIGHT  RAILWAY   LOCOMOTIVES. 


308 


ON   THE    CONSTRUCTION,   PERFORMANCE,   AND   WORKING 
OF  LIGHT  RAILWAY  LOCOMOTIVES. 

By  Hr.  VON  BORRISS,  of  Hanover. 
Foreign  Abstracts  of  the  ^^Mtntion  of  Chil  Engineers. 


This  is  an  essay  towards  settling  the 
conditions,  leading  dimensions,  &c.,  of 
engines  for  worfing  "secondary"  or 
light  railways,  based  on  the  general  prin- 
ciples laid  down  in  Germany  for  the  con- 
sixaction  of  locomotives,  and  the  building 
and  working  of  light  railways.  Three 
different  gauges  are  considered  through- 
out, viz.:  standard  gauge  (4  feet  8^ 
inches  ),  meter  gauge  ( 3  feet  3f  inches ), 
and  i  meter  gauge  ( 2  feet  5^  inches ). 

ioadper  Axle. — ^This  is  tiie  first  ele- 
ment to  be  fixed  in  all  rolling  stock.  In 
light  railways  the  rails  are  proportioned 
to  the  heaviest  goods  wagon  which  will 
run  on  the  line,  and  the  weight  per  axle 
of  the  locomotive  must  conform  to  this. 
With  standard  gauge,  where  main  line 
wagons  may  come  over  the  line,  the  load 
per  axle  should  be  taken  at  9  tons ;  with 
meter  gauge  at  7i  tons  ( taking  10  tons 
as  load  of  wagon,  and  5  tons  as  its 
weight )  ;  with  f  meter  gauge  at  df  tons 
(5  tons  for  load,  2J  tons  for  weight  of 
wagon ).  These  figures  agree  with  the 
rules  of  the  German  Railway  Union,  ex- 
cept that  they  give  5  tons  for  |  meter 
gauge,  which  seems  excessive. 

GfenercU  Principles.  —  The  leading 
principles  should  be  simplicity  of  con- 
struction and  facility  of  maintenance. 
The  blast  pipe  should  be  retained,  as  the 
most  economical  and  automatic  method 
of  forcing  the  fire,  and  the  condensation 
of  the  steam,  sometunes  insisted  on  in  pop- 
ulous districts,  should  be  avoided  as  much 
as  possible,  on  i^ccount  of  the  expense. 
The  engines  should  be  tank  engines, 
four-coupled  or  six-coupled,  according 
to  the  work  to  be  done.  They  should 
be  no  heavier  than  is  required  to  produce 
the  requisite  tractive  force  by  adhesion, 
and  the  speed  on  steep  gradients  should 
be  lowered  so  that  a  boOer  suited  to  this 
weight  may  generate  the  needful  amount 
of  steam.  For  very  steep  gradients,  the 
requisite  weight  may  be  obtained  by 
xudng  special  engines,  designed  to  carry 


^"^g^^  or  passengers  as  part  of  their 
load.*  A  four-coupled  engine  is  to  be 
preferred,  unless  the  traffic  is  heavy,  or 
the  conditions  unfavorable.  The  train 
officials  should  be  reduced  in  number  as 
far  as  possible,  since  each  may  be  taken 
to  absorb  in  wages  from  6  to  16  per  cent, 
of  the  working  cost.  On  light  railways 
the  full  services  of  both  driver  and  fire- 
man are  not  needed  for  the  engine,  and 
therefore  the  latter  may  also  act  as  a 
brakesQian,  working  not  only  the  engine 
brakes,  but  also  those  in  the  front  van, 
which  should  be  placed  in  communica- 
tion with  the  engine.  The  guard  would 
also  act  as  a  brakesman  for  his  own  vaa, 
which  should  always  be  at  the  rear  of  the 
train,  and  no  other  brakesman  would  be 
necessary.  Continuous  brakes  are  not 
worth  their  expense,  especially  looking 
to  the  probability  of  goods  wagons  being 
mixed  in  the  train ;  but,  as  a  provision 
for  emergency,  such  goods  wagons  may 
be  fitted  with  lever  brakes  on  Qie  Exter 
system,  which  may  be  worked  from  the 
engine  by  means  of  a  cord.  The  engines 
should  have  a  gangway  at  each  side,  and 
provision  at  each  end  for  stepping  on  to 
an  adjoining  vehicle. 

Provisions  against  Fire  and  against 
the  frightening  of  Horses,— The  danger 
of  fire  must  be  completely  obviated  by 
proper  spark  catchers  or  extinguishers, 
and  by  closing  in  the  ash  pan,  so  that  no 
cinders  can  escape.  Horses  are  found 
to  be  frightened  mainly  by  the  sight  of 
a  carriagei  apparently  running  of  itself, 
by  violent  puffs  of  smoke  or  steam  (not 
the  mere  escape  of  steam  at  the  chim- 
ney ),  and  by  rapidly  moving  gear.  These 
causes  can  be  removed  to  a  great  extent, 
if  not  entirely,  by  boxing  up  the  gear, 
by  placing  an  air  vessel  in  the  exhaust 
pipe,  and  by  turning  the  escape  from  the 
cylinders  and  safety  valves  into  the  con* 


*  Vide  Minutes  of  Proceedings  Inst.  C.B.,  VoL  IzL,  p. 
800 :  *'  Van  LocomotiTe.** 
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denser,  and  that  from  the  injector  into 
the  tank. 

Leading  Dlnienaions.^The  engines 
are  taken  to  weigh  about  90  lbs.  per 
square  foot  of  heating  surface ;  it  being 
assumed  that  they  are  built  ontheKrauss 
system,  and  that  the  grate  surface  and 
tank  capacity  will  be  varied  according  to 
the  gauge.  The  useful  steam  generated 
is  ta^en  at  5  lbs.  per  square  foot  of  heat- 
ing surface  per  hour,  with  a  pressure  of 
150  lbs.  The  latest  cut-off,  on  the  steep- 
est gradient,  should  not  exceed  0.4  of 
the  stroke,  which  gives  mean  pressure  = 
97  lbs.,  and  work  done  per  pound  of 
steam  =  102,000  foot-lbs.  The  adhesion 
co-efficient,  with  sanded  rails,  may  be 
taken  at  0.15;  whence,  assuming  that  the 
engine  may  lose  11  per  cent,  of  its  full 
weight,  throus^h  consumption  of  fuel  and 
water,  the  tractive  force  may  be  taken  as 
0.133  of  the  full  weight.  The  wheel  di- 
ameter for  standard  gauge  may  be  taken 


as  3  feet  3  inches,  the  sapie  as  for  the  car- 
riages, which,  at  18  miles  an  hour,  the 
maximum  speed,  gives  2.8  revolutions  per 
second.  For  the  narrow  gauges  the 
speed  should  not  exceed  12  to  15  miles 
an  hour,  and  the  diameter  of  the  wheels 
may  be  from  2  feet  to  2  feet  8  inches. 
The  length  of  stroke  should  be  about 
half  the  wheel  diameter.  The  cylinder 
diameter  may  be  calculated  ( for  metric 
measures )  from  the  following  equation : 

J  ^r^tt  Tractive  force  ,  ^/v^^ 
rf, = 0.011  X g-T ,  where  0.011 

is  Koch's  value  for  the  co-efficient  of 
machine  friction  in  locomotives.  The 
grate  surface  should  be  as  large  as  pos- 
sible, say  -^jf  heating  surface  for  standard 
gauge,  ^  for  meter  gauga  The  tank 
may  hold  3 1  cubic  feet,  and  the  bunkers 
1.1  cubic  feet,  per  ton  of  engine  weight 
The  above  and  other  leading  partictdars 
are  combined  in  the  following  table : 


Table  I. — ^Leadino  DmENsioNS. 


Gauge 

Number  of  wheels 

Pull  weight tons. 

Heating  surface eq   feet. 

Grate ** 

Pressure lbs.  per  sq.  inch. 

Diameter  of  wheels mches. 

"   cyhnder '*     . 

Stroke      "        "       ** 

Capacity  of  tank cubic  yards. 

**        *'  bunkers.. *• 

Wheel  base feet. 

Tractive  force  (without  friction). .  .tons. 


Standard. 

Meter. 

f  Me 

4 

6 

4 

6 

4 

18 

27 

15 

22J 

7i 

430. 

646 

855 

588 

177 

7.6 

12.9 

6.0 

9.0 

8.0 

160 

150 

150 

150 

150 

89 

89 

81.5 

81.6 

24 

11.0 

18.4 

9.9 

12.2 

7.1 

19.6 

19.6 

15.7 

15.7 

12.0 

2.9 

4.2 

2.15 

8.25 

0.98 

0.7 

1.0 

06 

0.9 

0.8 

8.2 

9.8 

6.6 

8.2 

5.25 

2.4 

8.6 

2.0 

8.0 

1.0 

6 

11.8 
269 

4.5 
150 

24 
8.7 

12.0 
1.45 
0.45 
6.6 
1.6 


Performance  of  the  Engines  on  va- 
riotis  QradientB. — The  various  figures 
assumed  above  give  an  effective  power 
for  the  engine  of  about  6.3  HP.  per  ton 
weight.  The  tractive  force  per  ton 
weight,  including  friction,  will  be  about 
321  lbs.,  whence  it  is  calculate^  that  the 
speed  required  to  develop  the  maximum 
tractive  force  is  7  miles  an  hour;  and 
this  should  therefore  be  taken  as  the 
speed  on  the  steepest  gradient  of  the 
Ime.  On  this  assumption  the  maximum 
haulage  load  on  various  gradients,  exclu- 
sive of  the  engine,  is  given  by  the  table 
on  next  page.    . 

Working, — ^The  cost  of  fuel  and  re- 
pairs may  be  greatly  diminished  on  light 
railways,  by  keeping  the  speeds  on  gra- 


dients below  the  steepest  at  a  proper 
limit ;  the  principle  being  that  the  gen- 
eration of  steam  should  never  be  faster 
than  it  is  on  the  steepest  gradient.  If 
this  gradient  is  greater  than  1  in  100, 
the  evaporation,  with  lighter  gradients 
and  higher  speed,  will  remain  about  the 
same.  If  it  is  less  than  1  in  100,  the 
evaporation  diminishes  rapidly  on  lighter 
gradients,  and  the  speed  must  therefore 
be  regulated  by  some  positive  limit, 
which  in  Germany  is  18  miles  an  hour. 

The  gross  consumption  of  water  per 
hour  may  be  taken  at  6.5  lbs.  per  sqtiare 
foot  of  heating  surface,  or  0.075  of  the 
weight  of  the  engine.  The  total  weight 
of  water  in  the  tank  may  be  taken  at  0 1 
of  the  engine  weight;   and,   assuming 
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Table  II. 


Gaage. 

11 

Mazimom  weight  (tons)  of  Train  on  gradient  of 

lin20o|linl50 

1  in  100 

lin80 

1 
Iin601in50 

lin40 

lin80 

lin26 

lin20 

Standard 
Meter. . . 
\  Meter. 

Tons. 
(18.0 
I27.O 

(16.0 
I22.6 

(    7.5 

ni-3 

Tons. 
2.4 
8.6 

2.0 
8.0 

1.0 
1.5 

820 
476 

266 
400 

182 
200 

256 
386 

218 
820 

107 
160 

180 
270 

150 
226 

75 
118 

146 
220 

122 

183 

61 
92 

110 
166 

92 
128 

46 
70 

91 
186 

75 
114 

88 
67 

71 
116 

69 
89 

80 
45 

50 
76 

42 
63 

21 
81 

89 
69 

88 
49 

16 
26 

08 
42 

24 
86 

12 
18 

that  one-quarter  of  this  should  be  re- 
served for  emergencies,  it  would  follow 
that  the  watering  stations  should  be  one 
hour's  distance  apart.  But  this  assumes 
that  the  engine  will  always  be  exerting 
its  maximum  power,  and,  taking  this  and 
other  circumstances  into  consideration, 
the  watering  stations  may  be  placed  at 
about  double  the  above  distance.  They 
should  be  of  the  simplest  character,  gen- 
erally consisting  of  a  well  from  which 
water  may  be  drawn  by  an  ejector  or 


pulsometer,  worked  by  the  engine.  It  is 
only  at  the  engine  sheds  that  a  tank  is 
necessary,  and  this  may  be  filled  by 
means  of  the  steam  left  in  the  engines 
when  they  come  in.  As  to  the  distance 
between  the  coaling  stations,  assuming 
that  each  pound  of  coal  will  evaporate  8 
lbs.  of  water,  and  that  the  capacity  of 
the  bunkers  is  only  one-quarter  that  of 
the  tank,  it  will  follow  that  this  should 
be  double  the  distance  between  the  wa- 
tering stations.  —  tf/cwer ' «  AnfuUen. 


ESCAPE  PROM  A  SECOND  TAY  BRIDGE  CATASTROPHE. 


Prom  "The  Builder." 


Thb  banks  of  the  Solway  are  the 
birthplace  and  the  home  of  legend.  The 
region  is  resonant  with  ballad.  The 
magic  of  nature  seems  to  have  prepared 
a  scene  for  the  magic  of  romance.  The 
craggy  heights  of  Criffel  look  down  on 
a  noble  estuary.  The  tourist  who  views 
the  spot  from  the  lofty  top  of  Skidaw 
sees  fertile  plains  divided  into  numerous 
enclosures  that  look  like  gardens,  while 
the  river,  when  the  tide  is  in  ebb,  traces 
a  fivefold  line  to  the  sea.  On  either  side 
are.  brown  and  glittering  sands.  Then 
come  two  converging  lines  of  turbid 
water;  and  in  the  center  is  a  narrow 
streak  glittering  like  silver.  Nor  are 
the  charms  of  the  natural  scene  all  that 
add  interest  to  the  spot.  Over  the 
broad  expanse  of  sand  the  sea  some- 
times comes  up  in  flood  as  fast  as  a  horse 
can  trot.  And  in  the  little  fishing  vil- 
lage of  AUonby,  when  stormy  weather 


is  at  hand,  the  htlls  of  the  Isle  of  Man 
may  often  be  distinctly  seen,  although 
such  vision  is  but  the  effect  of  mirage. 
High  country  intervenes  between  the 
shore  oLthe  Solway  and  the  western 
coast  of  the  Irish  Channel,  so  that^  the 
appearance  of  this  natural  portent  is  in 
itself  a  phenomenon  fitted  to  dispose  the 
mind  to  the  ready  acceptation  of  the 
marvelous.  Nowhere  in  the  British 
islands,  except  from  the  hills  to  the  east 
of  Cork,  have  we  ever  witnessed  the  rare 
deception  of  the  fata  morgana  so  plainly 
as  on  the  banks  of  the  Solway. 

On  the  last  day  of  January,  in  the 
present  year,  the  Solway  very  narrowly 
escaped  becoming  the  scene  of  a  calami- 
ty that  would  have  been  without  a  pre- 
cedent in  all  the  ghostly  tales  of  border 
lore.  It  was  due  to  the  simple,  old-fash- 
ioned, often  derided  precaution  of  the 
night  watchman  that  the  evil  fame  of 
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the  Solway  viaduct  has  not  rivaled  the 
discredit  of  its  sister  structure  across  the 
Tay — sister,  that  is  to  say,  in  object  and 
in  fate,  albeit  presenting  little  family 
likeness  in  appearance;  indeed,  the  very 
opposite  principles  have  been  adopted 
for  crossing  the  two  estuaries.  In  the 
Tay  bridge  the  central  girders  spanned 
openings  of  245  feet  wide.  In  the  Sol- 
way  bridge  the  spans  are  only  30  feet. 
Thus  eight  piers  have  to  be  reared  in 
the  latter  structure,  for  one  on  the  for- 
mer. The  height  and  cost  of  the  gird- 
ers, which,  on  the  Tay  bridge  were  27 
feet  deep,  are  proportionately  dimin- 
ished. The  Solway  bridge  would  have 
felt  almost  nothing  of  the  storm  which 
blew  down  the  Tay  bridge.  But  the 
Tay  bridee  would  have  been  but  little 
affected  ^r  might  have  been  but  little 
affected)  by  the  islands  of  floating  ice 
that  crushed  so  many  of  the  light  and 
frequent  piers  of  the  Solway  viaduct. 

The  Solway  bridge  has  been  open  for 
traffic  for  above  twelve  years;  it  ought, 
therefore,  to  be  all  the  more  remem- 
bered, to  the  credit  of  the  officials  of 
the  railway  company,  that  on  the  setting 
in  of  the  thaw  the  bridge  was  carefully 
watched.  The  accounts  at  present  re- 
ceived do  not  mention  when  the  traffic 
over  bridge  was  suspended.  It  is,  how- 
ever, evident  that  no  trains  were  allowed 
to  attempt  to  cross  the  Solway  on  the 
night  of  the  31st,  for  had  such  been  the 
case,  the  catastrophe  of  the  Tay  bridge 
would  have  been  exactlv  repeated.  So 
loud  were  the  crashes  of  the  ice  against 
the  piers  of  the  bridge  in  the  course  of 
the  night,  that  it  was  feared  that  serious 
damage  had  occurred.  B^  daybreak  it 
was  seen  that  five  of  the  piers,  each  con- 
sisting of  five  hollow  columns,  of  12 
inches  diameter,  had  been  destroyed, 
although  the  continuous  line  of  girder 
and  platform  was  so  well  bolted  together 
as  to  be  unbroken.  Some  of  the  other 
piers  had  been  damaged;  one,  indeed, 
nad  been  damaged  on  the  29th.  On  the 
night  of  the  31st  further  damage  was 
done  to  the  structure  by  the  masses  of 
ice  borne  by  the  high  tides,  and  on  the 
morning  of  the  1st  instant  a  complete 
gap  was  made,  to  the  width  of  00  feet. 
This  is  about  600  yards  from  the  Scot- 
tish or  northern  end  of  the  viaduct. 
Nearer  the  Cumberland  coast  is  a  yet 
wider  breach,   extending,  it  is  said,  to 


the  width  of  nine  of  the  30  feet  spans. 
The  bridge  was  veiled  in  a  dense  fog 
through  the  night,  and  the  damage  done 
was  not  fully  ascertained  on  the  morning 
of  the  1st. 

The  length  of  the  viaduct  is  stated  at 
1,060  yards,  and  as  the  waterway  is  also 
given  as  5,666  feet,  only  the  width  of  12 
inches  is  allowed  for  each  pier.  In  fact, 
the  supports  of  the  girders  appear  to 
have  been  simple  rows  of  iron  columns, 
of  12  inches  diameter,  five  in  a  row. 
These  are  described  as  sunk  into  the  bed 
of  the  Firth  to  an  average  depth  of  16 
feet,  the  height  being  from  35  feet  to  40 
feet.  If  this  be  correct,  it  would  seem 
difficult  to  design  a  mode  of  supporting 
a  river  bridge  which  would  form  a  more 
effectual  ice  trap.  A  great  number  of 
feeble  columns,  planted  at  the  narrow 
intervals  of  30  feet,  afford  a  positive  in- 
vitation to  danger  from  ice  or  floating 
wreck.    The  only  things  to  cause  snr- 

?ri8e  are:  How  could  the  Board  of 
'rade  have  sanctioned  such  a  structure  ? 
and.  How  is  it  that  it  has  stood  so  lonn^? 
It  is  curious  that  in  the  mode  of  cross- 
ing these  two  important  estuaries  such 
opposite  ideas  of  economical  structure 
should  have  been  carried  out.  No  doubt 
the  height  of  the  rails  above  the  sea  had 
much  to  do  with  this,  as  the  Tay  bridge, 
if  the  accounts  are  accurate,  was  three 
or  four  times  as  hi^h  as  the  Solway 
bridge — as  high,  that  is  to  say,  measured 
to  the  level  soffit;  for  the  depth  of  the 
245-feet  girder  was,  of  course,  much 
more  than  that  of  the  30-foot  gird* 
er.  But  if  the  height  were  four- 
fold, it  is  hardly  a  justification  for  an 
eightfold  difference  in  the  span.  In 
point  of  fact,  spans  of  30  feet  form  al- 
most the  cheapest  possible  arrangement 
for  a  long  viaduct.  Where  the  expenses 
of  obtaining  foundations  are  great,  this 
circumstance  has  to  form  the  basis  of  a 
comparative  calculation.  In  other  re- 
spects, while  the  cost  per  foot  super,  of 
the  platform,  rails,  &c.,  is  the  same  for 
all  spans,  the  cost  of  the  main  girders  is 
almost  directly  as  the  squares  of  the 
spans.  In  the  Solway  bridee  the  simple 
and  inexpensive  character  of  the  piers  was 
such  as  to  allow  of  the  reduction  of  the 
span  to  the  narrow  width  before  stated. 
But  the  economy  was  a  pitiable  one 
which  dotted  the  bed  of  the  Solway 
with    rows    of    feeble    columns,    whic^ 
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any  hard  winter    menaced  with    over- 
throw. 

It  is  a  remarkable  circumstance  that, 
in  two  cases  presenting  so  close  a  par- 
allel, the  pursuit  of  economy  has  led  to 
the  exposing  of  the  several  structures  to 
the  destructive  action  of  two  natural 
forces  against  each  of  which  the  engi- 
neer had  ample  warning  to  provide.  P  or 
what  may  be  called  a  new  danger  in  the 
history  of  bridge  building,  the  engineer 
of  each  viaduct  indeed  provided.  The 
Roman  engineers,  and  the  French  and 
Italian  architects,  who  reared  the  great 
bridges,  viaducts,  and  aqueducts  which 
form  some  of  the  marvels  of  European 
architecture,  never  contemplated  having 
to  design  structures  that  could  support 
trains  of  carriages  of  hundreds  of  tons 
weight,  whirling  along  at  a  speed  of 
from  ten  to  fifty  miles  an  hour.  The 
weight  that  could  come  on  a  Roman 
bridge  was  comparatively  small.  The 
effect  of  wind  pressure,  even  in  such 
cases  as  the  Pont  de  Gard,  or  the  lofty 
Alcantara  aqueduct,  was  not  formidable 
against  the  weight  of  the  solid  masonry 
of  piers  and  arches.  Of  the  three  ele- 
ments of  overthrow  against  which  the 
old  bridge  builders  had  to  provide,  viz., 
moving  weight,  pressure  of  storm,  and 
shocks  from  floods  or  from  floating  bod- 
ies borne  down  by  floods,  no  doubt  by 
far  the  greatest  amount  of  attention  was 

S'ven  to  this  last-named  risk.  In  Old 
>ndon  Bridge,  as  we  have  mentioned 
in  another  place,  there  were  10  feet  of 
pier  to  7  feet  of  arch.  When  the  engi- 
neer attempted  to  cross  a  deep  estuary 
by  gigantic  strides,  he  forgot  how  great 
a  destructible  surface  he  exposed  to  the 
fury  of  the  wind.  On  the  other  hand, 
when  he  attempted  the  same  task  by 
short  and  numerous  steps,  and  thus  pro- 
vided in  the  most  economical  way  for 
the  support  of  moving  weight,  and  pro- 
duced a  structure  that  could  defy  the 
wind,  he  forgot  how  liable  were  his  nu- 
merous and  slight  supports  to  be  swept 
away  by  ice,  or  by  any  floating  matter 
dashed  against  them  by  tide  or  by  cur- 
rent. 

It  is  not  to  the  credit  of  our  practical 
architectural  knowledge  that  we  find,  on 
the  two  opposite  coasts  of  Britain,  one 
bridge  builder  falling  into  Charybdis, 
while  the  other  falls  into  Scylla.  Econ. 
omy  is  a  great  point  for  the  architect  t 


study.  But  it  must  be  a  wise  economy. 
The  first  oversight  committed  by  the 
^eat  bridge  builders  of  the  railway 
times  was  that  these  structures  were  in- 
sufficient to  bear  the  weight  of  their 
own  thrust,  or  the  weight  of  their  own 
material,  combined  with  that  of  a  pass- 
ing train.  It  ought  to  lead  us  to  view 
other  errors  with  much  consideration,  to 
reflect  that  two  of  the  first  engineers 
that  our  country  produced  had  to  learn 
the  imperfections  of  formulsB  on  which, 
together  with  their  brethren,  they  relied, 
by  failure.  Mr.  BrunePs  Maidenhead 
bridge  fell  down,  by  its  own  weight 
when  the  centers  were  struck.  Mr.  Rob- 
ert Stephenson's  Dee  bridge  broke  down 
with  the  first  train  that  came  on  it  after 
it  had  been  covered  with  a  coating  of 
gravel.  So  that  when  we  add  to  tnese 
the  Tay  bridge,  fairly  torn  from  its 
piers  by  a  hurricane,  and  the  Solway 
bridge,  with  its  legs  knocked  from  under 
it  by  floating  ice,  we  have  practical  warn- 
ing of  the  force  of  the  three  chief  differ- 
ent dangers  with  which,  as  before  said, 
the  bridge  builder  has  to  contend.  May 
we  not  hope  that  the  fourth  catastrophe 
may  cause  all  concerned  to  put  to  them- 
selves the  question  whether,  in  looking 
to  cheapness,  they  have  provided  against 
every  source  of  danger  ?  •  And  we  must 
add  that  a  special  warning  has  been 
given  to  look  to  the  soundness  of  all 
great  viaducts,  more  especially  those 
made  of  iron.  The  loss  incurred  by  the 
destruction  of  the  Solway  bridge  is  very 
heavy.  Watchfulness  prevented  it  from 
being  fatal.  We  should  like  to  be  con- 
vinced that  there  are  no  other  cases  in 
which  very  probable  causes  of  danger 
have  been  overlooked  in  construction,  or 
in  which  rust,  vibration,  or  molecular 
change  has  not  been  allowed  to  make 
sil(:nt  inroads  on  the  margin  of  stability. 

The  manufacture  of  tin  plates  origin- 
ated in  Northern  Germany,  and  as  a  tr^de 
had  existed  many  years  in  Bohemia.  From 
Bohemia,  in  1620,  it  was  carried  into 
Saxony  bv  the  Duke  of  Saxony,  and  from 
Saxony  the  secret  came  to  England  in 
1670  and  was  tried  at  Pontypool,  but  was 
given  up  and  neglected  until  1720,  up  to 
which  date  our  ancestors  had  imported 
tin  plates  from  Hamburg,  though  tin  had 
gone  from  our  shores  to  other  countries. 
— Mnglish  Papers. 
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from 

from 

Condenser. 

Cylinder. 

Boiler. 

Percent. 

Per  cent. 

Perct. 

"^ater 

10.69 
86.29 

0.28 
18.48 

0.88 
1.50 

Miueraloil 

Paity  acids 

24.19 

2.70 

0.58 

Neutral  fats.... 

2.14 

0.12 

'    1.78 
1.08 

2.11 
0.50 

— 

1     0.80 
^    7.87 

0.40 
21.44 

— 

Oxide  of  iron... 

16.0 

46.58 

74.26 

Peroxide  of  iron. 

— 

— 

14.68 

Gypsum 

0.82 

trace 

5.34 

Salt,  common... 

0.74 

trace 

1.93 

Organic  dirt 

2.98 

2.58 

0.58 

Inorganic  dirt. . . 

1.79 

2.89 

trace 

EXPERIMENTS  ON  THE  ACTION  OP   PATS   AND    MINERAL 

LUBRICANTS  ON  IRON,  IN  THE  PRESENCE  OP 

HIGH-PRESSURE    STEAM. 

From  "Abstraott**  of  the  Instltatlon  of  CItH  Aigineen. 

It  is  well  known  that  steam  of  high 
temperature  decomposes  natural  fats, 
and  causes  free  acios  to  separate  from 
them.     When  used    as    luDrioants,  in 

Slinders  employing  high-pressure  steam, 
e  resulting  aci<k  corrode  the  metal 
sur&ces  with  which  they  come  in  con- 
tact With  steam  of  very  high  pressure, 
this  takes  place  with  great  rapidity; 
with  steam  of  medium  pressure  it  con- 
tinues, though  to  a  less  degree ;  but  it 
goes  on  also  even  in  the  cUunp  atmos- 
phere, as  is  proved  by  fats  turning 
rancid  when  exposed  to  the  air.  Jm 
engines  provided  with  surface  con- 
densers, tiie  result  may  be  serious  in- 
jury to  the  boilers ;  for  the  fats  carried 
away  from  the  cylinders  with  the  exhaust 
steam,  are  returned  to  the  boilers  in  the 
feed-water  and  are  there  decomposed. 
The  continuous  action  of  hot  steam 
causes  also  the  generation  of  volatile 
aoids,  which  leave  the  boiler  with  the 
steam,  and  injuriously  afifect  steam  pipes 
and  cylinders.  In  this  way  the  speedy 
destruction  of  boilers  fed  from  surface 
condensers  is  generally  accounted  for. 
Some  persons  attribute  this  destruction, 
to  a  certain  extent,  to  the  use  of  distilled 
feed- water.  In  consequence  of  all  this, 
mineral  oils,  which  consist  chiefly  of 
hydro-carbons,  and  which  do  not  suffer 
decomposition  at  the  ordinary  tempera- 
ture of  steam  boilers,  have  come  into 
use,  although  as  lubricants  they  are  far 
from  efficient  at  high  temperatures. 
One  circumstance  should,  however,  be 
mentioned,  which  somewhat  diminishes 
the  usefulness  of  mineral  oils,  viz.,  at 
high  temperatures  mineral  oils  adhere 
to  the  sides  of  the  cylinders  less  than 
water  does,  and  consequently,  when 
steam  is  shut  ofif,  the  condensed  water 
rusts  the  surfaces  more*  than  it  would 
do,  were  animal  fats  used.  The  follow- 
ing experiments  were  all  made  in  conse- 
quence of  the  remarkable  results  given 
by  the  following  analysis  of  the  sedi- 
ment deposited  in  the  surface  condenser, 


cylinder,  and  boilers  of  a  marine  engine. 
The  lubricants  used  were,  first,  tallow, 
and  then,  till  the  day  of  the  experiments, 
mineral  oil.  The  metal  found  in  the 
deposit  existed  in  the  state  of  very  fine 
dust,  which  preserved  its  metallic  bright- 
ness perfectly.  The  iron  was  in  such  a 
minute  state  of  subdivision  that,  after 
separation  from  the  compound,  it  burnt 
spontaneously  with  a  bright  red  heat  on 
exposure  to  the  air.  These  particles  of 
metal  were  of  course  produced  by  the 
friction  of  the  piston,  etc.,  and  it  is  a 
matter  of  special  importance  to  observe 
that,  in  spite  of  their  minute  subdivision, 
and  prolonged  exposure  to  the  oxidizing 
influence  of  water  and  steam  of  high 
temperature,  they  were,  nevertheless, 
perfectly  free  from  oxidation.  Appar- 
ently the  remains  of  the  lubricants  had 
preserved  them ;  and  hence  the  question 
arises — ^in  opposition  to  the  commonly 
received  views — to  what  extent  do  these 
residues  of  the  lubricants  preserve 
metals  from  the  oxidizing  influence  of 
water  and  steam  t 

To  solve  this  question  a  strong  copper 
boiler  was  made  use  of,  connected  by 
means  of  a  pipe  with  a  receiver,  having 


Digitized  by 


Google 


EXPEBIKENTS  ON  THE  ACTION  OF  FATS  ON  IBON. 


S99 


a  screwed  top.  Into  the  receiver  were 
placed  small  yessels,  which  contamed 
the  metal  plates  and  the  different  lubri- 
cants to  be  experimented  upon;  so  that 
any  differences  in  the  corrosion  of  the 
plates  could  only  be  ascribed  to  the 
action  of  the  Inbricani  .The  pressure 
in  the  boiler  was  maintained  at  from  two 
to  three  atmospheres  above  the  air  press- 
ure. The  test-plates  were  accurately- 
weighed  pieces  of  boiler  plates,  which. 


after  the  experiments,  were  thoroughly 
cleaned  and  again  weighed.  The  differ- 
ence in  the  weights  gave  the  amount  of 
iron  lost  by  oxidation.  The  enerimente 
were  made  with  both  sea  and  distilled 
water.  The  plates  were  half  immersed 
in  the  water,  their  surfaces  having  been 
painted  with  the  lubricating  material,  a 
little  of  which  was  also  poured  on  the 
surface  of  the  water.  The  following 
table  gives  the  results : 


Lenfl^ 

No. 

Experi- 

ment. 

Days. 

1 

2 

2 

2 

8 

2 

4 

6 

6 

6 

6 

6 

7 

8 

8 

8 

9 

8 

10 

8 

11 

*    8 

12 

8 

Before  the 
Experiment. 


Weight  of  Plate  in 
milligrammes. 
=  0.0154  grain. 


After  the 
Experiment. 


Loss  of 
weight 

in 

milli- 

gram'es. 


In  sea  water 

*'      withtaUow 

*•    mineral  oil 

'*       "     (no  Inbricant) 

"       *•      with  tallow , 

"         "    mineral  oil 

In  distilled  water 

**       "    with  tallow 

"      "     mineral  oil 
"    (no  lubricant). . . 

**        "        "    with  tallow 

"     mineral  oil 


82584.0 
82888.0 
29981.5 
82228.5 
82198.5 
29814.5 
81907.0 
82128.0 
29761.0 
29898.5 
81775.5 
82088.0 


82519.0 
82875.0 
29954.5 
82050.0 
82171.0 
29798.0 
81887.0 
82115.0 
29784.0 
29852.0 
81784.0 
82050.5 


45.0 
11.0 
7.0 
178.5 
27.5 
18.5 
40.0 
11.0 
17.0 
41.5 
11.6 
15.5 


Experiments  1  te  6  prove  that  sea- 
water  alone  and  its  steam  destroys  iron 
more  rapidly  than  when  tallow  and  min- 
eral oil  are  present.  The  tallow,  when 
fresh,  contained  0.4  per  cent,  free  acid, 
and  after  six  days'  exposure  te  steam, 
3.4  per  cent.  Experiments  7  te  9  prove 
the  same  thing  with  regard  te  distilled 
water,  and  prove  also  that  distilled  water 
is  less  harmful  than  salt  water. 

In  experiments  10  te  12  the  plates, 
which  were  before  exposed  te  the  pure 
distilled  water,  were  now  coated  with  the 
lubricant,  and  vice  versa,  but  without 
altering  the  result. 

The  oft-observed  fact,  that  boilers  of 
engines  provided  with  surface  conden- 
sers have  a  very  short  life-time,  must 
therefore  be  ascribed  te  some  other 
effect  of  the  lubricating  material  than 
the  generation  of  acids,  for  it  has  been 
proved  above  that,  in  spite  of  the  pres- 
ence of  acids,  the  lubricants  tend  te  pre- 
serve the  plates  from  rust. 

The  following  reason  is  advanced  by 


the  author  te  account  for  the  destruction 
of  the  boilers,  no  account  being  taken  of 
the  direct  action  of  the  acids.  When 
the  lubricants  come  inte  the  boiler,  and 
acids  are  formed,  these  latter,  acting  on 
the  lime  and  other  alcalic  minerals  in  the 
feed  water,  form  insoluble  soaps,  which 
are  deposited  on  the  sides  and  bottem  of 
the  boiler,  furnaces,  ete.  Furthermore, 
the  fatty  acids,  acting  on  the  oxide  of 
iron  contained  in  the  feed-water,  or  ex- 
isting on  the  boiler-plates,  form  insolu- 
ble  iron  soap,  which  also  is  deposited  in 
a  similar  manner.  These  soaps  are  non- 
conducters,  and  in  consequence  the 
plates  which  are  covered  by,  and  which 
are  also  exposed  to  the  action  of  the  fire, 
are  overheated  and  rapidly  destroyed. 
An  illustration  of  this  action  may  be  ob- 
tained by  boiling  sea- water  in  a  platinum 
basin,  over  a  moderate  steady  flame. 
Under  these  circumstances  the  boiling 
proceeds  quite  quietly.  Let  now  a  few 
drops  of  an  oil  rich  in  acids  be  dropped 
on  the  water ;  after  a  few  moments  the 
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steady  boiling  ceases,  and  violent  ebulli- 
tion and  foaming  takes  place.  The  bot- 
tom of  the  basin  will  be  found  to  be 
Covered  with  a  thin  layer  of  soap,  which 
the  water  cannot  touch. 

The  author  carried  out  a  series  of  ex- 
periments to  determine  the  relative 
values  of  tallow  and  mineral  oils  as  pre- 
servatives for  iron,  under  conditions 
which  obtain  in  boilers.  The  result  was 
that  the  mineral  oils  proved  incompara- 
bly the  best.  When  tallow  is  used,  the 
result  is  satisfactory  for  the  first  few 
days,  but  as  the    formation  of     acids 


steadily  progresses,  so  the  oxidation 
rapidly  increases.  As  a  result  of  his  re- 
searches, the  author  recommends  that, 
wherever  the  lubricating  qualities  of 
mineral  oils  suit  the  circumstances,  they 
should  be  used  with  engines  provided 
with  surface  condensers ;  but  in  the  case 
of  ordinary  condensers,  and  non-con- 
densing engines,  tallow  may  be  used 
without  any  ill  effect,  as  it  passes 
through  the  cylinder  before  there  is 
time  for  acids  to  form,  and  consequently 
the  metal  surfaces  are  not  exposed  to 
I  any  injurious  action. 


THE  INJECTOR  AS  A  MOTOR  FOR  HYDRAULIC  LIFTS. 

By  Hp.  OTHBGRAVEN. 
From  "Abstracts"  of  the  Institution  of  Civil  Bngineera. 


The  author  remarks  that  the  advant- 1 
age  of  using  hydraulic  power  for  the 
Uf ting  of  heayy  weights  through  short 
distances  has  lon^  been  recognized ;  but 
an  important  objection  is  the  necessity 
of  special  plant  ( engines,  pumps,  accu- 
mulator, etc.)  to  generate  the  motive 
force.  This  plant,  besides  its  cost,  is 
often  difficult  to  find  room  for ;  and  if 
located  in  some  comer  of  a  large  shop, 
the  distance  to  which  the  pipes  have  to 
be  carried  is  a  serious  ^awback.  In 
such  pipes  frost  is  often  a  danger,  where 
they  cannot  readily  be  buried,  and  the 
fact  that  the  need  for  such  tools  is  often 
occasional  only  makes  another  difficulty. 
These  objections  are  obviated  by  using 
the  ordinary  injector  to  supply  the 
motive  power.  An  injector  in  good 
working  order  will  raise  water  to  a 
pressure  about  50  per  cent,  higher  than 
the  steam  pressure  by  which  it  works. 
It  is  therefore  only  a  question  of  the 
most  convenient  method  of  application. 
It  may  be  sufficient  in  many  cases  to 
use  the  actual  injector  of  a  locomotive, 
connecting  its  outlet  direct  to  the  press- 
ure cylinder ;  but  since  this  connection 
takes  time,  it  is  better  to  have  a  portable 
injector  fixed  to  a  small  water  tank. 
This  injector  is  connected  by  flexible 
tubing  to  the  pressure  cylinder  at  one 
end,  and  to  the  locomotive  boiler  at  the 
other ;  the  attachment  to  the  latter  being 
made  at  the  opening  of  the  overflow  pipe 
of  its  own  injector.  The  steam  valve  of 
the  engine  injector  is  then  opened^  and 


the  delivery  valve  closed;  the  steam  is 
therefore  obUged  to  pass  through  the 
opening  of  the  overflow  pipe  to  the  por- 
table injector,  and  thence  to  the  press- 
ure cylinder.  Using  this  arraugement, 
with  a  steam  pressure  of  150  lbs.,  and 
with  a  pressure  cylinder  of  0.7  meter 
diameter  ( 27^  inches )  one  man  can  with 
ease  lift  and  turn  on  a  turntable  a  loco- 
motive of  35  tons  weight,  using  its  own 
steam  for  the  purpose.  The  water  is  at 
once  let  ofl^  when  required,  by  opening 
a  cock.  The  method  may  also  be  ap- 
plied for  tipping  coal  wagons  on 
wharves;  the  engine  which  shifts  the 
wagons  supplies  the  steam  in  this  case, 
the  making  and  breaking  of  the  connec- 
tion being  so  easy  that  no  time  is  lost 
Another  arrangement  consists  of  a  port- 
able pressure  cylinder  slung  from  an 
elevated  beam,  and  is  used  for  lifting 
wheels  and  axles  out  of  a  sunken  road, 
which  has  been  done  by  this  means  in 
one-ninth  of  the  time  it  formerly  occu- 
pied. Yet  another  is  a  portable  cylinder 
of  420  millimeters,  diameter  (16^  inches), 
taking  the  place  of  a  hydraulic  jack  in 
cases  of  derailment,  etc.  In  all  these 
cases  the  principle  is  the  same,  viz.,  to 
use  the  steam  of  the  nearest  available 
boiler  (especially  a  locomotive)  to  gener- 
ate the  required  pressure  by  means  of 
an  injector  just  as  it  is  wanted,  instead 
of  fixed  pumps  and  accumulators  to 
maintain  tiie  pressure  continuously. — 
Organ  fur  die  ForUchritte  des  Msen- 
bahmoese7i8. 
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DEEP-SEA    INVESTIGATION,     AND    THE    APPARATUS 
EMPLOYED  IN  IT. 

By  J.  Y.  BUCHANAN,  F.  R.  S.  B.,  F.  C.  8. 
From  the  "Journal  of  the  Society  of  Arts.** 


DsBP-sea  inyestigatioii,  in  the  sense  of 
exploring  the  surface  of  the  ocean  with 
the  view  of  discovering  new  lands,  and 
so  determining  the  boundaries  of  the 
sea,  has,  in  all  ages,  commanded  the  at- 
tention of  the  more  civiUzed  races  of 
mankind,  and  the  most  adventurous  of 
their  members  have  ever  engaged  with 
enthusiasm  in  its  pursuit.  It  is  proba- 
ble that  the  first  voyages  were  under- 
taken, less  with  a  view  to  satisfy  curi- 
osity, than  to  render  traveling  from 
place  to  place  more  expeditious  and  less 
irksome.  It  was  not  until  the  mariner's 
qompass  had  been  introduced  into  Eu- 
rope, in  the  12th  century,  that  long  voy- 
ages, out  of  sight  of  land,  could  be  un- 
dertaken ;  although  the  enterprise  of  the 
Mediterranean  mariners  enabled  them  to 
take  their  ships  as  far  as  Britain  without 
any  such  aid ;  and  no  one  who  is  at  all 
acquainted  with  practical  navigation, 
will  deny  the  difficulty  and  the  danger  of 
the  undertaking.  The  adoption  of  the 
compass  as  a  standard  of  direction,  and 
the  immense  amount  of  valuable  prop- 
erty which  was  consequently  risked  on 
the  faith  of  its  infcdlibility,  raised  a 
strong  interest  in  the  study  of  the  be- 
havior of  the  magnetic  nee^e  in  differ- 
ent localities,  especially  at  sea,  resulting 
in  the  discovery  and  investigation  of  the 
magnetic  variation  which,  consequently, 
became  a  recognized  phenomenon,  to  be 
taken  into  accotmt  in  all  questions  affect- 
ing a  ship's  reckoning.  During  his  voy- 
age, which  ended  in  the  discovery  of 
America,  Columbus  crossed  and  determ- 
ined the  position  of  a  line  of  "  no  varia- 
tion" somewhat  west  of  the  Azores. 
This  line  was,  by  Papal  decree,  made  the 
boundary  between  the  rival  kingdoms  of 
Portugal  and  Castille,  and  thus,  to  the 
determination  of  its  position,  was 
given  a  factitious  importance  which  was 
the  indirect  cause  of  much  valuable 
geographical  discovery.  The  first  voy- 
ages for  scientific  p.urposes  were  thus 
undertaken  for  determining  the  mag- 
VoL  XXIV.— No.  6—27. 


netic  constants  at  different  places  on  the 
ocean,  and  as  these  are  subject  to  con- 
tinual variations,  their  re-determination 
from  time  to  time  is  Ukely  to  furnish,  in 
the  future,  a  motive  for  frequent  mari- 
time expeditions. 

It  was  in  connection  with  the  investi- 
gation of  magnetic  phenomena  that  an 
exceedingly  convenient  method  of  graph- 
ically representing  the  relation  between 
isolated  observations,  received  its  first 
extension.  In  an  ordinary  map  or  chart, 
one  of  the  principal  features  is  the  coast 
line.  This  line  represents  the  most 
probable  direction  of  the  intersection  of 
the  sea  surface  with  the  land  surface,  as 
deduced  from  observations  at  isolated 
points.  With  greater  detail  in  the  sur- 
vey, the  height  of  points  inland  above 
the  sea  is  determiiled,  from  which  pro- 
files are  drawn,  and  points  of  equal 
height  on  these  profiles  are  connected, 
and  their  projections  on  the  sea  surface 
are  entered  in  the  map  as  lines  of  equal 
height  above  the  sea,  generally  called 
contour  lines.  When  the  depth  of  the 
land  below  the  sea  is  determined,  the 
same  method  of  graphic  representation 
is  6tdopted.  In  a  chart,  however,  all  the 
original  determinations  of  depth  are  en- 
tered, while  in  the  map  the  general  con- 
figuration of  the  country  is  represented 
as  deduced  from  the  individual  observa- 
tions. Similarly,  in  rendering  the  re- 
sults obtained  by  the  magnetic  observer 
conveniently  and  intelligibly  accessible 
to  the  pubHc,  and  especially  to  the  navi- 
gator, the  results  of  the  determinations 
of  variation  at  the  different  localities  are 
entered  in  a  chart,  and  points  of  equal 
variation  are  connected  by  lines  drawn 
at  convenient  intervals,  as  from  degree 
to  degree,  or  every  five  degrees.  Here 
the  case  of  sea  and  land  charts  is  re- 
versed. At  sea  the  magnetic  constants 
vary  gradually,  and  nowhere  abruptly, 
consequently  a  chart  of  magnetic  con- 
tours of  moderately  recent  date  supplies 
all  the  wants  of  navigation.    It  is  other- 
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wise,  however,  on  land,  especially  in  vol- 
canic countries,  or  those  consisting 
largely  of  igneous  rocks.  An  almost 
constant  constituent  of  these  rocks  is 
magnetic  oxide  of  iron  or  loadstone,  and 
the  proportion  in  which  it  is  present  in 
rocks,  immediately  adjacent  to  one  anoth- 
er, often  varies  within  very  wide  limits. 
The  consequence  is,  that  the  needle 
points  in  different  directions  at  localities 
close  to  each  other,  so  that  a  survey  of 
such  a  country  would  differ  very  materi- 
ally, according  as  the  beaiings  were  de- 
pendent on  solar  or  magnetic  observa- 
tions. 

The  employment  of  contour  lines  to 
represent  the  results  first  of  geodetical, 
then  of  magnetic,  observations,  was  ex- 
tended by  Humboldt  to  the  representa- 
tion of  temperature  phenomena.  They 
have  since  been  largely  used  to  repre- 
sent the  distribution  of  other  qualities, 
such  as  density  of  sea  water,  and  of 
plants,  animals,  &c. 

Important,  however,  as  is  the  investiga- 
tion of  magnetfc  phenomena  at  sea,  it  is 
not  my  intention  to  refer  further  to  it 
to-night ;  it  is  enough  to  have  pointed 
out  that  the  interest  which  it  possessed 
for  navigation  was  the  moving  cause  of 
the  fitting  out  of  the  earliest  maritime 
scientific  expeditions.  Our  concern  is 
with  the  determination  of  the  depth  of 
the  ocean,  of  the  distribution  of  temper- 
ature of  its  waters,  of  the  chemical  and 
physical  character  of  its  waters,  and  of 
the  ground  at  its  bottom,  and  with  the 
distribution  of  life  in  it. 

The  first  problem  of  deep-sea  investi- 
gation is  to  determine  the  extent  of  the 
ocean,  its  size,  its  volume.  The  superfi- 
cial extent  and  limits  are  determined  by 
the  surveyor  In  order  to  map  out  the 
bottom  of  the  sea,  there  is  only  one 
metiiod,  namely,  the  direct  determina- 
tion of  the  depUi  at  as  many  places  as 
possible. 

When  a  ship  is  ''  in  soundings,"  the 
depth  is  ascertained  at  frequent  intervals 
by  a  **  leadsman ''  statioued  in  some  con- 
venient place  on  the  outside  of  the  ship, 
whence  he  can  throw  forward  the  lead 
attached  to  the  line  which  he  carries  in 
his  hand.  The  ordinary  hand  lead  line 
is  from  20  to  25  fathoms  long,  and  it  is 
conventionally  marked  with  bits  of 
leather  at  2,  3  and  10  fathoms,  white 
bunting  at  5  and  15,  red  bunting  at  7 


and  17,  blue  bunting  at  18,  and  with  two 
knots  at  20  fathoms.  The  lead  is  a  long, 
finely  tapered  block,  of  generally  14  lbs. 
weight ;  it  has  a  recess  at  the  thick  end,, 
and  is  perforated  at  the  other  end  for  the 
reception  of  the  line.  This  instrument 
is  chiefly  used  while  the  ship  is  in  motion. 
The  man  entrusted  with  the  duty  swings 
the  lead  backwards  and  forwards,  and 
even  completely  round  a  vertical  circle, 
in  order  to  generate  the  requisite  mo- 
mentum to  carry  the  lead  well  in  advance 
of  the  ship  before*  it  touches  the  water. 
It  then  sinks  rapidly,  whilst  the  leads- 
man's position  is  advancing  to  the  spot 
where  the  lead  touched  the  water.  When 
the  line  has  thus  been  brought  up  and 
down,  the  depth  is  ascertained  by  ob- 
servation of  the  marks  on  the  line  It  is 
obvious  that  by  this  primitive,  but  effect- 
ive, method  of  sounding,  the  limiting 
depth  which  can  be  so  ascertained  de- 
pends chiefly  on  the  speed  of  the  vessel, 
and  in  a  less  degree  on  the  skill  and 
strength  of  the  leadsman.  Under  ordi- 
nary circumstances,  the  method  is  effect- 
ive in  depths  up  to  twelve  or  fifteen 
fathoms,  and  tlus  degree  of  efficiency 
suffices  for  most  purposes. 

Occasionally,  however,  it  is  advisable 
to  sound  in  greater  deptiis,  without  the 
ship  being  necessarily  stationary.  The 
simplest  method  of  doing  so  is  to  reduce 
as  much  as  possible  the  ship's  way,  and 
having  carried  the  line  well  forward,  to 
leave  it  there,  and  give  it  line  as  it  sinks. 
Here  the  depth  and  the  speed  of  the  ves- 
sel should  be  so  proportioned,  that  the 
lead  reaches  the  bottom  before  the  ship 
has  passed  completely  over  ii  Willi 
care,  very  accurate  soundings  can  be 
obtained  in  this  way,  but  the  depth 
must  not  be  much  above  thirty  or  forty 
fathoms. 

When  the  object  is  to  sound  in  ocean 
water,  where  we  must  be  prepared  to 
meet  with  depths  of  two  or  three  thous- 
and fathoms,  it  is  essential  that  the  yb^ 
sel  be  kept  stationary,  and  if  hemp  line 
be  used,  much  heavier  weights  must  be 
employed.  Sounding  in  great  depths  is 
one  of  the  most  important  operations 
connected  with  deep-sea  investigations, 
and  it  is  only  within  the  last  thirty  years 
that  it  has  received  any  very  great  atten- 
tion. Probably  the  first  attempt  at 
deep-sea  sounding  was  made  by  Captain 
Constantine  John  Phipps,    duling  his 
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Arctic  TOjage,  in  the  year  ITTS,  when  he 
was  accompanied  by  Dr.  Irring,  who 
made  a  number  of  very  Talnable  deter- 
minations of  the  temx>eratare  of  the  sea 
water  at  different  depths,  besides  fitting 
the  Tcssel  with  one  of  the  earliest  stills, 
which  worked  well,  and  supplied  the 
crew  with  fresh  water  during  the  whole 
cruise.  Phipps'  deepest  sounding  ap- 
pears to  have  been  683  fathoms.  For 
this  purpose,  all  the  lead  line  in  the  ship 
was  used,  and  a  lead^weighing  150  lbs., 
which  appeared  to  have  sunk  about  ten 
feet  into  the  mud,  a  soft  blue  clay. .  With 
this  was  sent  down  a  water  bottle,  of  Dr. 
Irying's  construction,  and  the  water 
brought  up  had  a  pressure  of  40^  Fahr., 
that  of  the  surface  being  55^  Fahr.  The 
density  of  the  water  was  also  measured, 
and  Cayendish's  self-registering  ther- 
mometers were  used.  So  that,  at  this 
early  date,  the  methods  and  objects  of 
deepH3ea  investigations  were  perfectly 
understood.  What  prevented  much  work 
being  done  was  chi^y  the  want  of  steam. 
But  little  advance  was  made  in  this 
branch  of  research  until  after  the  ter- 
mination of  the  French  war.  In  1818, 
Oaptain  John  Boss  made  his  well-known 
voyage  of  discovery  to  the  Arctic  seas, 
in  H.M.SS.  ** Isabella"  and  "Alexander." 
During  this  voyage,  he  paid  great  atten- 
tion to  deep-sea  investigation,  and  in- 
vented, and  nad  constructed,  one  of  the 
earliest  satisfactory  instruments  for 
bringing  up  a  considerable  quantity  of 
the  bottom  mud  in  deep  water.  He, 
himself,  gives  the  following  account  of 
his  instrmnent  and  its  performances,  in 
Che  appendix  to  the  accotmt  of  the  voy- 
age: 

"  This  instrument  was  invented  by  me 
on  board  his  Majesty's  ship  "Isabella"  in 
the  early  part  of  our  voyage  to  the  Arc- 
tic Begions.  Many  fruitiess  attempts 
had  been  made  to  procure  substances 
from  the  bottom  of  the  sea  in  deep  wa- 
ter, by  the  instruments  with  which  we 
were  supplied,  and  I  had  an  opportunity 
of  observing  the  reasons  of  this  failure, 
which  led  to  the  discovery  of  that  which 
I  am  about  to  describe,  and  which,  in 
almost  every  instance,  completely  suc- 
ceeded in  accomplishing  that  desin^ble 
object.,  of  bringing  up  substances  of  any 
description,  in  considerable  quantity, 
from  any  depth;  but  it  has  also  been 
found  to  preserve  the  temperature  of  any 


substances,  if  they  are  soft,  until  it  can 
be  measured  by  the  thermometer,  and 
by  that  means  the  temperature  of  the 
earth  can  be  nearly  ascertained  at  any 
fathomable  depth.  In  Melville  Bay,  on 
the  1st  of  August,  it  brought  up  from 
four  hundred  and  twenty  fathoms  some 
soft  mud,  into  which  the  thermometer 
was  immediately  immersed,  and  it  gave 
29^^.  At  the  same  time,  the  self-regis- 
tering thermometer,  at  the  depth  of  two 
hundred  and  ten  fathoms,  gave  the  same 
temperature.  In  Prince  Begent's  Bay, 
in  four  hundred  and  fifty-five  fathoms,  it 
gave  the  same  temperature.  In  the  en- 
trance of  Lancaster  Sound,  at  the  depth 
of  six  hundred  and  seventy-four  fathoms, 
the  temperature  of  the  mud  was  also 
found  to  be  29i^;  and  at  the  highest 
part  of  that  inlet  in  which  we  sounded, 
the  mud  was  found  to  be,  in  six  hundred 
and  fifty  fathoms,  29*". 

"  On  the  6th  of  September,  in  latitude 
72°  23'  N.,  and  longitude  73°  07i  W., 
we  sounded  in  1,050  fathoms,  from  which 
depth  the  instrument  brought  up  6  lbs. 
of  very  soft  mud.  The  next  day  being 
quite  (Msdm,  we  tried  the  temperature  of 
the  sea  at  five,  six,  seven,  eight  hundred, 
and  a  thousand  fathoms,  and  found  its 
temperature  decrease  from  35  gradually 
to  the  same  temx>erature  as  the  instru- 
ment gave  it,  which  was  28f .  Although 
the  instrument  may  not  bring  up  the 
mud  at  the  exact  temperature  of  that  at 
the  bottom,  it  may  be  supposed  that  it 
cannot  have  suffered  much  alteration, 
from  its  agreeing  so  nearly  with  the  self - 
registering  thermometer,  and  that,  if  it 
has  altered,  it  must  be  to  increase  the 
degree  of  temperature;  hence,  it  may 
always  be  inferred  that  the  mud  at  the 
bottom  is  not  of  a  higher  temperature 
than  that  brought  up  by  the  instrument. 
The  reasons  for  so  little  alteration  taking 
place  is  the  closeness  with  which  the  in- 
strument confines  the  mud,  which  is 
such  as  not  to  allow  even  the  water  to 
escape.  If  the  instrument  strikes  among 
stones  which  are  small  enough  to  get 
between  the  forceps,  it  will  bring  up  as 
many  as  are  enclosed  in  them ;  in  one 
instance,  it  brought  up  a  stone  (which 
weighed  two  pounds  and  ahalf)  from  300 
fathoms,  and,  in  another,  it  struck  a  rock 
and  cut  a  piece  out,  which  it  brought  up 
from  216  rathoms.  The  instrument  was 
made  from   the   model  by  the    ship's 
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armorer,   and    snoceeded    on  the    first 
trial. 

<^To  use  the  deep-sea  clamms,  it  is 
necessary  to  be  provided  with  whale 
lines,  such  as  are  used  by  the  Greenland 
and  South  Sea  ships,  which  are  two  and 
a-half  inches  in  circumference,  made  of 
the  best  hemp,  and  very  pliable  and  easily 
coiled ;  the  lines  ought  to  be  spliced  to- 
gether, and  faked  or  coiled,  so  as  to  run 
quite  clear  on  the  fore  part  of  the  ship's 
decks.  In  very  deep  water  it  is  necessary 
that  it  should  be  calm,  or  nearly  so,  to 
be  certain  that  soundings  are  obtained  in 
500  fathoms ;  but,  in  a  Hght  breeze,  the 
instrument  may  be  hung  to  a  boat  and 
towed  in  the  direction  of  the  ship's  drift, 
and  if  there  is  any  wind  it  is  best  to 
lower  all  the  sails  down.  An  outrigger, 
fitted  with  a  block,  should  be  fixed  in  the 
weather  quarter,  through  which  the  line 
ought  to  be  rove  and  bent  to  the  instru- 
ment, when  it  ought  to  be  lowered  until 
it  is  a  fathom  below  the  surface,  and  then 
let  go.  The  instruments  and  lines  may, 
however,  be  made  for  different  depths, 
and  used  accordingly.  For  the  North 
3ea  I  would  recommend  one  of  fifty 
pounds." 

The  cast  iron  sinker  of  the  one  actually 
used  by  Captain  Boss  was  a  long,  hollow, 
parallelopiped,  weighing  one  hundred 
weight 

About  the  same  time  as  Sir  John  Boss 
was  prosecuting  his  voyages  on  behalf 
of  the  Government,  Scoresby,  in  pursuit 
of  his  trade  as  a  whaler,  was  collecting 
most  valuable  information.  Of  all  the 
navigators  who  have  combined  with  the 
due  discharge  of  their  duties  as  sailors 
the  scientific  investigation  of  the  condi- 
tions of  the  ocean,  the  younger  Scoresby 
is  certainly  the  one  most  imbued  with 
the  spirit  of  the  philosopher.  The  prob- 
lems to  be  solved  seem  to  present  them- 
selves at  once  to  his  mind  divested  of  all 
irrelevant  matter,  and  he  attacks  them 
directly  and  successfully.  In  sounding 
at  great  depths,  for  instance,  he  at  once 
recognizes  that  when  the  ordinary  deep 
sea  £ne  and  lead  are  used,  the  increasing 
weight  of  line,  in  proportion  as  more  of 
it  is  required,  renders  less  certain  the 
determination  of  the  moment  when  bot- 
tom is  reached.  He  determines  the 
density  of  the  water  with  a  thermometer 
with  large  bulb  and  narrow  stem,  and  he 
.gives  a  table  for   correcting  observed 


specific  gravities  for  temperature,  which 
shows  that  he  knew  that  sea  water  did 
not  attain  a  maximum  of  density  at  the 
same  temperature  as  distilled  water. 
The  following  passage  from  his  "  Arctic 
Voyage  "  will  show  how  thoroughly  he 
knew  the  nature  of  the  work  which  be 
had  taken  up : 

"  The  difficulty  of  getting  satisfactory 
soundings  at  great  depths  arises,  princi- 
pally, firom  the  uncertain  intimation 
given  when  the  lead  strikes  the  bottom. 
This  uncertainty  is  increased  by  using  a 
thick  line;  for  if  a  lead  of  a  hundred 
pounds  were  used,  the  rope  attached  to 
it  would  require  to  be  so  thick  that,  at 
the  depth  of  six  or  eight  hundred 
fathoms,  the  weight  of  the  line,  even  in 
water,  would  be  so  many  times  greater 
than  that  of  the  lead,  that  scarcely  any 
effect  could  be  observed  when  it  ^ould 
reach  the  bottom.  Hence,  I  always  pre- 
fer a  light  lead  and  a  very  small  line. 
With  a  lead  of  20  pounds  I  have  sounded 
in  above  1,000  fathoms,  and  felt  assured 
that  if  it  had  struck  the  bottom  I  should 
have  observed  it,  for  the  whole  of  the 
line  in  use  was  not  above  twice  as  heavy 
as  the  lead ;  so  that  the  diminution  of 
one-tiiird  of  the  weight  would  have  been 
very  observable.  But  with  a  heavy  lead 
and  thick  line,  where  the  strength  of 
several  men  is  requisite  to  haul  it  up, 
there  can  be  no  evidence,  without  the  test 
of  weighing,  of  any  trifling  alteration  in 
the  strain  of  weight.  Hence,  if  the  lead 
is  found  to  have  been  at  the  bottom, 
there  can  be  no  assurance  that  a  quan- 
tity of  the  line,  as  well  as  the  lead,  has 
not  also  been  on  the  ground.  To  a  26 
lb.  or  28  lb.  lead  I  generally  attach  200 
or  300  fathoms  of  common  log  line, 
where  there  is  no  valuable  apparatus 
along  with  it,  and  to  this  a  small  lead 
line,  and  finish  with  a  deep  sea  line,  thus 
increasing  the  line  in  thickness  with 
the  increase  of  weight  to  be  supported ; 
and  having  the  whole  of  such  a  weight 
that  the  Ime  can  be  held  in  the  ha^ad, 
and  the  least  stoppage  made  percepti- 
bla" 

After  showing  how,  from  observation 
of  the  whale  fishing,  he  had  often  been 
able  to  draw  correct  conclusions  as  to  the 
depths  of  water,  seeing  the  amount  of 
line  which  they  would  take  out  when 
running  perpendicularly  downwards,  he 
relates  the  following  story  from  the  log- 
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book  of    bis    father,  wbo    was    also    a' 
whaler : 

'*  At  great  depths,  the  effects  of  the 

Sressnre  of  the  seals  not  a  little  cnrious. 
[y  father  met  with  the  following  singu- ' 
lar  instance,  in  the  year  1749,  which  I 
baye  taken  from  his  logbook.  On  the' 
31st  of  May,  the  chief  mate  of  the  "Hen- ' 
rietta,"  of  Whitby,  the  ship  my  father  j 
then  commanded,  struck  a  whale,  which  i 
*  ran  *  all  the  lines  out  of  the  boat  before 
assistance  arrived,  and  then  dragged  the 
boat  under  water,  the  men  meanwhile ' 
escaping  to  a  piece  of  ice.  When  the  | 
fish  returned  to  the  surface  to  *  blow  *  it  | 
was  struck  a  second  time,  and  soon  af-  [ 
terwards  killed.  The  moment  it  expired 
it  began  to  sink,  which,  not  being  a  usual 
circtmistance,  excited  some  surprise.  My 
father,  who  was  himself  assisting  at  the 
capture,  observing  the  circumstance, 
seized  a  grapnel,  fastened  a  rope  to  it, 
threw  it  over  the  tail  of  the  fish,  aud  for- 
tunately hooked  it  It  continued  to 
sink,  but  the  line  being  held  fast  in  the 
boat,  at  length  stopped  it,  though  not 
until  the  *  strain '  was  such  that  the  boat 
was  in  dans^er  of  sinking.  The  *  bight  * 
or  loop  of  a  rope  being  then  passed 
round  the  fish,  and  allowed  to  drop  below 
it,  inclosed  the  line  belonging  to  the 
sxmken  boat,  which  was  found  to  be  the 
cause  of  the  phenomenon  observed.  Im- 
mediately the  harpoon  slipped  out  of  the 
whale,  and  was,  with  the  line  and  boat 
attached  to  it,  on  the  point  of  being  lost, 
when  it  was  luckily  caught  by  the  encom- 
passing rope.  The  fish  being  then  re- 
leased from  the  weight  of  the  line  and 
boat,  rose  to  the  surface ;  and  the  strain 
was  transferred  to  the  boat  connected 
with  the  disengaged  harpoon.  My  father, 
imagining  that  the  sunken  boat  was  en- 
tangled among  rocks  at  the  bottom  of 
the  sea,  and  that  the  action  of  a  current 
on  the  line  produced  the  extraordinary 
stress,  proceeded  himself  to  assist  in 
hauling  up  the  boat.  The  strain  upon 
the  line  he  estimated  at  no  less  than 
three-fourths  of  a  ton,  the  utmost  power 
of  twenty-five  men  being  requisite  to 
overcome  the  weight.  The  laborious 
ox>eration  of  hauling  the  line  in  occupied 
several  hours,  the  weight  continuing 
nearly  the  same  throughout  The  sunken 
boat,  which  before  the  accident  would 
have  be^  buoyant  when  full  of  water, 
when  it  came  to  the  surface  required  a 


boat  at  each  end  to  keep  it  from  sinking. 
When  it  was  hoisted  into  the  ship,  the 
paint  came  off  the  wood  in  large  sheets, 
and  the  planks,  which  were  of  wainscot, 
were  as  completely  soaked  in  every  pore 
as  if  they  had  lain  at  the  bottom  of  the 
sea  since  the  Flood.  A  wooden  apparatus 
that  accompanied  the  boat  in  its  progress 
through  the  deep,  consisting  chiefly  of  a 
piece  of  thick  deal,  about  mteen  inches 
square,  happened  to  fall  overboard,  and 
though  it  originally  consisted  of  the 
lightest  fir,  sunk  in  the  water  like  a  stone. 
The  boat  was  rendered  useless ;  even  the 
wood  of  which  it  was  built,  on  being 
offered  to  the  cook  as  fuel,  was  tried  and 
rejected  as  incombustible." 

The  incident  is  exceedingly  interest- 
ing, as  being,  perhaps,  the  first  occasion 
on  which  tiie  effect  of  the  enormous 
pressure  produced  by  a  column  of  water 
was  directly  observed.  It  will  be  ob- 
served that  the  wood,  though  painted, 
got  completely  water-logged,  while  the 
whale,  which  must  have  penetrated  to 
nearly  the  same  depths,  retained  its 
buoyancy. 

The  plan  introduced  by  the  Ameri- 
cans, of  using  fine  twine  and  a  heavy 
weight,  sacrificing  both  at  every  sound- 
ing, was  one  which,  with  a  little  elabora- 
tion, could  have  been  made  to  give  very 
accurate  measurements  of  depth.  And, 
indeed,  when  it  was  found  that  ordinary 
observation  or  feeling  did  not  suffice  to 
indicate  when  the  shot  had  reached  the 
bottom,  the  practice  of  observing  the 
rate  at  which  successive  equal  lengths  of 
the  line  passed  out,  which  has  siAce  been 
so  useful,  was  introduced.  It  is  worthy 
of  remark  that,  at  this  early  date  (about 
1860)  iron  wire  was  used  instead  of 
twine,  by  Lieutenant  Walsh,  of  the  U.  S. 
schooner  "Taney." 

When  telegraphic  enterprise  began  to 
develop  itself,  deep-sea  sounding  became 
of  great  practical  importance,  and,  since 
the  date  of  the  first  Atlantic  cable,  it  has 
been  carried  on  both  by  governments 
and  commercial  companies,  with  all  the 
energy  produced  by  prospective  money 
making.  For  the  telegraphic  engineer, 
however,  it  was  not  enough  to  know  the 
depth  of  the  water;  it  was  of  almost 
equal  importance  for  him  to  know  the 
nature  of  the  ground  on  which  his  cable 
was  to  lie.  The  invention,  in  1854,  by 
passed  Midshipman  Brooke,  of  the  IT.  S. 
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Navy,  of  a  oontrivance  to  detach  the 
weight  used  to  carry  down  the  sounding 
line,  while  it  enabled  a  specimen  of  the 
bottom  to  be  brought  up,  was  of  great 
importance  in  rendering  easier  and  more 
accurate  the  survey  of  the  ocean  bed. 
Brooke's  sounding  apparatus  consisted 
of  a  cannon  ball,  wiUi  a  hole  driUed 
through  ii  Through  this  hole  passed  a 
straight  rod,  fitted  at  its  upper  end  with 
peculiar  disengaging  hooks.  The  weight 
was  slung  to  tiiese  hooks  by  means  of  a 
wire,  which  passed  from  a  ring,  which 
was  slipped  over  the  rod  under  the 
weight,  up  on  each  side  of  the  cannon 
ball  to  the  hooks.  The  sounding  line 
was  attached  to  eyes  in  these  hooks,  and 
as  long  as  the  lower  end  of  this  rod  was 
not  resting  on  anything,  the  weight  was 
kept  securely  in  its  place,  and  available 
for  taking  out  the  sounding  line.  As 
soon,  however,  as  bottom  was  reached, 
and  this  rod  came  to  be  supported  on  its 
lower  end,  the  hooks  at  the  upper  end 
fell  forward,  and  allowed  the  wire  to 
disengage  itself.  The  weight  was  thus 
released,  and,  on  the  line  being  pulled 
up,  the  rod  came  away  through  the 
perforation  of  the  shot,  and  brought 
with  it  specimens  of  the  mud  in  smeJl 
quill  tubes  fitted  in  a  recess  in  the  lower 
end  of  the  rod.  The  principal  object 
which  Brooke  had  in  view  was  to  disen- 
gage his  weight,  and  his  contrivance  for 
doing  so  is  excellent,  the  moment  the 
end  of  the  rod  touches  bottom,  the 
weight  slips  oflF.  In  order,  however,  to 
gain  the  greatest  possible  amount  of 
information  from  a  deep-sea  sounding,  it 
is  advisable  to  arrange  so  that  the  tube, 
which  is  now  used  in  similar  machines 
instead  of  a  rod,  should  penetrate  the 
ground  as  far  as  possible.  This  is 
attained  by  so  arranging  the  apparatus 
that  the  weight  does  not  detach  at  the 
moment  of  striking  bottom,  but  only 
when  hauling  in  is  begun.  This  condi- 
tion is  fulfill^  in  the  instrument  used  in 
H.  M.  S.  "Bulldog,"  by  Sir  Leopold 
M'Glintock,  in  the  year  1860.  It  is  a 
modification  of  Sir  John  Ross's  "deep- 
sea  clanmi,"  in  which  the  weight  presses 
the  clamm  into  the  ground,  until,  on 
pulling  in  the  line,  it  is  thrown  off  and 
left  at  the  bottom.  This  instrument 
brings  up  a  specimen  of  what  is  at  the 
surface  of  the  ground,  but  does  not  give 
a  sample  of  what  is  below. 


The  '^Fitzgerald"  sounding  >machine 
was  used  in  the  expedition  in  H.M.8. 
"Lightning,"  in  the  summer  of  1868, 
when  it  gave  satisfaction.  It  was  tried 
on  board  the  U.S.S.  "Tuscarora,*'  and 
Commodore  Belknap  reports  un&ivorably 
of  it.  From  its  irregular  form,  it  offers 
considerable  resistance  during  descent, 
and  in  coming  up  gets  the  Ime  full  of 
kinks. 

At  the  latter  end  of  1868,  Captain 
Shortland  was  ordered  to  D&ake  sound- 
ings between  Bombay  and  Aden,  and  for 
this  purpose  he  devised  and  constructed 
on  board  his  ship,  the  "Hydra,"  a  modi- 
fication of  Brooke's  apparatus,  which 
gave  great  satisfaction,  and  was  after- 
wards used  in  the  "Porcupine"  and  the 
"Challenger."  The  general  arrangement 
is  the  same  as  in  Brooke's  apparatus; 
instead,  however,  of  a  rod,  he  has  a  brass 
tube,  which  passes  through  the  center  of 
the  weight,  which  consists  of  one  or 
more  cylinders  of  cast  iron.  These 
weights  are  slung  by  a  wire  to  a  shallow 
hook,  on  the  upper  part  of  the  rod, 
which  surrounds  the  brass  tube.  The 
lower  end  of  the  brass  tube  carries  a 
pair  of  buterfly  valves,  and  in  the  middle 
of  the  tube  are  two  conical  valves  open- 
ing upwards,  between  which  a  sample  of 
the  bottom  water  is  secured,  while  a 
specimen  of  the  mud  is  brought  up  in 
the  lower  segment  of  the  tube.  In  later 
instruments,  the  tube  was  adapted  only 
for  the  reception  of  the  mud.  When 
this  instrument  was  used,  the  tube  pene- 
trated into  the  ground  until  the  weights 
were  supported  on  the  bottom,  when  a 
steel  spring  at  the  upper  end  of  the  rod 
expanaed,  and  threw  the  bi^t  of  the 
wire  off  the  hook.  The  weights  were 
thus  released,  and  on  hauling  in  the  line, 
the  tube  alone  was  brought  up.  During 
the  first  year  of  the  cruise  of  the 
"Challenger,"  this  instrument  was  ex- 
clusively used,  and  it  gave  general  satis- 
faction. The  princip^  objection  to  it 
lay  in  the  smallness  of  the  samples  of 
bottom  which  it  brought  up.  This  was 
due  first  to  the  narrowness  of  the  tube, 
and  also  to  the  butterfly  valves  at  the 
end.  The  object  of  these  valves  is  to  keep 
the  samples  from  being  washed  out,  but 
they  also  very  matermlly  obstruct  the 
entrances.  With  a  much  larger  tube, 
and  a  rightly  ground  valve  at  the  top, 
better  samples  would  have  been  obtained. 
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After  the  first  year  of  the  cruise,  the 
-** Hydra"  machine  was  replaced  by  the 
-•'Bailey."  This  was  an  apparatus  very 
much  on  the  same  lines,  but  differing 
from  the  "Hydra,"  in  the  size  of  tube, 
and  the  method  of  disengaging.  The 
tube,  which  was  of  iron,  was  5  feet  long 
by  2^  inches  wide,  and  weighed  alone 
25  lbs.  The  hook  which  carried  the 
wire  and  weights  formed  part  of  a  separ- 
ate brass  piece,  which  telescoped  into 
the  iron  tube  the  moment  it  touched 
bottom,  thus  throwing  ofi  the  weights 
without  utilizing  them  for  pressing  the 
tube  further  into  the  mud.  The  weight, 
however,  of  the  tube  alone  was  so  con- 
siderable, that  this  was  of  little  matter, 
and  the  "Bailey"  usually  brought  up 
large  samples  of  mud.  It  must,  how- 
ever, be  remembered,  that  though  the 
samples  were  large  in  quantity,  they 
were  principally  from  the  superficial 
layer.  In  worong  with  a  tube  of  2^ 
inches  internal  diameter,  a  substantial 
Talve  of  some  sort  is  necessary  to  pre- 
vent the  samples  falling  out  when  th6 
tube  is  being  brought  on  board.  Such 
a  valve  is  always  a  great  impediment  to 
the  entrance  of  the  mud.  It  would, 
therefore,  be  of  great  importance  to 
arrange  the  Bailey  tube,  so  that  the 
weight  should  be  utilized  in  shoving  it 
into  the  ground,  and  also  that  a  greater 
length  of  it  should  protrude  beyond  the 
weight.  In  this  way,  samples  of  the  mud 
below  the  superficial  layer  would  be  ob- 
tained, and  the  interest  attaching  to  it  is 
evident  Even  with  the  "Bailey,"  as  it 
is,  we  find  in  several  places  a  red  clay  at 
the  surface,  with  white  mud  below  it. 

In  exploring  the  seas  and  lakes  of  the 
Highlands  of  Scotland,  I  have  made 
extensive  use  of  a  form  of  sounding  tube 
and  lead,  which  I  devised  for  the  pur- 
X>ose,  and  which  I  have  always  found  to 
act  very  well.  Its  construction  is  simple, 
being  in  effect  nothing  but  a  straight 
brass  tube,  of  one  inch  diameter,  carry- 
ing a  brass  shoulder  about  one  foot  from 
the  lower  end.  A  cylindrical  leaden 
sinker  of  suitable  weight  is  slipped  over 
the  upper  end,  and  rests  on  the  shoulder. 
This  line  is  made  fast  to  a  metal  eye  at 
the  top,  and  the  part  of  the  tube  below 
the  shoulder  can  be  unscrewed,  and  the 
mud  which  has  been  brought  up  in  it 
fiqueezed  out  by  a  plunger.  I  have  tubes 
of  various  lengths,  with  sinkers  of  vari- 


ous weights,  for  work  at  different  depths, 
and  under    different    conditions.      For 
work  in  inland  lakes  it  is  necessary  that 
every  thing  should  be  as  light  as  possi- 
ble, in  order  to   be  suitable  for  land 
transport.    I  use  a  tube    and    sinker, 
weighing  in  all  three  pounds;  while  at 
sea,  with  the  steam  winch  available,  the 
sinker  weighs  generally  28  lbs.     Where 
the  bottom  is  soft  mud,  these  tubes  bury 
themselves  in  it,  and  bring  up  very  con- 
siderable   samples.      The    samples    are 
also  very  satisfactory  when  the  bottom 
is  clay;  when,  however,  the  bottom  is 
hard  sand,  or  similarly  resisting  material, 
the  tube  impinges  suddenly  on  it,  and 
does  not  penetrate  as  deeply  as  might 
be  wished.     The  effect  is  very  much  as 
if  an  attempt  were  to  be  made  to  make  a 
spade  penetrate  the  ground  by  a  sudden 
blow,  instead  of  a  persistent  shove.     I 
have  designed  an  arrangement  which  will 
enable  the  tube  to  exercise  a  gradual 
pressure  on  the  bottom,  and  so  to  pene- 
trate muds  or  sands,  which  offer  con- 
siderable   resistance      Instead    of    the 
weight    resting    on   a  metal    shoulder, 
rigidly  attached  to  the  tube,  I  suspend  it 
by  strong  india-rubber  cords,  from  hooks 
near  the  top  of  the  tube.     When  the 
tube  strikes  the  bottom,  the  weight  de- 
livers its  blow  gradually  through  the 
stretching  of  the  india  rubber.     I  have 
had  a  tube  of  this  kind  constructed  five 
feet  long,  and  with  a  valve  at  the  top. 
This  valve  at  the  top  is  to  prevent  the 
contents  of  the  tube  falling  out  by  their 
own  weight,  when  the    apparatus  has 
been   taken  out  of    the  water,   and  is 
being  brought  on  board.    These  tubes 
bring  up  samples  of  often  very  coarse 
sand,  and  Captain  Tizard,  who  tried  one 
last  year  in  the  surveying  vessel  "Knight 
Errant,"  found  that  in  globigerina  ooze 
it  was  washed  out  on  the  way  out.    I 
feel  sure  that,   with    the  india  rubber 
slings,  the  tube  would  penetrate  through 
the    layer    of    comparatively    unbroken 
foraminifera  on  the  surface,  and  plug 
itself  at  the  bottom  with  the  more  finelv 
comminuted  and  clayey  substance  which 
is  usually  found  below.    Where  the  ob- 
ject is  to  make  soundings  rapidly,  and  to 
get  a  small  sample  of  the  mud  on  the 
surface  of  the  bottom  (as  in  sounding  for 
telegraph  cables^,  a  lead  with  a  blunt 
end  is  used.    This   penetrates   only  a 
small  way  into  the  mud,  and  is  eaisdly 
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drawn  out,  bringing  a  sufficient  sample 
in  the  axial  tube.  Mr.  Gray,  of  the 
Silvertown  Telegraph  Works  Company, 
showed  me  the  sinkers  used  on  board 
their  ships.  They  weigh  thirty  pounds, 
and  at  the  bottom  of  the  tube  is  a  very 
simple  and  ingenious  valve,  made  of 
indm  rubber,  which  is  pressed  against 
the  side  of  tube  by  the  lead,  while  sink- 
ing, and  expands,  and  closes  the  orifice 
siiffidently  to  prevent  the  sample  being 
washed  out  on  coming  up. 

I  now  proceed  to  consider  the  precau- 
tions to  be  observed  in  the  actual  use  of 
these  instruments. 

On  stopping  the  ship,  '^to  make  a  sta- 
tion," the  first  operation  is  to  determine 
the  depth.    For  this  purpose  the  ship, 
under  steam,  is  brought  head,  or  in  some 
cases  stem,  to  wind,  and  kept  as  nearly 
as  possible  stationary  while  the  sound- 
ing is  being  effected.    The  method  of 
sounding  in  deep  water  is  essentially  the 
same  whether  hemp  line  or  wire  is  used. 
In  both  cases,  it  is  necessary  to  load  the 
end  of  the  line  with  such  a  weight  that, 
in  the  deepest  water  which  may  reason- 
ably be  expected,  the  velocity  of  descent 
shall  not  be  diminished  to  an  excessive 
extent  by  the  friction  of  the  increas- 
ing length  of  line  in  passing  through 
the  water.      Twenty    years   before  the 
"Challenger"  sailed,  wire  had  been  used 
on  isolated  occasions  by  the  Americans, 
but  it  was  not  until  Sir  William  Thomson 
took    it    up,    and,    with    characteristic 
energy,  worked  it 'out  into  a  practical 
method,  that  it  became  really  available. 
When  the  "Challenger"  was  fitted  out, 
it  was  decided,  and,  I  think,  wisely  de- 
cided,  to    use    hemp    line,   which    had 
already  yielded  valuable  results,  and  the 
working  of  which,  ev^n  at  the  greatest 
depths,  was  familiar  to  her  captain  and 
officers.    During  the    three  and  a-half 
years  of  her  expedition,  the  extension  of 
telegraphic    enterprise    rendered    rapid 
deep-sea  sounding  a  necessity,  and,  in 
consequence,  developed  both  the  appara- 
tus and  the  art.    Now-a-days,  our  sailors 
are  almost  as  familiar  with  the  handling 
of  wire  as  with  that  of  rope,  and  no 
similar  expedition  would  now  start  with- 
out being  furnished  with  apparatus  for 
using  wire  in  deep  sounding.    At  the 
same  time,  it  would  be  equally  improper 
to  start  without  a  sufficient  supply  of 
good  hemp  line,  and  the  apparatus  for 


working  it.  For  we  should  never  allow 
our  affection  for  what  is  novel  to  blind 
us  to  the  advantages  of  what  is  older 
fashioned.  For  many  purposes  wire 
must  supersede  hemp,  because  it  does 
the  work  better  and  more  expeditiously, 
but  there  are  other  departments  of  the 
work  of  deep-sea  investigation  which  are 
better  done  with  hemp.  The  great  ad- 
vantage of  wire  above  hemp  is  that,  for 
the  same  tensile  strength,  we  have  a  line 
which  passes  through  the  water  without 
developing  any  serious  retarding  force 
due  to  friction,  whereas,  with  hemp  line, 
the  retardation  so  produced  is  very  great 
The  saving  in  time  and  labor,  due  to  the 
absence  of  this  frictional  retardation,  is 
so  great  that  there  can  be  no  question  of 
choice  between  wire  and  hemp  when  it  is 
required  to  sound  in  deep  ocean  water. 
To  take  an  example,  in  water  of  1,500 
fathoms,  a  three-hundred-weight  sinker, 
with  the  best  hemp-sounding  line,  takes 
twenty  minutes  to  reach  &e  bottom; 
with  wire,  and  a  thirty-pound  sinker,  the 
sounding  is  completed  in  from  twenty-five 
to  thirty  minutes. 

Although,  however,  it  is  thus  incom- 
parably superior  to  hemp  for  deep  sound- 
ing, it  has  disadvantages  from  which  the 
hemp  is  free.  Its  greatest  drawback 
springs  from  its  liability  to  break.  A 
hemp  line  may  be  bent  and  twisted  in 
any  way  we  please,  without  its  strength 
being  in  any  way  affected ;  not  so,  how- 
ever, with  wire.  During  its  whole  life- 
time it  must  never  suffer  a  sharp  bend, 
or  twist,  or  nick ;  if  it  does,  its  strength 
is  gone ;  and  if  the  damaged  part  is  not 
cut  out  an  accident  is  sure  to  happen. 
Again,  Sir  William  Thomson  has  always 
advocated  the  use  of  naked  steel  wire, 
which  rusts  easily  when  moistened  with 
salt  water.  In  order  to  preserve  it,  the 
wire,  along  with  the  reel,  has  to  be  kept 
in  a  tank  of  water  rendered  alkaline  with 
soda  or  lime.  This  is  an  inconvenience ; 
but  my  own  experience  leads  me  to  the 
conclusion  that  there  is  no  reason  why 
galvanized  steel  wire  should  not  be  used, 
and  I  find  that  it  keeps  perfectly  well 
without  any  preservative.  The  objec- 
tion usually  raised  to  galvanized  wire  is, 
that  the  process  of  galvanizing  weakens 
it.  This  difficulty  I  got  over  by  taking 
No.  20.  galvanized  instead  of  No.  22 
naked,  as  recommended  by  Sir  William 
Thomson.     Where  steam  power  is  not 
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available  for  heaTing  up,  the  wire  pos- 
sesses a  very  great  advantage,  for  it  can 
be  easily  veorked,  even  at  very  great 
depths,  by  hand.  The  U.  S.  ship  ''  Tus- 
carora,"  which,  in  1874,  sounded  out  the 
route  from  San  Francisco  to  Japan,  and, 
in  doing  so,  surveyed  the  .deepest  water 
in  the  world,  did  all  her  sounding  by 
hand.  As  an  instance  of  what  can  be  done, 
I  will  quote  from  Captain  Belknap's 
report,  the  work  done  on  the  two  days, 
January  17th  and  18th.  Six  soundings 
were  made,  all  in  water  over  4,000  fatti- 
oms  in  depth ;  forty-two  observations  of 
the  temperature  at  depths  below  the  sur- 
face and  1,200  fathoms  were  made,  and 
the  current  was  observed  at  10,  20,  30, 
50, 100  and  200  fathoms  below  the  sur- 
face. One  of  the  soimdings,  the  depths 
being  4,356  fathoms,  occupied  two  hours 
and  twenty-seven  minutes,  the  descent 
occupying  fifty-three,  and  the  reeling  in 
ninety  minutes. 

With  steam  power  at  hand — and  with- 
out it,  it  would  be  folly  to  attempt  deep- 
sea  work — ^hemp  line  becomes  preferable 
to  wire,  where  the  other  branches  of 
deep-sea  work  are  being  carried  out, 
such  as  serial  temperature  observations, 
and  the  collection  of  water  samples  from 
different  depths. 

Deep-sea  thermometers  which  have 
been  carefully  compared  with  a  standard, 
and  which  have  been  used  in  many 
soundings,  are  instiTmients  of  very  great 
value,  and  if  lost  cannot  be  replac^  by 
the  purchase  of  new  ones.  Hence,  in 
making  such  observations,  the  conditions 
which  we  have  chiefly  to  keep  in  view  is 
the  safety  of  our  thermometers,  while, 
for  the  completeness  of  our  work,  it  is 
important  that  the  temperature  should 
be  observed  at  as  many  different  depths 
as  possible.  Now,  as  the  chance  of  the 
hemp  breaking  is  very  small  when  com- 
pared with  the  vnre,  it  is  permissible  to 
risk  a  great  number  of  thermometers  on 
it  than  on  a  thin  vnre.  Therefore,  to 
get  same  number  of  observations  with 
the  wire  would  require  the  operations  of 
sinking  and  heaving-in  to  be  repeated  a 
greater  number  of  times  than  with  the 
hemp,  and  as  a  thermometer  must  be  al- 
lowed a  certain  time  to  take  the  temper- 
ature of  the  water,  it  will  be  seen  that 
for  such  work  the  wire  is  in  the  end  no 
more  expeditious  than  the  hemp,  and  the 
use  of  it  is  attended  with  considerable 


risk  of  the  loss  of  valuable  instruments. 
I  am  quite  convinced  from  my  ovni  ex* 
perience,  that  for  all  work  in  depths  up 
to  500  or  600  fathoms,  hemp  is  better  for 
all  purposes,  because  a  sinker  can  be 
used,  which  vnll  make  it  descend  nearly 
as  quick  as  wire,  and,  vrith  a  steam  vnnch, 
it  can  be  brought  up  at  nearly  the  same 
rate. 

The  wire  has,  of  course,  the  advant- 
age, that  it  stows  in  much  smaller  space 
than  ordinary  sounding  line. 

Finally,  and  to  answer  the  question 
which  is  often  put  me,  whether  vnre  or 
hemp  should  be  used  in  a  ship's  outfit,  I 
would  say  take  both,  as  they  are  both 
useful  in  their  proper  places.  For  de- 
terminining  the  depth,  use  vnre ;  for  de- 
tail work,  with  the  thermometers  and 
water  bottles,  use  hemp.  In  this  way 
your  sounding  will  be  done  expeditious- 
ly, and  you  will  not  lose  your  instru- 
ments. 

With  regard  to  dredging,  which  forms 
a  very  important  department  of  deep- 
sea  investigation,  there  can  be  no  doubt 
of  the  great  superiority  of  wire  over 
hemp  rope.  The  advantage  in  point  of 
rapidity  of  work,  and  of  stowage  space, 
is  much  greater  than  in  the  case  of 
sounding.  Here,  again,  we  are  indebted 
for  a  scientific  instrument  to  the  enter- 
prise of  telegrapic  engineers,  for  if  it 
had  not  been  a  necessity  for  them,  it  is 
not  likely  that  we  should  now  have  had 
the  very  beautiful  flexible  steel-wire  haw- 
sers which  are  to  be  found  in  nearly 
every  ship. 

Steel-wire  rope  was  first  used  for  deep- 
sea  dredging  by  Professor  Agassiz,  in 
the  winter  1877-78,  and  he  has  continued 
to  use  it  with  great  success.  His  rope 
''  was  one  and  one-eighth  inches  in  cir- 
cumference, and  was  composed  of  six 
strands  laid  round  a  tarred  hemp  heart 
Each  of  the  six  strands  was  composed  of 
seven  galvanized  steel  wires  of  No.  19 
American  (No.  20  Birmingham)  gauge. 
The  ultimate  strength  of  the  rope  wa& 
8,750  lbs.;  weight  per  fathom  1.14  lb.  in 
air,  and,  approximately,  1  lb.  in  sea  wa- 
ter ;  price,  eight  cents  per  foot." 

In  the  summer  of  1878,  I  fitted  the 
steam  yacht  "  Mallard  "  vnth  a  steel- wire 
dredging  rope,  for  work  in  depths  up  to 
200  fathoms.  It  consisted  of  fiv>e 
strands,  arranged  around  a  center  of 
cotton,  and    each    strand    consisted  of 
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8«v«  i^btA  wires  (No.  24  B.  W.  G.) 
-O.023  inches  in  diameter.  The  diameter 
of  this  rope  is  0.19  inches,  and  circum- 
ference 0.06  inches ;  its  weight  per  fath- 
om is  0.88  lb.,  and  breaking  strain  80 
cwi  It  was,  unf  ortonately,  not  made  of 
galvanized  wire,  and  has  now  been  in 
use  for  three  seasons  without  being  kept 
in  any  kind  of  preseryative ;  and,  al- 
'though  necessarily  rusty,  its  worst  fault 
is  that,  when  in  use,  it  is  apt  to  stain  the 
deck. 

In  deep  water.  Captain  Sigsbee  gives 
the  following  as  safe  work  :  Time  per 
hundred  fathoms,  paying  out  and  haul- 
ing back,  three  to  five  minutes,  accord- 
ing to  circumstances.  He  reports  a 
good  haul  having  been  made  in  800  fath- 
oms in  one  hour  and  twenty  minutes, 
including  twenty-three  minutes  for  drag- 
ging. 

My  object  in  furnishing  myself  with 
the  wire  rope  was  not  to  dredge,  but  to 
be  able  to  anchor  in  the  deepest  water 
to  be  found  on  the  west  coast  of  Scot- 
land, and  thus  facilitate  the  carrying  out 
of  physical  and  chemical  observations  on 
the  water.  In  1877,  when  I  explored  a 
large  number  of  the  Scottish  lakes  and  sea 
lochs,  I  had  found  that,  in  a  fresh-water 
lake,  the  vertical  distribution  of  temper- 
ature is  often  very  different  in  one  place 
from  what  it  is  in  another  place  not 
many  hundred  yards  distant.  The  same 
was  also  found,  though  in  less  degree,  in 
sea-water  lakes.  It  became,  therefore,  of 
the  utmost  importance  in  investigating 
the  conditions  of  temperature  in  the  wa- 
ter, to  be  sure  that  the  observations  were 
really  all  made  in  one  and  the  same  place. 
It  is  impossible  to  keep  a  vessel  station- 
ary in  one  position  by  means  of  steam, 
unless,  perhaps,  in  a  land-locked  bay, 
with  a  breeze  blowing  sufficiently  strong 
to  make  the  vessel  <&if t  faster  than  her 
lowest  rate  of  steaming.  It  became, 
therefore,  of  the  greatest  importance  to 
be  able  to  anchor  anywhere,  and  for  this 
purpose  the  rope  above  described  was 
furnished.  In  the  season  of  1878,  I 
used  a  kedge  anchor  of  ordinary  form, 
and  weighing  84  lbs.  It  was  attached  to 
the  wire  rope  by  means  of  about  twelve 
fathoms  of  24  inch  Manilla  rope.  Often 
a  couple  of  furnace  bars  were  strapped 
on  to  the  Manilla  at  five  and  ten  fathoms 
from  the  anchor,  with  a  view  to  keep  a 
curve  ^on    the   line.    This  arrangement 


was  found  to  work  extremely  well    Eve- 
rything was  prepared  beforehand,  and 
when  tiie  vessel  was  in  position  the  an- 
chor was  let  go,  and  the  wire  rope  allow- 
ed to  nm  rapidly  off  the  reel,  the  strain 
on  the  break  at  the  reel  being  carefully 
regulated  by  means  of  a  spring  balance, 
so  that  the  moment  the  anchor  touched 
the    bottom,    the    reel    stopped.      The 
break  was    then    secured    at  a  known 
strain,  such  that  as  the  vessel  drifted 
she  would  take  what  rope  was  required. 
There  was  thus  no  paying  down  of  sladL 
line  on  the  top  of  the  anchor.  When  it  was 
judged  that  enough  rope  had  been  given, 
the  strain  on  the  br^Eik  was  increased, 
which  by  gradually  bringing  the  weight 
of  the  ship  on  the  anchor,  steadied  it 
into  the  ground.    When  the  anchor  was 
found  to  be  holding,  the  reel  was  secured 
in  such  a  way  that,  if  necessary,  it  could 
easily  be  cast  loose,  and  the  vessel  being 
stationary,  and  at  anchor,  the  work  could 
proceed.    It  is  of  great  importance  that 
the  wire  rope  should    be    held  fast  on 
board  in  such  a  way  that  it  can  be  easily 
let  go ;  for,  if  the  anchor  begins  to  drag, 
then  the  ship  gathers  way,  and  if  now 
the  anchor  suddenly  holds,  and  it  is  im- 
possible to  veer  cable,  a  very  excessive 
strain  is  put  on  the  rope  in  order  to  stop 
the  ship's  way  in  a  very  short  distance. 
If,  however,  the  reel  can  be  released, 
then,  by  careful  working  of  the  break, 
the  anchor  can  again  be  steadied  into  the 
ground,  and  the  ship  stopped  without 
any  undue  strain  being  applied  to  the 
rope.    The  rope  passes  out  over  the  bow 
of  the  vessel  through  a  metal  block  on 
one  of  the  iron    davits    used  for  "  cat- 
ting "  the  anchor.    From  this  block  it  is 
led  through  another  block,  which  is  at- 
tached to  a  spring  balance,  to  the  dram 
of  the  steam  winch.    The  ang^e  made 
by  the  line  between  the  winch  and  the 
outer  block  is  always  the  same ;  conse- 
quently, the  strain  shown  by  the  spring 
balance  is  always  the  same  fraction  of 
the  total  strain  on  the  line.    This  frac- 
tion, in  our  particular  case,  is  as  neariy 
as  possible  one-third.     In    heaving  up 
the  anchor,  it  is  only  necessary  to  watcm 
the  spring  balance  in  order  not  to  over 
strain  the  line.    The  moment  which  re- 
quires very  careful  attention  is  when  the 
anchor  is  being    started    out   of   stiff 
ground.    By  careful    handling   of  the 
winch,  the  strain  is  kept  steady  until  the 
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anchor  oomes  away,  which  is  shown  by 
the  index  of  the  balance  jumping  sad- 
denly  back  when  the  cable  is  rapidly 
wound  in.  It  is  taken  from  the  winch 
by  the  reel,  which  is  wound  up  by  hand. 
In  deep  water,  the  bottom  is  generally 
covered  by  a  surface  layer  of  very  soft 
mud,  having  no  holding  power;  it  is 
necessary,  therefore,  to  sJlow  the  anchor 
to  sink  by  its  own  weight  through  this 
before  any  great  strain  is  brought  on  it. 
I>uring  the  stunmer  of  1878,  the  anchor 
used  as  described  brought  up  so  many 
valuable  specimens  of  this  kind,  especial- 


pecially  where  the  object  is  to  collect  the 
mud  itself,  rather  than  the  things  that 
Hve  on  its  surface.  Also,  as  an  anchor 
pure  and  simple  it  is  most  efficient,  bemg 
constantly  used  as  an  ordinary  kedge 
anchor. 

The  economy  in  stowage,  caused  by  us- 
ing wire  rope,  such  as  I  have  described, 
T^  be  very  apparent  if  we  consider 
the  amount  of  it  which  can  be  wound  on 
a  reel  of  moderate  size.  Let  the  diame- 
ter of  the  core  of  the  reel  be  18  inches, 
and  the  diameter  of  the  rope  0.2  inch, 
then,  if  carefully  and  tightly  wound  on 


ly  Jof  those  existing  below  the  surface 
layer,  that  I  determined  before  the  next 
season  to  provide  myself  with  an  anchor 
which  should  not  oidy  hold  the  ship,  but 
retain  the  mud  into  which  it  had  fixed 
itself.  It  is  essentially  a  Trotman's  an- 
chor, with  an  open  frame,  instead  of  a 
sohd  bar  connecting  the  two  palms.  To 
this  frame  is  laced  a  stout^  canvas  bag, 
into  which  any  mud  sticking  to  the  palm, 
at  the  moment  of  breafdng  out  of 
^ound,  falls  (Pig,  1).  This  has  proved 
itself  a  most  successful  instrument  for 
exploring  the   bottom    of  the  seas,  es- 


such,  a  reel  will  hold  sixty  turns  per  foot 
of  length.  If  the  cheeks  of  the  reel  be 
constracted  so  that  rope  may  be  wound 
on  it  until  the  outside  diameter  of  the 
con  is  28  inches,  then  the  average  diame- 
ter of  one  turn  of  wire  rope  is  28  inches, 
and  the  average  circumference  one  fath- 
om, and  the  number  of  turns  counted  in 
the  direction  of  a  radius  would  be  &tty. 
We  should  then  have,  on  a  reel  1  foot 
long  by  2  feet  4  inches  in  diameter,  8,000 
fathoms  of  wire-dredging  rope.  If  the 
diameter  of  the  cheeks  were  made,  say, 
2  feet  8  inches,  then  8,000  fathoms  wcrald 
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be  easily  accommodated,  eyen  without 
great  care  in  winding.  The  whole 
weight  of  the  line  would  be  1,000  lbs. 
It  would,  however,  be  advisable,  if 
dredging  were  to  be  attempted  at  such 
depths,  to  graduate  the  size  of  the  line ; 
for  it  is  quite  evident  that,  with  3,000 
fathoms  of  it  out,  the  part  at  the  surface 
of  the  water  has  to  sustain  all  the  strain 
due  to  the  dragging  and  the  weight  of 
the  line,  or  9  cwt.  weight.  As  the  break- 
ing strain  when  new  is  30  cwi  weight, 
there  would  be  an  insufficient  margin. 
Doubts  have  often  been  thrown  on  the. 
trustworthiness  of  deep  soundings,  as 
carried  out  in  the  ordinary  and  simplest 
way,  using  a  hemp  line  and  heavy  sinker, 
and  keeping  the  ship  as  stationary  as 
possible.  The  sources  of  error  most 
frequently  are,  or  at  least  were,  the  com- 
pressibility of  water  and  the  existence 
of  currente,  principally  undercurrents. 

When  a  liquid  suffers  compression,  its 
density  is  increased;  consequently,  it 
was  asserted,  that  at  some  very  great 
pressure,  the  density  of  water  wiU  be- 
come equal  to  that  of  lead,  and  our  sink- 
ers, instead  of  sinking,  will  float  Were 
water  compressible  in  the  degree  that 
air  is  compressible,  then  the  density  of 
water  might  increase  at  such  a  rate  as  to 
make  lead  float,  supposing  the  lead  to 
remain  meantime  uncompressed;  but, 
whereas  the  density  of  air  is  doubled  by 
raising  the  pressure  worked  on  it  from 
that  of  one  atmosphere,  or  30  inches  of 
mercury,  to  that  of  two  atmospheres,  or 
60  inches  of  mercury,  the  density  of 
water  is  only  increased  by  one-twenty 
thousandth.  Now,  supposing  that  the 
compressibility  remains  tiie  same  at  high 
pressures  as  at  low,  it  would  require  a 
pressure  of  twenty  thousand  atmos- 
pheres to  raise  the  desity  of  water  from 
one  to  two,  and  more  than  two  hundred 
thousand  atmospheres  to  raise  it  to  the 
density  of  lead.  One  hundred  fathoms 
of  sea  water  exert  a  pressure  of  about 
eighteen  atmospheres ;  and  we  may  as- 
sert with  perfect  confidence,  that  the 
deepest  water  in  the  globe  is  imder  five 
thousand  fathoms  in  depth ;  therefore, 
even  at  the  greatest  possible  depths,  the 
density  of  the  water  could  not  be  raised 
by  as  much  as  one-twentieth  by  pressure 
alone,  and  the  sinking  power  of  lead, 
which  is  itself  rendered  denser  by  press- 
ure, could  not  be  appreciably  affected. 


This  objection  to  the  validity  of  deep 
soundings  would  not  have  been  worth 
referring  to,  were  it  not  that  it  has  been 
admitted  by  persons  of  high  authority, 
and  has,  by  consequence,  influenced  a 
large  number  of  persons  whose  convic- 
tions are  determined  by  authority  alone. 
Admiral  FitzRoy,  for  instance,  in  an  ap- 
pendix to  his  volume  on  the  voyage  of 
the  "Beagle,"  says:  "The  depth  to 
which  bodies  would  sink  in  an  ocean  sev- 
eral miles  deep  has  not  been  proved,  and 
there  is  reason  to  think  that  it  is  much 
less  than  people  generally  imagine,"  &c. 
Scoresby,  however,  twen^  years  earlier, 
with  his  usual  acumen,  was  able  to  at- 
tach its  proper  value  to  objections  on 
this  giround.  He  says :  "  In  sounding 
at  great  depths,  where  the  pressure  of 
the  water  becomes  equal  to,  perhaps, 
several  hundreds  weight  on  every  square 
inch  of  surface,  some  persons  have  im- 
agined that  even  lead  cannot  sink,  but 
will  be  suspended  midway  in  the  sea.  I 
have  conversed,  indeed,  with  very  intelfi- 
gent  persons,  who  could  not  be  persuad- 
ed that  any  dependence  could  be  placed 
on  soundings  obtained  at  a  depth  ex- 
ceeding 300  fathoms.  Were  water  a 
compressible  substance,  like  air,  it  would 
be  possible  that,  under  a  certain  press- 
ure, it  might  become  as  heavy  as  lead,  so 
that  lead,  or  any  other  ponderous  body, 
could  only  sink  to  a  certain  depth  ;  but 
water  being  incompressible,  or  nearly  so, 
it  is  clear,  however  great  the  pressure 
may  be,  that  it  must  be  the  same  down- 
ward as  upward,  on  any  body  suspended ; 
consequently,  bodies  specifically  heavier 
will  continue  to  gravitate  downward, 
whatever  be  the  depth  or  the  weight  of 
the  column  of  water  above  them." 

The  other  objection  to  the  trustworthi- 
ness of  deep  soundings  is  a  real  one, 
though  it  is  often  exaggerated.  There 
is  no  doubt  whatever  about  the  existence 
of  surface  currents  of  great  extent  and 
velocity  in  the  midst  of  the  ocean  ;  they 
are  observed  and  measured  every  day,  as 
they  form  a  very  important  factor  in  the 
navigator's  daily  reckoning.  Before 
deep-sea  investigation  had  received  the 
development  which  it  has  now,  it  was 
quite  uncertain  whether  these  currents 
(the  Gulf  stream,  or  the  t  quatorial  cur- 
rent, for  instance)  were  confined  to  the 
superficial  layer  of  water,  or  extended  in 
all  their  force  to  the  bottom.  No  sooner. 
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however,  had  soundings  been  attempted 
in  them,  than  it  was  found  that  they 
were  comparatively  superficial ;  but,  not- 
withstan<£ng  that  they  were  on  the  sur- 
face, and,  therefore,  immediately  under 
observation,  they  caused  so  much  devia- 
tion in  tiie  direction  of  the  sounding  line, 
and  such  uncertainty  in  the  stationari- 
ness  of  the  ship,  that  soundings  so  ob- 
tained were  always  considered  uncertain. 
It  was  tiien  said,  if  we  have  these  sur- 
face currents  running  from  one  part  of 
the  ocean  to  another,  we  must  have  re- 
turn currents  of  some  kind,  and  it  is 
likely  that  these  will  be  for  the  most  part 
undercurrents;  if,  now,  a  surface  cur- 
rent, which  you  have  immediately  under 
your  eye,  gives  you  so  much  trouble,  how 
much  more  will  this  be  the  case  with  an 
undercurrent  of  whose  strength,  and 
direction,  and  depth,  you  are  ignorant! 
It  must  be  admitted  that  when  we  do 
meet  with  currents  of  the  kind  imagined, 
soundings  taken  in  them,  whether  with 
wire  or  hemp  line,  are  very  much  less  to 
be  relied  on  than  those  taken  in  mani- 
festly quiet  waters;  but,  on  the  other 
hand^  i^e  existence  and  extent  of  under- 
currents has  been  very  much  exaggera- 
ted. By  far  the  larger  portion  of  the 
ocean  is,  for  sounding  purposes,  practi- 
cally still  water.  The  surface  currents 
of  any  importance  are  easily  recognized, 
and  so  also  are  the  undercurrents.  Just 
as  a  physician  can,  by  bringing  his  expe- 
rience to  bear  on  the  sounds  transmitted 
to  him  through  the  stethoscope,  divine 
what  is  taking  place  inside  the  body  of 
his  patient,  so  the  experienced  seaman 
can,  by  observing  the  behavior  of  his 
sounding  line,  form  a  fair  diagnosis  of 
what  is  taking  place  in  the  depths  of  the 
sea.  When  tiie  sinker  passes  into  a  belt 
of  undercurrent,  the  fact  is  very  soon 
apparent,  and  ctdls  for  the  greatest  care 
in  the  maneuvering  of  the  ship.  Even 
with  the  greatest  possible  care,  however, 
soundings  taken  under  such  circum- 
stances, would  always  be  considered  to 
be  of  doubtful  value.  If  no  bottom  is 
brought  up,  tiiey  should  be  looked  on  as 
very  doubtful,  and  even  discarded;  if 
bottom  is  brought  up,  then  we  know  that 
the  depth  is  not  greater  than  the  line 
used,  and  a  correction,  suggested  by  ob 
servation  and  experience,  may  be  applied, 
which  will  bring  the  depth  very  near  the 
truth.     Although,  as  we  have  said,  by 


far  the  greater  part  of  the  ocean  may  be 
looked  on  as  still  water,  and,  therefore, 
favorable  for  investigation  with  the 
sounding  line,  it  is,  nevertheless,  of  great 
importance  to  obtain  accurate  measure- 
ments of  the  depth  of  water  under  well- 
marked  currents. 

It  is  evident  that  this  cannot  be  satis- 
factorily done  by  the  sounding  line  alone, 
and  it  early  occurred  to  those  who 
thought  on  the  subject  that  the  method 
which  promised  most  success  was  that 
which  should  give  the  depth  in  terms  of 
the  height  of  the  column  of  water ;  in 
other  words,  the  barometrical  measure- 
ment of  altitudes  was  extended  from  the 
land  to  the  sea.  Many  and  various  in- 
struments have  been  suggested  and  used 
for  the  purpose.  They  are  all  constructed 
with  a  view  to  record  the  amount  of  com- 
pression produced  on  a  given  mass  of  a 
certain  elastic  substance.  From  the 
known  law  regulating  the  variation  in 
volume  of  the  substance  with  variation 
in  the  pressure,  the  maximum  pressure 
to  which  the  instrument  has  been  ex- 
posed can  be  deduced,  and  from  the 
known  density  of  the  water,  the  height 
of  the  coltunn  of  it,  which  would  produce 
this  pressure,  can  be  calculated,  and  this 
height  is  the  depth  to  which  the  instru- 
ment has  been  sunk.  Many  different 
substances  have  been  used  for  this  pur- 
pose, and  foremost  amongst  them  air,  on 
account  of  its  great  compressibility.  For 
deep  work,  however,  Uds  was  quickly 
found  to  be  a  great  disadvantl^g^e,  so 
great,  in  fact,  that  it  has  never  been  sat- 
isfactorily used  at  considerable  depths. 

The  compressibility  of  water  was  dis- 
covered in  1762  by  John  Canton,  and, 
fifty  years  later,  in  extending  Canton's 
original  observation  to  higher  pressures, 
Perkins  sank  his  instruments  to  various 
depths  in  the  North  Atlantic  Ocean,  on  a 
voyage  from  America  to  this  country. 
These  instruments  were  glass  tubes, 
sealed  at  one  end,  filled  wim  water,  and 
inverted  in  a  cup  of  mercury.  In  the 
tube  was  a  steel  index  which  rose  with 
the  mercury,  and  was  retained  by  a  spring 
at  the  highest  point  reached.  It  could 
be  drawn  down  again,  and  the  instru- 
ment so  reset  by  means  of  a  magnet  ap- 
plied to  the  outside  of  the  tube.  En- 
couraged by  the  results  so  obtained, 
Perkins  constructed  a  hydraulic  appa- 
ratus, in  which  he  could  expose  his  in* 
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straments  to  enormous  pressures,  which 
he  measured  directly  by  the  weight  which 
a  plunger  could  support  He,  at  the 
same  tune,  suggested  the  use  of  these 
instruments,  or  piezometers,  for  deter- 
mining great  depths.  The  same  sugges- 
tion was  repeated  in  1848  by  Aim6,  to 
whom  we  owe  many  valuable  researches 
in  the  Mediterranean,  and  by  the  United 
States  Coast  Survey  a  few  years  after. 
The  same  idea  occurred  to  myself  in  view 
of  my  appointment  to  the  ''  Challenger," 
and,  indeed,  it  is  one  of  those  ideas 
which  necessarily  suggest  themselves  to 
any  one  who  seriously  reflects  on  the 
subject.  The  form  of  piezometer  which 
seemed  to  me  to  be  best  suited  for  the 
purpose  was,  essentially,  that  of  Perkins, 
with  certain  convenient  practical  modifi- 
cations.   For  filling  the  instruments,  I 

Fig.  2. 


used  generally  distilled  water,  and  some- 
tJLmes  seik  water,  or  an  equivalent  salt 
solution.  The  bulb*  and  stem  of  the 
instrument  were  so  proportioned  that, 
for  a  depth  of  one  hundred  fathoms,  the 
apparent  contraction  of  the  water  occu- 

Eied  a  length  of  ten  millimeters.  Some, 
owever,  were  more,  and  others  less, 
delicate  tfian  these.  My  object  in  using 
water  or  weak  salt  solution,  as  the  elastic 
material,  was  that,  as  the  temperature  of 
maTimum  density  of  these  liquids  was 
not  far  removed  from  that  obtaining  in 
the  great  mass  of  deep  oceanic  water,  a 


considerable  inaccuracy  in  the  determina- 
tion of  the  temperature  of  the  water 
would  make  no  sensible  difference  in  the 
apparent  volume  of  the  liquid,  and  there- 
fore would  not  sensibly  vitiate  the  depth 
determination  so  obtained.  Unfortu- 
nately, thta  vicinity  of  the  temperature  of 
maximum  density  exercises  an  influence 
on  the  compressibility,  which  counter- 
balances its  advantages  from  a  thermal 
point  of  view.  A  sb*ong  salt  solution 
would  probably  be  better.  Were  the 
temperature  at  the  bottom  of  the  ocean 
subject  to  great  variations,  the  use  of 
distilled  water  would  be  quite  inadmissi- 
ble, but  over  large  areas,  its  variations 
are  confined  to  fractions  of  a  degree. 
Hence,  the  irregularities  in  the  depths 
given  by  the  piezometer,  and  due  to  this 
cause,  are  small,  though  not  absolutely 
to  be  neglected.  I  am  engaged,  at  pres- 
ent, in  experiments  to  determine  what 
is  the  best  liquid  to  use  for  this  pur- 
pose. 

Another  method  of  measuring  the 
pressure,  and  through  it  the  depth  of 
the  sea,  is  by  means  of  an  instrument 
much  resembling,  in  principle,  the  ane- 
roid barometer.  Its  simplest  form  is 
that  usually  given  to  a  mercurial  ther- 
mometer. \^en  the  pressure  on  the 
outside  of  the  instrument  is  increased, 
the  bulb  experiences  a  tendency  to  col- 
lapse. It  yields  wherever  its  walls  are 
weakest,  and  if  the  pressure  is  kept 
within  the  necessary  bounds,  a  flattening 
is  produced,  which  reduces  the  intern^ 
volume  of  the  bulb,  and  forces  the  mer- 
cury into  the  stem ;  if  an  index  is  fitted 
in  the  steam,  its  position  will  indicate 
that  of  the  extremity  of  the  mercury  at 
the  moment  of  greatest  compression. 
Inventions  on  this  principle  have  been 
patented  over  anp  over  again  in  the 
course  of  the  last  twenty  or  thirty  years. 

The  chief  objection  to  the  instrument 
Ib  that,  in  practice,  it  is  always  filled  with 
mercury.  Over  the  greater  part  of  the 
ocean  tiie  temperature  of  the  water  falls 
as  the  depth  increases.  Hence,  the  mer- 
cury will  be  continuaUy  retreating,  owing 
to  its  contraction  due  to  fall  of  tempera- 
ture, while  it  is  bein^  pushed  forward  by 
the  mechanical  coUapse  of  the  bulb. 
Until  these  two  effects  compensate  each 
other,  there  can  be  no  movement  of  the 
index,  and,  therefore,  no  indication  of 
the  depth.  In  water  of  tolerably^  uniform 
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temperature,  as  in  Polar  regions,  it  ought 
to  do  well.  Two  instruments  of  uiis 
kind  were  sent  to  the  "Challenger"  by 
Mr.  Oasella,  but  they  only  reached  her 
at  the  last  port  before  her  return  to 
England.  They  were  only  used  twice, 
and  did  not  on  those  occasion^  give  sat- 
isfactory results.  'Sir  William  Thomson 
has,  within  the  last  year,  patented  an 
instrument  on  the  same  principle,  where 
the  collapsible  envelope  is  a  very  flat 
brass  tube. 

Very  analogous  to  sounding  in  a  cur- 
rent is  the  operation  of  soundmg  from  a 
vessel  in  motion.  We  have  already  de- 
scribed the  ordinary  operation  of  heaving 
the  hand  lead,  by  means  of  which  depths 
up  to  twelve  or  fifteen  fathoms  can  be 
correctly  observed  under  ordinary  cir- 
cumstances. In  deeper  water,  however, 
and  with  vessels  running  at  the  high 
speed  now  common  amongst  mail  steam- 
ers, a  self-adjusting  apparatus  is  an 
essentiaL  Up  to  withm  the  last  few 
years,  the  commonest  form  of  apparatus 
of  the  kind  was  Massey's  sounding  ma- 
chine. In  sinking,  the  friction  of  the 
passing  water  caused  a  screw  fan  to  ro- 
tate, and  the  number  of  its  rotations  was 
recorded  on  dials  in  much  the  same  way 
as  the  distance  run  by  a  ship  is  recorded 
by  Massey's  patent  log.  The  form  of 
this  instrument,  requiring,  as  it  does,  a 
system  of  multiplying  wheels,  causes  it 
to  offer  considerable  resistance  when 
being  hauled  on  board  again ;  it  is,  there- 
fore, not  suitable,  except  for  vessels  go- 
ing at  a  moderate  speed.  Further,  if  we 
look  to  the  principle  of  the  instrument, 
we  see  that  what  it  in  fact  registers  is 
the  distance  traveled  by  the  instrument 
between  the  surface  and  the  bottom.  If 
it  has  been  allowed  to  sink  freely,  then 
this  distance  will  be  equal  to  the  depth 
of  the  water.  But  if^  while  sinking,  it 
were  exposed  to  a  certain  amount  of 
drag,  through  strain  on  the  sounding 
line,  it  would  tend  to  sink  sideways, 
which  would  put  the  screw  fan  to  a  dis- 
advantage, and  vitiate  the  determination 
of  depth.  Practically,  this  objection  has 
little  force,  because,  in  a  ship  where  it  is 
thought  proper  to  execute  soundings  of 
the  kind,  there  will  be  no  difficulty  in 
seeing  ihsA,  the  sounding  hue  runs  out 
freely. 

In  arranging  for  taking    soundings 
from,  quickly-moving  ships,  it  is  import- 


ant to  have  not  only  an  instrument  which 
will  be  dependent  only  on  the  true  depth 
of  the  water  for  its  indications,  but  also 
such  mechanical  appliances  as  will  enable 
the  operation  to  be  carried  out  safely  and 
expeditiously.  To  Sir  William  Thomson 
is  due  the  credit  of  having  furnished  the 
practical  solution  of  this  as  of  many  other 
problems.  His  original  apparatus  for 
registering  the  depi^s  was  a  glass  tube, 
sealed  at  one  end,  and  coated  internally 
with  a  chemical  preparation  (chromate  of 
silver)  the  color  of  which  was  changed 
by  the  action  of  sea  water.  As  the  tube, 
with  its  included  air,  sank,  the  volume  of 
the  air  diminished,  and  the  sea  water 
penetrated  further  and  further  into  the 
tube,  until  the  bottom  was  reached.  On 
rising  to  the  surface  again,  the  elasticity 
of  the  air  reasserted  itself,  and  eliminated 
the  water  which  had  entered.  The  height 
to  which  the  water  had  risen  was  given 
by  the  extent  to  which  the  internal  coat- 
ing of  the  tube  was  altered.  The  indi- 
cations of  this  instrument  were  always- 
very  good,  and  the  practical  objection  to* 
it  Ues  in  the  fact  that  a  tube  only  servea 
for  one  sounding,  and  that,  therefore,  a 
number  of  these  have  to  be  carried. 

In  June,  1879, 1  patented  an  instru- 
ment, in  which  the  degree  of  compres- 
sion to  which  an  enclosed  mass  of  air 
had  been  subjected,  was  measured  by  the 
water  which  had  gained  admittance  to 
the  instruinent 

As  I  now  use  it,  the  instrument  is  rep- 
resented in  Fig.  3.  It  consists  of  a  glass 
tube  open  at  both  ends,  but  capable  of 
being  closed  by  a  stopper  or  other  means. 
At  some  part  of  the  tube  a  spout  is  in- 
troduced, and  the  tube  is  bent  over 
through  two  right  angles  immediately 
above  it.  When  the  instrument  is  to  be 
used,  the  end  is  closed,  and  the  line  let 
go ;  when  bottom  has  been  reached,  it  is 
brought  up  again,  and  we  find  that  a 
certam  amount  of  water  has  lodged  in 
the  lower  part  of  the  tube.  It  is  evident 
that,  as  the  instrument  descends  and  the 
air  in  it  is  compressed,  the  water  forces 
its  way  in  through  an  orifice,  and  past 
the  spoui  This  spout  is  so  formed  that 
it  delivers  the  water  against  the  walls  of 
the  tube,  down  which  it  runs,  and  collects 
at  the  bottom.  When  the  motion  of 
ascent  begins,  the  air,  by  its  elasticity, 
tends  to  recover  its  original  volume,  and 
expands  in  the  direction  of  greatest  iree- 
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dom.  Now,  all  the  water  which  has  en- 
tered has  collected  below  the  spout,  con- 
sequently, in  re-expanding,  this  water  will 
be  left  undisturbed. 

Fig.  3, 


i 


Fig.  4. 


^"^  Assuming  that  the  volume  of  the  mass 
of  air  in  the  instrument  varies  inversely 
with  the  pressure  to  which  it  is  subjected, 
we  require,  in  order  to  be  able  to  con- 


struct a  scale  for  our  instrument,  and  so 
to  interpret  its  results,  to  know  the  total 
volume  of  the  tube,  tiie  volume  of  the 
part  which  I  call  the  vestibule,  the  di- 
mensions and  volume  of  the  narrow  tube, 
and  of  the  wide  one.  Then,  if  V  be  the 
total  volittne  of  the  tube,  and  v  that  of 
the  vestibule,  the  amount  of  water  which 
gains  admittance  when  the  pressure  is 
raised  from  one  to  p  atmosphere  is : 


P 
=Y- V 

p 

The  methods  by  which  a  correct  scale 
of  fathoms  can  be  easily  appUed  to  any 
instrument,  and  engraved  either  on  the 
glass  or  on  the  metal  case,  or  on  both, 
are  details  of  practical  instrument  mak- 
ing, which  need  not  detain  us. 

Convenient  dimensions  for  such  a 
sounding  instrument  are :  Total  volume, 
twenty  cubic  centimeters;  volume  of 
vestibule,  one  cubic  centimeter ;  length, 
forty  to  fifty  centimeters.  In  hauling  in 
the  sounding  line  to  a  vessel  under  way, 
the  machine  comes  to  the  surface  a  con- 
siderable distance  astern  of  the  ship,  and 
then  has  to  be  towed  through  the  wake, 
necessarily  often  dipping  under  the  seas. 
Each  dip  which  it  makes  constitutes  an 
independent,  though  shallow,  sounding, 
and  the  volume  of  the  vestibule  must  be 
so  proportioned  to  the  volume  of  the  in- 
strument, that  during  such  immersions 
no  water  shall  pass  the  spout.  When 
the  instrument  has  been  read,  it  is  at 
once  available  for  a  fresh  sounding ;  it 
is  only  necessary  to  remove  the  stopper, 
and  let  the  water  nm  out,  and  then  re- 
place the  stopper  again.  Fig.  4  repre- 
sents an  instrument  modified  so  that  it 
can  be  used  either  for  great  or  for 
small  depths,  according  as  either  end  is 
closed.* 


*  After  the  above  was  written,  my  attention  was 
drawn  by  the  Hydrogapher.  Cf^tdio  Evans,  to  an  In- 
strument identloal  In  principle,  though  differing 
greatly  in  the  details  of  constmotlon,  invented  by 
Bricsson,  and  used  suoceesfullv  on  board  several  of 
her  Majestv^s  ships.  It  is  described  and  figured  in  the 
Nautical  MagazknA^  tor  1^6,  and  Is  reported  on  very 
favorably  by  Captain  Bisson,  of  H.M.S.  *•  Partridge,^' 
who  was  accompanied  by  the  inventor,  and  they  ob- 
tained successful  soundings,  in  depths  up  to  80  ttth- 
oms,  while  going  at  a  rate  of  six  knots  per  hour. 
Along  with  the  sounding  machine,  EriqsBou  brought 
on  boJEird  a  reel  of  wire  for  use.  In  place  of  soundug 
line.  Captain  Bvans  informed  me  that  it  had  been 
constantly  and  successfully  used  under  his  own  eyes, 
when  engaged  in  the  survey  of  the  New  Zealand  coast, 
inH.M.S.  ^Acheron,''  in  1848,  and  thi^  it  had  giren 
great  satisfaction. 
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Sir  William  Thomson,  in  his  latest 
specification  of  patent  (February,  1880), 
recommends  a  group  of  three  instru- 
ments, constructed  somewhat  on  the 
lines  of  the  above  instrument,  but  com- 
posite and  of  sizes  so  apportioned  that 
each  shall  be  peculiarly  sensitive  at  cer- 
tain depths.  He  also  recommends  the 
use  of  the  ^^  elastic  bottle  gauge,"  alluded 
to  above,  combined  with  the  triple  air 
compression  gauge,  to  give  measure- 
ments of  from  11  fathoms  to  300  or  400 
fathoms. 

It  may  reasonably  be  doubted  if  it 
could  ever  be  a  matter  of  any  importance 
to  the  practical  mariner  to  obtain  a  posi- 
tive sounding  in  300  or  400  fathoms  of 
water,  either  with  or  without  stopping 
his  ship,  and  to  do  so  without  checking 
her  way  would  be  a  very  serious  under- 
taking. The  weight  and  wire  will  not 
sink  at  a  greater  rate  than  about  100 
fathoms  per  minute,  or  four  minutes  for 
'  four  hundred  fathoms,  and  during  four 
minutes  a  ship  going  not  more  than  10 
knots  per  hour-^ill  have  advanced  by  660 
fathoms,  so  that,  when  bottom  has  been 
struck,  there  wiU  be  at  least  a  thousand 
fathoms  of  wire,  which,  even  with  steam, 
could  not  be  reeled  in  under  a  quarter  of 
an  hour. 

The  second  and  more  mechanical  part 
of  the  problem  of  deep  sounding  while 
under  way,  has  been  solved  by  Sir  Wil- 
liam in  an  elegant  and  practical  form. 
His  navigational  wire  sounding  reel  con- 
tains all  that  is  requisite  in  the  smallest 
possible  compass.  For  my  own  work,  I 
have  made  some  slight  modifications  in 
the  details.  My  reel  consists  of  a  solid 
hard  wood  core,  thoroughly  well  painted 
and  surrounded  with  a  brass  rim,  in  the 
hollow  of  which  the  wire  is  wound,  and 
outside  of  which,  on  each  side,  is  a  break 
pulley.  Pieces  of  soft  hemp  line  are 
used  for  the  breaks.  The  one  which  is 
used  purely  as  a  friction  break  is  attached 
at  one  end  to  a  spring  balance,  by  means 
of  which  any  definite  pressure  can  be 
put  on  the  reel.  The  other  is  used  as  a 
locking  break,  that  is  to  say,  it  is  taken 
one  complete  turn  round  this  pulley  in 
the  direction  in  which  it  revolves  when 
the  wire  is  running  out.  When  the 
weight  has  been  observed  to  strike  the 
bottom,  this  break  is  suddenly  tightened, 
which  instantly  locks  the  reel  when  the 
handles  are  manned,  the  breaks  thrown 
Vol.  XXIV.— No.  5.-28. 


off  and  the  wire  wound  in.  I  depart 
also  from  Sir  William  Thomson's  prac- 
tice in  using  galvanized  in  place  of  bright 
steel  wire.  In  order  to  allow  for  any 
possible  weakening  effect  of  the  galvaniz- 
ing, I  take  the  wire  a  size  larger.  In  a 
small  vessel  like  the  "  Mallard,"  I  found 
it  very  inconvenient  working  the  reel  on 
the  taffrail.  I  have  it  now  well  in  board, 
and  the  wire  leads  out  through  a  metal 
block,  specially  constructed  for  the  pur- 
pose, and  attached  to  the  flag  pole,  as 
high  up  as  a  man  can  reach.  In  this 
way  the  work  is  carried  out  without  dif- 
ficulty. The  galvanizing  is  a  perfect 
protection  to  the  wire,  and  all  work  with 
tanks  and  alkaline  solutions  is  spared. 
Instead  of  having  a  heavy  iron  link  at 
the  end  of  the  wire,  I  reeve  the  end  of 
the  wire  through  a  piece  of  J-inch  block 
tin  gas  pipe,  about  15  inches  long,  and 
then  bend  it  round  and  spHce  up  the  end 
of  the  wire  so  as  to  form  an  eye,  to  which 
the  stray  line  for  sinker  and  sounding 
machine  can  be  attached. 

In  the  U.  S.  Coast  Survey  Beport  for 
1857,  a  very  ingenious  sounding  instru- 
ment is  described  by  a  Mr.  Hunt.     The 
instrument  consists  of  an  air-tight  bag, 
made    of  flexible  material,  with  a  long 
flexible  tube  attached  to  it.     This  bag, 
being  filled  with  air,  is  sunk  to  the  bot- 
tom (in  a  moderate  depth  of  water)  pref- 
erably by  a  heavy  grating  which  sur- 
rounds and  protects  it.     The  other  end 
j  of  the  flexible  tube  is  connected  with  a 
'  Bourdon's  pressure  gauge  in  the  ship  or 
I  boat.     If,  now,  this  bag  be  towed  over 
the  bottom,  and  the  pressure  gauge  ob- 
I  served  on  board,  an  exact  profile  of  the 
I  bottom  is  given.     I  am  not  aware  that 
I  this  instrument  has  ever  been  much  used 
for  harbor  surveying — for  which  it  was 
'  intended — ^and  it  is  not  difficult  to  see 
I  where  practical  difficulties  would  be  like- 
I  ly  to  occur ;  it  has,  however,  been  used 
i  with  some  success  as  a  tide  gauge,  and 
it  is  clear  that,  for  such  a  purpose,  it 
possesses  many  advantages.     The  bag 
being  securely  anchored  under  water,  it 
can  be  connected  by  a  pipe  of  any  length 
with  the  indicating  gauge,  or  a  record- 
ing instrument  under  cover. 

For  the  purpose  of  observing  the  tem- 
perature of  the  waters  below  the  surface 
in  lakes  and  seas,  two  classes  of  ther- 
mometers have  been  used,  namely,  ordi- 
nary thermometers  and  self-registering 
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ones.*  The  earliest  observations  were 
made  with  the  ordinary  thermometer, 
and  it  was  used  in  one  of  two  ways ; 
either  it  was  sunk  itself  to  the  desired 
depth,  and  was  so  enveloped  and  pro- 
tected by  badly  conducting  material, 
that  in  bringing  it  up  again,  through  the 
layers  of  water  of  different  temperature, 
it  had  not  time  to  alter  its  own  tempera- 
ture ;  or  a  quantity  of  the  waiter  at  the 
desired  depth  was  enclosed  in  a  bucket 
of  suitable  construction,  and  brought  to 
the  surface,  and  then  immediately  tested 
with  the  thermometer.  Many  very  ex- 
cellent and  trustworthy  observations  ex- 
ist, which  have  been  made  in  one  of 
these  ways.  Our  first  knowledge  of  the 
temperature  of  the  deep  water  of  fresh- 
water lakes  was  obtained  from  the  obser- 
vations of  De  Saussure,  on  the  lakes  of 
Switzerland,  made  with  a  thermometer, 
so  padded  and  protected  that  it  could  be 
drawn  up  through  1,000  feet  of  water, 
of  any  temperature  likely  to  be  found  in 
nature,  without  sensibly  altering  its  tem- 
perature. 

The  self-acting  bucket,  or  sea  gauge, 
was  used  at  an  earlier  date  in  the  determ- 
ination of  the  temperature  of  the  deep 
water  of  the  ocean.  The  acxjuracy  of  the 
results  obtained  by  this  method  depends 
greatly  on  the  skill  of  the  observer.  In  the 
case  of  De  Saussure,  and  of  Fisher  and 
Brunner,  the  results  are  clearly  to  be  re 
lied  on  implicitly.  In  the  experiments 
with  the  sea  bucket,  also,  excellent  re- 
sults have  been  obtained.  The  results 
obtained  by  both  methods  of  experi- 
menting will  be  the  more  accurate  the 
more  uniform  the  tepaperature  of  the 
water.  The  temperature,  especially  of 
the  bottom  water,  has  also  frequently 
been  determined  by  bringing  up  a  quan- 
tity of  the  mud,  and  takmg  its  tempera- 
ture when  it  arrives  on  board.  This 
method  also  gives  very  satisfactory  re- 
sults when  a  considerable  quantity  of 
mud  is  at  disposal. 

Self- Registering  Thermometers.-^'By 
far  the  greatest  number  of  observations 
has  been  made  with  self-registering  ther- 
mometers of  one  form  or  another.  The 
first  self-registering  thermometer  was 
made  by  Cavendish.  He  constructed 
both  a  maximum  and  minimum  thermom- 
eter, and  they  were  of  the  kind  called 

*  Prooeedinffs  of  the  Royal  Society  of  Edinburg, 
1880. 


by  the  French  a  diversment — out-flow 
thermometers.  In  fact,  his  maximum 
thermometer  is  in  every  particular  iden- 
tical with  that  known  in  France  as  Wal- 
ferdin's;  his  minimum  is  on  the  same 
principle,  but  has  a  U-formed  stem  in- 
stead of  a  straight  one.  The  disadvant- 
ages of  this  form  of  thermometer  are  two 
— ^namely,  the  indications  are  not  contin- 
uous, but  by  jerks,  depending  on  the  size 
of  the  mercury  d^ops,  and  they  require 
to  be  constantly  set,  the  maximum  at  a 
higher,  and  the  minimum  at  a  lower  tem- 
perature than  the  one  to  be  observed ; 
they  also  require  constant  comparison 
wiili  a  standard.  They  are,  therefore, 
not  suitable  for  use  where  many  obeer- 
;  vations  have  to  be  made  eiq)editiou8ly. 

In  the  year  1782,  Six  published  a  de- 
scription of  the  combined  Tn^TiTnTim  and 
minimum  thermometer  which  bears  his 
name,  and  which  has  since  contdnued  to 
assert  its  place  among  meteorological  in- 
struments as  perhaps  the  best  self -reg- 
istering thermometer.  The  instrument 
is  too  well  known  to  require  partdcular 
description.  It  may,  however,  be  noted 
that  Six  himself  did  not  use  a  hair  for  a 
spring  to  keep  his  indices  from  f^Jling 
down,  but  a  fine  glass  thread  soldered  to 
the  top  of  the  index,  and  sticking  up  in  a 
direction  very  slightly  inclined  U>  that  of 
the  length  of  the  index,  so  that  it  pressed 
gently  against  the  sides  of  the  tube. 
The  advantage  of.  the  glass  over  the  hair 
is  that  it  does  not  lose  its  elasticity: 
but,  on  the  other  hand,  the  index  takes 
up  more  room,  and  requires  a  thermom- 
eter with  a  larger  stem. 

Maximum  and  minimum  thermome- 
ters, such  as  Cavendish's  and  Six's,  when 
used  for  deep-sea  exploration,  show  only 
the  maximum  and  Tnim'TnuTn  tempera- 
tures to  which  they  have  been  exposed 
in  any  one  excursion,  and  a  single  obser- 
vation with  such  a  thermometer  does 
not  give  us  with  certainty  the  tempera- 
ture of  the  water  at  the  depth  to  which 
it  has  been  sunk.  Hence,  if  we  had  a 
right  to  assume  that  the  temperature  of 
a  sea  or  lake  might  vary  in  any  conceiva- 
ble way  with  the  depth,  these  instruments 
would  be  valueless.  We  have,  however, 
no  right  to  make  this  assumption ;  we 
know,  on  the  contrary,  that  in  all  seas 
whose  surface  is  not  exposed  to  a  freez- 
ing temperature,  the  temperature  of  the 
water  will,   as  a  rule,   diminish  as  the 
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depth  increases,  that,  therefore,  the  mini- 
mum temperature,  as  shown  by  the  self- 
registering  thermometer,  will,  in  fact  be 
the  temperature  at  the  greatest  depth  at- 
tained by  this  thermometer.  Hence,  in 
such  cases,  this  instrument  is  to  be  relied 
on,  and  more  especially  when  series  of 
temperatures  are  taken — ^that  is,  when  the 
temperatures  at  different  depths  in  the 
same  locality  are  taken,  so  that  the  evi- 
dence of  tiie  decrease  of  temperature 
with  the  increase  of  depth  is  rendered 
as  strong  as  possible.  In  order  to  ren- 
der an  account  of  the  state  of  any  lake 
or  sea,  as  regards  temperature,  it  is  ab- 
solutely necessary  to  have  such  serial  ob- 
servations; hence,  for  such  investiga- 
tions, the  maximum  and  minimum  ther- 
mometer is  not  only  trustworthy,  but  a 
most  valuable  and,  indeed,  indispensable 
instrument,  for  it  has  the  great  advant- 
age that,  as  it  is  in  the  strictest  sense 
self-registering,  any  number  can  be  at- 
tached to  the  same  line,  and  so,  at  one 
haul,  the  temperature  can  be  observed  at 
a  number  of  different  depths. 

For  isolated  observations,  the  ther- 
mometers just  described  are  not  so  sat- 
isfactory, and  very  great  amount  of  in- 
genuity has  been  displayed  in  the  inven- 
tion of  machines  for  registering  the  ac- 
tual temperature  of  the  water  at  any 
depth,  independeutly  of  that  of  the  wa 
ter  above  it. 

None  of  the  instruments  devised  for 
this  purpose  have  been  strictly  self -reg- 
istering ;  they  have  all  required  some  as- 
sistance from  the  observer,  who,  by  vari- 
ous forms  of  mechanical  appliance,  brings 
about  a  catastrophe  which  leaves  its 
mark  on  the  condition  of  the  instru- 
ment. It  is  obvious  that  any  control 
which  an  observer  may  have  over  an  in- 
strument separated  from  him  by,  it  may 
be,  three  or  four  miles  of  cord,  is  very 
limited,  and  is,  in  fact,  confined  to  his 
ability  to  move  it  towards  or  from  him. 
By  a  simple  mechauical  contrivance,  this 
longitudinal  motion  may  be  made  to  pro- 
duce one  of  rotation,  and,  in  fact,  the 
assistance  afforded  by  the  observer  to 
the  thermometer,  to  enable  it  to  register 
its  own  temperature,  consists  in  his  tum'- 
ing  it  either  upside  down  or  through  a 
whole  circle  when  it  has  reached  the  de- 
sired depth.  The  first  observer  who 
made  use  of  this  device  was  AimL  His 
working  arrangement    is    described  in 


"Ann.  Chim.  Phys.,"  1843  [3],  vii.,  p. 
497.  It  is  worked  by  a  weight,  which  is 
allowed  to  slip  down  the  line,  and  which 
then  sets  free  the  apparatus. 

His  thermometre  a  bascule^  along  with 
a  number  of  ingenious  modifications  of 
existing  forms,  is  described  in  the  same 
journal,  1845  [3],  xv.  p.  6.  It  was  un- 
fortunately only  after  he  was  obliged  to 
leave  the  Mediterranean,  which  had  been 
the  scene  of  his  labors,  that  he  invented 
the  very  elegant  combination  of  ther- 
mometers by  which  he  was  enabled  to 
ascertain  the  temperature  at  any  depth, 
no  matter  what  the  intervening  distribu- 
tion might  be.  It  is  described  in  the 
memoir  just  cited.  It  consists  of  two 
outflow  thermometers,  so  constructed 
that  one  of  them  registers  the  sum  of  the 
rises  of  temperature,  and  the  other  the 
sum  of  the  falls  of  temperature,  to  which 
it  is  exposed  in  any  excursion.  When  they 
have  reached  the  required  depth,  they 
are  inverted,  and  on  their  way  back  to 
the  surface  they  register,  as  above  de- 
scribed, the  rises  and  falls  of  tempera- 
ture to  which  they  are  exposed.  If  r  be 
the  sum  of  the  rises  of  temperature,  and 
/the  sum  of  the  falls,  s  the  temperature 
at  the  depth  where  they  were  inverted 
will  be  a=«-f-t'— /. 

If  they  are  allowed  to  register  on  the 
way  down,  and  then  inverted  at  the 
greatest  depth,  so  as  not  to  register  on 
the  way  up,  the  effect  will  be  precisely 
the  same,  though  the  functions  of  the 
thermometers  will  be  reversed. 

Beautiful  and  ingenious  as  Aim^'s 
thermometers  are,  they  have  the  disad* 
vantages  common  to  all  outflow  ther- 
mometers ;  they  are  neither  simple 
enough  nor  handy  enough  for  work  in- 
volving many  observations.  The  invert- 
ing thermometer,  patented  by  Messrs. 
Negretti  and  Zambra,  satisfies  the  condi- 
tions required  of  a  thermometer  for  iso- 
lated observations  as  completely  as  can 
be  hoped  for.  It  is  a  mercurial  ther- 
mometer ;  the  bore  of  the  stem  is  con- 
tracted to  the  smallest  possible  diameter 
at  a  point  about  an  ich  from  the  neck  of 
the  bulb.  As  long  as  the  thermometer 
is  standing  vertically,  stem  uppermost, 
the  mercury  is  continuous  in  stem  and 
bulb ;  but  if  it  be  inverted,  the  mercury 
parts  at  the  contraction,  the  portion  in 
the  stem  falling  down  into  the  point. 
The  stem  is  graduated  from  the  point 
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towards  the  bulb,  and  the  temperature, 
at  the  moment  of  inversion,  is  read  off 
by  the  height  of  the  mercury  in  the  end 
of  the  stem.  This  thermometer  exists 
in  two  varieties,  the  one  with  a  U- formed 
stem,  which  requires  to  be  turned  com- 
pletely round.  The  turning  arrangement 
for  the  latter  instrument  is  a  somewhat 
elaborate  and  expensive  instrument,  but 
it  answers  its  purpose.  The  inverting 
arrangement,  supplied  with  the  half-turn 
thermometer,  is  somewhat  clumsy  and 
unsatisfactory,  The  half-turn  instru- 
ment, when  fitted  with  a  suitable  invest- 
ing arrangement,  is  to  be  preferred  to 
the  others  in  all  work  at  moderate 
depths. 

Sources  of  Error  in  the  Indications 
of  various  Thermometers. — ^When  an  or- 
dinary thermometer,  protected  hj  badly- 
conducting  envelopes,  is  used,  it  is  ob- 
viously exposed  to  alteration  of  temper- 
ature by  being  pulled  through  warmer 
or  colder  water  on  its  way  to  the  sur- 
ce.  Whether  any  sensible  error  is  like- 
ly to  result  from  this  cause,  must  be  de- 
termined in  each  particular  case  by  ex- 
perience. The  more  perfectly  it  resists 
change  of  temperature,  the  longer  it  will 
take  to  assume  the  temperature  of  the 
water.  De  Saussure  left  his  thermome- 
ter down  for  twelve  or  fourteen  hours 
for  each  observation,  so  that  this  method 
is  now  seldom  used.  Similarly,  also,  the 
method  which  depends  on  bringing  up  a 
sample  of  water  in  a  vessel  fitted  for  the 
purpose,  and  taking  its  temperature 
with  an  ordinary  thermometer,  when  it 
reaches  the  surface,  has  been  discon- 
tinued ;  for  although  it  does  not  take  more 
time  than  would  be  necessary  for  send- 
ing down  a  thermometer  and  bringing  it 
up,  it  is  impossible  to  bring  up  water 
from  great  depths  in  warm  climates  with- 
out sensible  change  of  temperature. 

In  tfie  case  of  outflow  thermometers, 
the  deUcacy  of  the  instrument  is  limited 
by  the  size  of  the  mercury  drops.  In 
the  inverting  thermometers  of  Negretti 
and  Zambra  an  error  may  arise  from  the 
difference  of  volume  of  the  mercury  in 
the  stem,  at  the  temperature  at  which  it 
was  inverted  and  at  that  at  which  it  is 
read.  In  an  extreme  case  this  may 
amount  to  as  much  as  O.  4"^  F.;  it  can, 
however,  be  allowed  for. 

In  Six's  instrument  there  is  a  possible 
error  from  looseness  of  the  indices,  in 


consequence  of  which  they  are  apt  to  be 
shaken  out  of  their  places  by  any  jarring 
of  the  line.    Errors  from  this  source  can 
be  avoided  to  a  great  extent  by  attach- 
ing the  thermometer    to    the  line,  by 
means  of  an  elastic  or  india-rubber  tube 
All    the    self-registering   instruments 
are  liable  to  error  from  the  effects  of 
pressure.     The  pressure  inside  a  ther- 
mometer is  never  greater  than  that  of 
the  atmosphere  when  it  is  sealed  up.    It 
may,  however,  be  exposed  outside  to  a 
pressure  of    600    to  600    atmospheres. 
The  effect  of  this  difference  of  pressure 
on  the  outside  and  inside  of  the  glass 
envelope  is  to  make  it  tend  to  collapsa 
The  bulb  of  the  thermometer  is  squeezed, 
and  its  volume,  in  consequence,  dimin- 
ished.    The  liquid  which  it  containB  is 
thereby  ferced  into  the  stem,  and  its 
apparent  volume  is  greater  than  it  would 
have  been,  had  there  been  no  excess  of 
pressure  on  the  outside  of  the  instru- 
meni    The  temperature  of  the  instru- 
ment is  measured  by  the  apparent  vol- 
ume  of    the  liquid  which  it  contains; 
hence  the  effect  of  pressure  is  to  raise 
the  observed  temperature  above  the  true 
temperatura     Parrot  and  Lenz,  in  1832, 
made  a  series  of    experiments   on  the 
effect    of    pressure    on    thermometers. 
They  experimented  at  pressures  up  to 
100  atmospheres,   and  observed  differ- 
ences between  the  apparent  and  the  true 
temperatures  of  as  much  as  20°  C.    They 
found  that  for  the  same  instrument  the 
compression  was  simply  proportional  to 
the  pressura     They  used  a  tiiermometer 
as  a  manometer.    After  this  date  it  was 
usual  to  attempt  some  kind  of  protection 
for  self -registering  thermometers. 

Those  with  straight  stems,  such  as 
Waif erdin's  minimum,  were  seiaJed  up  in 
glass  tubes,  and  so  completely  protected. 
Those  whose  stems  were  bent,  had  to  be 
enclosed  in  metal  cases  closed  with  a 
screw.  This  form  of  protection  never 
answered  well,  as  it  was  impossible  to 
screw  on  the  cover  so  tight  that  the 
water,  under  the  great  pressures  met 
with  at  considerable  depth,  would  not 
find  its  way  in.  In  order  not  to  have  to 
abandon  the  use  of  thermometers  of  the 
convenient  form  of  Six's,  the  device  of 
protecting  the  bulb  only  was  hit  upon, 
and  it  appears  that  the  first  thermometer 
of  this  kind  was  used  by  Captain  Pullen, 
on  board  H.M.S.  "Cyclops."    The  effect 
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of  pressnre  on  the  stem  is  quite  insig- 
nificant,   and    under    ordinary    circum- 
stance^ insensible.     For,  in  nearly  all 
seas  where  the  surface  temperature  is 
over  40°  Fahr.,  the  temperature  of  the 
*  water  diminished  as  the  depth  increases, 
and,  therefore,  it   is  the  minimiun  leg 
which  is  used,  and  the  effective  part  of  it 
is  that  filled  with  spirit,  which  may  have 
a  length  of,  at  most,  three  inches.     The 
effect  of  pressure  in  diminishing  the  vol- 
ume of  a  short  piece  of  thermometer 
tubing  must  certainly  be  very  small,  but 
its  actual  value  can  only  be  determined 
by  removing  the  bulb,  and  taking  the 
piece  of  the  stem  between  the  mercury 
and  the  neck  of  the  bulb  as  the  bulb  of  a 
new  thermometer,  and  determining  ex- 
perimentally the  effect  of  pressure  on  it. 
An  approximation  to  the  effect  may  be 
made  by  exposing  the  thermometer  to 
various  high  pressures,  at  known  temper- 
atures,  and  observing  the  rise  of  the 
maximum  index,  then  removing  the  bulb, 
and    calibriating  the  stem.     Knowing, 
then,  the  ratio  of  the  volume  of  this  part 
of  the  minimum  leg,  filled  with  spirit  to 
the  whole  volume,  from  tlie  bulb  to  the 
maximum  index,  it  may  be  assumed  that 
the  compreEsion  will    be  in   the   same 
ratio.     And  this  value  will  probably  be 
greater  than  the  real  one,  for  the  com- 
pression of  the  water  produces  of  itself 
a  certain  rise  of  temperature,  and,  conse- 
quently, rises  the  maximum  index.    This 
can,  however,  be  estimated,  either  by  a 
comparison  with  a  completely  protected 
thermometer,  or  by  bringing  the  mini- 
mum index  also  home  on  tibe  mercury 
before   raising  the  pressure.     If,   then, 
there  has   been  a  rise  of  temperature 
caused  by  compression,  there  will  be  a 
corresponding  lowering  of  temperature 
on  relieving  the  pressure.     If  the  com- 
pression apparatus  be  allowed  to  stand 
after  the  pressure  is  up,  until  it  has 
dissipated  the  heat  evolved  by  the  com- 
pression, the  rehef  of  pressure  will  cause 
a    corresponding    absorption    of    heat, 
which  will  show  itself  in  the  position  of 
the  minimum  index.     Some  experiments 
which  1  have  made  in  this  direction  show 
a  lowering  of  temperature  of  0.3°  Fahr., 
for  the  relief  of  a  pres  3ure  of  2^  tons  per 
square  inch,  the  whole  rise  of  the  max- 
imum index  having  been  1.8°  Fahr.     We 
may,  I  think,  be  quite  certain  that  when 
the  minimum  leg  is  the  one  used,  and 


the  temperature  low,  the  error  caused 
by  the  effect  of  pressure  on  the  stem  is 
inappreciable.  Cavendish,  who  invented 
the  self-registering  thermometer,  foresaw 
also  the  most  important  of  the  uses  to 
which  it  could  be  applied.  Thus  he  sug- 
gests that  the  higher  regions  of  the 
atmosphere  might  be  investigated  by 
attaching  it  to  a  kite — balloons  not  hav- 
ing been  invented.  With  regard  to  deep 
sea  explorations,  he  says: 

*^If  instruments  of  the  nature  aboye 
described  were  to  be  used  for  finding  the 
temper  of  the  sea  at  great  depths,  some 
alteration  would  be  necessary  in  the  con 
struction  of  them,  principally  on  account 
of  the  great  pressure  of  the  water,  the 
ill  effect  of  which  can,  I  believe,  be  pre- 
vented no  other  way  than  by  leaving  the 
tube  open." 

This  was  written  in  1757,  and  it  was 
not  till  1762,  as  already  stated,  that 
Canton  proved  that  liquids  are  com- 
pressible. Cavendish,  therefore,  hoped 
that  as  the  pressure  would  not  produce 
distortion  of  the  glass  when  the  tube 
was  open,  it  would  have  no  visible  effect 
on  the  apparent  volume  of  the  liquid. 
The  device  of  leaving  his  thermometer 
open  at  the  end  was  adopted  by  Aime  in 


some  of  his  experiments,  the  effect  of 
pressure  on  the  apparent  volume  of  the 
liquid  being  determined  independently,  • 
and  a  correction  applied  accordingly. 
I  devised  and  constructed  a  mercurial 
thermometer,  or  piezometer  (Fig.  5)  on 
the   same  principle,   but  my  object  in 
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admitting  the  water  pressure  to  the 
inside  of  the  instrument,  was  to  utilize  it 
in  shifting  the  scale  of  the  thermometer 
as  the  depths  changed.  The  thing  reg- 
istered in  such  instruments  is  always  the 
apparent  volume  of  the  liquid,  and  this 
varies  with  the  temperature  and  the 
pressure.  Hence  the  indications  will 
represent  the  sum  of  the  effects  of  the 
change  of  temperature  and  of  pressure. 
If  from  any  independent  source  we  know 
either  of  th^se,  we  can  determine  the 
other.  In  a  sea  of  uniform  temperature 
throughout  its  depth,  the  apparent  vol- 
ume of  the  liquid  would  diminish  as  the 
pressure  increased,  and  if  the  tempera- 
ture increased  with  the  depth,  the  appar- 
ent volume  of  the  liquid  would  dinunish 
at  a  slower  rate;  but  it  would  be  always 
possible  to  determine  the  true  tempera- 
ture as  long  as  it  did  not  increase  at  so 
great  a  rate  as  to  dilate  the  liquid  more 
than  it  was  compressed  by  the  increas- 
ing pressure.  For  the  investigation  of 
seas  such  as  the  Mediterranean,  this  form 
of  instrument  is  most  valuable.  The 
method  of  determining  accurately  both 
depth  and  temperature  from  the  com- 
bined reading  of  a  mercury  and  a  water 
piezometer  is  explained  in  the  paper 
communicated  to  the  Chemical  Society.* 
In  the  great  majority  of  cases,  the 
most  convenient  instrument  to  use  is  the 
form  of  Six's  thermometer  with  protected 
bulb  known  as  the  Miller-Casella  ther- 
mometer, with  the  following  additions 
and  improvements,  which  Mr.  Casella 
has  applied  to  them  at  my  suggestion. 
The  size  of  the  instrument  is  increased 
so  that  the  degrees  are  wider  apart,  a 
degree  Fahrenheit  on  the  minimum  leg 
occupying  about  three  millimeters  of  its 
length.  Besides  the  scale  of  degrees 
which  is  attached  in  enameled  slips  to 
the  vijlcanite  at  the  sides  of  the  stem, 
there  is  an  arbitrary  (milhmeter)  scale 
etched  on  the  stem  itself.  The  valves  of 
the  division  of  this  scale  are  ascertained 
by  a  careful  comparison  with  a  standard 
thermometer.  It  is  thus  possible  to 
read  with  certainty  to  a  quarter  of  a 
millimeter  or  a  twelfth  of  a  degree  Fah- 
renheit. The  errors  due  to  the  scale  not 
being  rigidly  attached  to  the  thermome- 
ter, and  to  the  difficulty  of  determining 

*  Journal  (tf  Chemikcai  Society^  October,  1878.  The 
blocks  of  Figs.  2,  5,  6  have  been  kindly  lent  by  the 
Ck>ancil  of  the  Chemical  Society. 


the  height  of  the  index  by  reference  to 
a  scale,  at  the  side  of,  instead  of  over  it, 
are  eliminated.  Finally,  by  having  the 
ordinary  scale  at  the  side,  the  instrument 
can  be  used  independently  of  the  arbi- 
trary scale,  and,  even  where  the  arbitra- 
ry scale  is  principally  reUed  on,  the  scale 
of  degrees  enables  tiie  observer  to  know 
very  approximately  the  true  temperature 
at  the  moment  of  observation,  without 
reference  to  tables,  and,  by  noting  on 
every  occasion  the  reading  on  both  sides, 
the  chance  of  errors  from  misreading  is 
greatly  reduced.  The  maximum  leg, 
which  is  only  rarely  used,  is  of  larger 
bore  than  the  minimum  one;  the  degrees, 
therefore,  are  closer,  and  the  tempera- 
ture of  the  instrument  may  rise  as  high 
as  100°  Fahr.,  without  the  index  enter- 
ing the  terminal  bulb.  This  is  a  detail 
of  considerable  practical  importance,  for 
it  is  impossible  always  to  protect  the 
thermometers,  when  on  deck,  from  the 
direct  rays  of  the  sun,  which  would 
speedily  disable  the  maximum  side  of 
the  thermometer,  if  its  range  were  as 
limited  as  that  of  the  minimum  one. 

It  will  be  seen,  from  what  has  be^i 
said,  that  there  is  no  one  instrument 
which  fulfills  aU  conditions  required  of  a 
perfect  deep-sea  thermometer.  It  is 
necessary,  therefore,  for  the  investigator 
to  use  his  judgment  in  the  selection  of 
the  instrument  best  suited  for  the  par- 
ticular case  before  him.  In  order  to  be 
prepared  for  possibly  occurring  cases, 
he  should  be  provided  with  thermome- 
ters of  (a)  the  Miller-Casella  type,  with 
improvements  just  described;  {b)  tiie 
mercury  piezometer,  (c)  the  Negretta 
and  Zambra  inverting  thermometer.  It 
is  well  to  have  several  of  the  first  class 
(a),  as  any  number  of  them  can  be  at- 
tached to  the  line  at  different  depths, 
and  thus  much  time  saved.  In  my  own 
practice,  I  generally  use  four  or  five  at  a 
time.  It  is  not  advisable  to  exceed  this 
niunber,  as  the  loss  in  case  of  accident 
would  be  too  heavy.  Considering  the 
distribution  of  temperature  actually 
found  in  lakes  and  seas  of  warm  and 
temperate  regions,  this  is  the  most  gen- 
erally useful  instrument,  when  thorough 
investigation  by  means  of  series  of  ob- 
servations is  intended.  In  the  particu- 
lar and  frequently  occurring  case  of  an 
enclosed  sea,  containing  a  large  niass  of 
water,  showing  no  variations  of  temper- 
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atare  when  tested  by  this  instrument,  it 
must  be  replaced  by  the  mercury  piez- 
ometer (6),  which  possesses  the  advant- 
age that  the  position  of  thermometric 
s^e  shifts  along  the  stem  according  as 
the  depth  yaries.  Also,  any  number  of 
them  can  be  used  at  the  same  time  at 
different  depths  on  the  same  line.  The 
inverting  thermometer  of  Messrs.  Ne- 
gretti  and  Zambra  (c)  is  the  instrument 
most  suitable  for  isolated  observations. 
It  is  also  of  very  great  use  for  supple- 
menting and  controlling  the  observations 
with  the  other  instruments,  especially 
in  the  case  of  sea  lochs  or  fjords,  where 
the  temperature  distribution  is  often 
much  disturbed  by  the  imperfect  mix- 
ture of  fresh  with  salt  water. 

For  the  successful  and  expeditious 
crrrying  out  of  deep-sea  temperature 
observations,  the  investigator  should  be 
furnished  with  an  improved  Miller  Casella 
thermometer  for  the  bulk  of  the  work, 
and  the  mercury  piezometer  and  the  in- 
vesting thermometers  for  particular 
cases.  All  the  thermometers,  of  what- 
ever type,  should  be  carefully  compared 
with  a  good  standard,  and  the  result 
stated  in  terms  of  its  scale. 

For  the  determination  of  the  specific 
gravity  of  the  water,  it  is  necessary  to 
have  an  instrument  of  considerable  deli- 
cacy, which  can  be  used  in  all  moderate 
weather  at  sea.  The  specific  gravity  of  a 
liquid  is  ordinarily  determined  in  one  of 
two  ways,  either  with  the  specific  gravi- 
ty bottle,  when  the  weight  of  a  Imown 
volume  of  the  liquid  is  directly  ob- 
served, or  with  the  hydrometer,  when 
the  volume  of  a  kncTwn  weight  is  ob- 
served. A  special  modification  of  the 
hydrometer,  namely  specific  gravity  bulbs, 
has  long  been  in  use  for  special  purposes, 
and  they  have  been  used  by  Dr.  Carpen- 
ter and  others  for  sea  work.  The  only 
objection  to  their  employment,  in  work 
of  purely  scientific  interest,  is  that  each 
bulb,  being  in  effect  a  separate  hydrome- 
ter, has  to  be  separately  tested  for  its 
weight  and  volume,  and  for  change  of 
apparent  density  with  changes  of  tem- 
perature. With  the  large  number  of 
bulbs  which  is  necessary,  this  involves 
an  enormous  amount  of  labor  expended, 
without  corresponding  advantage.  Sets 
of  hydrometers,  graduated  so  as  to  in- 
clude all  specific  gravities  naturally  oc- 
currifig  in    the    sea,  have    been  used. 


When  each  hydrometer  has  been  con- 
structed of  the  requisite  delicacy,  and  of 
workable  proportions,  it  is  necessary  to 
have  a  set  of  ten  hydrometers ;  and  the 
same  objection  obtains  as  in  the  case  of 
the  bulbs.  For  the  work  of  the  "  Chal- 
lenger," an  instrument  of  suitable  size 
and  proportions  was  constructed.  Its 
stem  carried  an  arbitrary  scale  (millime- 
ters), and  was  carefully  calibrated ;  the 
weight  of  the  whole  instrument  was  also 
carefully  determined,  and  also  the  dilata- 
bility  of  the  body.  The  instrument  was 
entirely  of  glass.  By  a  contrivance 
similar  to  that  used  in  Nicholson's  hy- 
drometer, weights  could  be  placed  on 
the  upper  sub-cavity  of  the  stem.  By 
this  means  the  range  of  usefulness  of 
one  hydrometer  can  be  extended  far  be- 
yond the  limits  occurring  naturally  in 
the  sea. 

In  prosecuting  independently  this 
work,  I  have  improved  on  some  of  the 
details  of  the  instrument,  without,  how- 
ever, in  any  way  altering  its  general 
character.  In  the  "  Challenger  "  instru- 
ment, the  body  was  a  cylinder,  containing 
about  four  diameters  in  its  length ;  in 
the  heavier  form  it  is  a  sphere  of  about 
the  same  volume,  this  materially  reduc- 
ing the  length  of  the  instrument.  In- 
steiEtd  of  a  small  brass  table,  and  weights 
to  be  laid  on  it,  the  weights  are  hollow 
brass  cylinders,  closed  at  one  end,  and 
widened  to  flange  at  the  open  end  with 
others  in  the  form  of  flat  rings,  which 
can  be  slipped  over  the  cylindrical 
weights,  and  then  rest  on  the  flange. 
These  are  small  mechanical  details, 
which,  however,  greatly  affect  the  handi- 
ness  of  the  instrument,  and  they  are 
therefore  of  importance.  The  following 
is  a  description  of  the  instrument  used 
for  the  whole  of  the  work  done  during 
the  cruise  of  the  "ChaUenger."  The 
stem,  which  carries  a  millimeter  scale  10 
centimeters  long,  has  an  outside  diame- 
ter of  about  3  millimeters,  the  external 
volume  of  the  divided  portion  being 
0.8607  cubic  centimeter ;  the  mean  vol- 
ume of  the  body  is  160.15  cubic  centi- 
meters, and  the  weight  of  the  glass  in- 
strument is  160.0405  grammes.  With 
this  volume  and  weight,  it  floats  in  dis- 
tilled water  of  16°  C.  at  about  the  lowest 
division  (100)  of  the  scale.  In  order  to 
make  it  servicable  for  heavier  waters,  a 
small  brass  table  is  made  to  rest  on  tiie 
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top  of  the  stem,  of  such  a^w^eight  that  it 
depresses  the  instrument  in  distilled 
watet  of  16°  C.  to  about  the  topmost  di- 
vision (0)  of  the  scale.  By  means  of  a 
series  of  six  weights,  multiplies  by  1,  2, 
3,  4,  5,  and  6,'  of  the  weight  of  the  table, 
specific  gravities  between  1.00000  and 
1.03400  can  be  observed.  It  is  not 
necessary  that  these  weights  should  be 
accurate  multiples  of  the  weight  of  the 
table  ;  it  is  sufficient  if  they  approach  it 
within  a  centigramme,  and  their  actual 
weight  be  known  with  accuracy.  The 
weights  of  the  table  and  weights  in 
actual  use  are : 

Weight  of  table 0.8860  grammes. 

Weight  of  weight  No.      I.  0.8560 

II.  1.6010 

III.  2.4225 

IV.  3.1245 
V.  40710 

VI.  48245 

Tor  oceanic  waters,  the  hydrometer  is 
always  used  with  the  table,  and  either 
No.  IV.  or  No.  V.  weight 

When  the  mechanical  part  of  the  con- 
struction of  the  instrument  was  finished, 
with  the  exception  of  the  closing  of  the 
top  of  the  stem  (which,  instead,  was 
widened  into  a  funnel  shape,  large  enough 
to  receive  the  ordinary  decignunme 
weights),  the  cahbration  of  the  stem  was 
effected  by  loading  the  stem  with  suc- 
cessive weights,  and  observing  the  con- 
sequent depressions  in  distilled  water  of 
known  temperature.  This  done,  the  top 
was  sealed  up,  and  the  instrument  care- 
fully weighed.  The  expansion  of  the 
body  with  temperature  was  determined 
in  a  similar  manner,  by  reading  the  in- 
strument in  distilled  water  of  various 
temperatures.  The  coefficient  of  expan- 
don  of  the  glass  was  then  found  to  be 
0.000029  per  degree  Centigrade. 

For  using  this  instrument  at  sea,  about 
900  cubic  centimeters  of  sea  water  are 
taken,  and  the  containing  cylinder  placed 
on  a  swinging  table,  in  a  position  as  near 
the  center  of  the  ship  as  possible.  The 
observation  with  the  hydrometer,  loaded 
with  the  necessary  table  and  weight,  is 
then  effected  in  the  ordinary  way,  the 
accuracy  of  the  readings  being  but  little 
affected  by  rolling;  pitching,  however, 
is  found  to  have  a  distinctly  disturbing 
effect ;  and  when  it  is  in  any  way  vio- 
lent, it  is  advisable  to  store  the  speci- 
men of  water  till  the  weather  improves. 


The  temperature  of  the  water  at  ihe 
time  of  observation  is  determined  by  one 
of  Geissler*s  "Normal"  or  standard 
thermometers,  graduated  into  tenths  of 
a  degree  Centigrade ;  and  it  is  essential 
for  the  accuracy  of  the  results  that  the 
water,  during  the  observations  of  the 
hydrometer,  should  be  sensibly  at  the 
same  temperature  as  the  atmosphere, 
otherwise  the  changing  temperature  of 
the  water  makes  the  readings  of  both  the 
hydrometer  and  the  thermometer  uncer- 
tain. At  low  temperature  (below  10^  or 
12°  C.)  a  tenth  of  a  degree  makes  no 
sensible  difference  in  the  resulting  spe- 
cific gravity ;  but,  at  the  high  tempera- 
tures always  found  at  the  surface  of 
tropical  seas,  rising  sometimes  to  30°  C, 
the  same  difference  of  temperature  may 
make  a  difference  of  three  to  four  in  the 
resulting  specific  gravity. 

Having  obtained  the  specific  gravity 
of  the  water  in  question,  at  a  tempera- 
ture which  depends  upon  that  of  the  air 
at  the  time,  it  is  necessary,  in  order  that 
the  results  may  be  comparable  to  reduce 
them  to  their  values  at  one  common  tem- 
perature. For  this  purpose  a  knowledge 
of  the  expansion  of  sea  water  with  tem- 
perature is  necessary. 

This  had  been  determined  with  suffi- 
cient accuracy  for  low  temperatures  by 
Despretz  and  others ;  but  as  the  tempera- 
j  tures  at  which  specific  gravity  observa- 
tions are  usually  made  are  comparatively 
high,  their  results  were  of  but  little  use, 
directed  as  they  were  chiefly  to  the  de- 
termination of  the  freezing  and  maximum 
density  points.  When  the  late  Captain 
Maui'y  was  developing  his  theory  of 
oceanic  circulation,  owing  to  difference 
of  density  of  the  water  in  its  different 
parts,  he  found  the  want  of  information 
on  this  important  subject  At  his  re- 
quest the  late  Professor  Hubbard,  of  the 
National  Observatory,  United  States,  in- 
'  stituted  a  series  of  experiments,  from 
.which  he  was  enabled  to  lay  down  a 
curve  of  the  volumes  of  sea  water  at  all 
temperatures,  from  considerably  bdow 
the  freezing  point  to  much  above  what 
obtains  even  in  the  hottest  seas.  The 
'  results  are  pubhshed  in  Maury's  "  Sail- 
I  ing  Directions,"  1858,  vol.  L,  p.  237,  and 
have  evidently  been  carried  out  with 
great  care.  The  composition  of  different 
oceanic  waters  varies,  even  in  extreme 
cases,  within  such  close  limits  that  the 
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law  of  thermal  expansions  is  sensibly  the 
same  for  all  of  them ;  of  this,  Hubbard's 
experiments  afford  satisfactory  proof.  In 
the  table  which  gives  the  results  of  all 
his  experiments,  he  takes  the  volume  of 
water  at  60®  Fahr.  as  his  unit.  In  order 
to  avoid  much  useless  calculation,  I  have 
been  in  the  habit  of  reducing  my  results 
to  the  same  temperatiu-e  (15.56°  C), 
while,  for  a  like  reason,  1  have  retained 
the  specific  gravity  of  distilled  water  at 
4°  C.  as  the  unit.  The  choice  of  a  com- 
mon temperature,  to  which  the  results 
should  be  reduced,  and  of  a  unit  of 
specific  gravities,  is  a  purely  conven- 
tional matter;  and  in  choosing  the 
above-mentioned  ones,  in  the  first  in- 
stance, I  was  moved  solely  by  a  desire  to 
save  calculation.  For  every  water,  how- 
ever, there  is  one  temperature  to  which 
it  would  be  natural  to  reduce  its  specific 
gravity,  namely,  the  temperature  which 
^e  water  had  when  in  its  place  in  the 
ocean ;  and  in  this  sense  all  my  results 
during  the  cruise  have  been  reduced. 
Hubbard's  table  of  the  change  of  volume 
of  a  mass  of  sea  water,  wi^  change  of 
temperature,  enables  us  very  easily  to 
reduce  any  observed  specific  gravity 
from  the  temperature  of  observation  to 
any  other  temperature,  say  15.56°  C. 

Collectian  of  Samples  of  Water. — 
The  water  from  the  bottom  was  usually 
collected  in  the  so-called  "slip"  water 
bottle,  which  has  been  described  by  Pro- 
fessor Jacobsen.  Water  from  inter- 
mediate depths  is  obtained  in  an  instru- 
ment represented  in  section  in  Fig.  6.  It 
is  made  entirely  of  brass,  which,  how- 
ever, might  advantageously  be  nickel- 
plated.  It  consists  of  a  cylinder  a,  ter- 
minated at  both  ends  by  similar  stop 
cocks  B  B,  which  are  connected  by  the 
rod  o.  This  rod  carries,  near  its  upper 
extremity,  a  piece  of  stout  sheet  brass  n, 
10  centimeters  long  by  15  broad,  soldered 
to  the  casting  e,  which  is  movable  about 
the  axis  e.  The  function  of  this  part  of 
the  apparatus  will  be  more  easily  ex- 
plained by  describing  the  manipulations 
necessary  when  collecting  water. 

When  intermediate  water  is  to  be  ob- 
tained, the  water  bottie  is  firmly  attached 
to  the  sounding  line,  which  carries  at  its 
end  usually  a  lead  of  56  lbs.  or  1  cwt.;  the 
stop  cocks  are  then  opened,  giving  them, 
wiiih  the  rod  c,  the  position  represented  in 
the  figure.     The  line  is  then  lowered  care- 


fully by  hand,  until  the  water  bottie  is 
close  to  the  surface,  when  it  is  let  go^ 
and  the  line  allowed  to  run  out  without 
a  check.  During  its  passage  downwards 
the  water  courses  freely  through  it, 
being  considerably  assisted  by  the  coni- 
cal end  pieces  k,  k.  When  the  requisite 
depth  has    been   reached,   the    line    is 


Fig.  B* 


checked  again  at  the  same  mark,  and 
finaUy  hauled  in  altogether  by  the  don- 
key engine.  When  the  line  is  hauled  in 
at  first  the  flap  d  falls  down  into  a  hori- 
zontal position,  when  it  is  caught  by  the 
movable  piece  of  brass  f,  wluch  moves 
around  an  axis/,  and  is  supported  on 
the  side  opposite  to  e  by  the  rod  o, 
which  rests  on  the  spiral  spring  h.  The 
water  rushing  past  d,  when  thus  in  a 
horizontal  position,  exercises  a  sufficient 
pressure  upon  the  rod  to  close  the  stop 
cocks  B,  B.  When  the  speed  with  which 
the  bottle  is  hauled  through  the  water  is 
increased,  the  pressure  on  d  becomes  so 
great,  that  it  overcomes  the  tension  of 
the  spring  h,  and  e  passes  the  catch  r, 
when  the  rest  of  the  journey  upwards  is 
performed  with  the  flap,  d,  hanging 
down,  and  therefore  offering  the  least 
possible  resistance  to  the  water.  The 
object  of  at  first  hauling  in  only  a  couple 
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of  fathoms  or  so,  and  letting  the  line  go 
again,  is  to  insure  the  cocks  being  closed. 
Por,  supposing  after  the  first  hauling  in 
they  were  not  quite  closed,  by  letting  the 
instrument  descend  through  the  water 
the  flap  D  sets  itself  again,  and,  on  heav- 
ing   in,  it  shuts  down  the  stop  cocks, 
which  were  before  but  partiaUy  closed ; 
or,  if  they  were  closed  before,  it  only 
shuts  them  the  tighter.   When  the  water 
bottle  has  been  brought  it  is  only  neces- 
sary to  substitute  for    the    lowermost 
brass  funnel  a  small  nozzle,  when  the 
water  may  be  tapped  into  any  vessel 
destined  to  receive  it.  This  done,  the  bot- 
tle may  be  at  once  loTjrered  to  any  other 
required  depth,  much  time  being  spared 
by  not  having  to  detach  it  each  time.  At 
the  upper  end  of  the  bottle    a  smaU 
spring  safety  valve,  i,  is  introduced,  in 
order  that  the  considerably  denser  water 
from  below  may  be  able  to  make  room 
for  itself  as  the  surface  is  approached. 
In  order  that  the  instrument  may  prop- 
erly do  its  work,  it  is  evident  that,  first, 
the  stop  cocks  should  be  so  stiff  that  the 
weight  attached  to  their  levers  be  not 
sufficient  to  close  them ;   and,  secondly, 
the  spring  h  should  be  so  strong  as  to 
ensure  the  shutting  of  the  cocks  before 
it  itself  gives  way.    These  conditions  are 
secured  by  the  following  means  of  ad- 
justment.    The  stop  cocks  can  be  made 
stiff  in  the  usual  way,  by  lightening  the 
screws  which  screw  the  "  keys "  in  the 
bands ;  the  tension  of  the  spring  h  can 
be  increased  or  diminished  by  means  of 
a  screw  at  the  lower  end  of  the  tube  con- 
taining it ;  and  the  mobility  of  the  stop 
cock  can  be  regulated  by  means  of  the 
screws  m,  m.  Although  from  this  descrip- 
tion the  operations  of  adjustment  may 
appear  complicated,  it  is,  in  fact,  practi- 
cally very  simple.     After  the  first  time 
of  use  it  is  rare  that  any  further  adjust- 
ment is  required  than   a  turn    of  the 
screws  m,  m.     The  diameter  of  the  aper- 
tures at  either  end  is  necessarily  smaller 
than  that  of  the  cylinder ;  it  is,  there- 
fore, impossible  for  the  water  in  it  to 
be  entirely  changed  while    descending 
tiirough  a   distance  equal  to  its    own 
length.    It  became  a  question,  therefore, 
for  experiment  to  decide  what  actually 
was  the  rate  of  change  of  water.    To  this 
end  a  few  experiments  were  made  in  a 
fresh    water    lake.     The    bottle    being 
filled  with  water  containing  some  yellow 


prussiate  of  potash  was  sunk  in  the  lake, 
until  the  surface  of  the  water  was  on  a 
level  with  the  upper  stop  cock  when  the 
stop  cocks  were  opened,  and  the  lime  let 
go.  On  being  brought  up  again  the 
contents  were  treated  with  the  solution 
of  perchloride  of  iron.  It  was  found 
that,  when  the  bottle  had  been  sunk  to 
a  depth  of  a  fathom  and  Srhalf,  the  water 
had  been  entirely  changed,  the  iron 
solution  being  wholly  wittiout  action  on 
it.  We  may  be  certain  then  that  the 
water  which  we  obtain  by  this  means  is 
an  average  of  the  last  two  fathoms 
through  which  the  bottle  has  passed. 

The  weight  used  as  a  sinker  should  be 
chosen  so  as  to  impart  sufficient  velocity 
not  to  lose  time  unnecessarily  over  the 
operation,  and,  at  the  same  time,  not  to 
give  an  excessive  velocity  at  the  depth 
where  the  water  is  to  be  collected,  be- 
cause the  rate  of  change  of  water  de- 
pends on  the  friction  of  the  water  inside 
the  bottle,  and  so  on  the  velocity  of 
descent  In  practice,  for  depths  over 
100  fathoms,  a  weight  of  112  lbs.  was 
used,  and  for  depths  from  25  up  to  100 
fathoms,  a  weight  of  56  lbs.  was  used 
For  less  depths  the  weight  of  the  bottle 
itself  was  sufficient  The  velocity  of 
descent  at  the  depth  where  the  water  is 
to  be  collected  should  not  exceed  12  feet 
per  second.  The  mean  velocity  for  the 
interval  between  75  and  100  fathoms 
from  the  surface  was,  with  66  lbs.,  nine 
feet,  and  with  112  lbs.  eleven  and  a-half 
feet  per  second. 

When  once  let  go,  it  is  essential  that 
the  line  should  run  out  to  the  required 
depth  without  a  check ;  it  is  then,  how- 
ever, immaterial,  as  far  as  the  water 
bottle  is  concerned,  what  interruptions 
occur  in  heaving  in.  The  fulfillment  of 
the  condition  of  running  6ui  without  a 
check  never  presented  any  difficulty  on 
board  the  "  Challenger,"  depending  as  it 
does  on  the  care  of  those  who  take  the 
lina  When,  however,  by  accident  a 
check  does  occur,  the  line  is  stopped,  and 
the  water  bottle  brought  up  again,  reset, 
and  sent  down  again.  In  order  to  utilize 
any  such  accidents,  it  is  usual  to  take 
the  water  from  the  greatest  depth  first ; 
then,  if  a  check  does  occur,  it  may  occur 
at  one  of  the  desired  intermediate 
depths,  and  so  no  time  would  be  lost  In 
designing  the  water  bottle,  it  had  been 
I  my  intention  to  use  it  not  only  for  collect- 
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ing  water,  but  also  as  a  flask,  so  that  the 
atmospheric  gases  cotild  be  boiled  out  of 
it  witiiont  tomsTasing  the  water.  In 
practice,  however,  I  have  not  been  able 
to  get  air-tight  stop  cocks,  besides 
which,  it  would  make  an  inconveniently 
large  apparatus  in  a  very  small  labora- 
tory. I  have  spoken  of  this  water  bottle 
as    being  only  used    for    intermediate 


waters,  but  there  is  no  reason  why  it 
should  not  be  used  for  bottom  water; 
indeed,  where  the  sotmding  lead  does  not 
weigh  over  1  cwt.,  it  is  frequently  used 
for  this  purpose.  In  the  case  of  deep 
soundings  however,  where  a  weight  of 
three,  and  sometimes  four  hundred 
weight  is  use<],  the  "  slip  "  water  bottle 
is  always  preferred. 


MOMENT  OF  INERTIA  OF  PLANE  FIGURES  OF  ANY  FORM. 


By  LIEUT.  Q.  8.  CLARKE,  R.E. 
From  Papers  of  the  Royal  Engineer  Institute. 


The  moments  of  inertia  of  figures  of 
simple  geometrical  form  are  most  readily 
found  by  integration.  Those  of  irregu- 
lar figures,  such  as  a  rail  section,  can  be 
determined  by  graphic  methods  alone. 

The  following  simple  generaJ  method 
is  beheved  to  be  entirely  new. 

Suppose  that  the  moment  of  inertia  of 
the  trapezium  <zbcd  about  any  axis  XX  is 
required.  Draw  any  ordinates  «,, «,,... 
of  the  trapezium  and  producQ  them  as 
shown.  Ihraw  any  line  rq  perpendicular 
to  XX  Let  y.»  y, .  . .  be  tiie  respectiye 
perpendicular  distances  of  aj^,  a;, . . .  from 
XX,  and  let  A  be  the  perpendicular 
height  of  the  trapezium.  From  r  set  off 
rS  equal  to  any  ordinate  a?,;  join  Sq  cut- 
ting a?,  produced  in  3'.  Repeat  the  pro- 
<3e8S  for  all  the  other  ordinates  a?,,  a;,, 
«4>  •  .  .  (obtaining  the  points  1',  2',  4'. . .) 
finally  make  r8=iab. 

Let  x/y  xjy ...  be  the  ordinates  of  1', 
2',  .  .  .  measured  from  rq;  i.e..  aj/=l,l'; 
<-=2,2',etc. 


Then: 


a;/     X. 


as,      X.  ,  X' 

—=-ri  or,  «,=A-5- 

y.     A         '     y. 


(«). 


A 

and  so  on. 

Now  the  moment  of  inertia  (I)  of  the 
trapezium  aboutXXiflS(a;,'y')=AI'(a!/y,) 
hntI(x,y,)=Y.S(x,') 

Where  T  is  the  distance  of  the  center 
of  gravity  of  the  figure  rsq  from  XX. 
Hence  calling  A  the  area  of  the  figure  rsq 
I=A.T.A. 

To  determine  I,  therefore,  it  is  neces- 
sary to  know  the  area  of  rsq^  and  also 
the  position  of  its  center  of  gravity. 

So  far  the  construction  is  of  course 
perfectly  well  known. 

Now,  make  rt=zh  and  draw  tv  perpen- 
dicular to  XX,  and  cutting  the  produced 
ordinates  in  1',  2^ ... ;  join  any  of  these 
points;  e.g.i  2"  to  q  and  draw  2'0  par- 
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aUel  to  2"^.  CaU  the  distance  2,0,  «/' 
and  set  off  «/'  horizontally  from  2',  thus 
obtaining  the  point  2/.  Bepeat  the  con- 
stmotion  in  the  case  of  sc/,  sc,',  .  .  .  thus 
obtaining  the  ordinates  a;/',  x^\  .  .  .  and 
the  points  1/',  3/',  .  .  . ;  finally  draw  an 
parallel  to  ^^  and  make  tp=^rn. 
Then: 

g/'  _    X/  n^^Jjh 

a! '  V 
Similary  «,"=-i^'andsoon,butfroin(a) 


,'_Mi. 


.«..v.. 


Hence 


«."=^''.y.' 


2(a!.")=^2Ky,*) 


But  -2'(aj/')=the  area  of  the  figure 
tpv^k!  and  -^(aj,y,*)=:I.     Hence 

Since  h  is  known  it  is  merely  neces- 
sary to  obtain  the  area  of  the  figure  tpv. 
This  can  be  done  by  cutting  it  up  into 
approximate  trapeziums,  or  yery  con- 
viently  by  a  planineter. 

The  curve  sg^  which  need  not,  of 
course,  be  drawn,  is  evidently  a  parabola. 

The  method  is  perfectly  general  and 
can  be  applied  with  equal  facility  to 
figures  of  aJl  forms  with  any  positions  of 
the  axis  XX,  and  its  great  simplicity  will 
be  appreciated  by  any  one  who  tries  it. 

The  construction  requires  very  httle 

more  time  than  the  ordinary  one,  and 

when  completed,  it  remains  merely  to 

find  the  area  of  a  figure  instead  of  an 

I  area  and  a  center  of  gravity. 


THE  GASKILL  COMPOUND  PUMPING  ENGINE. 

By  JOHN  W.  HILL,  M.  E. 


The  Gkkskill  pumping  engine  is  a  new 
design  of  compound  engine  for  city 
water  supply,  built  by  the  Holly  Manu- 
facturing Company,  of  Lockport,  N.  Y., 
the  first  specimen  of  which  was  fur- 
nished the  City  of  Evansville,  Indiana. 

By  the  courtesy  of  the  trustees  I  am 
permitted  to  publish  the  following  pre- 
liminary repoit  upon  the  performance  of 
the  engines: 

Committee  on  Water  Works: 

Gentlemen — ^Acting  under  your  in- 
structions, in  behalf  of  the  City  of 
Evansville,  I  have  made  test  trials  of  the 
engines  recently  erected  in  your  pump- 
ing house  by  the  Holly  Manufacturing 
Company,  of  Lockport,  N.  Y.,  for  your 
city  water  supply,  and  have  to  report  to 
you  thereon  as  follows: 

The  engines,  two  in  number,  are  of 
the  compound  condensing  type,  with 
cylinders  set  parallel,  and  centers  separ- 
ated eight  feet.  The  high  pressure  cyl- 
inder has  a  diameter  of  twenty-four  (24) 
inches,  and  the  low  pressure  cyhnder  a 
diameter  of  forty-one  (41)  inches.  Each 
piston  has  a  stroke  approximately  thirty- 
six  (36)  inches.  The  pistons  of  each 
engine  are  connected  to  cranks  set  at 


quarters  on  the  fly  wheel  shaft  mounted 
in  bearings  on  the  gallows  frame  overhead. 

The  contract  between  the  City  of 
Evansville  and  the  Holly  Manufacturing 
Company  provides  for  "two  sets  of 
duplex  pumping  engines,  each  of  four 
millions  (4,000,000)  gallons  capacity  each 
twenty-four  (24)  hours  at  a  piston  speed 
of  one  hundred  and  eight  (108)  feet  per 
minute." 

With  engines  pumping  direct  into  the 
distributing  mains,  it  is  impossible  to 
measure  the  water  delivered  tiirough  the 
force  pipe  by  any  of  the  usual  methods, 
and  as  the  supply  is  drawn  from  the 
river  (Ohio)  through  long  lines  of  suc- 
tion pipe  connected  to  the  suction  of  the 
pumps,  and  subject  to  wide  differences 
of  head,  it  becomes  practically  impossi- 
ble to  measure  the  water  on  the  suction 
side  of  the  piunps.  I  have  therefore 
adopted  the  only  convenient  method  for 
determining  the  capacity  of  the  engines, 
that  of  calculating  the  discharge  and 
deducting  therefrom  a  minimum  slip. 

The  data  for  this  purpose  were  taken 
by  myself  in  the  presence  of  your 
superintendent  (Boberts)  and  a  repre- 
sentative of  the  Holly  Manufacturing 
Company,  and  are  as  follows: 
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Engine  No.  1 : 

H.P.  cylinder  pump  piston,    diam.,  17.98  ins. 

'*  rod,      "  3.876  " 

L.P.       **  **         "  "  18.00    " 

"  rod,      "  8.422  *' 

H.P.      "  *'  '•  stroke,'*  85.966  " 

L.P.       *'  "         "      "      '•  85.985" 

From  which  I  estimate  the  capacity  of 
engine  No.  1  as 

2(17.98'  X  .7854)-(3.376*x.7864)  X  35.965 
231 

=77.653 

gallons,  calculated  capacity  of  the  pomp 
worked  by  the  piston  of  H.  P.  cylinder 
per  revolution,  and 

2(18^  X  .7854)  -  (3.422'  X  .7854)  X  35.985 
231 

=77.850 

gallons,  calculated  capacity  of  the  pump 
worked  by  the  piston  of  the  L.  P.  cylin- 
der, per  revolution,  and  aggregate  calcu- 
lated capacity  of  both  pumps,  per  revo- 
lution, 

155.503  gallons. 

The    mean    stroke    in    feet   of    both 
pumps  is 


2(18*  X  .7854)  -  (3.422*  x  .7854)  X  35.967 


35.965  +  35.985 


2x12 
corresponding  to 

108x60x24 


=2.9978 


=25938.01 


2.9978 

revolutions  per  day  of  twenty-four  hours 
at  "contract"  piston  speed  of  one  hun- 
dred and  eight  (108)  feet  per  minute, 
and  capacity  with  an  estimated  slip  of 
four  (4)  per  cent,  of  calculated  discharge, 
156.503x25938.01x.96=3,872,101  gallons. 

Engine  No.  2: 

H.P.  cylinder  pump  piston,    diam.,  17.99  ins. 

'*  rod,     "  8.876  "    i 

L.P.       *'  "         '*  "  18.00    "    I 

«  *i         a  y^      »»  3^422  **   I 

H.P.       '*  "  "  stroke*'       86.028**    I 

L.P.       '*  **         **      "  85.967*'   I 

From  which  I  estimate  the  capacity  of  j 
engine  No.  2  as 

2(17.99'  X  .7854)-(3.376'  x  .7854)  x  36.023 
231 

=77.882 

gallons,  calculated  capacity  of  the  pump 
worked  by  the  piston  of  the  H.  P.  cylin- 
der, per  revolution,  and 


231 

=77.811 

gallons,  calculated  capacity  of  the  pump 
worked  by  the  piston  of  the  L.  P.  cylin- 
der, per  revolution,  and  aggregate  calcu- 
lated capacity  of  both  pumps,  per  revo- 
lution, 

155.693  gallons. 

The    mean    stroke    in    feet  of    both 
pumps  is 

36.023  +  35.967 


2x12 
corresponding  to 

108x60x24 


=2.9995 


=25932.6 


2.9995 

revolutions  per  day  of  twenty-four  hours 
at  "contract"  piston  speed  of  one  hun- 
dred and  eight  (108)  feet  per  minute, 
and  capacity  with  an  estimated  slip  of 
four  (4)  per  cent,  of  calculated  dis- 
charge, 

155.693  X  25932.6  x  .96=3,874,628  gaUons. 

The  contract  provides  that  the  duty 
shall  be  eighty  millions  (80,000,000)  foot 
pounds,  per  one  hundred  (100)  pounds 
of  coal  burned  under  the  boilers,  with 
an  evaporation  from  the  temperature  of 
feed  of  nine  pounds  of  steam  per  pound 
of  coal;  and  that  the  duty  shall  be  esti- 
mated from  the  calculated  discharge  of 
pumps  per  revolution,  the  revolutions  of 
engine  during  the  trial,  and  the  total 
head  pumped  against  as  the  numerator 
of  a  fraction ;  the  denominator  of  which 
shall  be  the  net  water  delivered  as  steam 
to  the  engine  divided  by  nine  hundred 
(900).  "The  weight  of  water  pumped 
to  be  taken  at  8.34  pounds  per  gallon." 

"Each  engine  to  be  operated  continu- 
ously for  twenty-four  (24)  hours  for  duty 
trial." 

The  duty  trial  of  engine  No.  1  com- 
menced at  11.15  A.  M.,  January  27th,  and 
terminated  at  11.15  a.  m.,  January  28th. 

The  counter  reading  at  beginning 

of  trial,  was. 1892 

And,  at  end  of  trial,  was 27762 


Difference— revolutions 26870 

The  head  pumped  against  in  feet,  was: 
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By  gauge  on  force  pipe 185.6981 

By  difference  between  center  of 

gauge  on  force  pipe  and  mean  • 

level  of  water  in  river  during 

trial 29  065 

By  friction  head  suction  pipe. . .      2.8806 

By  friction  head  force  pipe 161 

By  friction  head  20"  elbow  in 

force  pipe 0155 

By  allowance  for  resistance  of 

water  passages  in  pumps 2.8 

Total  head 169.6052 

The  calculated  discharge  of  pumps 
per  revolution  of  engine  has  been  stated 
as  155,503  gallons. 

The  water  weighed  to  the  boijers  dur- 
ing the  whole  trial  was  65228  pounds, 
from  which  is  deducted  the  following 
quantities: 

Drawn  off  to  calorimeter 172 .  125 

Leakage  between  weighing  tank 

and  boOers. 50.822 

Entrained  in  the  steam,  1.98  per 

cent 1354.607 

Total  deduction 1477.054 

and  net  steam  delivered  to  the  engine 
becomes  63750.946  pounds,  correspond- 
ing to  an  expenditure  of  7083.44  pounds 
of  coal,  upon  the  evaporation  stipulated 
in  the  contract. 

From  which  I  estimate  the  duty  of 
engine  No.  1  as 

165.503  X  26370  X  8.34  X  169.6052 
70.8344 

=81,885,917.12. 

The  duty  trial  of  engine  No.  2  com- 
menced at  10.45  A.  M.,  January  29th,  and 
terminated  at  10.45  a.  m.,  January  30th. 

The  counter  reading  at  beginning  of 

trial  was 501 

And  at  end  of  trial 27986 

Difference— revolutions 27485 

The  head  pumped  against  in  feet  was 

By  gauge  on  force  pipe 141 .872 

By  difference  between  center  of 
gauee  on  force  pipe  and  mean 
fevel  of  water  in  river  during 

trial 82.487 

By  friction  head  suction  pipe. . . .      2.6925 

By  friction  head  force  pipe 1737 

By  friction  head  20"  elbow  in  force 

pipe 0169 

By   allowance  for  resistance  of 

water  passages  in  pimips  ....      2.8 

Totalhead 178.8921 


The  calculated  discharge  of  pumps 
per  revolution  of  engine  has  been  stated 
as  155,693  gallons. 

The  water  weighed  to  the  boilers  dur- 
ing the  whole  trial  was  68238  pounds, 
from  which  is  deducted  the  following 
quantities: 

Drawn  off  to  calorimeter 168 .  875 

Leakage  between  weighing  tank 

and  boilers. 50.822 

Entrained  in  tbe'steam,  4.7489  per 

cent 3280.145 

Total  deduction 8449.842 

and  net  steam  delivered  to  the  engine 
becomes  64788.658  potmds  correspond- 
ing to  an  expenditure  of  coal  under  the 
terms  of  the  contract,  of  7198.74  pounds. 
From  which  I  estimate  the  duty  of 
engine  No.  2  as 

155.693  X  27485  X  8.34  X  178.8921 
71.9874 

=88,688,866.4. 

In  regard  to  the  capacity  guaranteed 
for  the  engines,  I  am  inclined  to  beUeve, 
in  view  of  the  stipulated  dimensions  of 
pumps  and  piston  speed,  that  the  incor- 
poration in  the  contract  of  four  millions 
(4,000,000)  gaUons  capacity  was  uninten- 
tional, as  the  prei^cribed  data  of  the  con- 
tract prohibits  this  discharge. 

You  will  observe  that  both  engines 
have  exceeded  the  contract  duty,  one  by 
nearly  two  millions,  and  the  other  by 
more  than  eight  and  one- half  milliom. 

In  the  general  report,  which  I  shall 
submit  at  an  early  date,  will  be  given  all 
the  data  taken  during  the  trials,  together 
with  an  inquiry  into  the  precise  perform- 
ance of  the  engine,  as  developed  from 
the  indicator  diagrams. 


A  PULVEBULSNT  lubricating  material  for 
axles,  shafts,  &c.,  is  prepared  by  Herr 
Drechsler,  of  Dresden,  thus:  The  finest 
graphite  powder  is  worked  up  thorough- 
ly with  egg-white,  or  yellow,  or  both,  to 
a  firm  dough,  which,  in  a  metallic  vessel, 
is  kept  in  a  vessel  o(  boiling  water,  tiU 
the  egg-white  and  yellow  are  fully  coagu- 
lated. The  mass  is  then  dried  at  90^  C, 
so  thoroughly,  that  it  can  be  bruised  or 
stamped  to  powder.  This  powder  is  ap- 
plied to  a  slowly-revolving  axle  or  shaft, 
till  axle  and  bush  take  the  peculiar  dark 
shine  of  graphite. 
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STREET  CLEANSING  IN   PARIS. 

By  M.  VAI88IERB. 
From  Foreign  Abstracts  of  Institution  of  Civil  Engineers. 


The  cleansing  of  the  public  thorough- 
fares in  Paris,  formerly  undertaken  by 
the  Prefect  of  Police,  is  now  a  function  of 
the  Prefect  of  the  Seine.  The  staff  con- 
sists of  two  chief  engineers,  one  for  each 
group  of  arrondissements,  one  group  be- 
ing subdivided  into  three  sections,  each 
under  the  charge  of  an  executive  engineer; 
and  the  other  into  five  sections,  similarly 
supervised.  These  sedtional  engineers 
have  under  them  fifty-one  superintend- 
ents and  sixty-one  overseers,  whose  em- 
ployment imposes  upon  the  municipal 
budget  an  annual  cost  of  260,000  francs. 
The  scavenging  plant  is  kept  in  a  central 
depot,  where  materials  of  every  descrip- 
tion are  stored  and  classified,  for  orch- 
nary  and  extraordinary  service,  when 
snow  and  ice  render  additional  assist- 
ants necessary. 

The  depots  contain  supplies  of  chlor- 
ide of  lime,  sulphate  of  zinc,  sulphate  of 
iron,  and  carbolic  add,  as  disinfectants ; 
and  hydrochloric  acid,  nitro-benzide 
(adde  de  mirbane),  as  cleansing  agents. 
The  chloride  of  lime,  of  a  » strength 
of  100°  to  106*,  is  successfully 
employed  for  the  disinfecting  of  places 
tainted  with  urine  or  fsBcal  matter,  also 
for  the  cleansing  of  gutters  carrying 
sewage  water.  Sulphate  of  iron  and 
sulphate  of  zinc  are  both  used  under  the 
same  conditions.  Sulphate  of  iron  pos- 
sesses the  disadvantage  of  rusting  ob- 
jects to  which  it  is  appHed.  Sulphate  of 
zinc  is  stronger  in  its  action,  but  costs  a 
little  more.  It  produces  no  smell,  nor 
does  it  leave  any  trace.  It  is  much  em- 
ployed in  summer  for  washing  and  water- 
ing the  basements  of  the  HaUes  Cen- 
trales, used  for  fish,  poultry  and  offal. 
At  a  strength  of  ^,  and  mixed  with  3 
per  cent  of  sulphate  of  copper,  sulphate 
of  zinc  makes  a  good  disinfecting  liquor, 
which  preserves  its  qualities  a  long  time 
and  is  of  great  use  in  private  houses. 
Carbolic  acid  is  not,  strictly  speaking,  a 
disinfectant;  it  does  not  act  like  chloride 
on  putrid  matter,  but  arrests  and  pre- 
vents fermentation,  doubtless  by  de- 
stroying the  spores.    It  is,  therefore,  al- 


ways employed  when  it  is  desired  to 
destroy  the  germs  of  putrid  fermenta- 
tion. It  is  used  at  a  strength  of  about 
■^,  say  a  gallon  of  the  acid  to  40  gallons 
of  water.  At  strengths  of  ^H  ^^^  t^ 
it  gives  good  results  for  watering  once 
or  twice  a  week  in  summer  those  parts 
of  the  Halles  Centrales  liable  to  infec- 
tion. It  is  even  used  as  low  as  ^^^  for 
watering  streets  and  gutters.  Hydro- 
chloric acid  is  applied  to  urinals  and 
slaughterhouses,  in  places  much  en- 
crusted with  tartar  it  is  used  at  a 
strength  of  ^.  Lowered  to  j^  it  cleans 
smooth  walls  and  flags  efficiently.  In 
ordinary  rinsings  a  strength  of  A  suffi- 
ces. It  leaves  a  disagreeable  odor  be- 
hind, which  is,  however,  quickly  dissi- 
pated. Mirbanic  acid  (nitro-benzide)  is 
more  energetic  than  the  foregoing,  but 
it  produces  a  disagreeable  smell  of  bit- 
ter almonds,  and  leaves  a  white  film  which 
has  to  be  washed  off.  It  is  used  at  the 
same  strengths  as  hydrochloric  acid. 
The  annual  cost  for  plant  and  disinfect- 
ing materials  of  all  descriptions  is  £8,800 
(220,000  francs). 

The  engineers  of  the  city  of  Paris  are 
also  charged  with  the  sweeping  of  the 
roads,  an  area  of  12,916,800  square  yards 
being  cleaned  between  8  and  6  a.  m.  in 
summer  and  between  4  and  7  in  winter. 
The  carts  for  removing  the  public  and 
private  refuse  work  from  6  to  8  a.  m.  in 
summer  and  from  7  to  9  in  the  winter. 
The  filling  of  each  cart  is  attended  ta 
by  the  driver  aided  by  two  shovelers,  the 
latter  having  to  provide  during  the  rest 
of  the  day  supplemental  sweepings 
wherever  required,  to  rinse  the  gutters 
twice  a  day,  and  to  clear  and  disinfect 
urinals,  &c.  These  matters  are  ordi- 
narily finished  by  4  o'clock  in  the  after- 
noon, except  in  unfavorable  weather. 
The  engineers  have  all  at  their  disposal  a 
staff  of: 

fr.  c.      fr.  c 

2,200  men  at  from    2   50  to  4   0  per  day. 
950  women    **      0   20  to  0  25  per  hour. 
80  children  (boys)  at  0  20  per  hour. 

In  addition  there  are  one  hundred  and 
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ninety  mechanical  sweepers,  and  as  each 
machine  represents  the  effective  work  of 
ten  men,  the  total  scavenging  staff  may 
be  considered  as  composed  of  nearly  five 
thousand  laborei*s. 

The  mechanical  sweepers  which,  after 
numerous  trials  and  much  hesitation, 
have  been  introduced  into  Paris,  are  the 
English  machine,  improved  by  M.  Sohy, 
and  the  machine  of  M.  Blot,  the  former 
being  preferred.  The  mechanism  of 
both  is  simple,  works  with  regularity, 
and  occupies  little  space;  it  consists  of 
a  framework  upon  two  wheels,  with  a 
seat  for  the  driver.  At  the  back  is 
placed  the  sweeping  apparatus,  composed 
of  an  inclined  circular  bass  broom,  actu- 
ated by  gearing  driven  from  one  of  the 
wheels  of  the  carriage.  By  means  of  a 
clutch  the  driver  can  from  lus  seat  easily 
put  the  broom  in  or  out  of  gear.  The 
machine  is  employed  in  aU  weathers,  and 
works  as  well  on  paved  roads  as  upon  ma- 
cadam or  asphalt.  Each  machine  weighs 
rather  over  14  cwi,  and  can  be  drawn  by 
one  horse.  It  sweeps  about  6,678  square 
yards  per  hour.  The  cost  of  the  ma- 
chine is  £40,  and  its  annual  maintenance, 
exclusive  of  renewals  of  the  brush,  £8. 
The  cost  of  a  new  brush  is  about  £2  16«. 
(70  francs),  which  will  work  for  from 
one  hundred  and  sixty  to  one  hundred 
and  eighty  hours. 

The  Paris  mud  no  longer  possesses 
the  manurial  strength  of  former  times, 
and  in  consequence  the  receipts  derived 
by  the  municipality  from  this  source 
have  greatly  diminished.  It  is  at  pres- 
ent disposed  of  by  public  tender  to  re- 
sponsible contractors  for  terms  of  about 
four  years.  For  its  removal  there  are 
daily  employed  five  hundred  and  twenty 
carts,  and  nine  hundred  and  eighty 
horses.  The  average  bulk  removed  per 
day  is  about  2,223  cubic  yards  (1,700 
cubic  meters^. 

When  a  fall  of  snow  occurs,  attention 
is  first  directed  to  clearing  the  footpaths 
and  crossings,  so  as  to  insure  uninter- 
rupted circulation  of  foot  passengers. 
The  town  scavengers  sand  the  roads 
wherever  it  is  necessary  for  the  carriage 
traffic.  At  the  same  time  numerous  aux- 
iliaries are  organized  to  remove  the  snow 
from  the  principal  thoroughfares,  in  the 
order  of  their  relative  importance.     For 


removing  the  snow  the  General  Omnibus 
Company  are  bound  by  their  concession 
to  furnish  fifty  wagons,  and  carts  are 
specially  arranged  for  with  the  providers 
of  sand*^  and  gravel  at  the  beginning  of 
winter,  the  contractors  for  maintaining 
the  pubhc  roads  being  also  bound  to 
hold  their  carts  at  the  disposition  of  the 
sectional  engineers.  In  certain  cases 
the  half-melted  snow  is  swept  into  the 
sewers,  especially  those  carrying  warm 
water.  Melting  by  steam  has  been 
tried,  when  a  continuous  jet  was  intro- 
duced into  a  mass  of  banked  snow,  but 
it  melted  very  slowly  at  first,  and  the 
melting  ceased  after  the  cavity  had  in- 
creased to  a  certain  size.  Two  descrip- 
tions of  snow  plough  are  kept  in  store, 
one  for  manual,  the  other  for  horse  pow- 
er ;  but  they  have  never  been  used,  as 
the  coating  of  snow  seldom  attains  suffi- 
cient thickness,  and  as  it  is  too  quickly 
compressed  and  hardened  by  the  traffia 
As  a  rule  the  sum  aUowed  in  the  budget, 
about  £7,000,  suffices  for  the  extra  labor 
incurred;  but  occasionally  severe  win- 
ters cause  this  te  be  greatly  exceeded, 
as  in  1875-76,  when  thQ  increase  amount- 
ed to  £8,000. 

Both  hose  and  carts  are  used  for  wa- 
tering the  thoroughfares,  the  former  for 
the  boulevards,  the  avenues,  and  a  cer- 
tain number  of  first-class  streets  The 
watering  plant  belongs  te  the  municipali- 
ty. Three  descriptions  of  carte  are  m 
use,  two  heavy  wooden  ones  are  now  be- 
ing superseded  by  the  third,  Sohy's  cart, 
made  of  sheet  iron.  The  carte  contain 
220,  242  and  286  gallons  respectively, 
and  will  water  from  2,400  to  3,350  square 
yards.  The  watering  by  hose  is  at- 
tended to  by  the  ordinary  street  cleaners, 
who  can  easily  water  24,000  square 
yards  in  thirty-five  minutes,  deducting 
the  time  necessary  to  connect  the  appa- 
ratus with  the  mains.  There  are  three 
hundred  and  twenty-two  water  carts, 
which  on  the  average  disperse  1,311,200 
gallons  of  water  over  a  smf  ace  of  7,139,- 
163  square  yards.  A  surface  of  2,783-, 
092  square  yards  is  watered  by  hose, 
and  this  system  is  being  greatly  devel- 
oped on  account  of  ito  convenience  and 
cheapness.  The  annual  cost  of  water- 
ing IS  £18,000.— Annales  des  PonU  ei 
Chauss&es. 
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REPORTS  OF  ENGINEERING  SOCIETIES.   I 

THB  Ambbican  Society  of   Civil  Enoi-{ 
KBBB8.  —The  January  and  February  issues  i 
of  Transactions,  contain  : 

Paper  No.  214.  ^'Tlie  Strongest  of  the! 
Bronzes;  a  Newly  Discovered  Alloy  of  Max- 1 
imum  Strength."  by  R  H.  Thurston. 

No.  215.  *'Kenewal  of  Foundation  and 
Transfer  of  a  Liv:hthouse  in  Pascagoula  Har- 
bor," by  J.  W.  Putnam. 

Na  216.  "  The  Sewerage  of  Memphis,"  by 
F.  B.  OdeU. 

The  papers  are  fully  illustrated  and  the  dis- 
cussions of  the  latter  paper  are  of  unusual  in- 
terest. 

Polytechnic  Association  of  the  Ameri- 
can iNsnTUTB. — At  the  meeting  of  the 
17th  March,  the  paper  for  the  evening  was  by 
Prof.  Plympton  upon  the  aneroid  barometer. 
This  instrument  has  been  greatly  misunder- 
stood, and  has  been  much  abused  because  peo 
pie,  in  buying  it,  have  often  supposed  that 
they  would  be  able,  by  inspection,  to  read  oflf 
the  elevations  at  which  they  made  their  obser- 
vations,  in  the  same  way  that  they  would  note 
the  temperature  upon  a  thermometer.  Like 
Uie  mercurial  instrument,  it  is  a  measure  of 
the  pressure  of  the  atmosphere  at  any  given 
time. 

In  torrid  zones,  where  the  variations  of 
pressure  are  sudden,  especially  those  just  pre- 
ceding severe  storms  of  wind,  &c.,  the  mercu- 
rial instrument  does  not  indicate  with  sufficient 
rapidity.  It  is  an  accurate  balance,  though 
rather  slow  to  swing.  Its  numerous  disadvant- 
ages as  a  portable  instrument  were  mentioned, 
and  its  construction  Ulustrated  experimentally. 
The  construction  of  the  aneroid  was  then  de- 
scribed, and  drawings  were  made  upon  the 
board.  Almost  a  dozen  different  styles  and 
sizes  of  instrucftents  were  then  exhibited,  from 
the  5-inch  instrument  to  the  delicate  affair  no 
larger  than  a  watch. 

The  paper  of  March  24th  was  upon  glass  and 
cements,  by  Dr.  John  Phin,  of  the  American 
Journal  of  Microscopy, 

Cements  are  to  be  divided  into  four  classes, 
according  as  they  dry,  conceal  by  oxydation, 
harden  by  cooling,  or  "set  ^  by  other  chemical 
changes.  First  are  those  which  harden  by 
evaporation.  Under  this  head  may  be  classed 
paste,  mucilage  and  their  varieties.  Glues  to  i 
a  certain  extent  dry. 

The  second  class  includes  the  oils.    These 
are  said  to  dry,  but  it  is  not  by  evaporation.  > 
They  lose  nothing,  but  absorb  oxygen  from  | 
the  air.    The  cement  weighs  more  after  hard- 
ening than  when  first  applied.  Cements  which  I 
conged  by  oxydization  cannot  be  treated  in  the 
same  way  as  those  of  the  first  class.    They  re- 1 
quire  a  larger  time  to  handle.    The  hardening  i 
goes  on  from  the  outside  inward.    For  exam- 1 
pie,  mend  a  piece  of  porcelain  with  one  of  i 
these  cements.    Test  it  in  a  few  days,  and  al- 
though  the  outside  will  be  hard  the  inside  will  I 
not  appear  to  have  dried  in  the  least,  and  will  i 
have  no  tenacity.  Leave  it  for  six  months,  and 
it  will  be  very  strong. 

Thirdly,    we   have    those   cements  which 
Vol.  XXIV.— No.  6—29. 


harden  by  cooling.  These,  instead  of  gaining 
their  strength  slowly,  like  those  of  cliMstwo, 
become  hard  at  once.  Shellac  is  a  good 
example  of  a  cement  of  this  kind.  Cnina 
put  together  with  melted  shellac  is  extremely 
strong. 

A  lourth  class  of  cements  may  be  repre- 
sented by  plaster  of  Pari«.  This  is  the  type 
of  an  extensive  class,  including  the  whole 
line  of  mortars  and  hydraulic  cements  on 
which  depend  our  great  engineering  works, 
and  even  the  houses  in  which  we  live.  It 
forms  a  chemical  compound  combination 
with  water  first,  and  then  more  slowly 
harrlens  by  drying  a  part  of  the  water  evap- 
orating. 

In  order  to  use  a  cement  successfully  we 
must  know  to  what  class  it  belongs  and  treat 
it  accordingly.  Next,  we  must  know  how  to 
put  it  on.  In  no  case  should  it  be  used  in  a 
large  quantity.  The  less  the  better  is  a  good 
rule  to  follow. 

In  mortar  we  mingle  sand,  which  makes  the 
actual  thickness  of  the  lime  between  the  stony 
surfaces  in  all  cases  very  slight,  however  much 
mortar  we  may  employ.  In  the  use  of  glue 
this  is  not  practicecl  or  necessary.  The 
joints  made  by  carpenters  are  good  exam- 
ples of  the  minute  quantity  of  a  cement 
which  is  necessary.  Place  a  well-made  glued 
Joint  on  the  edge,  and  it  is  almost  impossi- 
ble to  find  the  lines  of  glue.  Its  position  is 
mainly  discovered  by  the  direction  of  the  grain 
of  the  wood. 

Intimate  contact  between  the  cement  and 
the  edges  is  necessary.  This  is  not  easy,  on 
account  of  the  layer  of  air  which  adheres  to 
all  bodies.  This  layer  of  air  is  what  causes 
needles  to  float  when  carefully  placed  upon 
the  surface  of  water.  When  an  object  is 
warmed  the  film  of  air  is  easily  moved,  the 
hot  needle  sinks,  and  to  the  hot  body  the  ce- 
ment will  adhere  easily.  It  is  faulty  for  this 
reason,  that  in  gluing  it  is  needful  to  have  the 
work  warmed.  The  rubbing  of  the  surfaces 
together  gets  rid  of  the  air,  and  then  not  only 
with  glue,  but  with  all  cements,  the  surfaces 
must  be  pressed  closely  together. 

Common  glue  has  most  enormous  strength 
and  adhesive  powers  if  it  is  good.  But  to  be 
good  it  must  not  have  4)een  injured  in  the 
making  by  decomposition,  to  which  the  mate- 
rial and  the  glue  itself  are  peculiarly  subject. 
Here  the  lecturer  detailed  at  some  length  the 
process  of  glue  making,  and  said  that  if  glue 
was  not  pleasant  to  both  taste  and  smell  it 
would  not  be  strong.  If  not  offensive,  it  could 
be  trusted  to  hold  wood  more  strongly  than  its 
own  fibers. 

The  strongest  known  glue  is  that  made  from 
the  skins  and  sounds  of  fishes,  aifd  the 
strongest  of  this  class  is  made  in  Lapland 
from  the  skin  of  a  perch.  The  Laplanders  use 
it  in  making  their  bows,  which  are  both  strong 
and  durable.  In  making  it  their  cold  climate 
is  greatly  in  their  favor;  here  a  fish  skin  will 
begin  to  undergo  decomposition  before  it  can 
be  dried. 

In  making  it  the  skins  are  put  into  a  blad- 
der, which  answers  for  a  water  bath,  and  heated 
in  water  imtil  a  sort  of  glue  results.    This 
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fine  18,  as  may  be  imagined,  very  elastic, 
singlass  is  a  very  strong  glue,  made  from 
skins,  sounds,  Ac,  of  fisbies ;  it  is  very 
liable  to  be  spoiled  in  making  by  overheat- 
ing. 

The  pastes  are  all  made  from  starch  in  some 
of  its  forms.  Gluten  is  also  used  for  a  paste, 
but  starch  is  the  best.  All  additions  pf  resin, 
&C.,  commonly  recommended,  area  damage  to 
paste. 

Dextrine,  or  "British  gum,"  is  of  immense 
value  in  the  arts  as  a  cement.  It  is  derived 
from  starch  by  roasting  or  by  the  action  of 
nitric  acid.  It  was  discovered  by  accidental 
overheating  of  starch,  and  its  process  of  man- 
ufacture was  for  a  long  time  kept  secret.  Its 
chief  use  for  a  long  time  was  in  the  cotton 
manufacture.  It  is  the  standard  gum  for 
postage  stamps,  though  it  is  said  that  gum- 
arabic  and  cheaper  substitutes  are  used  in  this 
country. 

No  cement  can  be  fire-proof  which  contains 
organic  matter,  since  this  is  decomposed  at  a 
temperature  about  that  of  melting  lead,  or, 
say,  600°  F.  Cements  containing  oils  will  not 
be  fire  proof. 

Silicate  of  soda,  mixed  with  asbestos,  is  the 
nearest  to  a  fire-proof  cement.  It  will  stand 
a  low,  red  heat.  It  is  decomposed  at  a  bright 
red. 

Water  proof  glues  are  made  in  two  ways. 
Glue  and  linseed  oil  are  recommended,  but  I 
have  had  better  success  with  the  mixture.  Tbe 
chromates  may  be  used  with  glue.  These, 
when  exposed  to  the  light,  render  the  com- 
pound insoluble. 

Aquarium  cement  is  the  best  water-proof  ce- 
ment I  know.    The  formula  is  : 

Litharge 8    Rosin 1 

White  sand 8    Boiled  linseed  oil. .  - 

Plaster  of  Paris 3 

The  solids  are  to  be  taken  by  measure  in 
powder  and  mixed.  As  it  sets  rapidly,  the  set 
must  not  be  added  until  it  is  wanted  for  use. 
It  is  better  for  being  put  into  a  mortar  and 

Eounded.  It  hardens  m  three  days.  It  will 
old  glass  firmly,  and  with  it  glass  tanks  may 
be  made  without  frames,  if  the  ansles  are  well 
filled  with  cement.  It  is  a  kind  of  mastic, 
and  could  be  used  on  brick. 

What  is  technically  known  as  marine  glue 
stands  almost  by  itself.  Where  it  can  be  put 
on  hot  is  admirable.  It  is  composed  of  India 
rubber  and  shellac,  dissolved  in  naphtha.  Some 
kinds  are  hard,  some  almost  liquid.  I  have 
seen  this  glue  adhere  to  glass  so  firmly  as 
to  tear  the  glass  when  plates  were  separated. 

In  the  discussion  which  followed.  Dr.  Parma- 
lee  gave  some  interesting  experiences  in  the 
manu^ture  of  marine  glue.  He  said  its 
melting  point  was  about  2180*,  and  in  making 
it  was  injured  if  the  heat  was  carried  above 
this  point.  In  applying  it  care  should  be  taken 
not  to  go  above  this  heat,  as  the  melting  point 
would  be  raised  and  the  strength  diminished. 
In  applying  it  the  soldering  iron  may  be  used, 
but  its  heat  must  be  regulated. 

In  answer  to  Dr.  Farmalee,  Dr.  Phin  said 
that  Jeffries,  the  inventor,  put  three  kinds  of 
marine  glue  in  the  market;  that  the  kind  he  I 


himself  had  used  was  that  known  as  "D.  H. 
E.,"  and  he  had  had  no  difiaculty  in  making  it 
adhere  to  glass — a  point  which  caused  some 
surprise. 

Enginebr's  Club  of  Philadslfhia, 
Apml  2,  1881.— Dr.  H.  M.  Chance  de- 
scribed an  attempt  to  extinguish  the  Eefaley 
Run  Colliery  fire  at  Shenandoah  City,  by  car- 
bonic acid  gas  and  nitrogen.  The  gas  was  gen- 
erated in  an  open  brick  furnace  with  reversed 
draught,  and  forced  into  the  mine  through 
four  8-inch  pipes,  by  injectors  supplied  with 
steam  at  60  Ids.  pressure.  Each  pipe  was  sap- 
posed  to  supply  1,500  cubic  feet  per  minute,  or 
a  total  of  6,000  cubic  feet  per  minute.  The 
attempt  was  entirely  unsuccessful,  and  Dr. 
Chance  attributes  its  failure  principally  to  iks 
impo9$ibUUy  of  making  the  mine  airiigM,  l|ut 
also  considers  that  the  gas  was  delivered  at 
too  hi^h  a  temperature,  and  that  it  was  possi- 
bly mixed  with  carbonic  oxide.  The  method 
seems  to  be  worthy  of  further  trial  at  mines 
that  can  be  made  thoroughly  airliffht. 

Mr.  P.  H.  Baermann  described  briefly  the 
construction  of  the Cooperstown,  N.  Y.,  Water 
Works,  and  particularly  the  method  of  laying 
the  supply  pijpe  extending  from  the  pump 
house  up  the  Susquehanna  River  into  Otsego 
Lake,  a  distance  of  4,500  feet.  The  pipe  was 
laid  from  a  staging  carried  on  120  barrels,  and 
lowered  in  108  feet  sections.  Up  to  9  feet  in 
depth  the  joints  were  made  with  dry  pine 
wedges,  and  above  this  with  lead.  The  end  of 
the  pipe  is  provided  with  a  copper  strainer, 
which  is  in  88  feet  of  water  and  10  feet  above 
the  bottom. 

A  paper  was  also  read  by  Dr.  Chance  on 
"Wear  in  Wire  Ropes,"  showing  that  the 
cause  of  rapid  wear  is  often  due  to  the  use  of 
drums,  sheaves  and  pulleys  of  insufficient  ^ze, 
and  that  a  great  saving  might  be  effected  by 
increasing  their  diameters;  especially  that  of 
the  small  deflection  and  knuckle  pulleys  and 
sheaves.  The  actual  wear  averages  0. 188  cents 
in  slopes,  and  0.058  cents  in  shafts,  per  ton,  for 
each  hundred  feet  of  lift. 


ENGINEERING  NOTES 

ADVICES  from  Vienna  state  that  the  prepare 
atory  operations  having  been  flnished, 
the  work  of  boring  the  great  tunnel  through 
the  Arlberg  has  now  actually  commenced. 
This  tunnel  will  be  one  of  the  longest  in  the 
world,  though  not  so  long  as  that  of  St.  Goth- 
ard.  So  far  the  operations  on  the  eastern  side 
of  the  Arlberg  have  pro^ssed  very  favorably* 
The  rock  there  found  is  a  micaceous  slate, 
through  which  the  contractors  find  it  possiUe 
to  advance  at  the  rate  of  from  three  to  four 
meters  a  day.  On  the  western  side,  on  the 
other  hand,  the  advance  of  the  tunnel  is  re- 
tarded, and  the  operations  frequently  disturbed 
by  the  repeated  inrush  of  large  quantities  of  wa- 
ter. The  contractors  were  warned  before  com- 
mencing the  work  that  this  was  only  to  be  ex* 
pected .  The  geologist  further  advised  that  Uie 
tunnel  should  be  carried  through  a  lower  stra- 
tum of  rocks,  which   are  of   doiser  material 
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and  watertight,  but  their  wamiDgs  were  disre- 
garded. 

THE  Panama  Canal.— The  Panama  Star 
and  Herald  of  February  8rd,  says:  "  On 
Saturday  afternoon,  January  29,  1881,  the 
French  steamer  Lafayette  arrived  at  Colon 
with  MM.  Armand  Reel  us,  G.  Blanchet,  and 
about  forty  other  gentlemen,  who  are  to  be 
employed  on  the  Panama  Canal.  For  the 
present,  and  it  is  presumed  permanently,  the 
Canal  headquarters  will  be  in  Panama,  al- 
though Colon  will  be  the  main  point  for  dis- 
tribution of  supplies,  Ac,  for  the  work.  The 
expedition  is  divided  into  two  distinct  sections 
or  departments.  M.  Reclus  is  the  general 
agent,  with  full  powers  from  the  Canal  Com- 
pany over  all  matters  which  may  require  his 
attention  and  decision  on  the  isthmus.  M.  O. 
Blanchet  is  director  of  the  canal  works.  It  is 
understood  that  the  work  of  the  various  sec- 
tions and  commissions  is  to  be  begun  at  once 
and  pushed  on  with  energy.  It  will  relate 
principally  to  the  exact  location  of  the  line  for 
the  proposed  canal,  clearing  away  the  timber, 
brush,  &c,  thus  opening  up  the  country 
through  which  the  excavation  will  be  made  ; 
arrani^ng  matters  of  titles  for  right  of  way, 
buildings,  &c.,  and  the  general  land  grants  of 
the  company,  and  other  matters  of  a  prelimi- 
nary character  which  must  necessarily  precede 
the  commencement  of  the  actual  work.  A 
year  or  more  must  necessarily  elapse  before 
the  employment  of  machinery  will  be  neces- 
sary or  possible,  and  in  the  meantime  the  num- 
ber of  laborers  which  will  be  needed  will  be 
comparatively  small.  The  demand  can  be 
easily  supplied  at  present,  or  for  some  time  to 
come,  on  the  isthmus  or  in  the  near  neighbor- 
hood, and  any  great  immif^ration  of  mere  bone 
and  muscle  seeking  employment  in  ordinarv 
canal  work  is,  for  the  present,  unnecessary.^' 


RAILWAY  NOTES. 

THE  First  Rack  Railway  in  Prussia.— By 
O.  Sarrazin. — The  rich  lead  and  silver 
mines  of  the  Friedrichshagen  Consolidated 
Company  of  Oberlahnstein  are  situated  be- 
tween Ems  and  Lahnstein,  about  1)4  mile  from 
the  banks  of  the  Lahn.  The  company  em- 
plovs  nearly  one  thousand  work  people,  male 
ana  female,  and  in  1878  raised  14,000  tons  of 
oi'e,  which  had  to  be  transported  at  the  rate  of 
46  tons  a  day  down  the  valley  to  the  river, 
there  to  be  conveyed  in  barges  to  its  destina- 
tion. The  system  of  land  carriage  being  no 
Ipnger  equal  to  the  requirements  of  the  mine, 
it  was  determined  to  make  a  private  railwav 
on  the  Riggenback  system.  The  line,  which 
was  openedon  the  8th  of  November,  1880,  is 
partly  ordinary  and  partly  rack  railway.  The 
difference  of  level  between  the  two  termini  is 
884  feet,  which  had  to  be  surmounted  in  a 
length  of  8,200  feet,  thus  givhig  1  in  24.4  as 
the  mean  gradient.  The  steepest  part  worked 
by  adhesion  is  1  in  20.5,  and  by  the  rack  rail  1  in 
10.  The  racked  poition  is  altogether  1,968  feet 
long,  divided  into  three  inclines  of  respectively 
262,  1,165,  and  541  feet  each.    The  width  of 


theffaugeis  1  meter  (8.28  feet).  The  curves 
on  the  racked  portions  are  everywhere  of  a  ra- 
dius of  475  feet.  At  both  ends,  and  at  the 
middle  of  the  line  for  the  dressing  floors,  are 
sidings  reached  by  switches  of  the  ordinary 
construction,  and  a  turntable  affords  access  to 
Uie  tracks  laid  in  the  works  below.  The  teeth 
of  the  rack  are  8.9  inches  from  center  to  cen- 
ter; it  weighs  90  lbs.  per  yard,  and  cost  about 
22«.  per  yard  at  the  works.  The  rails,  8| 
inches  high,  weigh  50  lbs.  per  yard,  and  cost 
£8  10».  per  (metnc;  ton.  In-  spite  of  the  gen- 
eraUy  economical  nature  of  the  line,  it  was 
impossible  to  avoid  some  heavy  works  in  cut- 
tings and  banks,  the  excavation  in  ipck 
amounting  to  more  than  15,000  cubic  yards. 
It  wad  also  necessary  to  cross  the  line  of  the 
Nassau  railway,  the  many  streams  in  the  val- 
ley, and  the  road  leading  to  the  Friedrichsha- 
gen works.  Some  of  the  bridges  are  of  iron, 
but  the  greater  part  are  of  masonry.  The 
working  stock  is  at  present  limited  to  one  loco- 
motive and  eighteen  wagons.  The  engine, 
constructed  in  the  works  of  the  Swiss  central 
railway  at  Olten,  weighs  10  tons,  or  with  fuel 
and  water,  11.8  tons,  and  cost  £1,120. 

Its  load  is  10  tons  up  to  the  mine,  and  18 
tons  down  to  the  valley.  The  wagons  weigh 
0.9  ton  each,  and  carry  2.5  tons.  They  are 
provided  with  brakes,  and  cost  £32  10«.  each. 
The  greatest  speed  is  six  lailes  an  hour.  The 
line  was  begun  in  April,  1880,  and  was  only 
seven  months  in  making.  It  cost,  including 
working  stock,  150,000  marks  (£7,500)  or  60,- 
000  marks  per  kilometer  (£4,800  per  mile), 
which  compares  favorably  with  similar  lines 
in  Switzerland,  costing  from  140,000  to  97,000 
marks  per  kilometer.  This  makes  the  tenth 
railway  in  Europe  on  the  Riggenbach  system, 
the  others  being  at  Arth-Rigi,  Vitznau-Rigi, 
Rohrschach-Heiden,  and  quarry  lines  at  Os- 
termundingen  and  Laufen,  and  the  Ruti  line 
in  Switzerland;  Eahlenberg,  and  Schabenberg 
in  Austria-Hungaria;  and  the  Wasseralfingen 
line  in  Wurtemburg. — WochenUatt  fur  Arehi- 
tekten  und  Ingenieure, 


ORDNANCE  AND  NAVAL 

THE  New  Armored  Crutber.  —  Active 
measures  are  being  taken  at  Portf-mouth 
for  commencing  the  new  armor-clad  cruiser 
mentioned  in  the  Navy  Estimates  for  1881-2. 
She  will  be  constructed  in  No.  12  dock,  with- 
in the  extension  works,  a  plan  of  building 
which  has  many  advantages  over  the  method 
usually  adopted  of  building  on  a  slip.  All  the 
weights,  instead  of  having  to  be  raised,  will 
be  dropped  to  where  they  are  wanted,  and 
when  the  ship  is  completed  she  will  be  simply 
floated  out  of  dock,  instead  of  having  to  bo 
launched  into  the  water  by  the  expennve  and 
complicated  method  adopted  in  the  case  of 
the  Inflexible,  The  only  drawback  is  the  ex- 
posure to  the  weather,  and  this  will  be  reme- 
died by  some  temporary  shelter.  The  lenirth 
of  the  ship  has  been  increased  to  815  feet  be- 
tween perpendiculars,  while  her  br€adth  is  61 
feet,  and  her  mean  draught  24  feet  8  inches. 
About  120  tons  of  material,  consisting  of  angle 
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steel  plates  and  rivets  have  already  been  de- 
manded. A  disposition  of  butts  and  edj^es  of 
the  bottom  platint;  has  also  been  submitted  by 
the  officials  at  Portsmouth,  and  approved  by 
the  Construction  Department  at  the  Admi- 
ralty, and  every  effort  will  be  made  to  be^in 
the  ship  as  early  as  possible  in  the  ensuing 
financial  year. 

NEW  Steam  Pinnacs.— A   boat  of  a  very 
novel  design  has  been  successfully  tried 
in  the  Solent,  and  submitted  to  the  dockyard 
officers  at  Portsmouth  for  their  approval.    It 
was  built  by  Mr.  8    White,  of  Eai»t  Cowes. 
and  in  size,  shape,  and  general  construction  is 
almpst  an  exact  copy  of  the  48  feet  steam  pin- 
naces which  he  has  supplied  to  the  navy  for 
guard  and  other  purposes.    The  distinguishing 
feature  of  the  new  boat  is  the  manner  in  which 
the  dead  wood  and  keel  have  been  cut  away  to 
the  extent  of  about  one-half  of  its  length,  by 
which  a  free  flow  of  water  to  the  screw  is  se- 
cured.   The   advantage,    however,    does  not 
consist  in  any  accession  of  speed  while  going 
ahead,  which  remains  the  same,  but  in  a  con- 
siderable gain  to  speed  in  going  astern,  which 
it  can  do  as  rapidly  as  ahead,  and  in  the  re- 
markable bandiness  which  the  new  principle 
confers  in   going  round.    A   very  small  ac- 
quaintance with  vessels  is  sufficient  to  show 
that  when  the  helm  is  put  hard  over,  the  stem 
of  a  boat  makes  littie  forward  progress,  but  is 
made  the  pivot  upon  which  the  stern  revolves. 
As  the  stem  is  invariably  the  more  deeply  im- 
mersed, the  result  is  that,  in  turning,  the  craft 
is  compelled  to  force  back  a  wall  of  water, 
which  retards  the  boat  in  eoing  round,  throws 
great  strain  upon  the  rudder  and  gear,  and  in- 
creases the  work  of  the  engines.    In  cutting 
away  the  dead  wood,  the  resistance  of  the  wa- 
ter is  reduced  to  a  minimum  as  it  escapes  un-* 
der  the  quarter,  and  the  pinnace  was  found  on 
trial  to  turn  a  complete  circle  under  full  power 
in  one  and  a  half  of  its  whole  length.    The 
new  design  also  enables  the  craft  to  stop  al-  ^ 
most  dead,  its  way  being  arrested  by  a  supple- 
mentary rudder,  which   is   placed   abaft  the 
screw,  and  is  worked  simultaneously  with  the 
ordinary  rudder  outside.    By  placing  this  rud- 
der at  right  angles  with  the  keel,  it  acts  as  an 
effectual  brake,  and  arrests  the  way  of  the 
craft.    It  was  feared  that  the  reduction  of  the 
depth  aft  would  have  the  effect  of  diminishing 
the  stiffness  of  the  pinnace  in   turning,  but 
*practical  tests  have  proved  that  the  difference 
is  scarcely  appreciable.    The  great  drawback 
which  has  hitherto  attached  to  torpedo  craft 
is  the  size  of  the  circle  which  they  require  in 
turning,  a  defect   which  has  been  partiaHv 
remedied  by  fittmg  a  drop  rudder  forward. 
Should  Mr.  White's  plan  be  found  applicable 
to  them,  their  activity  in   the   water  will  be 
greatly  increased  by  its  adoption.    The  little 
craft  was  put  through  a  severe  trial.    The  be- 
havior of  the  pinnace  has  answered  every  ex- 
pection,  while  its  remarkable  handiness  sur- 
prised the  officers  in  charge.    At  a  previous 
trial  the  boiler  pressure,  with  closed  stokehole, 
was  120  lbs.  (the  same  as  in  the  torpedo  craft), 
while  the  air-pressure  from  the  fans  equaled  4 
inches  of  water ;  the  revolutions  per  minute 


were  485,  and  the  horse  power  indicated  90. 
Six  runs  were  made,  the  mean  speed  ahead  be- 
ing 12.856  knots  per  hour.  Two  runs  wen 
afterwards  made  with  the  screw  going  astern, 
the  result  giving  an  average  speed  of  10.14 
knots,  the  revolution  being  the  same.  The 
steering  qualities  of  the  boat  were  next  tested, 
when  the  absence  of  the  after  deadwood  gave 
some  remarkable  reimlts,  the  boat  circling  to 
starboard  and  to  port  in  80  seconds,  or  one- 
third  the  usual  time,  in  a  space  having  a  diam- 
eter of  72  feet.  With  the  engines  going  astern 
the  pinnace  turned  in  13^  minute.  As  the  pro- 
peller shaft  revolves  in  solid  water,  and  is  only 
connected  with  the  quarters  by  a  bracket, 
there  was  a  remarkable  absence  of  vibration. 
The  two  rudders  are  simultaneously  actuated 
by  means  of  gearing  and  a  double  worm, 
which  effectuflOly  locks  the  rudder,  and  thus 
enables  the  wheel  to  be  left  to  itself. — Timet. 
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NOTES  ON  RaNKINE'S  APPLIED  MECHANICS. 
By  Geo.  I.  Alden,  B.  S.  Hartford.  For 
sale  by  D.  Van  Nostrand.    Price  $1.75. 

A  small  book  for  the  use  of  students  is  here 
provided  by  the  Professor  of  theoretical  and 
applied  mecbanicb  in  the  Worcester  Free  In- 
stitute. 

Students  who  have  found  difficulty  in  their 
study  of  Rankine  will  welcome  this  aid. 

The  so-called  notes  are  ^iven  as  suppiement- 
arjT  to  separate  numbered  articles  of  the  ap- 
plied mechanics. 

The  author  has  also  added  the  graphic  solu- 
tion of  a  truss,  and  an  investigation  of  the 
Peaucellier  cell. 

ELECTROTTPING — A  PRACTICAL  MANUAL. 
By  J.  W.  Urquhart,  C.  E.  London: 
Crosby  Lockwood  &  Uo.  For  sale  by  D.  Van 
Nostrand.    Price  $2.00. 

To  say  that  this  book  is  very  well  printed 
on  tinted  paper,  and  that  the  wood  cuts,  twen- 
ty-six in  number,  are  mostly  well  executed,  is 
to  enumerate  its  chief  merits. 

It  contains  some  valuable  hints  to  practical 
workers,  and  devotes  much  space  to  the  rudi- 
ments of  electro-chemistry,  but  in  either  part 
it  is  too  sketchy  to  prove  of  any  special  value 
to  either  the  general  reader  or  the  artisan. 
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MSABUBB8,  Weights  and  Monbts  of  all 
Nations.  By  W.  8.  B.  Woolhouse, 
F.  R  A.  8.  London:  Crosby  Lockwood  & 
Co.  For  sale  by  D.  Van  Nostrand.  Price 
•Scents. 

This  is  the  sixth  edition,  enlarged,  of  a 
cheap  form  of  a  valnable  book.  It  is  of  a 
convenient  size  (Weale  series),  and  the  tables 
Are  well  selected  and  well  arranged. 

THK  Qab  Enginbkb's  Diabt  and  Text 
Book  fob  1881.  By  G.  E.  Wright  and 
Wm.  a  Mason.  Birmingham:  Office  of  "Gas 
JIngineer."  For  sale  by  D.  Van  Nostrand. 
Price  $1.00. 

The  portion  of  this  work  which  is  termed 
the  "  Literary  8ection  "  will  probably  prove  to 
be  the  valuable  portion  to  gas  engineers  on 
:this  side  of  the  Atlantic  This  section  is  com- 
posed of  several  articles  by  different  writers, 
specially  prepared  for  this  work  and  devoted 
to  gas  engineering  and  gas  manufacture 

A.  portion  of  the  work  Is  devoted  to  tables, 
formulas  and  statistics  of  special  use  to  the 
"working  engineer. 

KrvKB  Babs,  their  Formation  and  Treat- 
ment. By  I.  J.  Mann.  London:  Cros- 
by Lockwood  &  Co.  For  sale  by  D.  Van  Nos- 
trand   Price  $8.00. 

This  thin  octavo  of  seventy-five  pages  deals 
with  admirable  conciseness  with  an  important 
subject. 

The  table  of  contents  is  as  follows: 
CJhapter  L  Bar  Formation. 
II.  Wave  Action. 
IlL  Currents  and  Scour, 
IV.  DubUnBar. 

V.  Dublin     Harbor    Improvement 
Schemes. 
VI.  Dublin  Bar—Treatment  by  In- 
duced Tidal  Scour. 
The  illustrations,  twenty-three  in  number, 
are  good. 

THE  Coal  Fields  of  Qrbat  Brttan.  By 
Edward  HuU,  LL.D.,  F.  R.  S.  I-K)ndon : 
Edward  Stanford.  For  sale  by  D.  Van  Nos- 
trand.   Price  $6.40. 

This  is  of  local  rather  than  general  interest. 
The  descriptions  of  the  geography  and  geolo- 
gy of  the  coal  districts  are  exceedingly  full 
and  the  maps  are  very  fine. 

A  brief  sketch  of  the  coal  fields  of  India 
And  of  North  and  South  America  closes  the 
volume. 

MINE    Drainage.     By  Stephen    Michell. 
London:  Crosby  Lockwood  Co.    For 
sale  by  D.  Van  Nostrand.    Price  $6  00. 

This  a  practical,  treatise  on  underground 
pumping  machinery,  with  complete  descrip- 
tions in  detail  of  a  large  number  of  the  best 
known  engines 

The  contents  are  classified  as: 
.  Botary    Horizontal    Engines,    Non-Hotary 
Horizontal  Engines,  Rotary  and  Non-Rotary 
Vertical  Engines. 

.  As  a  book  of  reference  for  the  mining  engi- 
neer, the  work  roust  be  pf  e;(ceeding  value. 


A  Technical  Treatise  on  Soap  and  Can- 
dles, WITH  A  Glance  at  the  Industry 
OF  Fats  and  Oils.  By  R.  S.  Cristiani.  Phil- 
adelphia: Henry  Carey  Baird  &  Co.  For  sale 
by  D.  Van  Nostrand.    Price  $6.00. 

In  this,  as  in  all  complete  works  on  subjects 
relating  to  chemical  technology,  the  chemical 
and  physical  properties  of  all  the  raw  mate- 
rials are  fully  discussed,  and  as  in  this  case 
the  number  of  substances  is  considerable,  a 
large  space  is  devoted  to  the  natural  histoiy  of 
an  Interesting  class  of  bodies,  which  will  ren- 
der the  book  of  value  to  many  who  are  nnt  in- 
terested in  the  processes  of  manufacture,  to 
which  the  volume  is  otherwise  devoted. 

The  illustrations  are  numerous  and  good, 
and  serve  to  describe  with  great  minuteness 
the  latest  improved  methods. 

IMAGINARY  QUANTITIES,  THEIR  GEOMETRI- 
CAL Intrpretation.  Translated  from 
the  French  of  M.  Argand.  By  Prof.  A.  S. 
Hardy.  For  sale  by  D.  Van  Nostrand.  Price 
50  cents. 

This  essay  forms  No.  52  of  the  Science  Se- 
ries, and  is  presented  Just  as  it  appeared  in  the 
pages  of  this  magazine. 

It  is  of  the  class  of  essays  which  most  stu- 
dents, who  take  delight  in  mathematics,  will 
read  with  pleasure  and  profit.  It  will  interest 
more  readers  than  do  the  heavier  articles  of  the 
mathema^cal  Journals,  inasmuch  as  the  sub- 
ject is  one  presented  to  the  student  almost  at . 
the  beginning  of  bis  algebra. 

The  notes  of  the  translator  will,  we  think, 
be  read  with  quite  as  much  interest  and  profit 
aS  the  original  essay. 

STN0P?I8  OF  TrtE  FrESH-WaTER  RhIZOPODS. 
Compiled  bv  Romyn  Hitchcocli.  F.  R. 
M.  S.  New  York:  Romyn  Hitchcock.  For 
sale  by  D.  Van  Nostrand.    Price  75  cents. 

This  is  practically  a  descriptive  catalogue  of 
this  interesting  group  of  Protozoa.  The  char- 
acteristics of  the  'genera  are  given  with  satis- 
factory fullness;  then  follows  a  Jist  of  species 
with  the  principal  features  described,  after 
which  each  species  is  desciibed  with  great 
minuteness. 

The  book  will  prove  a  great  aid  to  students 
who  collect  microscopic  organisms,  and,  in- 
deed, is  calculated  to  stimulate  many  to  begin 
such  work. 

ELECTRIC  LiGHTINa  BY  INCANDESCENCE, 
AND  ITS  Application  to  Interior  Illu- 
mination. WithOaiJlustrations.  By  William 
Edward  Sawyer.  8vo.  New  York:  D.  Van 
Nostrand.    1881.    Price  2.50. 

This  is  a  book  of  great  practical  value  to  all 
who  wish  to  understand  the  subject.  The 
style  is  exceptionally  clear  and  comprehensive 
We,  of  course,  perfectly  understand  that  the 
book  is  written  in  order  to  introduce  the  Saw- 
yer system  of  lighting  to  the  general  public; 
therefore,  the  closing  words  of  the  preface, 
implicitly  carried  out  as  they  are  throughout 
the  whole  book,  appear  noble  by  comparison 
with  many  books  of  the  same  order.  We 
quote:  "Those  who  ♦'xpect  to  find  them  devot- 
ed to  criticism  of  the  labors  of  other  experi« 
mentalists  will  be  equally  disappointed.    In 
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the  position  of  an  impartial  student  and  ob- 
server, I  have  sought  less  to  indicate  defects 
than  to  exhibit  accomplishments/' 

Of  the  work,  fifty-three  pages  are  devoted 
to  a  full  description  of  all  the  types  of  dyna- 
mo machines,  of  which  only  ten  describe  the 
Sawyer.  Thirtv-three  engravings  fully  illus- 
trate this  portion  of  the  book.  A  view  of 
each  machine,  with  diagrams  of  internal  con- 
struction in  detail  are  ^ven,  and  explained  in 
the  text  with  unusual  clearness  and  perspi- 
cuity. Especially  is  this  the  case  in  the  wind- 
ing of  the  wires  in  the  various  methods  of 
construction,  bo  that  any  intelligent  mechanic 
could,  from  the  drawings  and  text,  easily  con- 
struct any  of  these  machines.  The  various 
physical  laws  are  introduced  incidentally,  as 
occasion  requires.  The  writer  has  not  seen 
any  book  from  which  so  much  detail  can  be 
learned  as  from  this. 

As  the  Sawyer  lieht  is  of  the  incandescent 
class,  of  course  the  book  treats  of  that  class  in 
particular,  devoting  sixty-one  pages  of  text 
and  thirty-two  engravings  to  the  lamps  and 
carbons,  nearly  one-half  of  which  is  taken  up 
with  other  patents.  The  details  of  the  Edison 
alone  are  illustrated  by  seven  diagrams,  giving 
the  best  idea  of  the  process  of  manufacturing 
the  Edison  lamp  we  have  seen;  also,  a  fine 
view  of  the  Maxim  form.  As  a  part  of  the 
lamp,  twenty  pages  and  five  plates  are  devoted 
to  the  manufacture  and  preservation  of  car- 
bons. A  page  diagram  is  given  of  the  Spren- 
gel  pump,  as  used  by  Edison  and  others.  All 
conflicting  patents  appear  to  be  given,  with 
dates.  The  chemical  notes  beginning  page  105 
are  excellent.  His  remarks,  paee  103,  upon 
the  comparative  cost  of  arc  and  incandescent 
lighting  present  the  subject  so  clear  that  we 
quote:  "  Light  by  incandescence  is  considera- 
bly more  costly  than  light  by  the  voltaic  arc, 
when  the  volume  of  light  obtainable  is  the  sole 
consideration.  The  same  expenditure  of  pow- 
er that  will  produce  a  light  of  1000  candles  by 
the  voltaic  arc  will  not  produce,  on  an  average, 
more  than  half  or  one-third  as  much  light  as 
incandescence  in  a  divided  circuit.  It  should 
not,  however,  be  forgotten  that  the  power  of 
any  light  decreases  as  the  square  of  the  dis- 
tance from  it,  and  that  one-fourth  of  the  light 
of  the  arc,  distributed  at  four  or  five  appropri- 
ate points,  thus  reducing  the  power  of  each 
light  to  ^  of  that  of  the  voltatic  arc,  will  give 
sabstantiallv  as  good  a  general  illumination  as 
the  arc.  The  incandescent  light  is  whatever 
may  be  desired.  The  arc  light  is  necessarily  a 
powerful  one.  The  objection  to  it.  If  used 
without  a  shade,  is  its  great  intensity  and 
ghastly  eifecta;  and  in  order  to  obviale  these 
defects,  glass  shades  of  more  or  less  opacity 
are  employed,  which,  according  to  tests,  in- 
volve a  wastage  in  light  of. 

With  ground  glass 80  per  cent. 

With  thin  opal  glass 40 

With  thick  opal  glass 60 

In  some  cases  wastage  is  nearly  75  percent.'* 
Experiments  in  France  on  the  Jablochkofl, 
with  the  necessary  opale<>ceDt  globes.  *'itis 
found  that  only  48  per  cent,  of  its  full  power 
is  available.'*    "It  is  proper  to  remark  that 


the  liffht  of  the  incandescent  carbon  la  verv  un» 
like  that  of  the  voltaic  arc  Its  characteristics 
are  the  characteristics  of  daylight;  and  this  is 
true  to  such  an  extent  that,  from  its  soft  and 
agreeable  nature  and  absence  of  glaring  effects, 
the  degree  of  illumination  afforaed  is  not  al» 
ways  readily  appreciated.^  Besides,  incandes- 
scent  lights  do  not  require  shades. 

Chapter  IX.  treats  of  "the  division  of  the 
current  and  light;"  a  most  interesting  chapter^ 
because  of  the  widely  different  opinions  of 
physicists  upon  the  subject.  This  should  be 
read  by  all  who  are  interested,  as  the  author 
states  his  case  and  calculations  cleariy.  If 
verified  by  future  experiment  they  are  of  great 
value,  but  only  actual  experiment  can  decide* 

Chapter  X  is  devoted  to  a  description  of  the 
Sawyer  regulator,  called  here  the  switch— a 
most  important  part  of  the  system,  as  by  it  the 
li^ht  is  almQst  instantlv  turned  up  or  down, 
giving  any  degree  of  intensity  of  light  as  re<- 
Quirea  by  the  person  usin^  it  The  subject  is 
illustrated  in  ten  perspective  and  six  diagram 
views,  including  the  current  regulator,  one  be- 
ing a  fine  view  of  the  Maxim  governor.  While 
these  regulators  admirably  perform  their  func* 
tions,  he  is  careful,  in  perfect  candor,  to  in* 
form  the  reader  (page  149)  that,  "  By  means  of 
these  regulators  the  changes  in  the  circuit  oc- 
casioned by  the  Sawyer  switches  for  graduat- 
ing the  light  are  instantly  balanced.  But  the 
fact^remains  that  as  much  power  is  expended 
in  driving  the  generator  when  there  are  a  few 
as  when  there  are  man^  lamps  in  a  circuit,  and 
in  a  general  distributing  system,  where  econ- 
omy is  the  prime  consideration,  such  regula- 
tors, however  perfect  in  their  operation,  can 
have  no  practical  application."  We  venture  to 
remark  that  this  is  not  a  peculiar  defect  of  the 
electric  light,  but  is  a  foundation  principle 
governing  every  other  industir. 

Chapter  XI  is  devoted  to  the  consideration 
of  the  Sawyer  patent  for  lighting  the  buildings 
in  the  blocks  of  a  city  by  electric  lights.  The 
history,  plans,  meters,  switches,  etc.,  requisite 
are  fully  set  forth  in  the  text  and  eleven  dia- 
grams. It  also  deserves  careful  study.  In  it 
the  *•  Niagara  Falls  problem  *'  is  discussed  at 
length,  and,  to  our  mind,  settles  that  question. 

The  last  chapter  U  devoted  to  the  commer- 
cial aspects  of  the  subject — that  omnipotent 
question,  "Will  it  pay  ?"  This  chapter  in- 
volves so  many  points,  exhibits  so  many  tables 
and  calculations,  which  must  be  most  carefully 
studied  before  an  opinion  can  be  given,  that 
we  have  not  time  this  month  to  devote  to  it* 
It  is  in  print,  in  the  book,  for  all  interested  to 
criticise.— /cmrnaZ  of  Franklin  IntUiuie, 

Shock's  Steam  Boilbbb. — ^In  the  issue  of 
March  4,  1881,  The  Engineer,  of  London, 
devotes  neariy  a  column  and  a  half  to  a  review 
of  the  recent  work  on  **  Steam  Boilers,"  by  En- 
gineer-m-Chief  W.  H.  Shock.  U.  S.  N.  llie  re- 
viewer calls  it  "  the  most  important  treatise  on 
boiler  engineering  with  which  we  are  acquaint- 
ed," and  gives  great  praise  to  the  iUustrations,. 
paper,  printing,  binding,  etc.  He  says:  "The 
plates  are  working  drawings,  which  only  re- 
quire to  be  enlarg^  to  be  fit  to  send  into  the 
shops,  and  in  the  matter  of  constructive  de- 
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tail8  they  show  much  that  will  be  found  novel 
and  useful  by  English  engineers."  It  is  not, 
howeyer,  clear  to  the  mind  of  the  American 
engineer  why  he  should  call  the  bracing  of  the 
rectangular  boiler,  shown  od  plate  18,  ''a  curi- 
ous example  "  of  "misplaced  ingenuity."  On 
this  plate  the  best  American  practice  of  brac- 
ing rectangular  boilers  is  illustrated,  and  the 
deyices  are  in  no  way  noyei;  but  it  is  true  that 
English  practice,  even  in  so-called  first-class 
worlc,  is,  in  many  respects,  very  inferior  to 
this.  While  summing  up  his  opinion  of  the 
book  in  the  last  paragraph,  the  critic  calls  it 
'*the  most  complete  treatise  on  the  marine 
boiler  eyer  written,"  in  which  there  is  little  to 
call  for  adverse  criticism ;  and  says  further  on, 
^'it  brinffs  our  knowledge  of  it  (boiler  eogi- 
neering)  down  to  the  latest  date  aud  the  ques- 
tions which  may  be  asked,  aud  the  answers  to 
which  cannot  be  found  between  the  covers, 
must  be  few  and  far  between,"  he  makes  the 
unreasonable  complaint  that  it  does  not  give  a 
satisfactory  answer  to  M  the  perplexiug  ques- 
tions which  now  disturb  the  mind  of  the  ma- 
rine engineer.  The  critic  finds  fault  with  the 
writer  for  following  closely  in  the  footsteps  of 
Ranklne,  in  the  chapters  on  combustion,  trans- 
mission of  heat  and  evaporation ;  but  he  does 
not  point  out  a  single  fact  which  requires  cor- 
rectioD,  nor  does  he  indicate  a  safer  guide.  It 
is  hardly  fair  in  the  critic  to  give  it  as  his 
opinioD  that  the  investigation  of  the  laws  gov- 
eming  the  draught  of  chimneys  is  simply  in- 
sertea  ''to  give  an  air  of  erudition  to  the 
work."  If  he  had  studied  this  chapter  care- 
fuUy  he  would  have  found  that  a  number  of 
very  important  conclusions  are  drawn  from 
this  investigation.  From  the  fact  that  the 
rules  given  m  the  book  regarding  the  manage- 
ment of  boilers  do  not  differ  essentially  from 
English  practice,  the  reviewer  concludes  that 
they  are  directly  derived  from  it  This  may 
be  pardonable  in  an  English  critic.  The  re- 
viewer desires  fuller  information  regarding  the 
use  of  steel  for  boilers.  He  should,  however, 
be  aware  of  the  fact  that  many  questions  re- 
lating to  this  subject  wiU  necessarily  remain 
unanswered  for  years  to  come.  For  the  en- 
lightenment of  the  critic,  we  add  that  steel 
boilers  have  been  introduced  into  United 
States  Naval  vessels  since  the  last  three  years 
and  have  given  the  most  satisfactory  results. 
This  is  due,  no  doubt,  in  a  great  measure,  to 
the  superior  quality  of  the  material  em- 
ployed, which  is  entirely  free  of  the  defects 
found  in  many  English  steels,  that  cause  so 
much  trouble  to  the  English  boilermaker.  It 
will  be  seen  that  the  few  unfriendly  criticisms, 
seasoning  the  high  praise  given  to  the  book, 
are  mostly  trivial  and  unreasonable ;  the  critic 
has  been  looking  for  new  theories,  but  the 
author  has  given  nothing  but  established  facts, 
because  the  latter  are  more  needed  than  the 
former. — Army  and  Nwty  Begi9ter, 


MISCELLANEOUS. 

GBOORAPHiCAL  NoTBS.— On  Tucsdav  night, 
at  the  Royal  Institution,  Mr.  Edward 
Whymper  described  his  ascents  of  Chimborazo 


and  Cotopaxi  to  a  distinguisbed  audience. 
While  purely  athletic  mountaineers  had  his 
sympathy  in  the  practice  of  mountaineering 
as  a  sport,  Mr.  Whymper  confessed  that  his 
sympathies  were  much  more  with  those  who 
eipployed  their  brains  as  well  as  their  muscles. 
His  Journey  to  the  Andes  was  to  be  one  of 
work,  and  all  its  arrangements  were  devised  so 
as  to  economize  time  to  the  uttermost.  In  obser- 
vations for  altitudes  and  position,  in  studying 
the  manners  and  customs  of  the  country,  in 
photography  and  sketching,  in  the  collection 
of  objects  of  interest,  from  beetles  on  the 
summits  of  mountains  to  antiquities  buried  in 
the  ground,  he  found  quite  sufacient  to  occupy 
his  time.  From  Bodegas  the  party  was  com- 
posed of  two  Swiss  mountaineers,  the  cousins 
Carrel,  of  Val  Toumache,  Mr.  Perring,  some 
muleteers,  and  their  teams.  When  they 
reached  the  summit  of  Chimborazo,  on  the 
8rd  of  January,  after  a  most  arduous  climb, 
they  found  the  wind  blowing  at  the  rate  of  50 
miles  an  hour,  from  the  northeast,  and  driving 
the  snow  before  it  With  extreme  difficulty, 
a  reading  of  the  mercurial  barometer  was 
effected.  The  mercury  fell  to  14 1  inches  with 
a  temperature  of  2V  Fahr.  This  being  work- 
ed out,  in  comparison  with  a  nearly  simulta- 
neous observation  at  Guayaquil,  gave  20,545 
feet  for  the  height  of  Chimborazo.  They  be- 
gan the  descent  at  20  minutes  past  5,  with 
scarcely  an  hour  and  a  quarter  of  aaylight,  and 
reached  their  camp  (about  17,400  feet  above 
the  sea  level)  about  9  p.  m.,  having  been  out 
nearly  sixteen  hours,  and  on  foot  the  whl  e 
time.  Passing  from  an  extinct  to  an  active 
volcano,  Mr.  Wymper  next  gave  an  account  of 
his  journey  to  the  crater  of  Cotopaxi.  Ob- 
serving with  the  telescope,  during  an  enforced 
stay  at  Machachi,  that  much  less  smoke  or 
vapor  was  eiven  off  at  night  than  by  day,  he 
resolved;  if  possible,  to  pass  a  night  on  the 
summit.  On  the  18th  of  February  the  party 
got  to  the  edge  of  the  crater,  having  passed 
almost  the  whole  way  from  their  camp  at  a 
height  of  15,000  feet  to  the  foot  of  the  final 
cone  over  snow,  and  then  over  ash  mixed  with 
ice.  The  final  cone  was  the  steepest  part  of 
the  ascent,  and  on  their  side  presented  an  an- 
gle of  80  degrees.  When  they  reached  the 
crater  vast  quantities  of  smoke  and  vapor  were 
boiling  up,  and  they  could  only  see  portions 
of  the  opposite  side  at  intervals,  and  the  bot- 
tom not  at  all.  Their  tent  was  pitched  250 
feet  from  the  edge  of  the  crater,  and  during  a 
violent  squaU  the  india-rubber  floor  of  the  tent 
was  found  to  be  on  the  point  of  melting,  a 
maximum  thermometer  showing  a  temperature 
of  110  degrees  on  one  side  of  the  tent  and  of 
but  50  degrees  on  the  other;  in  the  middle  it 
was  75.5  degrees.  Outside  it  was  intensely 
cold,  and  a  thermometer  on  the  tent  cord 
showed  a  minimum  of  18  degrees.  At  night 
they  had  a  fine  view  of  the  crater,  which  has 
from  a  diameter  north  to  south  of  2000  ft.,  and 
from  east  to  west  of  about  1500.  ft  In  the  inte- 
rior the  walls  descend  to  the  bottom  in  a  series 
of  steps  of  precipice,  and  slope  a  good  thou- 
sand feet,  and  at  the  bottom  there  was  a  neariy 
circular  spot  of  glowing  fire,  200  feet  in  diam* 
eter.    On  the  sides  of  tne  interior,  higher  up 
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fissures,  from  which  flickeriDg  flames  were 
leaping,  showed  that  the  laya  was  red  hot  a 
very  short  distance  below  the  surface.  The 
height  he  found  to  be  19,600  feet.  The  party 
remained  at  the  top  for  twenty-six  consecutiye 
hours,  sleeping  about  180  feet  below  the  lofti- 
est point.  At  first  they  had  felt  the  effects  of 
the  low  pressure  of  the  atmosphere,  and  again, 
as  at  Cnimborazo,  took  chlorate  of  potash 
with  good  effect.  All  signs  of  mountain  sick- 
ness had  passed  ^way  before  they  commenced 
the  descent,  ana  did  not  recur  during  the 
journey.  Nearly  five  months  later  Mr. 
whymper  returned  to  Chimborazo,  and  from 
a  second  reading  of  the  barometer  at  14.028 
inches,  with  a  temperature  of  15  degrees 
Fahrenheit,  he  made  the  height  20,489  feet, 
the  mean  of  the  two  readings  giving  20,517 
feet.  While  on  the  side  of  Chimborazo  he 
witnessed  a  magnificent  eruption  of  Cotopaxi, 
ashes  rising  in  a  column  20,000  feet  above  the 
rim  of  the  crater  and  then  spreading  over  an 
area  of  many  miles.  Prof.  Bonney  had  submit- 
ted the  ash  to  microfcopic  examination,  and 
found  that  the  fineness  varied  from  4,000  to 
25,000  particles  to  the  grain  in  weight,  and 
from  observation  of  the  area  over  which  the 
ash  fell  Mr.  Whymper  calculated  that  at  least 
two  million  tons  must  have  been  ejected  in  this 
one  eruption. 

ATblbgram  was  read  at  a  recent  meeting 
of  the  French  Academy  of  Sciences 
from  M.  de  Brazza,  who  has  been  conducting 
an  exploration  in  the  region  of  the  Ogowe 
and  Congo,  West  Africa.  Quite  recently  a 
French  station  has  been  founded  in  the  upper 
course  of  the  former  river  in  connection  with 
the  International  African  Association.  In 
July  last,  M.  de  Brazza  informs  the  Academy 
he  -reached  the  Congo  from  this  station  on 
the  Ogowe,  between  the  river  Inpaka  Mpania 
and  the  river  "Lawson  Afrisi.''  Gaining  the 
favor  of  King  Makoko  he  pacified  the  tribes 
on  the  right  bank  of  the  Congo,  and  peaceful- 
ly descended  the  river  in  a  canoe.  On  Octo- 
ber 8  he  founded  the  station  of  Ntamo  Ncoma 
on  land  ceded  by  King  Makoko  on  the  right 
bank  of  the  Congo.  M.  de  Brazza  surveyed 
the  route  between  the  Ogowe  and  Congo;  it  is 
twelve  marches  in  length,  over  a  plateau  of  an 
average  height  of  8CK)  meters.  The  country 
is  healthy,  and  the  population  dense  and 
peaceful.  In  November  last  M.  de  Brazza  ar- 
rived at  Mdambi  M bongo,  the  advanced  posl 
of  Mr.  Stanley,  whom  he  met,  and  with  whom 
he  reached  the  latter's  headquarters  at  Vivi  on 
November  12.  If  the  new  station  can  be 
maintained  and  victuaied,  it  is  no  doubt  well 
chosen  as  a  starting  point  for  further  discov- 
ery, for  both  north  and  south  of  it,  there  are 
large  regions  of  which  he  knew  nothing. 

AT  the  meeting  of  the  Geographical  Socle- 1 
ty  on  Monday  last,  Mr.  E.  Delmar  Mor- 1 
gan  gave  some  account  of  his  journey  las^ 
year  to  Semiretchia  and  the  town  of  Eulja. 
Being  unable  to  make  use  of  the  more  south- 
em  line  of  communications,  Mr.  Morgan  trav- 
eled by  the  northern  post  road  from  Orenburg 
to  Troitsk  and  Petropaulofsk,  and  thence  to 
Omsk  and   Semipalatinsk.    He   then   struck 


southwards  to  Sergiopol,  where  he  was  de- 
tained  three  weeks  owing  to  the  southern  road 
being  blocked  by  snow.  He  afterwards  went 
to  Eulja  for  a  snort  time,  and  he  also  mvde 
some  excursions  to  Issyk-kul  and  other 
places  of  interest.  In  the  course  of  the  dia* 
cussion  which  followed  the  paper,  Mr.  Asbton 
Dilke,  the  only  other  Englishman  who  has 
visited  Eulja,  gave  an  interesting  account  of 
his  experiences  in  that  region  a  few  years 
back. 

MTarby.  a  member  of  the  French  Com- 
.  mission  for  Trans-Saharan  Commoni- 
cations,  is  stated  to  have  discovered  in  the 
south  of  Wargla  the  ruins  of  a  large  city 
called  Cedrada,  which  had  been  entombed  by 
sands  of  the  desert.  This  city  is  placed  in  the 
Valley  of  Wed  Mya,  and  in  the  victoity 
of  a  number  of  sources  which  in  former 
centuries  watered  thousands  of  palm  trees. 
Orders  have  been  sent  to  procure  a  set  of 
sounding  apparatus,  and  it  is  expected  a  large 
quantity  of  pure  water  will  be  extracted  from 
the  earth.  M.  Tarry  published  an  appeal  to 
the  local  papers  in  order  to  obtain  from  the 
Government  the  foundation  of  a  colony  in  this 
remote  region. 

SANiTABV  Houses. — The  Society  of  Arts 
propose  to  award  medals  for  plans  show- 
ing the  best  sanitary  arrangements  in  houses 
built  in  the  metropolis,  such«plans  to  be  ex- 
hibited in  the  Society's  rooms,  Adelphi,  in 
June,  1881,  and  to  be  sent  in  on  or  before  12th 
May,  1881.  One  silver  medal  will  be  awarded 
for  the  best  sanitary  arrangements  carried  out 
and  in  satisfactory  working  in  a  house  let  out  in 
tenements  to  artisans  for  which  a  weekly  rental 
is  paid.  One  silver  medal  for  the  best  sanitary 
arrangements  in  actual  satisfactory  working  in 
a  house  of  the  yearly  rental  of  from  £40  or 
less  to  about  £100  in  value.  One  silver  medal 
for  the  best  sanitary  arrangements  in  actual  sat- 
isfactoiT  working  in  a  house  of  the  yearly  rental 
of  £200  and  upwards  to  any  amount.  The 
houses  must  be  open  t0  the  inspection  of  the 
judges,  who,  in  considering  their  award,  will 
be  guided  bv  the  suggestions  of  plans  for  main 
sewerage,  drainage  and  water  supply,  made 
under  the  Public  Health  Act,  1875.  The 
houses  must  have  been  in  actual  occupation 
within  the  last  three  months,  and  a  certificate 
must  be  given  by  the  occupiers,  on  a  printed 
form,  stating  the  satisfactory  working  of  all 
the  sanitary  arrangements,  such  form  to  be  ob- 
tained at  the  Society  of  Arts.  The  houses 
may  be  old,  fitted  with  modem  sanitary  ar- 
rangements, or  may  be  new.  They  must  be 
within  the  metropolitan  area  of  the  Board  of 
Works.  The  sanitary  arrangements  must  in- 
clude the  conditions  for  good  water  supply, 
drainage,  warming  and  ventilation  of  the 
house,  and  precautions  taken  against  frost. 
The  medals  may  be  awarded  to  the  occupiers 
of  the  houses  or  the  lessees,  or  the  owners. 
The  plans  must  consist  of  a  ground  plan  and 
sections,  to  the  scale  of  not  less  than  1  inch  to 
5  feet;  details  not  less  than  1  inch  to  the  foot. 
The  plans  may  be  accompanied  by  speciflca* 
tions. 
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The  primary  object  of  a  good  piston 
packing  is  evidently  to  prevent  the  work- 
ing fluid  from  escaping  past  the  piston. 
The  sole  object  of  the  present  paper  is 
to  investigate  how  this  can  be  done  most 
efficiently;  leaving  out  of  the  question 
all  such  uses  of  packing  as  making  it 
serve  the  purpose  of  a  carriage  for  sup- 
port of  the  piston,  &c. ;  except,  perhaps, 
a  reference  to  this  matter  of  carriage 
support — ^in  that  it  seems  desirable  to 
have  a  carriage  for  the  piston,  especially 
in  horizontal  engines,  and  where  the 
cylinder  has  been  bored  out  larger  than 
the  piston  to  correct  irregular  wear  after 
some  use.  But  a  glance  at  the  matter 
vdll  show  that  for  the  packing  to  serve 
as  carriage,  it  must  be  very  wide  in  order 
to  present  the  necessary  wearing  surface 
for  durability,  and  that  where  the  pack- 
ing is  vnde,  the  lims  of  the  piston  must 
be  correspondingly  narrow,  and  be  ac- 
cordingly unfitted  for  bearing  the  weight 
of  the  piston ;  and  that  the  flexibility  of 
the  packing  rings  will  allow  them  to 
take  a  somewhat  irregular  form,  thus 
tending  to  wear  the  cylinder  out  of 
round ;  and  that  the  devices  for  setting 
out  the  rings  may  change  in  intensity 
of  action  so  as  to  cause  the  piston  to  ride 
upon  the  cylinder  at  some  side,  causing 
relatively  rapid  wear  of  the  narrow  rims 
of  piston ;  and  that  the  piston  rod  will 
thus  be  brought  into  wearing  contact 
Vol.  XXIV.— No.  6—31. 


I  against  its  pacldng  glands ;  and  that  in 
I  view  of  these  facts  it  may  be  desirable 
to  introduce  a  groove  containing  a  solid, 
stout  half  ring  about  at  the  middle  of 
the  face  of  piston  to  serve  as  a  carriage, 
with  the  piston  properly  jacked  upon  it : 
and,  Anally,  that  all  these  devices  may 
be  replaced  by  a  considerable  breadth  of 
piston  rims  for  support  of  piston,  and 
narrow  packing  rings  under  outward 
pressure  to  prevent  escape  of  working 
fluid.  This  is  all  the  more  evident  when 
we  reflect  that  the  piston  may  be  made 
light — hollow,  if  necessary,  for  this  end, 
and  the  weight  added  to  the  cross  head 
or  the  connecting  rod — ^in  which  event 
the  piston  and  cylinder  vnll  be  subjected 
to  the  least  possible  wear,  and  thus 
scarcely  need  re-borihg  within  the  life  of 
the  engine.  It  is  evident  that  this  result 
is  preferable  to  that  where  the  cylinder 
frequently  gets  out  of  form  to  the  extent 
necessitating  repeated  re-boring,  when 
the  lifetime  of  the  engine  will  be  more  or 
less  afflicted  with  "  piston  blowing." 

Hence,  it  is  proposed,  here,  to  adopt 
as  light  a  piston  as  possible,  to  use  very 
narrow  packing  rings,  and  wide  rims  on 
the  piston,  especially  for  horizontal  en- 
gines. The  simplest  possible  packing 
consists  of  a  single  ring  split  upon  one 
side.  The  simplest  piston  is  one  in  a 
single  piece,  possibly  cast  hollow  for 
securing  desirable  form.    Hence,  a  sin- 
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gle  ring,  sprung  into  a  groove  turned  on 
the  face  of  such  a  piston,  combines  the 
elements  of  simplicity.  Two  or  more 
rings  may,  however,  be  used  on  a  single 
piston,  each  sprung  into  its  own  groove. 

We  will  now  investigate  the  single- 
ring  packing.  It  will  appear  afterwards 
that,  to  set  the  ring  out  by  pressure  of 
the  working  fluid  transmitted  to  the  un- 
derside of  tiie  ring  thrpugh  holes,  causes 
excessive  frictional  contact  of  the  ring 
upon  the  surface  of  cylinder.  It  would 
seem  desirable,  therefore,  to  give  the 
ring  its  pressure  of  contact  by  means  of 
the  inherent  stiffiiess  of  the  ring  itself, 
by  turning  it  larger  than  the  cylinder 
bore. 

A  ring,  split  upon  one  side  and  press- 
ing outward  with  a  constant  pressure,  as 
it  evidently  should  for  greatest  efficiency, 
will  necessarily  be  thicker  at  points  op- 
posite the  spHt,  as  shown  in  Fig.  2. 

FOBM  OP  PACKING  RING. 

To  find  the  law  of  varying  thickness, 
let  AB,  Fig.  1,  represent  a  piece  of  such 
a  packing  ring,  the  end  or  split  being  at 


the  radius  of  the  ring.  To  define  it  clearly, 
draw  a  line  parallel  to  £0  and  very  near 
to  B  as  at  C.  Suppose  these  Hues  fixed 
to  the  ring,  and  parallel  before  flexure. 
After  flexure  these  lines  will  intersect  at 
some  point  more  or  less  remote  from  B, 
according  to  the  amount  of  bending. 
The  distance  from  B  to  the  point  of  in- 
tersection is  p.  It  is  evident  that  if  the 
ring  is  of  circular  form  before  flexure,  and 
also  after,  p  will  be  of  constant  length 
for  all  parts  of  the  ring.  As  the  ring  is 
most  conveniently  made  of  circular  form, 
and  as  it  will  be  used  in  a  circular  cylin- 
der, it  is  desirable  that  the  thicbiess 
shall  so  vary  as  to  realize  this  and  make 
p  constant. 

According  to  the  theory  of  flexure,  the 
flexural  moment  must  equal  the  moment 
of  the  applied  forces.  This  latter  will, 
in  the  present  case,  be  the  resultant  mo- 
ment of  all  the  normal  pressures  on  AE. 
Let  P  represent  the  normal  pressure  per 
unit  of  surface  of  the  ring  against  the 
cylinder,  and  if  i  be  the  breadtii  of  ring, 
the  pressure  per  unit  of  length  of  ring 
will  be  P5,  and  for  a  length  rdd,  the 
pressure  will  be  Fb.rdd.  The  moment 
of  this  element  will  be  Vbrdd,r  sin  6 
with  reference  to  au  origin  of  moments 
at  B,  where  the  origin  is  taken  for  eq. 
(1).  The  integral  of  this,  for  6  varied 
between  the  limits  x  and  o,  will  give  the 
total  moment  of  the  forces  acting  on  the 
part  AB,  or 

—  =yPir*  sin  6  dd=Fbr\l-coB  x) 


A.  Then  the  normal  pressure  of  the 
ring  against  the  cylinder  along  the  out- 
side of  AB  will  be  due  to  a  flexural  mo- 
ment, or  resistance  to  bending,  of  the 
section  of  ring  at  B.  This,  according  to 
the  theory  of  flexure,  will  be 


EI 


(1) 


Flexural  moment  at  B=:  — 
P 

where  E  is  the  coefficient  of  elasticity  of 
the  material  of  the  ring,  I  the  moment  of 
inertia  of  the  section  of  ring  at  B,  and  p 
the  radius  of  curvature  due  to  the  bending. 
This  radius  is  not  to  be  confounded  with 


=2P5r«sin>J 


(2) 


P  being  regarded  as  constant. 

Let  z  be  the  thickness  of  the  ring  at 
B.     Then 

l=^bz* 

and  ^^=,^"=2Pr'sin'|. 

p      I2p  2 

At  the  middle  of  ring,  or  where  AB= 
180°,  we  have 

-^=2Pr' 

p"  P, 

an  equation  for  the  whole  ring,  and  giv- 
ing the  relation  between  z,  p  and  x ;  upon 
any  one  of  which  we  may  impose  arbitrary 
conditions,  the  other  two  remaining  mu- 


whence  —  =  - 


.  ^x 
sm^ 


(3) 
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tnaUy  variable.  If  we  make  z  constant,  as 
would  follow  from  turning  the  ring  of  uni- 
form thickness,  p  would  necessanly  vary 
with  X  and  be  infinite  at  the  split  when  the 
ring  is  in-  use.  This  would  indicate  no 
bending  of  the  ring  near  the  split,  and 
hence  the  tip  end  would  here  bear  heavi- 
ly upon  the  cylinder,  with  a  probable 
space  of  no  contact  for  some  distance 
back.  The  only  useful  supposition  for 
X  is  that  it  shall  remain  variable.  As 
pointed  out  above,  considerations  of  con- 
venience make  p  constant,  and  hence 
necessarily  equal  p,.     Hence  we  have 


TABLE  OP  VALUES  FOB  LAYING  OUT  THE  BING : 


a; 
2 

6° 

.087 

.197 

10 

>  .174 

.311 

20 

.342 

.489 

30 

.500 

.630 

40 

.643 

.745 

50 

.766 

.837 

60 

.866 

.908 

70 

.940 

.960 

80 

.985 

.990 

90 

.1 

.1 

z  =2,  sm  ^ 


(4-) 


for  the  final  equation  expressing  the  law 
of  thickness,  2,  of  ring. 

It  appears  from  the  equation  that  the 
relation  between  z  and  z^  is  independent 
of  the  radius  of  tHe  cylinder,  and  of  the 
pressure  of  ring  against  the  surface  of 
cylinder.  Hence,  taking  2,=1,  a  table 
can  be  computed  for  the  values  of  2,  by 
which  a  ring  for  any  cylinder  can  be 
drawn.  Then,  when  thfe  particular  value 
of  z^y  for  any  practical  case,  is  found  to 
be  other  than  1,  the  values  of  z  are  to  be 
proportionately  modified.  Making  2, = 1, 
we  find  the  following 


By  these  values  the  ring  is  drawn  in 
Fig.  2  to  a  scale.  The  outside  is  taken, 
the  circle  of  the  cylinder  into  which  the 
ring  is  supposed  to  be  compressed  when 
ready  for  service. 

From  this  drawing  it  is  found  by 
placing  one  leg  of  a  pair  of  dividers  a 
distance,  a,  toward  the  split  of  the  ring, 
and  swinging  the  other  leg  about  near 
the  inside  edge  of  ring,  that  about  f  of 
the  inner  line  of  ring  lies  almost  exactly 
on  the  arc  of  a  circle,  and  with  its  cen- 
ter at  a  certain  distance,  a,  from  the  cen- 
ter of  the  exterior  of  ring.  The  dis- 
tance of  this  center  from  the  inner  sur 
face  of  ring  opposite  spht  is  r— 2,H-a. 
the  radius  of  tlie  inside  circle  of  ring. 
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At  tlie  tntermediate  point  of  90^  from 
the   Bplit,   this  center  is  at   a  distance 

r—z=zr—z^  sin^45° 
from  the  inner  surface  of  ring,  which  is 
also  the  radius  of  the  inside  circle.  Mak- 
ing the^e  distances  equal,  we  find 
?"— Zj  +  a=r— jgj  sin*  45° 

a=2,(l~8in*45**) 

a=0.206  2,  nearly     .     .     (6) 

If  it  be  assumed  that  this  circle  gives 
the  inner  form  of  the  rinc^  with  a  suffi- 
cient degree  of  exactness,  for  about  |  its 
extent,  the  ring  can  be  formed  in  a  turn- 
ing lathe  complete,  except  for  the  J 
of  inside  surface,  a  half  which  is  on 
each  side  of  split  This  could  be 
dreseed  off  subsequently.  The  lathe 
work  would  then  most  conveniently  con- 
sist of  mounting  upon  a  face  plate,  or  in 
a  chuck,  acylindric  shell  long  enough  to 
mftke  several  rings,  with  a  stay  of  cross 
arms.  The  inside  is  to  be  first  bored 
deep  enough  for  several  rings,  and  then 
the  ring  offset  to  the  eccentricity  a =.206 
«„  and  the  outside  turned  off.  The  rings 
are  tbou  to  be  cat  off  with  such  breadth 
as  desiried.  The  eccentricity  is  observed 
to  be  a  little  over  \  the  greatest  thick- 
ness of  ring. 

In  practice  the  tip  ends  of  the  ring  at 
the  split  should  be  lapped  a  little,  in- 
fltt^ad  of  being  as  shown  in  Fig.  2.  A 
Hoitable  way  of  doing  this  is  shown  in 
Fig.  3      For  a  perfect  and  complete  stop 


I 


"Y 


1 


I 


Z 


i^ 


to  the  working  fluid  by  ring,  a  strip 
sbonkl  be  riveted  upon  the  under  side  oi 
one  tip  Ro  as  to  lie  close  to  the  under 
dde  of  the  other  tip  when  in  place,  as 
shown.     Otherwise,  when  the  ring  has 


worn  so  as  to  separate  a  little  at  the  tips, 
the  working  fluid  may  enter  between  the 
tips  at  one  side,  pass  under  the  ring 
to  the  opposite  side,  thence  out  and 
escape.  It  is  evident  that  for  thus  lap- 
ping the  tips,  the  thickness,  to  that  ex- 
tent, should  be  constant,  and  not  vary 
as  in  Fig.  2.  To  adjust  the  bearing  of 
the  lapping  part  against  the  cylinder,  it 
is  plainly  necessary  to  dress  off  a  trifle 
of  the  over-lapping  tip  outside,  to  com- 
pensate for  the  increased  stif&iess  due  to 
the  deviation  from  Fig.  2,  to  a  uniformi- 
ty of  thickness.  The  extent  to  which 
ihe  tips  may  be  made  to  overlap,  as 
in  Fig.  3,  for  a  given  excess  of  diameter 
at  which  the  ring  may  be  turned,  will  be 
considered  subsequently. 

OUTWAKD  PRESSUBE  OP  RING. 

It  is  evident  that  the  outward  pressure 
of  the  ring  against  the  inside  surface  of 
cylinder  will  depend  upon  the  diameter 
of  the  ring,  its  thickness,  and  the  excess 
in  diameter  being  given  it  when  turned. 

Let  A  be  the  center  of  the  ring  when 
turned  to  the  radius  r^,  and  B  the  center 
when  it  is  compressed  into  the  cylinder 
of  radius  r,.  Let  DC  be  a  small  part  of 
that  ring,  so  that 

J)C=:rde=zr^de'=:pdd"    ...    (6) 

p  being  the  radius  of  curvature  due  to 
the  bending  or  compressing  of  the  ring, 


to  change  it  from  r^  to  r.  Fig.  4,  makes 
it  evident  that 

de"=:dd-^d6'    .     ...    (7) 
By  aid  of  (6)  and  (7)  we  may  write 
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whence 


r  — r 


(8) 


Bat  aB  a  constant  value  of  p  has  been 
adopted,  p=/>,,  and  hence,  combining 
(8)  with  the  equation  preceding  (3),  we 
have 

12       r^r      ^^ 
whence  the  amount  of  normal  pressure 
of  ring  per  square  unit  is 

24  '  r*  '    r,   • 
Hence,  it  appears  that  the  intensity  of 
pressure  of  ring  upon  cylinder  will  vary 
directly  as  the  cube  of  the  thickness,  and 


TENDENCY  OF  IXUID  TO  LIFT  THE  RING. 

In  a  thin  space  between  the  ring  and 
cylinder,  the  fluid  will  flow,  as  shown  in 
Fig.  6,  from  Pj  to  /?,,  the  frictional  resist- 
ance of  an  inelastic  flxiid  like  water  in 
the  space  ^,  hindering  the  flow,  and 
giving  cause,  for  pressure  upon  ring; 
and  in  elastic  flxdds,  like  air,  both  the 
frictional  resistance  and  expansive 
pressure  in  the  space,  ^,  between  ring 
and  cylinder,  will  have  a  combined  effect 
to  press  the  ring  back,  and  to  increase 
the  space  for  escape. 

1.  Case  of  Ordinary  Water  Pump. — 
Here  the  density  does  not  sensibly 
chtmge  between  p^  and  />,.    In  this  case 


i>. 


Pt 


nearly  as  the  excess  of  diameter  at  which 
the  ring  is  turned. 

This  excess  in  external  diameter,  of 
ring  over  the  cylinder  bore,  is  arbitrary. 
But  in  assmning  the  excess,  probably  no 
one   would  take  the  mean  diameter  of 
ring,  inside  and  outside,  less  than  that  of 
the  cylinder  bore.    A  little  consideration 
would  probably    fix    it   larger.      If  we 
adopt  such  a  relation  that  f  of  the  ring 
will  be  outside  the    groove  when  first 
sprung  into  it,  we  have 
rad.  of  piston,  r=rj—f(rj— inside  rad). 
But  inside    rad.=r,— 2, +  a=r,— .794  2, 
.-.  r=r —.5292, 


r.— r 


.6292,      „«,  , 

= ^=.6  -i-  nearly. 


E    2* 
Hence    P=  jg  7^ 


(9) 


the  velocity  of  flow  will  be  constant 
within  the  space  ^,  and  the  reduction  of 
pressure  will  be  in  two  parts ;  first,  for 
acceleration  at  entry  to  the  space,  and 
second,  for  frictional  resistance  alon^  the 
space.  According  to  an  article  which  I 
have  lately  published  in  Van  Nostband's 
ENOiNEBBiNa  Magazine  (see  p.  372), 

2gu       a  2g        a  d 


or 


P,-P= 


for  entry,  and 


2ffu' 


P-P.=^ 


^9 


(10) 


(11) 


for  the  space  ^,  in  which  v  is  the  velocity 
in  the  space,  u  the  coefficient  of  velocity 
for  the  orifice  of  entry,  here  about  0.86  ; 
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d  the  weight  per  unit  of  volume  of  the 
flowing  fluid ;  a,  the  sectional  area,  trans- 
verse to  the  flow,  of  so  much  of  the 
space  ^  as  is  considered ;  s,  the  perimeter 
of  the  same  section ;  /,  the  coefficient  of 
friction  of  the  fluid  against  the  ring  or 
cylinder ;  l=b,  the  length  in  the  d&ec- 
tion  of  motion  of  the  flowing  sheet,  or 
breadth  of  ring;  and  p,  the  absolute 
pressure  of  fluid  just  within  the  en- 
trance to  the  space  t.  The  pressure  will 
gradually  decrease,  from  p  to  p^,  as  the 
fluid  passes  along  the  space  t.  If  x  be 
taken  for  the  distance  from  the/?,  side  of 
ring,  we  have 

_  d/sx   w" 


P-P^^^^r  -9-. 


2(7 


(12) 


where  p  will  now  be  the  pressure  of 
fluid  in  the  space  t  at  the  distance  x. 
This  pressure  tends  to  push  the  ring 
back,  and  it  being  variable,  the  total 
amount  of  it  for  the  whole  breadth,  b,  of 
ring  and  for  a  unites  length  along  the 
ring,  will  be, 

b  b 

Vb  =  /pdx=/{^U>+p\dz  .  (13) 
0  0  y        I 

by  eq.  (11).     Hence 

p,      \     pj 

and  nnmerically  for 


^=2  i:=i.5 

4  2.6 

6  3.5 

8  4.6 

10  5.5 


(A) 


fall  of  pressure  due  to  (10)  and  (11),  we 
may  take  their  ratio.    Hence 


an  expression  giving  in  terms  of  the 
pressures  of  fluid  at  opposite  edges  of 
packing  ring,  the  ratio  of  the  total  press- 
ure tending  to  push  the  ring  away  from 
the  cylinder  to  the  pressure  at  the  ex- 
haust side  of  piston.  These  pressures 
are  per  square  unit  of  area  absolute.  A 
noticable  fact  is  that  this  ratio  is  inde- 
pendent of  the  breadth  of  ring,  of  the 
density  of  fluid,  and  of  the  coefficient  of 
friction,  except  so  far  as  p  may  depend 
upon  them.  That  p  will  not  coincide 
with  p,  is  evident  from  (10). 

To  find  the  relative    proportions  of 


Px-P_     ^ 


p—pt    /sbu*     2/bu* 
a      t 
8       2 


(15) 


in  which  — =  ■ 


since  for  a  given  extent,   kj  along  the 
ring 

a-rr.kt     8=2k.  ' 

Hence,  the  fall  of  pressure  varies  only 
with  t  and  b,  the  thickness  of  space  and 
length  of  flow  between  ring  and  cylin- 
der. But  it  will,  of  course,  be  desirable 
that  t  be  very  small,  far  within  the  hnn- 
dredth  part  of  an  inch.  If,  for  example, 
it  be  taken  in  thousandths  of  an  inch, 
we  have  for/=.006,  b=.5  and  «'-.? 


(B) 


Hence,  with  a  thickness  of  space  ^  of 
a  little  over  4  thousandths  of  an  inch, 
half  the  fall  of  pressure  from  p^  to  p, 
will  be  consumed  in  entering  the  fluid 
into  the  space  t  As  the  thickness  of 
this  space  thus  appears  to  be  an  import- 

p 
ant  element  in  determimng —  and  conse- 

quently  the  thickness  z^  of  rmg,  the  lat- 
ter diminishing  with  P,  it  becomes  desir- 
able to  determine  the  admissible  limits 
of  t  This  is  to  be  done  by  aid  of  the 
equation  just  preceding  (10),  whence  the 
velocity  of  escape  is  found  by 


1=  1  thousandtih 

^'    ''-  .238 

P-P* 

2 

.476 

4 

.952 

8 

1.904 

1  hundredth 

2.381 

,^P-P^ 


2^ 


6   '  1    2rb 


(16) 


The  percentage  of  the  whole  piston 
displacement  in  the  volume  escaping 
past  the  piston  will  be 

q     vX area  of  whole  space  t^vx^^rt 

Q  ""    piston  displacement    ~"    ;rr*V 

2vt 

"  rY 

where  V  is  the  piston  speed  in  ft.  per  sec 
Combining  this  with  (16)  by  eliminat- 
ing V,  and  we  obtain, 
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«)* 


'     1,2/* 


(17) 


If  it  is  deaired  to  take  accoont  of  the 
effect  of  the  motion  of   piston  and  of 
packing  ring,  upon  the  actual  velocity  of 
nnid  escape,  we  find  the  latter  to  be, 
V 

and  then  the  first  member  of  (17)  should 
be 


(i4)' 


Q 

This  may  be  put  in  a  more  convenient 
form  by  factoring  and  tabulating  a  part. 
Thus,  if  c?  =  2r  =  diam.  of  piston, 

where,  for  water  pump  rings,  of  a  width 
h  =.5  of  an  inch,  and  for  <  =  1,  2,  6,  10, 
thousandths  of  an  inch. 

Tab.  val. =.0057  .014 .0480  .1092    (C.) 

For  these  values  />,  is  taken  at  one  at- 
mosphere. 

To  obtain  an  idea  of  the  practical  val- 
ues of  (18),  we  have,  for  a  piston  speed 
of  pump  piston  of  V=2/iJ  per  sec, 

(?=i^ft.,  orVc?=l,  and—  in  atmospheres. 
Pi 

[thousandths 
For  ^  in  inches.  =    1       2       5       10 

^=2,.... ^=.005  .010  .048  .109  (D) 

'<   =8,....  "  =.015  .027  .127  .288 
the  term  -^  being  inconsiderable. 

As  the  maximum  admissible  leakage  of 
piston  would  probably  be  assumed  from 
1  to  5  per  cent,  of  piston  displacement, 
it  appears  that  the  greatest  admissible 
thickness  of  space,  ^,  is  about  2  thou- 
sandths of  an  inch  in  pumps. 

This  thickness,  compared  with  the  table 
of  values  for  eq.  (15)  indicates  that  we 
may  count  on 

- — ^=not  fifreater  than  o  to  .5. 

or  the  fall  of  pressure  on  entering  the 
space  ^,  should  not  exceed  a  half  of  the 
fall  due  to  passing  the  ring ;  or,  it  should 


not  exceed  a  third  of  the  total  fall  from 
l?j  to  p,.  In  other  words,  the  fall  of 
pressure,  />— jt?,,  in  passing  the  ring, 
should  not  be  less  than  two-thirds  of  the 
total  difference  jt>,—/>,  of  pressure  on  op- 
posite sides  of  piston. 

To  illustrate  further,  let  the  pump  be 
working  where 

— -  =6  and  *  of  this,  gives  -^=4* 

Then  the  table  for  eq.  (14)  gives 

—=2.5  for  ^=4; 
P.  P, 

and  this,  combined  with  eq.  (9),  gives 

If  jt>,=l  atmosphere=15  lbs.  per  sq. 
inch,  and  if  the  ring  be  made  of  cast 
iron,  as  probably  a  good  material,  when 
E=20,000,000.     Then 

-»=.097. 
r 

If  the  pump  has  a  12"  cylinder 
2, =.584  inch 
so   that  for  the  conditions  assumed,  a 
12-inch  piston  packing  ring  for  a  pump 
will  be  about  |  of  an  inch  thick  at  the 
thickest  place. 

The  eccentricity,  a,  for  use  in  turning 
the  ring  will  be^ 

a=.2062, =.12  inch,  or  about  ^  of  an  inch. 

These  results  are  for  a  pimip  where  the 
pressure  />,,  on  the  suction  side  of  pis-  . 
ton,  is  one  atmosphere ;  and  p^,  on  the 
pressure  side,  six  atmospheres. 

For  similar  conditions,  except  the 
working  pressure />,=  2  atmospheres,  we 
have 

2j=.496  inch,  or  about  half  an  inch. 

a=^  inch. 

It  is  noticeable,  from  eq.  (9),  that  2, 
is  proportional  to  r  for  a  given  pressure, . 
so  that  the  thickness  of  ring  for  other 
sizes  than  12''  pistons,  can  readily  be 
obtained. 

If   we  ignore  the  refinements  about 

the  orifice   of  entry,  and  assume  p  as 

identical  with/>,,  we  only  require  formu- 

'  las  (14)  and  (9)  to  determine  the  ring. 

In  fact,  they  may  be  combined,  giving 

(^)=^--('-|;)  •  •  ■  <•') 

Values  of  z,  computed  by  this  for  the 
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above  examples  give  .636  and  .515  re- 
BpectTyely,  in  place  of  .584  and  .496  as 
corrected  for  the  orifice  of  entry. 

These  differences  being  comparatively 
unimportant,  the  effect  of  orifice  of  entry 
■will  be  ignored  in  the  following  cases : 

2d.  Case  of  an  Elastic  Fluid  like 
-4t>.— Here  ttie  flow  will  be  at  some  in- 
termediate condition  between  the  adia- 
batic  and  isothermal  for  the  gas  while 
escaping  the  packing  ring.  Considering 
it  adiabatic,  the  proper  expression  taken 
from  the  article  previously  referred  to,  is : 

where  r,  is  the  velocity  of  escape  and  />,, 
and  ;/= 1.408  for  a  perfect  gas.  For  the 
present  case  this  eq.  may  be  pat  under 
the  following  form: 


A^ 


=t)*- 


(20) 


or  for  shorter  distances,  ar,  reckoned 
from  the  exit  side  of  ring  where  also  the 
pressure  will  be  j!>,  we  have 

Aa!=(^)~-1 


or 


The  value  of  p  from  this,  introduced 
into  eq.  (13)  and  integrated,  gives 

Restoring  the  value  of  A  by  aid  of  (20) 
we  obtain 

y+1 


-) 


p 
p. 


(21) 


an  expression  in  terms  of  p^  and  p^  only. 
Hence  a  table  is  readily  computed  for 
practical  use,  tbns: 
p 
—  =2.72 

3.94 
5.18 


If    ^=4 

8 


(E) 


10 


6.42 


the  thickness  of  ring,  2^,  can  be  calcu- 
lated. 

If  the  flow  past  the  ring  be  regarded 
as  isothermal,  y^  in  equation  (21)  is  to  be 
taken  equal  1,  and  hence 


1=} 


(it! 


•  (22) 


and  hence  the  following  table: 
If         ^=4 


6 

8 

10 


p 

—  =2.80 

4.09 
5.41 
6.73 


(F) 


These  values  of  P  differ  only  slightly 
from  those  in  (E),  so  that  as  regards  tiie 
pack-ring  question,  since  the  4th  root  of 
these  quantities  is  to  be  taken  in  (9),  the 
difference  for  the  adiabatic  and  isother- 
mal condition  is  entirely  insignificant 
Even  compared  with  the  table  (A)  for 
pump-paclang  rings,  the  4th  root  will 
differ  but  slightly  for  a  given  ratio  of 
pressures  p  and  p,. 

Hence,  tne  following  table  will  be 
found  to  cover  nearly  the  whole  range  of 
practice : 

PBAOTIOAL  TABLE  FOB  SINGLE  RIKO  PAGEI27a. 

Pumps.        EDgines,  &c 


For 


£»=4 

"•  6 

8 
10 


^•/>,i 


=.0495  =.0509 


.0538 
.0573 
.0603 


.0560 
.0600 
.0634 


Pj=higher  absolute  pressure,   lbs.  per 

square  inch,  on  piston. 
jt>,= lower    absolute    pressure,    lbs.  per 

square  inch,  on  piston, 
r  =  radius  of  cylinder  bore,  in  inches. 
z^  =  thickest  place  in  the  packing  ring,  in 

inches. 
Eccentricity  of  a  ring=a=2j  .206. 

The  ring  is  supposed  to  be  turned  so 
that  when  sprung  into  its  groove,  }  of  it 
will  lie  outside  of  the  groove  before  the 
piston  is  put  into  the  cylinder.  This  is 
realized  by  making  the  outside  diameter 
of  ring  when  turned  = 

d^z=d-\-z^  nearly 


By  employing  these  values  of  P  in  (9),   where  <?=  the  diameter  of  cylinder  bore 


Digitized  by 


Google 


A  RATIONAL  SYSTEM   OF  PISTON  PACKING. 


449 


The  inside  diameter,  d^,  at  which  to  bore 
out  the  ring  will  be  2(r— ;8:H-a),  or 

=c?,— 1.62,  nearly. 

The  groove  for  the  ring  is  to  be  turned 
out  on  the  solid  face  of  the  piston,  the 
depth  being  somewhat  greater  than  the 
thickest  place  2,  of  ring. 

The  width  of  the  groove  should  be 
such  as  to  give  an  accurate  free  fit  to  the 
ring. 

The  width  of  ring  is  arbitrary,  the 
above  formulas  (9),  (14),  (21)  and  (22) 
for  determining  the  rmg,  not  containing 
any  term  for  breadth.  The  total  pressure 
of  ring  against  the  cylinder  is  propor- 
tional to  tiie  width  for  a  given  thickness. 
Hence,  the  pressure  per  square  inch  of 
surface  is  constant.  The  rate  of  wear  of 
the  ring  from  its  surface  will  be  propor- 
tional to  the  pressure  per  square  inch. 
Hence^  a  wide  ring  will  wear  no  longer 
than  a  narrow  one.  A  wide  ring  will, 
however,  wear  the  cylinder  bore  more 
than  a  narrow  one,  and  also  leave  nar- 
rower rims  on  the  piston  for  wear. 
Hence,  as  a  narrow  ring  is,  according  to 
the  formulas,  as  efficient  in  preventing 
the  escape  of  the  working  fluid  as  a  wide 
one,  it  is  decidedly  best  to  adopt  a  nar- 
row ring,  usually  not  to  exceed  a  half  an 
inch. 

In  forming  the  lap  shown  in  Fig.  3,  a 
portion  of  the  ring  must  be  cut  away. 
The  demand  for  this  is  met  in  the  ring 
being  turned  larger  than  the  cylinder, 
thus  requiring  some  to  be  cut  from  ii 

According  to  directions  above,  the  ex- 
cess in  diameter  over  the  cylinder  bore, 
at  which  the  ring  is  turned  is  z.  If  the 
ring  did  not  elongate  along  its  exterior 
surface  as  it  is  sprung  into  the  cylinder, 
we  would  find  the  amount  to  cut  out= nz^, 
since  the  outside  lengths  of  the  ring, 
before  and  after,  would  be  jrd^  z=zn  {d^-z^) 
and  Ttdy  the  difference  of  which  is  nz^. 
But  as  the  outside  elongates  slightly  in 
the  flexure,  we  find  by  considering  the 
amount  of  flexure,  position  of  the  neu- 
tral  axis,  &c,  that  the  amount  to  cut 

from  the  rmg—nz^  fl  +  .397-M 

In  regard  to  setting  the  ring  out  by 
pressure  of  working  fluid  beneath  it,  in- 
troduced through  holes  from  the  pressure 
side  of  piston,  it  is  evident  that  the 
pressure  of  ring  upon  cylinder  per  square 


inch  will  be  nearly  jt?,  while  the  above 
figures  make  it  P.  Tne  former  pressure, 
as  seen  by  tables  (A),  (E)  and  (F),  is 
about  50  per  cent  greater  than  the  lat- 
ter, showing  that  the  so-called  steam 
packing  is  to  that  extent  too  heavily  set. 


f 


^ 


'y'/yy/yy/////////// 


Fig.6 

causing  undue  wear,  resistance,  &c.  The 
steam-packing  ring  should,  therefore,  be 
made  as  in  Fig.  6,  with  pressure  under 
only  a  part  of  it,  the  wing  being  relieved 
to  prevent  receiving  pressure. 

When  several  rings  are  employed  on 
one  piston  each  might  be  so  designed  as 
to  act  for  reducing  only  part  of  the 
pressure,  and  the  rings  could  be  made 
somewhat  thinner  tlwm  where  one  is  de- 
pended upon  for  making  the  joint.  The 
"practical  table,"  however,  indicates  onlv 
a  reduction  in  thickness  of  from  a  fourth 
to  a  third. 


The  construction  of  the  Si  Gothard 
Railway,  on  the  Tunis  side,  is  now,  the 
Geneva  correspondent  of  the  Times  says, 
in  so  forward  a  state  that  the  completion 
of  the  section  between  Airolo  and  Bell* 
inzona  by  the  end  of  June  is  regarded  as 
certain.  The  section  between  Bellinzona 
and  Locarno  has  been  in  running  order 
for  some  time.  Owing,  however,  to  the 
condition  of  the  great  tunnel,  where  the 
so-called  windy  stretch,  a  bed  of  rotten 
limestone  and  gypsum,  which  swells  on 
exposure  to  the  air,  is  still  breaking  the 
engineers'  hearts,  the  line  is  not  likely  to 
be  ready  for  through  traffic  before  Oc- 
tober, if  then.  The  Federal  tribunal  have 
decided  against  the  contractors  for  the 
great  tunnel  in  respect  of  their  demand 
for  a  prolongation  by  780  days  of  the 
time  fixed  for  the  completion  of  the  work. 
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THE    METKIC    SYSTEM. 

From  the  Proceedings  of  the  Boston  Society  of  Civil  Engineers. 

The  Committee*  on  the  Metric  Sys-j  In  German  handbooks  of  mechanics, 
tem  of  Weights  and  Measures  presents  Mr.  Coleman  Sellers  states  that  formulas 
this  report  in  obedience  to  the  vote '  used  to  be  expressed  both  in  meters  and 
passed  at  the  last  annual  meeting,  March '  in  Prussian  inches,  but  that  with  the 
17,  1880^  that  '*  The  Committee  on  the ;  year  1880  the  inch  was  dropped  where- 

ever  possible. 

From  Greece,  a  merchant  of  this  city 
has  recently  imported  wine  in  hters, 
whereas  a  few  years  ago  it  came  in  old 
measures. 

More  important  to  us  is  the  following, 
quoted  from  the  "  Railroad  Gazette "  of 
July  9,  1880 :  "  The  metric  system,  on 
the  16th  of  July,  becomes  obligatory  in 
the  kingdom  of  Spain  and  all  its  colo- 
nies, including  Cuba,  with  which  onr 
commercial  relations  are  very  intimate. 
The  Turkish  government  has  also  or- 
dered the  introduction  of  this  system 
into  all  its  provinces,  including  Tripolis 
and  Arabia.  The  cubit  gives  way  to  the 
meter  in  Jerusalem,  and  the  shekel  to 
the  kilogram." 

The  significance  of  this  lies  in  the  fact 
that  from  Cuba,  Porto  Rico,  and  other 
Spanish   possessions   come  about    one- 


Metric  System  shall  gather,  from  time 
to  time,  and  present  to  the  Society,  all 
attainable  information  relative  to  the 
progress  toward  the  introduction  of  the 
metric  system  into  this  country  and  the 
world  at  large." 

FOREIGN  COUNTRIES. 

As  for  the  world  at  large,  its  chief  na- 
tions, as  they  have  emerged  from  the 
barbarous  state  of  warring  tribes,  have 
passed  laws  (as  the  United  States  has 
done)  to  make  weights  and  measures 
uniform  throughout  each  nation's  do- 
main. Now  that  international  commu- 
nication has  been  so  enormously  devel- 
oped— that  it  is  easier  than  was  comijau- 
nication  between  different  parts  of  the 
same  nation  at  the  beginning  of  this 
century,  there  is  exactly  the  same  occa- 
sion for  laws  establishing  international 

uniformity.  Among  foreign  nations  the !  sixth  part"^  of  our  imports^  Before  this 
progress  in  this  direction  during  the  change  our  imports  from  Great  Britain 
past  year  has  consisted  chiefly  in  the  ex-  a^d  ^er  colonies  were  of  nearly  the  same 
ecution  of  laws  previously  enacted  for  value  as  our  imports  from  all  countries 
the  adoption  of  the  metric  system.  I  ^here  the  metric  system  is  established ; 

In  Sweden,  for  instance,  the  beginning  the  addition  to  the  latter  class  of  oni 
of  1881  is  the  time  that  was  fixed  for  its 
use  to  become  obligatory,  for  customs 
and  postal  purposes,  and  for  railroad 
transportation  as  was  stated  in  the  re- 
port of  the  chief  clerk  of  the  United 
States  Treasury  Department,  dated 
March  26,  1878. 

In  Switzerland,  the  latest  information 
contained  in  that  report  showed  that  the 
use  of  the  pure  metric  system  was  op- 
tional, side  by  side  with  an  old  compro- 
mise system  ;  it  has  now  been  made  ob 
ligatory.  The  attention  of  some  patri- 
ots in  the  United  States  is  invited  to  the 


imports  from  the  Spanish  colonies  will 
msike  that  class  include  about  fifty  per 
cent,  more  than  the  value  we  import 
from  Great  Britain  and  the  British  pos- 
sessions, and  will  make  it  amount  to 
more  than  than  half  the  total  imports 
through  the  custom  houses  of  the  Uni- 
ted States. 

Note. — The  following  table  of  our  im- 
ports from  foreign  coTintries,  grouped 
according  to  their  metric  legislation,  for 
the  year  ending  June  30,  1877,  is  taken 
from  the  report    already  mentioned  of 


fact  that  this  change  was  accomplished '  ^^^  ^^^^..^l^^,^  ^^  the  Treasury  Depart- 
without  bloodshed,  and  that  Smtzerland  ^^""S  y^'^^  the  single  change  of  the 
still  maintains  a  republican  form  of  gov-  Spanish  possessions  from  the  class  of 
emment.  coimtnes  where  the  metric  system  is  le- 

j  galized  to  that  where  its  use  is  obhgar 
tory.      Austria,    Turkey,    Sweden    and 


♦  The  Committee  was  composed  of  Fred.  Brooks,  L. 
Frederick  Rice,  and  Clarence  W.  Lunt. 
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Norway  are  left  just  where  he  placed 
them  about  three  years  ago : 

Metric  System  Obligatory. 

Argentine  Republic $8,449,559 

Belgium 5,079,149 

Brazil 48,498,041 

Chili 698,716 

France  and  French  possessions. . .  52,862,887 

Germany 88,035,485 

Greece 528,128 

Italy 7,105,866 

Mexico 15.444  583 

Netherlands 2,547,119 

Peru 1,545,461 

Portugal 524,828 

Roumania 

San  Domingo 560,709 

Spain 8,280,886 

Spanish  possessions  (Cuba,  Porto 

Rico,  etc.) 79,544,185 

Switzerland 

United  States  of  Columbia 5,454.898 

Uruguay 2,197,711 

1257,851,654 

Metric  System  Legalized. 

Great  Britain  and  British  posses- 
sions  $185,667,400 

Metric  System  Partially  in  Use. 

Austria $414,020 

Azores,    Madeira,    and    Cape   de 

Verde  Islands 92,851 

Central  American  States 2,888,602 

Denmark 9,058 

Japan 18,689,488 

Sweden  and  Norway 248,562 

Turkey  in  Europe 46,714 


Metric  System  Not  Legalized 

Danish  West  Indies 

Dutch  East  Indies 

Dutch    West   Indies   and  Dutch 

Guiana 

China 

Greenland 

Hawaiian  Islands 

Hayti 

Liberia 

Russia^ 

Turkey  in  Asia  and  Africa 


$17,878,735 
OR  IN  Use. 

284,480 
4,511,444 

735,525 

11,141,447 

137,465 

2,631,768 

8,308.709 

57,470 

618,534 

882,308 


Summary. 


$28,804,140 


Obligatory $257,351,654 

Legalized 185,667,400 

Partially  in  use. . .     17,878,735 
Not  legalized  or  in 
use 23,804.140 


Imports  from 

countries 

where    the 

metric 
system  is. 

Total $484,201,929 

In  regard  to  the  British  item  above,  it 
should  be  observed  that  the  British  col- 
onies do  not  all  use  the  imperial  weights 


and  measures.  Mauritius  adopted  the 
metric  system  a  few  years  ago  ;  in  India 
its  ultimate  adoption  is  provided  for  by 
the  Indian  Weights  and  Measures  Act, 
1870,  but  various  native  units  are  now 
chiefly  used.  On  the  other  hand,  in 
some  of  the  countries  where  the  metric 
system  has  been  made  obligatory  by  law, 
its  introduction  has  not  yet  been  com- 
pletely effected. 

Another  and  more  important  observa- 
tion is  that  the  British  capacity  meas- 
ures are  incommensurable  with  those  of 
the  United  States. 

It  might  be  added,  paradoxically,  that 
the  United  States  standard  of  weight  is 
very  different  from  that  of  Great  Britain, 
for  in  Prof.  Hilgard*s  report  on  Ameri- 
can Standards  of  Length,  dated  July*  10, 
1880  (being  Appendix  No.  12  to  the 
Coast  and  Geodetic  Survey  Report  for 
1877),  it  is  stated  that  "no  enactment  by 
Congress  has  ever  been  made,  declaring 
particular  measures  in  the  keeping  of  the 
government  as  standards,  except  the 
standard  troy  pound  of  the  Mint  of  the 
United  States,  at  Philadelphia,  procured 
in  1827,"  etc.,  but  the  troy  pound  has 
been  abolished  in  Great  Britain,  as  may 
be  seen  from  the  compulsory  Weights 
and  Measures  Act,  1878,  of  the  British 
Parliament.  A  point  of  real  importance 
is  that  the  British  ton  is  fixed  at  2,240 
pounds,  while  the  ton  of  the  United 
States  is  a  varying  quantity  and  may  be 
represented  by  a:'. 

As  there  is  some  nonsense  afloat  about 
what  is  miscalled  the  "Anglo-Saxon" 
race,  your  committee  remarks  that  the 
people  of  England  gracefully  submit  to 
these  "arbitrary"  enactments  made  by 
their  own  chosen  representatives  in  Par- 
liament assembled. 

UNITED  STATES  CUSTOM  HOUSES. 

As  to  legislation,  the  progress  toward 
the  introduction  of  the  metric  system 
into  the  United  States  may  be  gauged  by 
the  fate  of  the  bill,  H.  R,  No.  411,  intro- 
duced in  the  present  Congress,  April  21, 
1879.  It  provides  that  the  ad  qiuintum 
duties  upon  articles  imported  with  me- 
tric invoices  shall  be  assessed  at  metric 
rates,  which,  by  throwing  off  awkward 
fractions,  are  made  to  favor  very  slightly 
the  use  of  the  metric  system  in  invoices. 

A  year  ago  the  American  Metrological 
Society  was  circulating  a  memorial  in  fa- 
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vor  of  such  legislation.  The  memorial^ 
was  printed  in  ** Engineering  News"  of* 
March  20,  1880.  It  was  signed  by  fifty 
gentlemen  out  of  eighty-eight,  whose 
names  are  on  the  printed  list  of  active 
members  of  the  Boston  Society  of  Civil 
Engineers,  dated  January,  1880.  It  was 
offered  to  twenty  others,  who  did  not 
sign  it;  and  your  committee  does  not 
know  of  its  being  presented  at  all  to  the 
remaining  eighteen.  This  is  believed  to 
be  the  best  test  hitherto  obtained 
(though  an  imperfect  one)  of  the  opin- 
ions of  the  inchvidual  members  of  this 
Society.  The  memorial  was  also  signed 
by  about  six  thousand  other  persons.  A 
memorial  against  any  further  legislation 
to  f  cicilitate  the  introduction  of  the  me- 
tric system  has  been  circulated  (but  not 
in  the  Boston  Society  of  Civil  Engineers) 
by  the  Intemationfii  Institute  for  Pre 
serving  and  Perfecting  Weights  and 
Measures.  It  was  printed  in  "Engi- 
neering News  "  of  April  10,  1880.  From 
the  same  source  another  memorial  to 
eradicate  the  metric  system  from  the 
Coast  and  Geodetic  Survey  and  other 
govamment  offices  is  in  preparation. 

The  following  card,  dated  at  Cleve 
land,   April    12,    1880,    was    issued  by 
Charles  Latimer,   the  chief  engineer  of 
the  New  York,  Pennsylvania  and  Ohio 
Railroad : 

"  As  the  active  executive  officer  of  the 
International  Institute  for  Preserving  and 
Perfecting  Weights  and  Measures,  I  wish 
to  warn  the  public,  and  especially  me- 
chanics and  other  workingmen,  against 
the  attempts  now  making  to  introduce 
the  French  metric  system  into  this  coun- 
try by  a  compulsory  Act  of  Congress. 
This  is  being  done  under  false  pretences, 
by  wording  their  petitions  for  the  peo- 
ple to  sign,  so  as  to  convey  the  idea  that 
they  are  asking  for  a  decitoal  system  of 
weights  and  measures  in  accord  with  our 
decimal  system  of  money,  when  the 
measure  they  are  trying  to  secure  is  the 
French  metric  system,  pure  and  simple, 
with  all  its  barbarous  Greek  and  Latin 
names  unknown  to  our  people  and  illy 
adapted  to  our  language.  To  accom- 
plish this  purpose,  petitions  to  Congress, 
asking  simply  for  a  decimal  system  of 
weights  and  measures,  as  above  stated, 
are  being  circulated,  while  the  country 
is  being  flooded  with  books,  pamphlets, 
and  other  publications  on  the  subject. 


worded  in  the  most  specious  and  attract- 
ive style,  so  as  to  draw  the  most  money 
from  the  unwary.  The  purchase  of  such 
documents  is  only  a  waste  of  money, 
tending  to  evil  instead  of  good,  making 
the  rich  richer  and  the  poor  poorer.  Be- 
sides, many  well-informed  persons  are 
strong  in  the  belief  that  this  whole 
movement  is  a  deliberate  attempt  to  sub- 
vert our  republican  government,  to  bring 
our  people  into  a  condition  where  such 
arbitrary  measures  can  be  forced  upon 
them  at  the  point  of  the  bayonet,  if 
need  be." 

In  the  Civil  Engineers*  Club  of  the 
Northwest,  which  has  now  been  reorgan- 
ized as  the  Western  Society  of  Engi- 
neers, the  following  resolution,  moved 
by  Mr.  Greeley,  was  adopted  May  4, 
1880,  by  a  vote  of  sixteen  to  thirteen; 
six  of  the  sixteen  affirmative  votes  and 
eight  of  the  thirteen  negative  votes  were 
cast  by  letter  ballot  or  proxy. 

^^Heaolved,  That  in  the  opinion  of 
this  Club  the  substitution  at  some  fu- 
ture tim^  to  be  hereafter  determined,  of 
the  metric  system  of  weights  and  meas- 
ures for  those  now  in  use  in  the  United 
States,  is  to  be  desired ;  and  that  as  a 
step  towards  this  change,  we  favor  the 
recommendation  made  at  the  last  session 
of  the  Forty-fifth  Congress,  and  renewed 
at  the  specud  session  of  the  Forty-sixth 
Congress,  by  the  Committee  on  Coinage, 
Weights  and  Measures,  of  the  House  of 
Representatives,  that  an  act  should  be 
passed  requiring  the  use  of  the  metric 
denominations  of  weight  and  measure 
in  the  custom  houses  of  the  United 
States." 

During  the  first  annual  meeting  of  the 
American  Society  of  Mechanical  Engi- 
neers, Nov.  5, 1880,  the  following  resolu- 
tions were  offered  by  Mr.  Henry  R 
Worthington  ^who  has  since  died) : 

^^  Reaolvedy  That  this  society  depre- 
cates any  legislation  tending  to  make 
the  adoption  of  the  metric  system  of 
measures  obligatory  in  our  industrial 
estabHshments ;"  also, 

^^  Resolved^  That  the  secretary  be  in- 
structed to  communicate  the  sentiments 
of  this  resolution  to  all  concerned  in 
procuring  such  legislation,  and  also  to 
send  a  copy  to  the  Anti-Metric  Society 
of  Cleveland." 

A  letter  ballot  was  ordered  to  be  taken 
upon  these  resolutions.    Your  commit- 
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tee  has  not  jet  been  honored  with  any 
copy  from  the  secretary,  as  proposed, 
bat  presumes  that  sooner  or  later  a  bal- 
lot will  be  taken.  Whatever  be  the  re- 
sult of  this  ballot,  as  a  custom  house  is 
not  considered  an  "  industrial  establish- 
ment," the  world  will  remain  in  doubt 
as  to  what  the  Mechanical  Engineers 
think  about  the  govemment*s  using  the 
metric  system  in  the  transaction  of  its 
own  business  of  collecting  specific  duties 
upon  such  imports  as  are  inyoiced  in 
meters  and  kilos. 

A  pertinent  quotation,  though  several 
years  earlier  in  date,  may  be  made  from 
the  report  of  a  special  committee  of  the 
American  Society  of  Civil  Engineers 
relative  to  the  memorials  which  the 
American  Metrological  Society  addressed 
to  a  former  Congress  in  behalf  of  the 
metric  sytem.  The  report  was  signed 
by  R.  H.  Thurston  and  J.  J.  R.  Croes ; 
it  was  presented  to  the  American  Society 
of  Civil  Engineers,  May  6,  1874,  and 
was  laid  on  the  table ;  the  quotation  is  : 
*' A  series  of  legal  enactments,  careftilly 
considered,  cautiously  introduced,  and 
steadily  pursued,  is  considered  the  prop- 
er, the  wisest,  and  the  necessary  course 
to  be  pursued  in  the  endeavor  to  attain 
these  great  benefits." 

Bill  H.  R.,  No.  411,  is  still  pending  in 
the  Forty-sixth  Congress.  The  Commit- 
tee on  Coinage,  Weights  and  Measures 
had  printed,  during  the  second  session, 
Report  No.  203,  relating  to  coinage,  and 
Mis.  Doc.  No.  29,  containing  Col.  Thomas 
S.  Sedgwick's  scheme  for  decimalizing 
the  foot  and  ounce,  and  abandoning  the 
present  inch,  pound,  and  other  units, 
together  with  a  reply  from  Dr.  Culver, 
the  clerk  of  the  committee,  in  advocacy 
of  the  metric  system. 

PROFESSIONAL  USE. 

In  advance  of  any  legislation  to  give 
people  a  definite  idea  at  what  time  the 
change  of  standard  is  likely  to  be  eflfected, 
the  metric  weights  and  measures  are 
creeping  into  actual  use ;  and  the  per- 
petual recurrence  of  references  to  it  in 
the  news  of  the  day  foreshadows  its 
coming.  Previous  to  our  recent  national 
election,  a  map  was  published  showing 
the  distribution  of  the  party  votes  in  the 
several  Congressional  districts,  on  a 
scale  of  1,000  votes  to  a  millimeter. 
The  strength  of  the  starving  Dr.  Tanner 


was  reported  in  kilos  in  last  summer's 
newspapers;  F.  T.  Bamum  advertised 
the  number  of  square  meters  of  canvas 
provided  to  shelter  his  great  moral  show  ; 
M.  de  Lesseps  announced  in  our  princi- 
pal cities,  in  metric  terms,  his  plans  for 
an  inter  oceanic  canal.  (It  is  not  in- 
tended to  class  these  gentlemen  together 
in  other  respect.)  Our  manufacturers 
occasionally  receive  a  foreign  order  in 
metric  terms;  and  in  some  kinds  of 
business  there  are  special  reasons  which 
favor  the  adoption  of  the  metric  system  ; 
bo  to  them  we  naturally  tumin  looking 
for  the  signs  of  progress. 

Apothecaries,  for  instance,  have  inti- 
mate relations  with  the  sciences  of 
chemistry  and  medicine,  and  their  par- 
tial separation  from  other  kinds  of  busi- 
ness is  illustrated  by  their  having  had 
an  Apothecaries'  Weight  of  their  own. 
The  1880  edition  of  the  apothecaries* 
pharmacopoeia,  to  be  published  some 
time  hereafter,  will  be  changed  toward 
the  metric  system,  as  your  committee  ex- 
plained a  year  ago.  The  committee  in 
charge  of  the  pubhcation  met  in  Wash- 
ington last  May,  and  determined  that 
the  pharmacopoeia  shall  state  ingredients 
by  proportion  chiefly,  and  that  when  an 
absolute  weight  is  mentioned,  it  shall  be 
in  grams,  followed  by  an  equivalent  in 
grains;  but  that  no  pounds,  ounces, 
drachms,  scruples,  or  pennyweights  shall 
appear.  This  will  naturally  tend  to  the 
practical  adoption  of  the  metric  system 
by  druggists  and  physicians,  who  consti- 
tute a  large  and  influential  part  of  our 
population. 

Another  old  table  different  from  the 

measure  used  in  general  business  was 

Surveyors'  Measure,  in  which  10  chains 

made  1  furlong,  and  the  chain  (equal  to 

22  yards)  was    divided  into   100  links, 

each  equal  to  7.92  inches.     Surveying, 

and  especially  railroad  surveying,  is  now 

very  extensively  done  with  a  chain  33J 

yards  long,  so  that  6|  such  chains  make 

1  furlong;  the  subdivision  is  into  100 

feet,  and  the  foot  is  divided  into  tenths, 

each  equal  to  1^  inches,  and  hundredths, 

I  each  of  which  is  4  per  cent,  less  than  the 

I  eighth   of  an  inch.     This  plainly  indi- 

I  cates  that  surveyors  are  bound  to  have 

I  decimal  subdivision,  and  that  they  are 

'not  bound  to  the  customary  inch  and 

I  yacd.     Prof.  H.  F.    Walling,  a  member 

,  of  this  Society,  wrote  from  Ohio,  where 
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he  was  engaged  in  making  county  maps, 
under  date  of  March  1,  1880:  "My 
occupation  here  during  the  past  year  has 
more  than  ever  made  it  apparent  to  me 
that,  so  far  as  land  surveying  and  con- 
veyancing are  concerned,  no  great  in- 
convenience would  be  experienced  from 
an  immediate  change  to  the  metric  sys- 
tem, or,  at  most,  but  little  more  than 
continually  arises  from  the  existing  vari- 
ety of  standards.  It  is  very  evident  to 
me  that  the  adoption  of  the  metric  sys- 
tem would  very  soon  result  in  the  saving 
of  a  vast  amount  of  vexatious  and  un- 
necessary labor  to  all  persons  connected 
in  any  way  with  operations  in  land.  .  . 

"I  have  frequently  found  deeds  in 
which  dimensions  were  given  in  chains 
and  links,  rods,  feet  and  inches,  and 
fractions  of  an  inch,  all  in  the  same  con- 
veyance." 

The  meter  has  been  made  the  unit  of 
the  triangulation  of  the  New  York  State 
Survey,  with  regard  to  which  your  com- 
mittee corresponded  with  the  director, 
as  reported  four  years  ago. 

Upon  the  charts  of  the  Coast  and 
Geodetic  Survey  metric  linear  scales 
have  been  printed,  beginning  with  the 
report  for  1876,  issued  during  the  year 
1880.  Your  committee  wrote  to  the 
superintendent  in  1877,  asking  if  there 
could  be  any  objection  to  adopting  this 
practice,  and  reported  the  fact  to  you 
Oct.  1877. 

The  Graphic  Trigonometer,  exhibited 
by  Mr.  Adams  at  the  meeting  of  this  so- 
ciety last  October,  was  constructed  to 
metric  dimensions. 

James  W.  Queen  &  Co.  published,  last 
year,  continuous  metric  profile  paper, 
with  lines  one  millimeter  apart.  As  this 
makes  25  lines  to  1  inch,  as  nearly  as 
such  paper  generally  measures,  it  can  be 
used,  if  desired,  in  connection  with  our 
old  units.  Its  general  adoption,  by  keep- 
ing the  metric  units  before  the  eye, 
would  tend  to  make  the  system  familiar. 
The  millimeter  spacing  is  good,  being 
midway  between  Plate  A  (20  lines  to  an 
inch)  and  Plate  B  (30  lines  to  an  inch), 
both  of  which  are  already  known  to  be 
convenient.  It  corresponds  to  Plate  C. 
It  is  amusing  to  notice  that  this  paper  is 
sold  by  the  yard;  as  it  is  already  marked 
off  according  to  the  metric  system,  the 
time  may  come  when  it  will  be  sold  by 
the  meter  without  remeasurement.     The 


publishers  state  that  they  find  an  in- 
creasing demand  for  it;  and  theybaTe 
just  now  published  sheets  of  metric 
cross-section  paper,  with  lines  two  milli- 
meters apart,  and  every  fifth  and  tenth 
line  made  heavier. 

Several  new  tables  containing  metric 
equivalents  have  been  pubhshed,  the 
most  noteworthy  being  "  Molesworth's 
Metrical  Tables,"  uniform  with  the  same 
author's  "  Engineer  s  Pocket  Book,"  and 
of  conspicuous  merit,  in  many  particu- 
lars, but  based  on  the  law  of  Great 
Britain,  which  differs  from  ours  in  two  re- 
spects. The  imperial  capacity  mearares 
are  entirely  independent  of  ours ;  and 
Parliament  has  declared  that  a  meter  shall 
be  taken  as  equivalent  to  39.3708  inches, 
while  our  Congress  has  enacted  that  it 
shall  be  taken  as  39.37  inches.  The  meter 
actually  is  39.37043  inches,  according  to 
what  is  accepted  as  the  best  determina- 
tion yet  made.  One  of  these  is  based  on 
Captain  Eater's  determination  for  the 
old  British  yard  destroyed  by  fire  in 
1834;  one  on  Capt  Clarke's  determina- 
tion for  the  new  British  yard,  established 
in  1855 ;  the  third  is  intended  to  be  suf- 
ficient for  business  purposes  without  at- 
tempting scientific  refinement.  These 
differences  of  less  than  a  thouaandth 
part  of  an  inch  are  unimportant  in  com- 
mercial transactions,  but  are  sufficient  to 
produce  some  annoyance  in  computation, 
especially  in  square  and  cubic  measure. 

Another  point  in  regard  to  which  uni- 
formity is  desirable  is  the  practice  of 
abbreviation.  The  following  system  of 
abbreviations,  as  initiated  by  the  Swiss 
government  and  approved  by  the  govern- 
ment of  Italy,  has  been  decided  upon  by 
the  International  Committee  of  Weights, 
sitting  at  Paris.  The  "  Bulletin  du  Min- 
istre  des  Travaux  Publics,"  and  some 
other  French  publications,  adopt  it: 

Lenglh Kilometer km. 

Meter m- 

Decimeter dm. 

Centimeter cm. 

Millimeter mm. 

Mikron  (0.001  mm) y 

Area Square  kilometer km*. 

Hektar ha. 

Ar a. 

Square  meter m*. 

Square  decimeter dm*. 

Square  centimeter. ....  cm". 

Square  millimeter mm*. 
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Cubic  measure.. Cubic  meter m*. 

Stere 8. 

Cubic  decimeter dm*. 

Cubic  centimeter cm*. 

Cubic  millmieter mm*. 

Capacity Hektoliter hi. 

Dekaliter dal. 

Liter 1. 

Deciliter dl. 

Centiliter ^ cl. 

Weight Ton t. 

Metric  quintal q. 

Kilogram kg. 

Gram g. 

Decigram dg. 

Centigram eg. 

Milligram mg. 

The  increasing  use  of  the  metric  sys- 
tem in  professional  literature  is  a  symp- 
tom of  progress  which  requires  a  retro- 
spect of  several  years  for  reliable  ob- 
servation. To  present  it  in  definite 
shape,  a  count  has  been  made  of  the 
linear  scales  upon  the  illustrations  pub- 
lished in  "Engineering,"  the  London 
weekly,  during  the  years  of  your  com- 
mittee's existence.  The  following  table 
gives  the  result : 
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1875 

38 

169 

207 

.18 

1876 

74 

320 

394 

.18 

1877 

37 

214 

251 

.15 

1878 

79 

262 

341 

.23 

1879 

99 

836 

434 

.23 

1880 

67 

210 

277 

.24 

The  last  column  imperfectly  shows  the 
change  that  is  slowly  and  surely  taking 
place  in  the  relative  use  of  the  metric 
and  non-metric  measures  ;  how  great  the 
relative  use  is,  it  does  not  show ;  for  the 
drawings  that  are  made  and  figured  by 
the  metric  system  are  generally  pub- 
lished in  "Engineering"  with  the  addi- 
tion of  a  linear  scale  of  feet,  though 
frequently  they  do  not  have  any  metric 
linear  scale  ;  but  it  is  very  rarely  that  a 
drawing  in  feet  has  a  metric  scale  added 
upon  publication. 

A  more  marked  illustration  may  be 
found  in  the  transactions  of  the  Ameri- 
can Society  of  Civil  Engineers.  During 
1880,    besides    the  discussion  of  inter- 


oceanic  canal  projects,  considerable  of 
which  was  in  metric  measures,  there 
were  published  three  other  papers  that 
were  either  written  in  the  metric  system 
or  with  duplicate  metric  and  old  values ; 
the  society  also  distributed  copies  of  a 
report  upon  the  Sao  Francisco  River  in 
Brazil,  written  chiefly  in  meters  with 
occasional  equivalents  in  parenthesis. 
Previously  to  1880  the  use  of  the  metric 
system  in  that  society's  transactions  con- 
sisted of  a  few  metric  scales  on  the  illus- 
trations, and  some  references  in  the  text 
where  the  metiic  were  evidently  subordi- 
nate to  the  old  measures. 

CURBENT   DISCUSSION. 

The  discussion  of  the  metric  question 
continues  brisk.     Col.  Sedgwick's  deci- 
mal system,  mentioned  above  as  opposed 
to   the    metric,   was    presented   to   the 
American   Society    of    Civil   Engineers, 
May  19,  1880.     Col.  W.  Miluor  Roberts, 
past  president  of  that  society,  now  in 
the  employ  of  the  Brazilian  government, 
writes  in  "  Journal  of  the  Franklin  In- 
stitute," for  November,  1880  (pages  24, 
25),  a  letter  in  which  he  speaks  of  the 
recent  introduction  of  the  metric  system 
into  Brazil,  and  of  its  probable  ultimate 
I  adoption  by  the  United  States.     During 
I  the  last  year  the  American  Metrological 
j  Society  has  published,  in  two  volumes, 
its  proceedings  from  December,  1873,  to 
i  December,   1879.     The    Ohio  Auxiliary 
!  Society  of    the  International   Institute 
'  has  also  published  its  proceedings  from' 
December,  1879,  through  July,  1880. 

The  Engineers'    Society  of  Western 
Pennsylvania  took  up  the  subject  at  sev- 
eral    meetings.      Mr.     William     Kent 
opened  the  discussion  with  an  instruct- 
ive paper,   March  16,   1880,   which  he 
seemed  to  think  himself  might  be  criti- 
cised as  "  straddling  "  the  question  ;  he 
humorously  compared  himself  to  Ensign 
I  Stebbins,  who  was  **  in  favor  of  the  law, 
but  agin  its  enforcement."    Lieut.  F.  A. 
Mahan  read  a  paper  May  18,  1880,  ex- 
'  plaining  simply  what  the  system  is,  and 
I  forcibly  presenting    the    leading  argu- 
|ments  in   favor  of    its   adoption.     Mr. 
1  James  Park  is  quoted  as   saying  "  that 
'  he  didn't  know  anything  about  it,  and 
didn't  want  to  know  anything  about  it." 
'  A  brief  notice  of  the  debate  is  given  in 
"Engineering  News"  of  May  22,  1880. 
I  The  written  papers  were  printed  in  the 
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society's  transactions.  Lieut.  Mahan*s 
paper  was  also  published  in  the  "  Ameri- 
can Manufacturer  **  of  June  11  and  18, 
1880. 

Mr.  Greeley's  rem^ks  at  the  May 
meeting  of  the  Civil  Engineers'  Club  of 
the  Northwest  constitute  a  simple  and 
brief  presentation  of  the  argument  in 
favor  of  his  resolution  already  quoted ; 
they  were  published  in  the  "American 
Engineer  "  for  June,  1880,  and  contained 
the  following  reply  to  an  objection  : 

"  Mr.  Coleman  Sellers,  whose  opinion 
is  entitled  to  respect,  thinks  the  cost  will 
be  very  great  in  machine  shops  and  fac- 
tories, and  estimates  it  for  a  machine  shop 
employing  150  men  at  something  like 
$150,000.  But  in  this  he  includes  the 
entire  change  or  removal  of  all  patterns, 
taps,  dies,  thread  cutters,  and  measuring 
apparatus  of  all  sorts.  Other  gentle- 
men as  competent  to  judge,  and  in 
charge  of  large  works,  thmk  this  wholly 
unnecessary,  and  believe  that  simple  and 
convenient  expressions  will  be  found  in 
metric  terms  for  values  which  we  now 
express  in  inches  and  fractions  down  to 
thirty-seconds  without  any  change  in 
the  dimensions  of  the  thing  itself.  It 
will  not  be  necessary  to  change  the 
width  of  a  railroad  track.  The  value  of 
4  feet  8^inches  is  1 435  m.  The  metric 
expression  takes  fewer  figures  and  sym- 
bols. It  will  be  known  then,  as  now,  as 
the  'common  gauge.'  No  doubt  the 
tendency  would  be  towards  dimensions 
expressed  in  even  figures,  but  the  change 
would  be  gradual,  and  attended  with  lit- 
tle cost." 

At  the  first  annual  meeting  of  the 
American  Society  of  Mechanical  Engi- 
neers, Mr.  Coleman  Sellers  read  a  paper 
entitled  **  The  Metric  System :  Is  it  wise 
to  introduce  it  into  our  Machine  Shops  ?" 
It  was  published  in  the  "Journal  of  the 
Franklin  Institute,"  November,  1880  ;  in 
the  "  Railroad  Gazette,"  Nov.  26,  1880 ; 
in  "Engineering  News,"  Nov.  20  and 
27 ;  in  the  "  American  Architect  and 
Building  News  "  of  same  dates ;  imper- 
fectly in  the  "  Iron  Age "  of  Nov.  11 ; 
and  very  likely  in  other  places  to  your 
committee  unknown.  The  interesting 
character  of  the  paper,  as  well  eb  its 
author's  reputation  entitles  it  to  this 
wide  circulation,  which  enables  all  who 
are  interested  to  read  and  judge  it  for 
themselves.     That  Mr.  Sellers  has  writ- 


ten this  paper  four  years  after  the  adop- 
tion of  the  Franklin  Institute  Report  of 
1876,  is  an  encouraging  item  of  progress, 
and  excites  curiosity  as  to  what  he  will 
say  in  1884.  It  may  be  remembered  that 
in  obedience  to  your  vote  of  Nov.  17, 
1875,  your  conmiittee  sent  to  the  Frank- 
lin Institute,  among  other  bodies,  a  letter 
saying :  "  That  the  numerous  and  very 
great  obstacles  in  the  way  of  this  reform 
can  be  surmounted  by  conducting  it  in  a 
deliberate  and  judicious  way  is  proved 
by  the  history  of  the  recent  adoption  of 
the  metric  system  in  Germany ; '  which 
it  then  proceeded  to  sketch  very  briefly, 
closing  with  a  suggestion  that  that  ex- 
ample had  better  be  followed  in  this 
country.  As  it  happened,  France  wag 
not  named  in  the  letter.  The  reply  re- 
ceived from  the  Franklin  Institute  in 
November,  1876,  was  accompanied  by  a 
copy  of  the  report  of  a  majority  of  their 
committee,  to  whom  the  letter  had  been 
referred,  bearing,  as  the  names  of  its 
signers,  first,  Coleman  Sellers,  second, 
W.  P.  Tatham,  Chairman.  That  report 
was  chiefly  made  up  of  fragments  of 
French  history,  with  brief  allusions  to 
irreligion,  paternal  government,  the  rev- 
olutionary calendar,  etc.  Most  of  its 
facts  are  to  be  found  in  John  Quincy 
Adams'  report,  made  in  1821,  and  it  con- 
tained but  little  to  show  that  its  authors 
had  learned  of  anything  that  occurred 
subsequently  to  that  date,  and  certainly 
not  the  remotest  allusion  to  Germany 
from  beginning  to  end.  In  1880,  Mr. 
Sellers  taJies  the  trouble  to  say,  with  his 
compliments,  that  it  was  Mr.  Tatham 
that  wrote  that  report,  and  a  prominent 
topic  of  his  paper  is  the  adoption  of  the 
metric  system  in  the  machine  shops  of 
Germany,  upon  which  he  dilates  as  fully 
as  if  the  subject  had  the  charm  of  novel- 
ty. He  brings  out  in  a  strong  light  the 
fact  that  the  complete  adoption  of  the 
metric  system  means  changing  old  stand- 
ard sizes,  and  states  what  standard  sizes 
are  used  in  Germany  for  scales  of  draw- 
ings, for  bar  iron,  for  shafting,  and  for 
twist  drills.  His  opinion  is,  that  in 
point  of  convenience,  these  contrast  un- 
favorably with  the  corresponding  series 
now  in  use  in  the  United  States,  though 
in  another  part  of  his  paper  he  makes  the 
general  remark  that  some  happy  coinci- 
dences are  found  in  the  use  of  the  me- 
tric system,  as  well  as  of  the  old  weights 
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and  measures.  What  he  dwells  upon 
most,  introduces  several  times,  and  giyes 
comparative  tables  for,  is  the  system  of 
screw  threads  for  bolts  and  nuts.  The 
Whitworth  system,  based  on  the  English 
inch,  being  in  use  in  Germany,  it  was 
found  impracticable  to  change  it ;  so  they 
adhere  to  it  still,  but  have  slightly  altered 
the  nomenclature,  which  Mr.  Sellers  con- 
demns in  these  words : 

"Having  given  up  the  inch,  the  Ger- 
mans formulate  their  threads  per  diame- 
ter. For  the  names  of  the  bolts  they 
must  either  retain  their  English  names, 
vnd  call  a  25.4  mm.  bolt  one  inch,  or 
they  must  call  it  what  it  is,  25.4  mm.; 
but  some  call  it  25  mm.  and  make  it  .4 
mm.  larger.  This  inch  bolt  has  8 
threads  per  inch,  and  as  the  diameter, 
too,  is  1  inch,  it  can  be  said  to  have  8 
threads  per  diameter.  A  11  inch  bolt 
measures  28.5  mm.;  it  may  be  called  29 
Bun.  size ;  it  must  be  cut  out  of  29  mm. 
iron,  the  nearest  merchant  size,  with  a 
loss  of  -^  of  a  millimeter.  This  loss 
does  not  seem  much,  but  the  dies  which 
have  to  cut  it  off  tell  the  story  very  soon. 
The  Whitworth  scale  gives  the  same 
pitch  to  1^  and  1^  screws,  viz.,  7  per 
inch.  The  exclusive  metric  shops  call 
the  one  7J  threads  per  diamter,  and  the 
other  8|,  and  yet  they  are  practically  the 
same,  and  must  be  cut  with  same  combi- 
nation of  change  wheels  on  the  lathe. 
Here  is  a  precious  example  of  what 
comes  from  trying  to  harmonize  two  sys- 
tems under  one  nomenclature.  The 
screw  system  in  general  use  is  so  good, 
it  has  been  so  long  in  use,  its  disturb- 
ance would  shock  so  many  interests,  that 
it  is  unwise  to  give  it  up,"  etc. 

That  it  would  be  feasible  to  give  it  up 
if  there  were  good  reasons  for  doing  so, 
appears  from  a  paper,*  read  by  Mr.  Cole- 
man Sellers  in  1874,  in  which  the  follow 
ing  passage  occurs : 

"  1  have  said  business  men  count  the 
cost  before  making  changes  in  matters 
of  habit  or  use;  but  when  they  can  be 
shown  that  they  will  be  gainers  by  the 
change,  they  give  in  to  it  heartily.  This 
same  example  of  screw  threads  will  serve 
as  an  illustration.     Mr.  Whitworth's  sys- 


♦  The  Metric  System  In  our  Workshops :  Will  its 
Yalad  in  Practice  he  an  Equivalent  for  the  Cost  of 
Introdnotion?  Read  at  the  Chicago  meeting  of  the 
American  Railway  Master  Mechanics*  Association, 
May,  isn,  and  published  in  the  Journal  of  the  Frank- 
Mn  Institute,  June,  1674,  and  in  the  Railroad  Qazette, 
Sept.  5,  1674. 
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tem  of  screw  threads  was  already  intro- 
duced in  all  the  principal  workshops  of 
Europe,  and  in  many  in  this  country. 
But  a  better  system  was  presented  to 
the  Franklin  Institute,  a  system  based 
on  such  simple  laws,  that,  given  the  for- 
mula with  no  existing  original  to  copy, 
any  careful  workman  can  originate  a 
given  thread  that  will  match  those  in 
use.  After  an  exhaustive  debate  on  the 
subject  of  its  introduction  by  the  vari- 
ous departments  of  our  government, 
and  a  careful  consideration  on  the  part 
of  our  mechanical  associations,  it  came 
to  be  adopted  as  the  United  States 
standard.  It  was  adopted  at  considera- 
ble expense,  because  it  was  believed  to 
be  an  improvement  on  existing  practice. 
We  have  still  to  keep  up  our  old  taps 
and  dies  for  repair  work ;  but  no  me- 
chanic has  deemed  the  expenditure  in- 
volved in  the  change  other  than  judi- 
cious." 

It  was  Mr.  William  Sellers  who  pre- 
sented to  the  Franklin  Institute  this 
"better  system."  He  was  present  by 
invitation  at  the  meeting  of  the  master 
car  builders,  in  New  York  City,  in  Decem- 
ber, 1879,  when  the  subject  of  screw 
threads  was  considered,  and  it  appeared 
that  frequently  bolts  and  nuts  purport- 
ing to  be  of  the  Sellers  standard  were 
not  interchangeable.  Mr.  Wm.  Sellers 
said,  among  other  things  :  "  It  seems  to 
me  that  the  trouble  does  not  lie  with  the 
system  of  screw  threads ;  no  difficulty 
seems  to  exist  there.  The  difficulty  is 
the  original  one  of  what  is  an  inch,"  etc. 
This  is  quoted  from  a  tolerably  full  re- 
port in  the  "  Railrbad  Gazette  "  of  Jan. 
2,  1880.  For  information  on  this  sub- 
ject, published  during  the  past  year,  ref- 
erence may  also  be  made  to  a  long  edi- 
torial article  in  the  "  Railroad  Gazette  " 
of  Jan.  9,  1880,  and  to  the  discussion  in 
the  meeting  of  the  American  Society  of 
Mechanical  Engineers,  Nov.  5,  1880,  re- 
ported in  the  "  Iron  Age  "  of  Nov.  11, 
and  to  brief  letters  in  "  Engineering  "  of 
July  16  and  23. 


One  hundred  and  fourteen  shipyard 
laborers  from  the  Clyde  recently  arrived 
at  Montreal  on  their  way  to  Wynlock 
shipyard,  at  Detroit — all,  the  American 
Manufacturer  says,  under  contract 
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SUGGESTIONS  FOE  PKEVENTING  LONDON  SMOKE   AND 
MAKING  IT  COMMEKCIALLY  AVAILABLE. 

By  W.  D.  SCOTT-MONCRIEFF,  C.  B.,  P.  R.  8.  8.  A. 
Prom  the  "  Jouma)  of  the  Society  of  Arte." 


It  is  sometimes  difficult  to  account  for 
sudden  movements  of  popular  opinion. 
When  once  they  begin,  an  element  of 
momentum  seems  to  take  the  place  of 
the  previous  inertia,  and  the  new  form 
of  social  force  appears  frequently  to  be 
directly  proportionate  to  the  one  which 
preceded  it.  We  are  now  in  the  midst 
of  one  of  these  movements  of  opinion 
that  is  not  difficult  to  account  for.  The 
interest  which  at  present  attaches  to  the 
question  of  how  best  to  obtain  the  bless- 
ings of  an  uncontaminated  atmosphere, 
has  arisen  out  of  a  state  of  things  with 
regard  to  smoke  and  fog,  that  is  recog- 
nized as  dangerous  to  the  whole  commu- 
nity. The  work  of  relating  the  means 
to  the  end  has  conunenced  in  earnest, 
and  there  is  every  likelihood  that,  before 
long,  the  public  will  be  put  in  possession 
of  information  as  to  how  the  problem  is 
most  likely  to  be  solved. 

Some  apology  is,  perhaps,  necessary 
on  my  part  to  those  who  are  at  present 
exerting  themselves  as  specialists  in  this 
field  of  inquiry,  for  not  having  laid  my 
proposals  before  them  to  the  exclusion 
of  other  channels.  I  am  sure,  however, 
that  if  any  one  of  those  gentlemen  were 
in  my  place,  they  would  have  thought 
twice  before  rejecting  so  favorable  an 
opportunity  as  the  one  which  has  been 

E resented  to  me.  The  Society  of  Arts 
as  already  identified  itself  witii  this  im- 
portant subject.  I  trust  that  further 
facts  and  information  may  be  brought  to 
light  by  this  additional  discussion,  and 
that  they  may  prove  useful  to  the  com- 
mittees whose  praiseworthy  efforts  are, 
at  present,  being  exerted  for  the  public 
good. 

The  present  position  of  the  question 
renders  it  far  from  easy  to  know  how 
best  to  deal  with  it  before  a  scientific 
audience,  who  are  well  informed.  Ma- 
terials which  were  important  contribu- 
tions a  few  months  ago,  have  already 
been  assimilated,   and  no  longer  lend 


themselves  to  the  further  elucidation  of 
the  subject  I  trust,  therefore,  I  maybe 
permitted  to  confine  myself  to  tiie  special 
scheme  which  I  propose,  and  I  need  not 
say  with  what  pleasure  it  is  that  I  do  so, 
when  I  tell  you  that,  although  it  has  oc- 
cupied my  thoughts  for  years,  this  is  the 
first  occasion  upon  which  I  have  ad- 
dressed an  audience  on  the  subject 

I  wish,  first  of  all,  to  attempt  to  make 
clear  to  you  in  a  few  words  what  is  the 
present  aspect  of  the  question,  as  re- 
gards the  methods  and  apparatus  em- 
ployed. 

The  classification  of  the  methods  may 
be  arranged  as  follows : 

1.  Burning  bituminous  coal  at  a  single 
operation,  by  exposing  it  to  the  heat  of 
the  fuel  previously  ignited.  It  is  unne- 
cessary to  say  that  this  method  embraces 
nearly  the  whole  of  the  domestic  con- 
sumption of  Ghreat  Britain,  aad  a  great 
part  of  the  commercial  consumption  as 
well. 

2.  Separating  the  gas  from  a  chei^ 
quality  of  coal,  heating  it  in  an  apparatus 
known  as  %  regenerator,  and  using  it 
without  the  solid  residue. 

3.  Separating  the  gas  from  the  coal  at 
a  comparatively  low  temperature,  adding 
the  partiy  coked  residue  of  a  previous 
charge  to  the  fuel  in  the  furnace,  and 
passing  the  gas  through  the  burning 
mass. 

4.  Using  coke  as  a  basis,  and  passing 
gas  through  the  fuel  as  a  means  of  sup- 
porting its  combustion,  both  coke  and 
gas  having  been  obtained  from  a  gas 
company. 

5.  Using  fuel  from  which  a  certain 
proportion  of  gas  has  been  extracted, 
which  is  the  special  subject  of  the  pres- 
ent paper. 

As  regards  the  apparatus,  it  naturally 
follows  the  classification  of  methods  or 
systems,  and  would  far  exceed  the  com- 
pass of  this  paper  to  describe  in  any  de- 
tail.    It  will  be  well,  however,  for  me  to 
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say  something  of  the  more  familiar  ap- 
pliances which  are  in  everj-day  use,  and 
to  remind  you  of  certain  fundamental 
principles  that  are  conmion  to  the  whole 
of  them.  As  you  are  all  well  aware,  the 
combustion  of  bituminous  coal  depends 
upon  the  combination  of  certain  gases, 
and  of  carbon  and  ogygen  at  a  high  tem- 
perature. It  is  also  familiar  to  you  all, 
that  the  oxygen  necessary  for  this  com- 
bustion is  obtained  from  the  atmosphere 
we  live  in.  One  necessary  feature  of  the 
process  is  the  creation  of  a  draught, 
which  is  obtained,  as  you  all  are  aware, 
by  the  action  of  a  heated  colimm  of  air 
in  a  shaft  or  chimney.  But  this  invaria- 
ble accompaniment  of  combustion  is,  in 
the  nature  of  things,  associated  wiiii  a 
movement,  not  only  of  the  air,  but  of  the 
gaseous  elements  of  the  fuel,  and  it  is 
almost  inconceivable  that  the  necessary 
quantities  of  oxygen  can  be  obtained 
without  this  element  of  rapid  movement. 
The  question  comes  to  be  then,  whether 
or  not  the  mean  velocity  of  the  air  and 
gases  necessary  to  supply  the  oxygen,  is 
compatible  with  the  time  that  must 
elapse  in  order  to  obtain  the  necessary 
chemical  combinations  at  the  point  of 
sufficient  temperatures,  which  is  in  the 
body  of  the  fire  itself. 

Now  in  the  case  of  freshly  added  bitu- 
minous fuel  placed  on  the  top  of  a  burn- 
ing mass,  it  is  quite  certain  that  the 
conditions  of  a  draught  are  inconsistent 
with  complete  combustion ;  and  this 
brings  us  to  a  consideration  whether  or 
not  it  is  possible  to  consume  bituminous 
coal  perfectly  at  a  single  operation,  and 
leads  to  doubt  as  to  the. possibility  of 
using  the  first  method  successfully  in 
any  apparatus,  however  ingeniously  it 
may  be  devised  for  the  purpose.  Cer- 
tain proposed  processes  are  sometimes 
so  inconsistent  with  the  operation  of  in- 
variable natural  laws,  that  a  conclusion 
on  the  subject  of  their  failure  has  the 
certainty  of  a  complete  induction.  If  an 
apparatus  depended  upjn  its  success  on 
the  tendency  of  water  to  run  up  hill,  as 
in  the  case  of  many  of  our  London  house 
drains,  we  should  be  safe  to  predict  its 
failure.  The  matter,  as  regards  the  com- 
plete combustion  of  fuel  at  one  operation, 
is  not  quite  in  this  elementary  category, 
but,  to  my  mind,  it  is  very  near  to  being  so. 
I  am  sure  many  present  will  sympa- 
thize with  me  in  the  great  difficidty  of 


making  clear  to  others  matters  that  do 
not  contain  within  themselves  all  the 
elements  of  a  complete  induction.  The 
induction  may  be  so  far  complete,  as  re- 
gards oneself,  that  the  mind  is  forced  to 
a  definite  conclusion,  but  the  discrepan- 
cies may,  nevertheless,  be  the  very  ele- 
ments which  go  to  form  a  popular  belief 
in  another  direction.  I  do  not  know  of 
any  better  way  of  illustrating  my  mean- 
ing than  referring  you  to  several  well- 
known  fields  of  invention  which,  at  one 
time,  seemed  to  be  altogether  open,  but 
which  have  become  gradually  closed  with 
the  advance  of  scientific  knowledge.  For 
instance,  in  the  early  days  of  steam  loco- 
motion, there  must  have  been  many  per- 
sons who  thought  it  presumption  on  the 
part  of  certain  engineers  to  oppose  them- 
selves to  the  principle  of  the  atmospheric 
railway.  It  must  have  appeared  to  them 
that  it  was  wrong  to  predict  the  failure 
of  science  in  one  direction  whilst  antici- 
pating its  triumphs  in  another.  And 
yet,  I  have  no  doubt,  that  men  did  ap- 
preciate at  that  time  what  was  practi- 
cally a  complete  induction  in  their  own 
minds,  however  difficult  it  may  have  been 
to  convey  tljeir  arguments  conclusively 
to  others.  Now,  I  do  not  know  of  any 
problem,  at  first  sight,  which  gives  a 
greater  promise  of  a  simple  solution 
than  the  burning  of  an  ordinary  piece  of 
household  coaL  The  elements  of  com- 
bustion not  only  seem  available,  but,  up 
to  a  certain  point,  lend  themselves  readily 
to  a  partial  solution  of  the  difficulty. 
Nothing  is  more  easy  than  to  get  a 
fire  to  bum  in  an  ordinary  grate,  and 
nothing  is  more  difficult  than  to  get  it  to 
bum  in  such  a  way  that  no  smoke  shall 
escape  up  the  chimney.  To  predict  the 
failure  of  all  appliances  for  all  time  com- 
ing to  attain  this  object  is,  therefore,  on 
the  face  of  it,  an  apparently  rash  antici- 
pation, and  yet  there  is  nothing  in  the 
scientific  aspect  of  the  problem  that  sug- 
gests any  other  conclusion  to  my  mind. 
I  am  not  so  much  inclined  to  this  opin- 
ion because  of  arguments  that  present 
themselves  readily  as  the  result  of  ex- 
periments on  a  small  scale,  but  more 
from  those  which  may  be  gathered  from 
the  experience  of  persons  engaged  in  the 
consumption  of  fuel  on  a  large  scale, 
where  the  opportunities  for  carrying  out 
complete  combustion  are  exceptionally 
favorable. 
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Taking  the  iron  trade  as  a  typical  ex' 
ample,  i  may  say  that  all  experience  in 
the  direction  of  cleanliness  and  economy 
is  tending  rapidly  towards  a  total  aban- 
donment of  the  attempt  to  bum  bitumin- 
ous coal  at  one  operation.  The  appli- 
ance which  perhaps  presents  the  greatest 
exception  to  this  rule  is  the  blast  furnace. 
The  vast  scale  upon  which  the  consump- 
tion of  fuel  is  carried  on  in  this  appara- 
tus, would  of  itself  place  it  in  an  excep- 
tional position  as  affording  peculiar 
facilities  for  obtaining  an  intense  and 
constant  temperature.  Even  here,  how- 
ever, the  operation  is  becoming,  to  a 
great  extent,  divided,  and  the  utilization 
of  the  waste  gases  for  heating  the  air 
stoves  is  of  itself  a  proof  that,  even  with 
all  its  peculiar  advantages,  the  hot  blast 
is  unable  to  carry  out  complete  combus- 
tion at  one  operation. 

Here  is  an  illustration  of  a  blast  fur- 
nace of  a  not  very  improved  or  modem 
type,  but  which  is  sufficient  to  show  the 
immense  advantage  the  apparatus  has 
over  anything  that  one  can  conceive  of, 
in  our  present  state  of  knowledge,  in 
respect  of  a  domestic  appliance.  The 
temperature  is  not  only  inttense  enough 
to  melt  iron,  but  it  is  maintained  from 
one  month's  end  to  another  with  the  skill 
and  assiduity  of  trained  workmen.  The 
air  is  not  only  introduced  in  immense 
volumes  by  means  of  powerful  blowing- 
•engines,  but  is  heated  to  a  high  tempera- 
ture before  it  reaches  the  fuel.  The 
artist  has,  I  think,  somewhat  exaggerated 
the  volumes  of  smoke  escaping  from  the 
mouth  of  the  furnace,  but  its  presence  at 
least  shows  he  was  conscious  of  its  ex- 
istence. Now,  as  a  matter  of  economy, 
these  waste  gases  are  utilized  in  the 
modern  practice  of  iron  smelting,  but  if 
they  exist  at  all  under  conditions  so  fa- 
vorable to  complete  combustion,  what 
shall  we  say  of  appliances  that  bum  a 
few  pounds  of  coal  at  a  time  under  the 
charge  of  an  overworked  housemaid  ?  I 
am  not  speaking  now  of  perfect  combus- 
tion, but  only  of  that  fair  amount  which 
is  consistent  with  a  smokeless  chimney. 

As  regards  other  departments  of  the 
iron  industry,  the  attempt  to  consume 
bituminous  coal  at  a  single  operation  is 
being  altogether  abandoned.  The  labors 
of  Dr.  Siemens,  as  embodied  in  his  regen- 
erative furnace,  have  gone  far  to  bring 
about  a  change  in  the  direction  of  scien- 


tific principles,  and  Mr.  Price  s  furnftcee, 
as  now  used  at  Woolwich  Arsenal,  are 
also  an  illustration  of  improvement  that 
has  taken  place  in  the  same  direction.  I 
shall  have  occasion  to  speak  of  these  ap- 
pliances presently.  Now,  without  saying 
that  arguments  drawn  h*om  such  chan- 
nels are  altogether  conclusive,  I  must 
say,  that  along  with  other  considerations, 
they  go  far  towards  the  formation  of  an 
opinion  that  in  cases  where  the  scale  of 
the  consumption  is  smaller,  success  will 
be  still  more  impossible  of  attainment 
As  regards  the  scale  of  appliances  that 
come  under  the  head  of  domestic  appa- 
ratus, I  believe  that  the  problem  of  con- 
suming ordinary  bituminous  coal  at  one 
operation  will  ultimately  be  abandoned 
altogether,  but  it  is  beyond  all  likelihood 
that  it  will  ever  be  satisfactorily  solved. 
A  few  years  ago  this  opinion  would  have 
been  looked  upon  as  unreasonable.  I 
have  long  been  convinced  that  it  is  a 
soimd  one,  and  this  belief  is  supported, 
not  only  by  several  eminent  autJiorities, 
among  whom  I  may  number  Dr.  Siemens, 
but  fidso  by  the  whole  tendency  of  the 
practical  improvements  which  have  been 
carried  out  in  our  great  national  indus- 
tries. I  believe  it  is  capable  of  a  theo- 
retical proof ;  but  even  if  this  were  want- 
ing, I  think  I  am  justified  in  pointing  to 
the  present  condition  of  our  large  tovms 
as  a  demonstration  of  the  failure  of  ex- 
isting appliances.  When  the  vast  amount 
of  invention  which  has  been  expended 
upon  the  problem  of  the  complete  com- 
bustion of  bituminous  coal  at  one  opera- 
tion is  taken  into  account,  and  when  it  is 
considered  that  not  one  appliance  has 
ever  been  altogether  successful,  I  think 
there  is  a  strong  prima  facie  case  made 
out  against  the  practicability  of  the  pro- 
posal. If  I  may  be  allowed  to  put  the 
argument  as  near  as  possible  in  tiie  form 
of  a  syllogism,  with  regard  to  domestic 
hearths,  I  might  say  all  bituminous  coal 
requires  a  high  temperature  steadily 
maintained  for  its  complete  combustion. 
Domestic  fires  are  incapable  of  producing 
a  high  temperature  steadily  maintained, 
therefore  domestic  fires  are  unfit  for  the 
complete  combustion  of  bituminous  coaL 
To  hold  an  opposite  opinion  with  regard 
to  the  element  of  temperature  is  incon- 
sistent with  the  facts,  and  to  insist  on 
the  high  temperature  being  condnaallj 
maintained  is  to  deprive  every  citizen  of 
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his  right  to  allow  his  fire  to  go  down 
when  the  heat  he  obtains  from  it  has  be- 
come excessive.  I  might  quote  many 
authorities  in  support  of  these  opinions. 
Even  in  the  case  of  steam  boilers,  where 
skilled  labor  is  available,  and  where  a 
high  temperature,  evenly  maintained,  is 
an  important  point,  Dr.  Angus  Smith 
shows  clearly  that  it  is  heat  that  is  re- 
quired for  the  complete  combustion  of 
the  fuel,  and  that  the  supply  of  air  in 
sufiScient  quantities  is  comparatively 
easy.  I  will  suppose  the  case  of  an  ab- 
solutely perfect  domestic  appliance  for 
the  combustion  of  bituminous  coal,  and 
I  will  ask  the  inventor  of  it  where  the 
heat  has  to  come  from  that  is  essential 
to  the  process,  when  the  fire  has  been 
allowed  to  go  almost  out,  and  the  house- 
maid adds  fresh  fuel. 

So  far,  I  have  tried  to  put  the  matter 
before  you  as  regards  temperature,  but 
a  moment's  consideration  of  the  actual 
process  of  combustion  will,  I  think,  make 
it  equally  impossible  to  escape  from  the 
conclusion  to  which  I  have  come,  even  as 
regards  the  supply  of  air  itself.  Burn- 
ing coals  dependffor  their  incandescence 
upon  the  passage  of  air  among  their  ex- 
posed surfaces.  In  an  open  brazier,  it 
may  pass  in  from  all  sides,  and  under- 
neath as  well.  So  far  this  is  a  most  fa- 
vorable condition,  but  as  it  passes 
through  the  burning  mass  the  oxygen  is 
consumed,  and  it  is  impossible  to  insure 
that  the  air  does  not  reach  some  parts  of 
the  fuel  in  an  exhausted  state.  I  have 
here  a  simple  illustration  of  my  mean- 
ing. This  common  parafiine  lamp  is  so 
arranged  that  a  current  of  air  passes  in 
close  contact  with  the  flame  from  the 
wick,  and  the  oxygen  is  consumed  in  its 
passage.  I  will  now  suppose  that  this 
piece  of  bituminous  coal,  which  I  place 
over  the  top  of  the  funnel,  holds  an  anal- 
ogous place  to  that  which  it  might  as- 
sume in  the  most  ingeniously  constructed 
stove  imaginable,  that  is  to  say,  some 
point  at  which  the  air,  which  has  already 
passed  through  the  fire,  reaches  it  ex- 
hausted of  its  oxygen.  The  temperature 
of  the  lamp  flame  is  sufficient  to  produce 
an  escape  of  gas,  and  upon  passing  my 
hand  over  the  funnel  this  is  proved  by 
the  pungent  smell  of  the  gaseous  pro- 
ducts. Now  you  will  find,  tiiat  although 
the  gas  is  escaping,  the  conditions  are 
altogether  inconsistent  with  combustion 


of  any  kind  whatever.  Upon  striking  a 
match,  and  bringing  it  near  the  top  of 
the  funnel,  you  will  see  that  it  is  in- 
stantly extinguished.  I  now  take  a  piece 
of  smokeless  fuel,  and  place  it  over  the 
funnel,  instead  of  the  piece  of  coal.  It 
goes  without  saying  that  although  there 
is  no  more  chance  of  combustion  in  the 
one  case  than  there  is  in  the  other,  still 
no  smoke  escapes,  and,  as  far  as  the 
atmosphere  is  concerned,  no  harm  is 
done. 

I  might  multiply  arguments  indefin- 
itely ;  but  as  time  is  of  importance,  I 
must  ask  even  the  unbelieving  to*  accept 
my  conclusions  in  the  meantime,  and 
simply  point  out  that  if  they  are  right, 
the  idea  of  adapting  domestic  hearths  to 
the  complete  combustion  of  ordinary 
bituminous  coal  may  be  abandoned  at 
once  and  forever.  If  smoke  were  like 
certain  gases  that  burst  into  flame 
at  a  low  temperature  when  they  es- 
cape into  the  air,  there  might  be  some 
chance  of  obtaining  a  satisfactory  result. 
But  the  fact  that  it  does  not  ignite,  even 
in  contact  with  a  red  hot  piece  of  iron, 
shows  how  temperature,  beyond  the  ca- 
pacities of  an  ordinary  hearth,  is  essen- 
tial to  its  perfect  consumption.  I  have 
here  a  list  of  the  gases  contained  in  or- 
dinary coal : 

Oas  as  supplied 
Manchester    to  Houses  of 
gas.  Parliament. 

Hydrogen 52.71  41.71 

Marsh  gas 31.03  41.88 

Carbon  monoxide 4.47  4.98 

Oleflnes 11.19  8.72 

Nitrogen —  2.71 

Carbon  dioxide 0.58  — 


100.  100. 

Now,  some  of  these  gases  combine 
with  oxygen  much  more  slowly  than 
others,  so  that  some  of  them,  in  the 
case  of  an  apparatus  depending  upon  a 
draught  (and  I  know  of  none  in  the  na- 
ture of  a  domestic  appliance  that  does  not 
depend  upon  a  draught),  would  be  half 
way  up  the  chimney  before  the  combina- 
tion was  complete. 

If  these  conclusions  are  right,  an  im- 
mense amount  of  groimd  is  cleared  as 
regards  the  solution  of  the  problem,  be- 
cause the  knowledge  of  what  will  be 
successful  is,  in  nine  cases  out  of  ten, 
arrived  at  by  discovering  what  cannot  be 
successful  in  the  nature  of  things.  The 
i  conclusion  means  in  other  words,  either 
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that  the  use  of  ordinary  bituminous  coal 
must  be  abandoned  altogether,  or  that 
some  apparatus  must  be  devised  for  do- ' 
mestic  purposes,  similar,  on  a  small  scale, 
to  those  which  have  been  introduced  in 
our  great  industries,  more  especially 
those  in  the  iron  trade,  to  which  I  have  j 
already  referred.  This  brings  us  to  speak 
of  the  second  and  third  methods,  and  I ' 
shall  do  so  in  as  few  words  as  possible. 
I  do  not  see  how  these  can  possibly  be 
carried  out,  for  the  simple  reason  that 
on  the  large  scale  skilled  labor  and  the 
means  of  maintaining  a  constant  high 
temperature  are  essential  features  of 
complete  combustion,  and  neither  can 
possibly  be  present  with  any  certainty 
in  the  case  of  domestic  fires.  Dr.  Sie- 
mens has  hit  upon  an  ingenious  plan,  by 
which  he  makes  use  of  the  operations  of 
gas  companies  to  separate  the  operation 
of  combustion,  it  may  be,  miles  away 
from  the  point  of  domestic  use.  This  is 
the  fourth  method  I  referred  to.  By 
burning  coke  with  gas  flames  burning 
through  it,  he  avoids  the  difficulties  of 
separation  as  regards  the  consumer,  and 
darries  out  a  scientific  system  of  com- 
bustion at  the  same  time.  I  propose, 
howevei*,  instead  of  this,  to  use  a  modi- 
fied condition  of  bituminous  coal,  and  1 
will  try  to  show  the  advantages  of  doing 
so.  It  might  be  presumption  on  my  part 
to  say  that  I  am  the  discoverer  of  this 
sort  of  fuel,  but  I  may  say  that,  so  far 
as  I  know,  I  am  the  first  to  bring  it  into 
public  notice. 

First,  I  may  say  that,  with  regard  to 
anthracite  coal,  if  the  principle  of  smoke- 
less fuel  is  once  recognized  and  enforced 
the  stone  coal  will  fight  its  way,  and  be 
of  great  service,  not  only  as  a  heating 
agent,  but  as  a  wholesome  source  of  com- 
petition as  well.  It  is  as  a  means  of 
saving  our  smoke  and  improving  our 
light  that  I  propose  the  fifth  method, 
and  I  shall  go  on  to  describe  it 

About  ten  years  ago  I  made  a  series  of 
experiments  upon  the  separation  of  the 
process  of  combustion  which  led  me  to 
thiQk  very  highly  of  the  class  of  fuel  to 
which  I  refer.  I  placed  a  small  Q  retort 
in  a  common  Cornish  steam  boiler,  and 
by  lowering  the  position  of  the  fire  bars, 
arranged  an  apparatus  for  the  distillation 
of  gas  from  the  fuel  in  ordinary  use,  and 
after  some  time  had  elapsed,  I  discharged 
the  gaseous  contents  of  the  retort  into 


the  furnace.  In  this  way  I  secnred 
practically  complete  combustion  by  a 
separation  of  the  fuel  into  its  constituent 
paj*t8  of  solid  carbon  and  hydro-carbon 
products.  The  semi-coke  that  resulted 
irom  this  short  distillation  waspracticaJly 
smokeless,  and  I  have  since  discovered 
that  by  treating  it  with  water  when  hot,  as 
in  the  case  of  coke,  renders  it  still  more 
smokeless.  80  far  as  I  am  aware,  it  is 
the  most  perfect  fuel  imaginable,  as  it 
has  all  the  cheerfulness  of  ordinary  coal, 
vnth  none  of  the  disadvantages  arising 
from  the  creation  of  smoke. 

I  must  now  ask  you  to  turn  your  at- 
tention to  the  present  condition  of  Lon- 
don as  regards  its  fuel,  and  to  make  an 
effort  to  realize  how  matters  actually 
stand.  Leaving  out  of  question  the  coke 
which  is  consumed  by  the  pubUc,  I  want 
you  to  realize  the  fact  that  there  are 
about  four  million  tons  of  coal  consumed 
in  London  every  year.  You  may  con- 
ceive of  this,  more  readily,  as  a  solid 
cube,  with  a  base  of  about  200  yards, 
built  square  upon  all  sides,  to  the  height 
of  the  cross  on  St  Paul's  Cathediul. 
This  is  what  is  burned  for  the  purpose 
of  obtaining  heat,  in  addition  to  the  sur- 
plus coke  sold  by  the  gas  companies. 
Bearing  this  in  mind,  I -must  now  ask 
you  to  try  to  realize  another  quantity, 
viz.,  about  2,000,000  tons — ^usedfor  the 
purpose  of  obtaining  light  This  would 
be  represented  by  a  cube  about  140  yards 
at  the  base,  built  up  to  a  height  of  430 
feet.  All  this 'vast  quantity  is  passed 
through  retorts,  and,  after  a  large  amount 
of  bad  gas  has  been  extracted  from  it,  it 
is  converted  into  cinders  called  coke. 
Now,  it  has  entirely  escaped  observation 
that  the  gigantic  appliances  necessary  for 
treating  the  one  heap  of  coals  on  a  long 
extraction,  with  bad  results,  is  capable 
of  extracting  a  small  quantity  from  both 
heaps  of  coals  on  a  short  extraction,  with 
good  results  both  as  regards  gas  and 
fuel.  The  fuel  would  be  similar  to  that 
which  resulted  from  the  experiments  I 
have  referred  to,  the  illuminating  power 
of  London  gas  would  be  approximately 
doubled,  and  the  aniline  dyes  and  am- 
monia, and  other  products  of  the  pro- 
cess of  distillation,  must  be  doubled  as 
well. 

To  those  who  may  be  ready  to  exclaim 
against  the  vast  capital  which  will  be  re- 
quired to  carry  out  this  operation,  I  will 
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now  show  you  how  it  is  that  no  addi- 
tional plant  is  necessary  in  order  to  ob- 
tain this  result.  We  will  begin  by  a  fa- 
miliar illustration.  Supposing  one  of 
tiie  smaller  gas  companies  were  to  begin 
to-morrow  to  adyerUseand  sell  coal  from 
which  only  3,000  cubic  feet  of  gas  had 
been  extracted  per  ton.  The  fuel  must 
be  cheap  to  the  consumer  at  23s  per  ton, 
and  thus,  to  start  with,  the  company 
would  recoup  its  outlay  for  coal,  which 
we  will  suppose  cost  them  on  an  average 
about  168,  per  ton.  But,  in  order  to 
keep  up  its  uormal  production  of  gas,  so 
Boon  as  a  retort  was  discharged,  it  would 
simply  need  to  be  charged  again.  In 
this  manner  gas  would  be  coming  away 
from  the  retort  all  day  long,  just  as  for- 
merly, with  a  slight  loss  of  time  to  be 
allowed  for  the  additional  frequency  of 
the  charging.  As,  however,  the  gas  un- 
der the  proposed  arrangement  comes  off 
much  more  rapidly  than  under  the  exist- 
ing system,  the  supply  at  the  end  of 
the  24  hours  would  be  in  excess  of  that 
which  is  obtained  from  the  long  extrac- 
tion, and  in  this  way  less  and  not  more 
plant  would  be  necessary  to  give  the 
same  quantity  in  a  given  time.  But  in- 
stead of  bad  12-candle  gas,  they  would 
have  20  or  24-candle  gas  to  dispose  of, 
with  double  the  quantity  of  bye-products 
to  the  good  in  addition.  What  appUes 
to  the  case  of  one  small  company  would 
of  course  apply  equally  to  the  whole 
combined. 

I  have  already  trespassed  on  your  time 
at  considerable  length,  but  as  there  are 
no  doubt  many  here  present  who  prefer 
an  ounce  of  practice  to  a  hundred  weight 
of  theory,  I  think  it  well  to  tell  you  that 
my  scheme  has  already  been  carried  out 
at  Woolwich  Arsenal  when  all  other 
methods  had  failed  to  supply  the  estab- 
lishment with  sufficient  light.  When  I 
say  my  scheme,  I  say  so  with  an  import- 
ant limitation  in  this  particular  case,  be- 
cause when  I  went  to  explain  the  pro- 
posal to  Mr.  Wallace,  who  is  one  of  the 
most  scientific  gas  managers  in  the  king- 
dom, I  found  he  had  already  been  in  the 
habit  of  adopting  it.  Curiously  enough, 
however,  he  had  never  generalized  from 
the  facts,  and  until  I  pointed  out  the 
wide  applications  of  which  it  was  capa- 
ble, had  not  thought  of  it  as  a  means  of 
utilizing  the  smoke  of  our  great  cities. 
During  the  long  winter  evenings,  the 


available  plant  at  the  Arsenal  frequently 
falls  short  of  the  demands  that  are  made 
upon  it.     Under  ordinary  conditions,  the 
supply  of  16-candle  gas  is  just  sufficient 
for  the  purpose  of  supplying  Hght,  and  if 
we  take  the  quantity  of  this  to  be,  say  100 
cubic  feet  per  unit  of  time,  then  if  20- 
candle  gas  were  substituted,  the  quantity 
of  light  would  be  increased  proportion- 
ately, that  is  to  say  from  100  to  125,  in 
terms   of  a  photometric  measurement. 
Now,  not  only  is  this  result  obtained,  as 
regards  the  quality  of  the  gas,  by  simply 
removing  one  charge  of  coals  at  the  end 
of  four  hours  and  substituting  a  fresh 
one,  but  larger  quantities  of  the  better 
gas  are  obtained,  and  that  for  two  rea- 
sons.    First  of  all,  the  ^as  comes  off  in 
greater  quantities  per  unit  of  time  on  an 
average  short  extraction  than  od  an  aver- 
age long  one ;  and  the  fuel  used  for  heat- 
ing the  retorts,  being  greatly  superior  to 
ordinary  coke,  assists  tiie  operation  still 
further.     In  this  way,  then,  the  superi- 
ority of  the  short  extraction  is  proved  in 
all  directions.     I  have  here  a  few  speci- 
mens of  the  fuel.     No.  1  represents  an 
extraction  of  3,000  cubic  feet  per  ton; 
and  if  it  were  used  in  London,  this  city 
would  be  rendered  practically  smokeless. 
I  must  explain,  however,  that  an  experi- 
mental retort  does  not  give  a  fair  speci- 
men of  the  fuel.     Measurement  by  the 
meter  is  the  only  method  of  guessing  at 
the  amoimt  of  extraction ;  but  this  is  by 
no  means  a  satisfactory  test  of  the  equa- 
ble character  of  the  distillation.     That  is 
to  say,  that  the  lA  cubic  feet  of  gas  which 
may  come  away  from  1  lb.  of  coal  in  an 
experimental  retort,  although  a  satisfac- 
tory test  of  the  extraction  being  at  the 
rate  of  about  3,000  cubic  per  ton,  may, 
nevertheless,  have  come  to  a  great  extent 
from  the  outer  surface  of  the  sample, 
leaving  the  interior  both  bituminous  and 
smoky.    In  an  ordinary  extraction  on  the 
large  scale,   the  fuel  may  be  taken  as 
smokeless  and  in  every  way  suitable  for 
domestic  consumption. 

Perhaps,  the  most  pleasant  way  to 
conclude  this  paper  would  be  to  draw  a 
picture  of  the  present  state  of  London — 
overcast,  filthy,  given  to  fogs,  grievous 
to  breathe  in — with  the  London  of  the 
future,  clear  as  ihe  tops  of  the  Surrey 
hills,  if  the  fuel  I  have  been  describing 
were  in  universal  use.  I  must  ask  you 
instead,  however,  to  follow  me  through  a 
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few  figures  which  explain  the  financial 
bearing  of  my  scheme  upon  the  commu- 
nity generally. 

First,  then,  as  regards  capital  expendi- 
ture, I  propose  to  take  advantage  of  the 
existing  plant  of  the  gas  companies.  I 
find  they  are  amply  sufficient  for  the  pur- 
pose. 

Instead  of  taking  10,000  cubic  feet  of 
gas  per  ton  from  tiie  coal,  1  propose  to 
take  3,333  cubic  feet,  and  to  pass  three 
times  the  quantity  through  the  retorts, 
or  in  any  other  proportion  that  may  be 
found  most  convenient.  The  result  of 
doing  so  is  startling. 

The  companies  will  have  double  the 
quantity  of  by-products  they  have  at 
present  in  the  shape  of  tar  and  ammoni- 
acal  liquids ;  the  community  will  have 
24-candie  gas  instead  of  16-candle  gas ; 
the  fuel  resulting  from  the  process  will 
light  readily,  and  it  will  make  a  cheerful 
fire  that  gives  out  20  per  cent,  more  heat 
than  common  coal;  London  would  be- 
come a  smokeless  city. 

In  dealing  with  the  figures,  I  shall 
take  them  roughly,  but  in  such  a  way 
that  by  including  a  few  outlying  corpora- 
tions they  could  be  made  absolutely  cor- 
rect. 

I  take  the  total  annual  consumption  of 
coal  in  London  to  be  6,000,000  tons.  Of 
this  I  take  2,000,000  tons  to  be  the  an- 
nual consumption  of  the  gas  companies. 
The  total  quantity  of  fuel  used  for  gen- 
eral purposes  I  take  to  be  4,000,000  tons 
of  coal  and  1,000,000  of  coke  sold  by  the 
gas  companies. 

We  shall  now  see  what  would  be  the 
result  if  we  treat  the  whole  of  the  6,000,000 
tons  in  the  retorts  on  an  extraction  of 
less  than  three  hours,  instead  of  the  six 
hours  at  present  prevailing. 

The  total  quantity  of  16-candle  gas 
consumed  in  London  may  be  taken  at 
20,000,000,000  cubic  feet.  This  would  be 
at  the  rate  of  3,333  cubic  feet  per  ton 
upon  6,000,000  tons,  the  total  quantity 
of  coal  consumed  in  London.  The  re- 
sidual smokeless  fuel  would  amount  to 
5,100,000  tons.  Of  this  1,000,000  tons 
would  be  required  for  the  extraction  of 
the  gas,  leaving  4,100,000  available  for 
the  general  uses  of  the  commimity.  This 
has  to  be  compared  wifh  the  4,000,000 
tons  of  coal  and  the  1,000,000  tons  of 
coke  already  referred  to  as  consumed  at 
present.     Now,  the  smokeless  fuel  which 


results  from  an  extraction  of  3,333  cnbi<^ 
feet  of  gas  per  ton  has  a  heating  capa- 
city fully  20  per  cent,  greater  tlum  com- 
mon co^,  and  10  per  cent  greater  than 
coke.  This  gives  us  the  exact  equiva- 
lents of  the  5,000,000  tons  of  fuel  at 
present  in  use. 

So  far  the  account,  as  regards  the  fuel 
available  for  the  community,  balances. 
We  may  now  deal  with  the  difterence  in  . 
value  between  16  and  24-candle  gas.  As 
the  value  of  the  gas  varies  directly  as  its 
illuminating  power,  the  calculation  Ib 
very  simple.  If  we  take  the  average 
price  of  16-candle  gas  to  be  3«.  6d.  per 
thousand  cubic  feet,  we  shall  find  the 
total  value  of  the  20,000,000,000  con- 
sumed in  London  to  be  £3,500,000,  but 
as  we  have  by  my  scheme  the  same  quan- 
tity of  24-candle  gas,  the  value  will  be 
increased  to  £5,250,000 ;  here  then  we 
have  an  annual  sum  of  £1,750,000  to 
place  to  the  credit  of  the  system. 

Turning  now  to  the  by-products :  see- 
ing the  gas  companies,  by  the  new  ar- 
rangements, would  subject  three  times 
the  quantity  of  coal  to  the  heat  of  their 
retorts  during  the  period  when  the  tar 
and  ammoniacal  liquors  pass  off  most 
rapidly,  I  do  not  think  I  am  wrong  in 
estimating  the  yield  at  double  its  present 
amount  Taking  this  upon  the  tar  and 
ammonia  to  yield  3«.  9d,  per  ton  of  coal, 
we  find  the  total  value  of  these  by-pro- 
ducts to  be,  at  present,  on  the  supposed 
consumption  by  the  gas  companies  of 
2,000,000  tons  of  coal  per  annum, 
£375,000.  This  being  doubled  under 
my  scheme,  an  additional  sum  of  £375,000 
must  be  placed  to  its  credit 

But  the  basis  upon  which  we  have 
hitherto  been  arguing  is  that  the  gas 
companies  under  the  proposed  scheme 
are  getting  their  coal  for  nothing.  We 
have  been  supposing  that  the  community 
become  the  purchasers  of  6,000,000  tons 
of  coal  and  hand  it  to  the  gas  companies. 
At  present  London  only  pays  for  its  gen- 
eral consumption  on  4,000,000  tons  of 
coal  and  1,000,000  of  coke.  Let  us  now 
suppose  that  the  companies  pay  the  same 
sum  annually  that  they  do  at  present  for 
their  coals ;  if  so,  they  would  pay  upon 
2,000,000  tons,  or  an  annual  amount  of 
£1,600,000,  if  their  coals  cost  16s.  per 
ton.  From  this  falls  to  be  deducted  the 
money  they  at  present  draw  from  their 
sales  of  coke,  which,  when  taken  at  Ss, 
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per  ton  of  coal  carbonized  under  the 
existing  system,  still  leaves  a  sum  of 
£1,000,000,  which  they  could  afford  to 
pay  per  annum  for  the  use  of  the  6,000,000 
tons  of  fuel  as  proposed  in  my  scheme. 
We  will  now  take  the  total  payments  of 
the  community  for  their  coal  to  be  upon 
6,000,000  tons,  for  which  we  will  further 
suppose  they  pay  at  the  rate  of  16«.  per 
ton  first  cost.  This  would  amount  to 
£4,800,000  per  annum.  From  this  has  to 
be  deducted  the  £1,000,000  contributed 
by  the  gas  companies  for  the  use  of  the 
fuel,  also  the  £1,760,000  charged  on  the 
difference  between  the  ]  6  and  24  candle 
gas  already  referred  to,  also  the  sum  of 
£376,000  of  additional  income  from  the 
byproducts.  This  would  leave  a  net 
sum  paid  by  the  community  for  its  fuel 
under  my  scheme  of  £1,676,000.  Under 
the  present  system  they  have  to  pay,  say 
16«.  per  ton  on  4,000,000  tons  of  coal, 
and  say  12s,  per  ton  on  1,000,000  tons  of 
coke.  This  makes  in  all  the  sum  of 
£3,800,000  per  annum.  Here  then  we 
have  a  balance  in  favor  of  my  scheme  of 
£2,126,000  annually.  This  may  be  taken 
as  the  yearly  value  of  London  smoke, 
which  I  propose  to  convert  into  useful 
products  by  the  plant  at  present  in  use. 


I  have  only,  in  conclusion,  to  say  one 
or  two  words  about  the  efficiency  of  the 
scheme  as  regards  the  fuel.  It  lights 
easily,  it  gives  off  no  smoke,  it  makes  a 
cheerful  fire,  it  gives  out  more  heat  than 
either  coal  or  coke,  it  will  be  cheaper  per 
heat  unit  than  the  coal  at  present  in  use, 
London  would  become  a  smokeless  city, 
and  all  that  would  fall  to  be  deducted 
from  the  sum  of  £2,126,000  per  annum 
would  be  confined  to  a  few  items,  such 
as  the  cost  of  additional  workmen  em- 
ployed in  charging  the  retorts,  interest 
upon  additional  capital  required  for 
transit  appliances,  and  the  terms  to  be 

'  made  with  the  gas  companies  for  carry- 
ing out  the  scheme. 

I  I  have  much  pleasure  in  acknowledg- 
ing the  help  I  have  received  from  Mr. 

I  Wallace,  the  gas  manager  at  Woolwich 
Arsenal,  and  the  valuable  information 
obtained  from  Mr.  Field's  tabulated  ac- 
counts of  the  London  gas  companies. 
So  far  as  I  am  aware,  my  contributions 
to  the  Builder  and  elsewhere  are  the  only 
writing  on  the  subject  of  my  proposal 
that  has  ever  been  made  public.  I 
should  say,  in  conclusion,  that  I  have  no 
pecuniary  interest  whatever  in  the  scheme 
I  propose. 
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From  *•  The  Builder.' 


An  interesting  description  of  the  ma- 
sonry of  the  portion  of  Roman  wall 
lately  discovered  in  the  excavation  for 
the  Fenchurch  Street  Railway  Station, 
has  been  sent  to  the  daily  papers  by  the 
engineer  of  the  Great  Eastern  Railway. 
The  top  of  the  portion  discovered  was 
about  9  ft  below  the  surface,  and  the 
bottom  9  ft.  lower,  giving  a  total  of 
18  ft.,  which  very  fairly  corresponds  to 
what  we  have  before  had  occasion  to 
mention  as  a  rough  scale  for  the  accumu- 
lation of  debris  on  town  sites,  of  about  1 
ft.  per  hundred  years.  There  are,  how- 
ever, several  particulars  of  an  unusually 
suggestive  nature  with  regard  to  this 
wtUl.  We  need  only  slightly  refer  to  its 
ponderous  strength — 9  ft.  in  thickness  at 
its  foundations — a  strength  which,  before 
the  invention  of  gunpowder,  was  enough 


to  guarantee  a  long  resistance  to  even  a 
pertinacious  attack. 

But  it  was  not  on  mass  alone  that  the 
Roman  builder  depended  for  security. 
When  we  consider  the  details  of  the 
present  portion  of  his  structure,  we  shall 
see  how  much  thought  has  been  given  to 
the  production  of  stable  and  durable 
work.  Of  the  character  of  the  cement 
used  we  shall  have  a  word  or  two  to  say, 
only  now  remarking  that  after  a  lapse  of 
more  than  1500  years  the  solidity  of  the 
work  is  such  as  to  render  its  demolition 
— even  when  attempted  course  by  course 
— a  very  serious  affair.  The  courses  of 
wall  are,  in  the  main,  6  in.  courses  of 
random  rubble,  in  hmestone  and  mortar. 
But  the  thickening  of  the  wall,  not  being 
effected  by  batter,  but  by  steps,  involved 
the  introduction  of  a  material  that  would 
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afford  a  more  level  surface  than  rubble 
for  the  offsets — ^if  we  rightly  understand 
Mr.  Langleys  expression,  "projecting 
three  inches.*'  This  material  is  afforded 
by  what  the  account  calls  tiles,  but 
which  are  really  the  Boman  bricks,  fre- 
quently found  in  ancient  work  in  this 
country,  and  made  and  used  to  this  day 
in  Italy.  These  bricks  are  17  in.  long, 
12  in.  broad,  and  1^  in.  thick. 

There  can  be  no  doubt  that  the  Roman 
bricks  were  introduced  in  order  to  form 
plinths  or  level  offsets,  as  three  offsets 
on  each  side  of  the  wall  are  thus  finished. 
The  value  of  the  long  flat  form  for  bond 
is  also  to  be  remarked.  The  two  upper 
layers,  of  three  courses  each,  extended 
through  the  wall.  The  lowest  layer, 
18  in.  above  the  foundation,  was  prob- 
ably not  far  from  the  level  of  the  soil. 
This  course  only  extended  18  in.  into 
the  wall ;  the  rubble  being  built  on  two 
layers  of  blocks  of  stone,  each  9  in.  deep, 
and  about  2  ft.  square.  It  will  be  very 
interesting  to  ascertain  from  what  quar- 
ries the  Romans  brought  the  limestone 
to  build  the  wall  of  London;  and  Mr. 
Langley  will  do  good  service  to  archaeol- 
ogy, as  well  as  to  the  kindred  profes- 
sions of  the  architect  and  of  the  engi- 
neer, if  he  will  obtain  an  accurate  analy- 
sis of  the  stone  foimd,  and  aid  in 
determining  whence  it  was  brought. 

Under  the  stonework  of  the  wall  was  a 
bed,  composed  of  six  layers  of  flint  and 
clay,  2  ft.,  6  in.  deep.  "Whatever  was  the 
level  of  the  soil,  this,  no  doubt,  must 
have  been  a  sunk  and  buried  foundation. 
There  occurs  a  very  remarkable  parallel 
to  the  mode  of  preparing  the  founda- 
tion of  the  second  city  built  on  the 
site  of  Novum  Ilium,  in  which  cakes 
of  clay  were  used  as  a  sort  of 
packing  for  the  foundations.  Between 
each  course  of  flint  in  the  London  wall 
was  a  bed  of  clay  about  1^  in.  thick. 
This  structure  was  carried  down  3  ft. 
into  a  soHd  bed  of  gravel.  It  would 
seem  as  if  the  ancient  builder  was  of 
opinion  that,  when  protected  from  at- 
mospheric effect,  clay  was  reliable  as  a 
building  material,  and  the  existence  of 
the  wall  confirms  the  truth  of  this  opin- 
ion. 

The  Roman  bricks  are  bright  red,  well 
burnt,  and  retain  their  form  and  sharp 
arrises.  About  the  year  1844,  during 
the  construction   of    the    railway  from 


Gravesend  to  Bochester,  specimens  of 
Boman  pottery  were  discovered,  in 
which  the  bright  red  color,  and  smooth, 
sharp  surface,  were  like  those  of  Samian 
ware.  But  the  simplicity  in  form  of 
some  of  the  articles  was  such  as  to 
render  it  highly  improbable  that  they 
had  been  imported.  Like  the  bricks, 
they  must,  we  should  conceive,  have 
been  British-made.  One  of  the  Graves- 
end  vessels,  more  like  the  saucer  of  a 
garden-pot  than  anything  else,  but 
smooth  and  bright,  had  the  word 
'"graciscse"  oH  it  in  raised  characters 
from  an  indented  stamp.  The  Society 
of  Antiquaries  have  not  as  yet  explained 
this  word.  It  seems  to  indicate  the 
existence  of  some  Boman  earthenware 
manufactory  in  the  valley  of  the  Thames; 
and  the  red  bricks  in  London  wall  seem 
to  us  to  tell  the  same  tale. 

We  now  come  £o  the  question  of  the 
mortar.     And  here  we  would  ask  our 
readers  to  compare  the  perfect  petrifac- 
tion of  the  lime  used  in  the  old  Boman 
work  in  this  country  with  the  crumbling 
condition  of  the  mortar  in  many  of  the 
ruins  of  300  or  400  years  later  date. 
Who  has  not  been  struck  with  this  in 
examining  such  a  ruin  as  Eenilworth,  or 
in  making  his  way  up  the  turret  stair- 
case of  some  long-deserted  keep  ?     If  we 
compare  the  Boman  mortar  of  the  third 
or  fourth  century  with  the  London  mor- 
tar of  to-day,  what  is  the  result  ?    The 
architect  shakes  his  head,  but  is  unable 
to    repress    a    smile    at    the    question. 
"Yes,"  he  says,  "  but  look  at  the  age  of 
the  one."    Is  that  a  satisfactory  reply? 
We  at  once  admit  that  a  certain  time  is 
assignable  during  which  well-prepared 
mortar    gradually    becomes    more    and 
more  solid,  more  and  more,  to  repeat 
the  word  purposely  before  used,  petri- 
fied ;  but  we  do  not  think  that,  when  a 
certain  time  has  gone  by,  the  process 
continues.      Between    a    house    of    six 
weeks  old  and  one  of  six  years  every  one 
can  perceive  the  difference.     Gk>  back  to 
sixty  years  and  you  may,  perhaps,  say 
the  same.     From  60  to  GOO  we  are  not 
prepared  to  say  what  takes  place.     But 
as  between,  let  us  say  1,200  and  1,600 
years,  we  do  not  think  that  at  all  events 
any  solidifying  process  goes  on.     Things 
being  alike— that  is  to  say,  the  mortar 
being  as  well  made  by  the  castle  builders 
of  the  twelfth  or  fourteenth  century  as 
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by  the  wallers  of  the  third  or  fourth 
century,  we  think  that  any  difference  in 
solidity  could  not  be  expected  to  be  in 
favor  of  the  latter. 

We  conclude,  then,  that  the  builders 
of  the  Boman  wall  of  London  made  use 
of  British  materials,  to  which  they 
applied  the  patient  forethought  and 
thorough  integrity  of  execution  that 
characterize  Boman  work.  They  dug 
the  clay  of  the  valley  of  the  Thames,  and 
instead  of  moulding  it  into  thick  blocks 
hard  to  bake,  and  next  to  impossible  to 
bake  thoroughly  through,  they  moulded 
it  into  flat  IJ  in.  plates,  on  which  the 
vitrifying  process  could  have  full  effect, 
and  which  are  almost,  if  not  quite,  as 
durable  as  fire-brick.  As  to  brick,  then, 
there  is  no  doubt.  But  how  about  the 
mortar?  As  to  that,  also,  we  have  our- 
selves no  difficulty.  The  Bomans  used 
British  lime,  whether  burnt  from  the 
chalk  from  Gravesend  or  from  some 
other  and  harder  stone  it  is  for  the 
chemist  to  tell  us;  but  they  made  it  into 
mortar  in  the  Boman  method.  What  is 
that  ?  a  reader  may  ask.  We  have,  we 
think,  before  now,  mentioned  in  these 
columns  what  it  was ;  but,  if  so,  it  may 
well  bear  to  be  repeated.  It  was  the 
diametric  opposite  of  the  present  Eng- 
lish method.  There  are  many  builders 
and  persons  conversant  with  public 
works  who  can  remember  the  immense 
care  which  Mr.  Brunei  bestowed  upon 
his  specifications,  and  the  elaborate 
system  of  inspection  by  which  he 
effected  the  practical  application  of  his 
rules.  No  one,  as  far  as  our  experience 
goes,  in  modem  times,  so  labored  to 
secure  the  greatest  excellence  of  work. 
In  fact,  it  is  well  known  that  what  Mr. 
Brunei  called  rubble  would  be  called 
ashlar  by  some  of  his  contemporaries, 
and  that  the  rigidity  with  which  his 
orders  were  carried  out  made  it  by  10 
per  cent,  or  20  per  cent,  more  costly  to 
execute  his  designs  than  those  of  some 
of  his  brethren.  Mortar,  of  course,  ex- 
ercised much  of  his  care,  and  the  mortar 
that  he  used  was  mixed  hot  from  slack- 
ing the  lime.  If  any  remained  to  the 
next  day,  it  was  to  be  thrown  away. 
Such  was  the  specification;  and  although 
that  was  an  extreme  case,  we  apprehend 
that  nine  builders  out  of  ten  would  say, 
if  it  erred  at  all,  it  erred  on  the  right 
side. 


In  Italy  an  opposite  view  is  taken,  and 
an  opposite  method  is  adopted.  The 
first  practical  preparation  for  building  in 
that  country  is  to  dig  a  large  oblong 
square  pit,  into  which  the  lime  is  thrown 
when  burnt,  and  covered  with  water.  It 
is  thought  desirable  to  throw  in  at  once 
all  the  Bme  that  will  be  required  for  the 
building,  and  the  longer  it  is  before  it  is 
used  the  better  it  is  considered  to  be. 
It  forms  a  dense  paste,  which  is  taken 
out  with  a  spade  and  mixed  with  sand 
or  pozzuolaua  as  required.  It  is  usual 
to  keep  it  moist,  but  we  have  never 
heard  of  or  seen  any  thrown  aside  for 
any  cause  at  all.  The  magnificient  char- 
acter of  the  work  done  with  this  mortar 
is  well  known.  The  Italians  of  many 
districts  are  bom  masons.  Where  we 
should  call  in  the  carpenter,  and  rig  up 
a  shore,  a  center,  or  a  set  of  props,  the 
Italian  builder  runs  up  a  temporary 
walL  He  saves  the  cost  of  wood,  for  he 
can  use  the  stone  over  again;  and  his 
I  temporary  work,  if  required,  will  last 
almost  as  long  as  his  permanent  work. 
[  In  the  cases,  which  are  far  from  uncom- 
mon, of  damage  to  building  from  earth- 
quake, the  wonderful  celerity  with  which 
they  are  repaired  is  quite  a  phenomenon. 
Again,  many  of  the  Italian  roofs  are 
made  of  a  species  of  mortar,  a  mixture 
of  lime  and  clay,  beaten  for  a  week  or 
ten  days  incessantly  with  clubs  or 
mallets.  The  surface  is  quite  water- 
tight, a  condition  by  no  means  to  be 
obtained  by  English  mortar.  Again,  for 
plasters  of  all  kinds,  down  to  the  smooth 
surface  which  lends  itself  to  the  rapid 
brush  of  the  frescoe  painter,  the  excel- 
lence of  the  Italian  lime,  notwithstanding 
the  wide  geological  range  from  which 
the  limestone  is  taken,  is  something  that 
lis  unattainable  in  England.  It  is  all 
very  well  to  say  that  the  genius  of  the 
English  school  does  not  tend  to  work  in 
fresco;  there  is  something  more  than 
thai  The  English  artist  has  not  the 
opportunity  of  exercising  himself  by 
that  most  artistic  use  of  his  implements. 

We  recently  saw  a  very  remarkable 
illustration  of  the  difference  effected  in 
the  same  material,  and  that,  too,  a 
cement,  by  the  mode  of  treatment.  We 
know  an  artist  of  rare  patience  and  skill 
in  the  restoration  of  broken  china.  We 
know  of  a  dragon  vase,  once  fractured 
JTito  twenty-five  pieces,  and  of  a  china 
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plate,  shivered  into  nearly  forty  bits, 
that  are  now  on  their  owner's  shelves, 
without  any  visible  mark  of  a  crack. 
The  cement  that  was  used  is  that  known 
as  the  ** Mend-all  cement";  but,  of  course, 
the  skill  goes  for  much  more  than  the 
choice  of  material. 

The  artist  in  question,  however,  has 
long  been  careful  to  procure  the  smallest 
possible  bottles  of  the  cement ;  and  that 
for  the  following  reason :  The  material 
is  prepared  for  use  by  dipping  the  bottle 
containing  it  into  hot  water.  It  then 
becomes  fluid,  and  is  easily  applied  to 
the  edges  to  be  joined,  the  fragments 
being  themselves  kept  in  hot  water,  and 
taken  out  and  wiped  before  being 
cemented  and  put  into  place.  If  a  large 
number  of  mends  are  made,  and  the 
whole  affair  gets  out  of  shape^which  it 
is  very  difficult  in  that  case  to  avoid— 
the  mended  article  is  again  put  in  very 
hot  water,  when  it  comes  to  pieces  at 
once.  Each  piece  has  to  be  carefully 
wiped  and  re-cemented. 

The  objection  to  large  bottles  of 
cement  is  this — hitherto  a  perfectly 
empirical  oi\e: — After  the  cement  has 
been  liquefied  and  cooled  a  certain  nxim- 
ber  of  times,  it  becomes  refractory.  It 
no  longer  Hquefies  easily,  if  at  aU.  It 
makes  bad  mends,  or  is  altogether  useless. 

To  this  long-observed  fact,  a  second 
observation  has  been  added,  within  the 
last  few  days,  which  is  highly  significant 
The  bell  of  a  "Queen's"  reading  lamp, 
which  had  a  large  piece  broken  out  of  it 
some  years  ago,  was  mended  by  the 
artist  in  question,  and  has  been  in  night- 
ly use  ever  since.  After  the  fashion  of 
mended  things,  this  glass  shade  has 
outlived  its  more  robust  brothers.  But 
the  line  of  junction  was  visible,  and  the 
repairer  thought  that  it  would  be  an  im- 
provement to  wash  the  bell,  remove  the 
old  cement,  and  re-cement  it.  The  bell, 
however,  thought  otherwise.  To  the 
surprise  of  the  operator  it  laughed  at 
the  hottest  water,  and  absolutely  re- 
fused to  allow  the  crack  to  re-open,  or 
the  cement  in  any  way  to  soften  or  dis- 
solve. 

This  phenomenon  is  worthy  of  reflec- 
tion. It  is  impossible  to  disconnect  it 
from  the  behavior  of  the  cement  in  the 
bottle.  The  shade  of  a  queen's  lamp 
does  not  get  so  hot  as  to  bum  one's 
fingers,  but  it  gets  warm.     The  mended 


individual  has  thus  been  warmed  and 
allowed  to  cool  at  least  a  thousand  times. 
At  what  stage  in  the  process  the  chemi- 
cal change  was  complete  it  is  impossible 
to  tell.  Very  likely  in  twenty  or  thirty 
days.  But  slowly  and  gradually  the 
cement  has  so  parted  with  some  element 
of  solution  as  to  vitrify,  or,  at  all  events, 
to  imite  itself  with  the  glass  in  a  union 
indissoluble  by  the  agency  of  hot  water, 
the  original  solvent  of  the  preparation. 

We  cannot  bake  walls,  unless  it  be  by 
selecting  very  hot  weather  for  their  con- 
struction. On  the  other  hand,  we  can 
avoid  that  soaking  of  the  bricks,  if  rain 
happen  to  come  on  during  the  process  of 
building,  of  which  no  notice  is  now  usu- 
ally taken.  "We  know  of  ore  costly 
building,  of  which  the  color  is  perman- 
ently and  entirely  ruined  by  this  neglect. 
Our  object  is  to  induce  the  Boyal  Insti- 
tute of  British  Architects,  the  Institution 
of  Civil  Engineers,  or  others  whom  it 
may  concern,  to  investigate  this  import- 
ant fact  of  the  behavior  of  lime  or  other 
cement.  "What  is  the  eflfect  of  time  on 
their  cohesive  force!  Should  time  be 
allowed  to  elapse  before  the  use,  as  is 
the  case  in  Italy!  Should  it  be  com- 
bined with  repeated  rise  and  fall  of 
temperature,  as  in  the  case  of  the  Mend- 
all  cement  and  of  the  lamp-glass  that  we 
have  cited!  Will  an  exposure  of  a  certain 
duration  to  a  steady  heat  have  the  same 
effect !  And,  if  so,  what  heat,  and  for 
how  long  applied!  These  are  questions 
of  primary  interest  to  the  architect 
Their  solution  may  place  a  new  material 
within  his  grasp.  He  may  be  enabled  to 
rear  those  egg-shell  domes  which  the  im- 
agination of  Bulwer  fashioned  for  the 
homes  of  the  "Coming  Race."  We  can 
never  tell  how  far  a  new  idea  may  carry 
us.  We  strongly  suspect  that  the  build- 
ers of  the  earhest  bridge  over  the  Tiber, 
or  of  the  walls  of  Rome— certainly  that 
the  builders  of  the  Roman  wall  of  Lon- 
don— ^had  a  much  clearer  insight  into  the 
relation  between  the  time  spent  in  pre- 
paration and  the  permanent  durability 
of  work,  than  has  any  writer  or  lecturer 
on  structures  at  the  present  day.  We 
are  not  now  speaking  of  those  '*  Jerry 
builders"  of  whom  a  contemporary  justly 
observed,  apropos  of  this  very  discovery 
of  a  Roman  relic,  that  the  Romans  would 
have  thrown  them  from  the  Tarpeian 
rock.     We  are  speaking  of  thoughtful 
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and  experienced  men.  We  are  quite 
sure  that  Isambard  Kingdom  Brunei, 
were  he  now  alive,  would  respond  to  our 
words  by  an  elaborate  series  of  experi- 
ments ;  and  that  if  the  result  confinned 
the  practice  of  the  Italian  builder,  he 
would  then  and  there  have  re-drawn  his 


specifications.  We  know  not  on  whom 
now  to  place  confidence  for  an  equally 
earnest  and  practical  desire  to  reply  to 
such  a  question,  but  we  trust  that  each 
and  all  of  our  friends  who  have  the 
opportunity  will  do  theii*  best  to  aid  in 
the  formulation  of  the  answer. 


THE  MANUFACTUEE   AJS'D  USES  OF   CAST  STEEL. 

From  the  "English  Meohanio."* 


The  first  question  which  the  user  of 
cast  steel  has  to  answer  is,  to  decide  which 
of  the  three  great  methods  of  making  steel 
produces  a  material  best  adapted  to  his 
own  wants.  Sir  Henry  suggested  to  you, 
in  his  admirable  lecture,  that  Bessemer 
steel  would  answer  every  purpose  for 
which  steel  is  used,  with  the  possible 
exception  of  the  steel  required  to  make 
Canadian  axes.  There  can  be  no  doubt 
whatever  that  the  Bessemer  steel,  of 
which  Sir  Henry  gave  you  the  first 
analysis,  would  have  made  an  excellent 
Canadian  axe  had  it  contained  the  proper 
quantity  of  combined  carbon.  The  only 
doubt  1  feel  is  whether  it  could  be  pro- 
duced of  sufficient  soundness  without  so 
large  a  percentage  of  waste  as  not  to 
raise  the  price  beyond  that  at  which' 
crucible  cast  steel  for  Canadian  axes  is ' 
now  sold.  I  must  confess  that  my  ex- 
perience of  Bessemer  cast  steel  would 
incline  me  to  say  that  it  could  not.  In 
spite  of  the  prejudice  that  exists  among 
consumers  of  steel,  such  is  the  competi- 
tion of  the  present  day  that  I  am  sure 
that  if  steel  could  be  produced  of  as 
good  quality,  and  cheaper  in  price,  by 
any  other  process  than  that  of  melting 
in  crucibles,  the  present  melting  furnaces 
of  Sheffield  would  rapidly  melt  away  in- 
to old  bricks  and  mortar.  I  venture  to 
express  the  opinion  that  the  reason  that 
high  class  Bessemer  steel  is  not  as  good 
as  high-class  crucible  cast  steel  is  because 
the  former  cannot  be  made  sufficiently 
sound  without  the  admixture  of  silicon 
and  manganese,  both  of  which  substances 
are  injurious  to  cast  steel  for  most  pur- 
poses. I  fear  that  the  advantages  sup- 
posed to  be  derived  from  the  use  of 
manganese  in  the  manufacture  of  cast 
steel  are,  to  a  large  extent,  illusory.  I 
have  frequently  conversed  with  consum- 

*  Abstract  of  a  lecture  by  Mr.  Henry  Seebohm. 


ers  of  steel  who  knew  the  trade  before 
the  introduction  of  spiegel  iron  into 
Sheffield,  and  it  is  remarkable  how  many 
of  them  expressed  the  opinion  that  the 
crucible  cast  steel  now  in  use  is  not 
as  good  as  it  was  when  they  were 
young. 

To  obtain  sound  ingots  from  high- class 
iron  it  is  necessary  to  boil  the  steel  for 
nearly  half  an  hour  after  it  has  become 
fluid,  and  then  to  allow  it  to  cool  down 
to  a  certain  temperature  before  it  is 
poured  into  the  mould.  The  process  is 
called  '^kiHing"  the  steel,  and  it  is  an 
axiom  amongst  them  that  the  higher  the 
quality  of  the  steel  the  more  "killing"  it 
takes.  It  is  in  this  part  of  the  process 
of  crucible  cast  steel-melting  that  the 
virtue  of  the  process  consists;  and  the 
cost  and  quality  of  the  cast  steel  pro- 
duced depend  in  a  large  degree  upon 
the  skill  brought  to  bear  upon  it.  My 
theory  is  that  the  reason  why  high-class 
steel  has  to  be  so  long  boiled  is  to  get 
rid  of  its  occluded  gas,  which  would 
otherwise  produce  bubbles  or  "honey- 
combs" in  its  attempts  to  escape.  The 
addition  of  a  portion  of  scrap  steel  much 
assists  the  "killing,"  as  would  naturally 
be  the  case  if  we  suppose  the  scrap, 
which  has  been  melted  before,  to  have 
parted  with  its  occluded  gas  in  the  first 
melting.  That  the  presence  of  mangan- 
ese or  silicon  helps  largely  to  "  kill "  the 
steel,  I  account  for  on  the  theory  that 
the  carbonic  acid  unites  with  the  man- 
ganese or  silicon,  and  becomes  a  solid. 
So  far,  my  theory  appears  to  hold  water 
pretty  well ;  but  when  I  come  to  the  fact 
that  low-quality  cast  steel — for  example, 
steel  melted  from  Bessemer  rail  scrap, 
which  contains  from  0.15  to  0.05  per 
cent,  of  phosphorus — does  not  require 
any  "  killing  "  at  all,  and  may  be  poured 
into  the  mould  as  hot  as  the  strength  of 
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the  crucible  will  allow,  I  am  obliged  to 
admit  that  I  am  not  chemist  enough  to 
give  you  an  explanation  of  the  cause. 
The  main  point  which  I  wish  to  impress 
upon  you  is  that  the  much-maHgned  rule 
of  thumb,  which  insists  upon  the  superi- 
ority of  crucible  cast  steel  over  Bessemer 
steel  for  certain  purposes,  may  have  a 
scientific  basis,  and  must  not  be  hastily 
set  aside  as  prejudice. 

Having  decided  by  what  process  the 
steel  is  to  be  made,  the  next  question 
that  should  come  before  the  consumer  of 
cast  steel  is  the  percentage  of  carbon 
which  he  wishes  it  to  contain.  When  I 
first  began,  business,  the  "temper"  of 
steel,  or  the  percentage  of  carbon  which 
it  contained,  was  concealed  from  the 
consumer.  The  following  is  a  list  of  the 
most  useful  "tempers"  of  cast  steel : 

Maaor  Temper  (1^  per  cent,  carbon). — 
This  steel  is  so  easily  burnt  by  being 
overheated  that  it  can  only  be  placed  in 
the  hands  of  a  very  skillful  workman. 
When  properly  treated,  it  will  do  twice 
the  work  of  ordinary  tool  steel  for  turn- 
ing chilled  rolls,  &c.  j 

Saw  File  Temper  (If  per  cent,  car-j 
bon). — This  steel  requires  careful  treat- 
ment; and  although  it  will  stand  more 
fire  than  the  preceding  temper,  should 
not  be  heated  above  a  cherry-red. 

Tool  Temper  (IJ  per  cent,  carbon). — 
The  most  useful  temper  for  turning 
tools,  drills,  and  planing-machine  tools 
in  the  hands  of  ordinary  workmen.  It  is 
possible  to  weld  cast  steel  of  this  temper, 
but  not  without  care  and  skill. 

Spindle  Temper  (IJ  per  cent,  carbon). 
— ^A  very  useful  temper  for  mill-picks, 
circular  cutters,  very  large  turning  tools, 
taps,  screwing  dies,  '&c.  This  temper 
requires  considerable  care  in  welding. 

Chisel  Temper  (1  per  cent,  carbon  J. — 
An  extremely  useful  temper,  combinmg, 
as  it  does,  great  toughness  in  the  un- 
hardened  state  with  the  capacity  of  hard- 
ening at  a  low  heat.  It  may  also  be 
welded  without  much  difficulty.  It  is 
consequently  well  adapted  for  tools, 
where  the  unhardened  part  is  required 
to  stand  the  blow  of  a  hammer  without 
snapping,  but  where  a  hard  cutting  edge 
is  required,  such  as  cold  chisels,  hot 
salts,  &c. 

Sett  Temper  {^  per  cent  carbon). — 
This  temper  is  adapted  for  tools  where 
the  chief  punishment  is  on  the  unhard- 


ened part,  such  as  cold  setts,  which  have 
to  stand  the  blows  of  a  very  heavy  ham- 
mer. 

Die  Temper  (J  per  cent,  carbon).— 
The  most  siutable  temper  for  tools  where 
the  surcace  only  is  required  to  be  hard, 
and  where  the  capacity  to  stand  great 
pressure  is  of  importance,  such  as  stamp- 
ing or  pressing  dies,  boiler  cups,  &c. 
Both  the  last  two  tempers  may  be  easily 
welded  by  a  mechanic  accustomed  to 
weld  cast  steeL 

Next  to  quality,  by  which  is  meant  the 
percentage  of  phosphorus,  sulphur,  sili- 
con, manganese,  &c.,  the  most  important 
thing  is  temper,  or  percentage  of  carbon. 
For  many  purposes,  indeed,  temper  is  of 
more  importance  than  quality.  Nothing 
is  more  common  than  for  steel  to  be 
rejected  as  bad  in  quality  because  it  has 
been  used  for  a  purpose  for  which  the 
temper  was  unsuitable. 

When  the  steel  has  arrived  in  the 
user's  hands,  the  first  process  which  it 
undergoes  is  the  forging  it  into  the 
shape  required.  This  process  is  really 
two  processes.  First,  that  of  heating  to 
make  it  malleable,  and  second,  that  of 
hanmiering  it,  while  it  is  hot,  into  the 
required  shape.  The  golden  rule  in 
forging  is  to  heat  the  steel  as  little  as 
possible  before  it  is  forged,  and  to  ham- 
mer it  as  much  as  possible  in  the  process 
of  forging.  It  is  impossible  to  lay  down 
exact  rules  for  each  of  the  thousand-and- 
one  tools  in  which  steel  is  used.  The 
treatment  of  each  tool,  in  each  process 
which  it  underfi^oes,  is  an  art  that  can 
only  be  learnt  by  practice,  and  can  no 
more  be  taught  in  a  lecture  than  the  arts 
of  skating,  riding,  or  swimming.  The 
utmost  that  can  be  done  is  to  lay  down 
certain  general  rules,  and,  if  possible,  to 
attempt  some  scientific  explanation  of 
them,  to  elevate  them  above  the  despised 
position  of  rules  of  thumb.  The  worst 
fault  that  can  be  conmiitted  is  to  over- 
heat the  steel.  When  steel  is  overheated 
it  becomes  coarse  grained.  Its  silky 
texture  is  lost.  If  tiie  temperature  be 
raised  above  a  certain  point,  tiie  steel  be- 
comes what  is  technicsdly  called  '^umt," 
and  the  amount  of  hanmiering  which  it 
would  require  to  restore  its  fine  grain 
would  reduce  it  to  a  size  too  small  for 
the  required  tool,  and  the  steel  must  be 
condemned  as  spoilt.  Overheating  in 
the  fire  is  the  primary  cause  of  cradong 
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in  the  water.  The  quality  of  steel  may 
be  so  bad,  i.  e.,  the  percentage  of  phos- 
phorus in  it  may  be  so  high,  that  the 
amount  of  heat  absolutely  necessary  to 
forge  it  at  all  into  the  shape  required 
may  cause  it  to  crack  in  hardening.  One 
of  the  principal  reasons  why  a  high-class 
quality  steel  is  reqmred  for  certain  pur- 
poses is  that  it  will  suffer  less  injury  by 
being  heated  to  a  greater  degree,  or  by 
being  heated  and  reheated  a  greater  num- 
ber of  times  than  inferior  qualities  of 
steel.  In  heating  steel  the  happy  medi- 
um must  be  attained  between  heating  it 
too  much  and  too  little,  and  between  let- 
ting it  lie  too  long  ''  soaking  "  in  the  fire, 
and  not  '^soaking"  it  through;  Both  the 
degree  of  temperature  and  the  duration 
of  the  heat  must  be  carefully  watched. 
Some  tools,  such  as  circular  cutters,  files, 
&c.,  after  they  are  forged  into  the  shape 
required,  must  have  teeth  cut  into  them. 
Before  this  can  be  successfully  accom- 
plished, a  preliminary  process  has  to  be 
gone  through.  The  process  of  hammer- 
ing or  iorging  the  steel  into  the  shape 
required  has  hardened  the  steel  to  such 
an  extent  as  to  make  the  cutting  of  teeth 
into  it  impossible  or  difficult.  It  must 
consequently  be  annealed.  This  process, 
like  the  preceding  one,  is  a  double  pro- 
cess. The  steel  must  be  reheated  as 
carefully  as  before,  and  afterwards 
cooled  as  slowly  as  possible.  Many 
tools  are  only  required  to  be  hardened 
on  a  small  part  of  their  surface,  and  it  is 
important  that  the  unhardened  parts 
should  possess  the  maximum  amount  of 
toughness,  the  minimum  amount  of 
brittleness,  that  can  be  attained.  These 
tools  must  also  be,  annealed  after  they 
are  forged.  The  process  of  annealing, 
or  slow  cooling,  leaves  the  steel  coarse 
grained,  gives  it  its  maximum  of  ductili- 
ty, and  causes  it,  in  fact,  to  approach  the 
properties  of  lead. 

We  now  come  to  the  culminating  point 
in  our  manufacture,  where  the  invaluable 
property  which  distinguishes  steel  from 
wrought  iron  or  cast  metal  is  revealed,  a 
process  by  which  we  suddenly  change 
our  steel  from  lead  into  glass — the  pro- 
cess of  hardening.  In  this,  as  in  all 
other  processes  which  steel  has  to  under- 
go, we  have  to  run  the  gauntlet  of  fire. 
We  do  so,  however,  at  greater  risk  than 
heretofore.  The  forging  of  our  tool  is 
finished;  it  has  taken  the  final  shape  to 


which  we  have  destined  it,  and  whatever 
injury  we  inflict  upon  it  by  overheating 
is  irrevocable,  and  can  no  more  be  cured 
or  mitigated  by  the  hammer.    We  must, 
therefore,  double  and  redouble  our  care, 
lest  the  temperature  be  raised  above  the 
point  necessary  to  insure  the  required 
hardness.    The  part  of  the  tool  required 
to  be  hardened  must  be  heated  through, 
and  heated  evenly,  but  must  on  no  ac- 
count be  overheated.     Our  tool  must  be 
finished  at  one  blow — ^the  blow  caused 
by  the  sudden  contraction  of  the  steel 
produced  by  its  sudden  cooling  in  the 
water;  and  if  this  blow  is  not  sufficient 
to  give  to  the  steel  a  fine  grain  and  silky 
texture;  if,  after  the  blow  is  given,  the 
fracture,  were  it  broken  in  the  hardened 
part,  should  show  a  coarse  grain  or  dull, 
color,  instead  of  a  fine  grain  or  glossy 
luster,  our  tool  is  spoiled,  and  must  be 
consigned  to  the  limbo  of  *' wasters." 
The  special  dancfers  to  be  avoided  in 
(hardening  each  kind   of  tool  must  be 
learnt  by  experience.     Some  tools  will 
warp  or  "skeller,"  as  we  say  in  York- 
shire, if  they  are  not  plunged  into  the 
water  in  a  certain  way.    Tools  of  one 
shape  must  cut  the  water  like  a  knife, 
those  of  another  shape  must  stab  it  like 
a  dagger.    Some  tools  must  be  hardened 
in  a  saturated  solution  of  salt,  the  older 
the  better,  whilst  others  are  best  hard- 
ened under  a  stream  of  running  water. 
Most  tools  have  a  tendency  to  water- 
crack  if  taken  out  of  the  water  before 
they  are  absolutely  cold.     Where  the 
edge  of  a  tool  only  is  hardened,   care 
should  be  taken  to  move  it  up  and  down 
in  the  water,  so  as  continually  to  change 
the  water    level,  lest  the   tool  should 
crack  at  the  water  level.     Steel  contracts 
in  hardening,  and  contracts  most  when 
it  is  cooled  most  suddenly.     If  the  hard- 
ened pasii  join  on  to  the  unhardened  part 
too  suddenly,  the  steel  at  the  junction 
will  be  in  a  dangerous  state  of  tension 
which  predisposes  it  to  crack,  and  it  is 
wise  to  lessen  the  amount  of  tension  by 
distributing  it  over  as  great  £^  area  as 
possible.    In  some  tools  where  the  shape 
necessitates  a  great    difference   in  i^e 
rapidity  of  cooling,  it  is  wise  to  drill 
holes  in  the  thicker  parts  where  they 
will  not  interfere  wim  the  use  of  the 
tool,  holes  which  are  made  neither  for 
use  nor  ornament,  but  solely  with  the 
view  of  equalizing  the  rapidity  of  the 
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cooling  of  the  yarions  parts,  so  as  to  dis- 
tribute the  area  of  tension,  and  thns 
lessen  the  risk  of  cracking  in  hardening. 

Our  difficulties  are  not  quite  over 
when  the  process  of  hardening  has  been 
successfully  accomplished.  Our  steel 
was  originally  lead;  it  has  now  become 
glass.  %ut  we  do  not  want  glass:  it  is 
too  brittle;  we  want  whalebone.  An  un- 
hardened  knife  would  bend  like  wrought 
iron ;  a  knife  hardened  only  would  break 
like  cast  metal.  We  want  both  qualities 
combined — ^the  bending  quality  of  the 
iron  and  the  resisting  quality  of  the 
metal.  We  want  the  elasticify  of  the 
whalebone.  Our  knife  must  spring  like 
— ^like  what? — ^like  steel.  To  attain  this 
our  tool  must  pass  through  the  final  pro- 
cess— that  of  tempering. 

If  you  heat  a  piece  of  hardened  steel 
slightly,  and  allow  it  to  cool  again,  it 
becomes  tempered.  It  suddenly  changes 
from  glass  to  whalebone:  and  in  the 
process  of  changing  its  nature,  it  fortu- 
nately changes  its  color,  so  that  the 
wor^an  can  judge  by  the  hue  of  the 
color  the  extent  of  the  elasticity  which  it 
has  acquired,  and  can  give  to  each  tool 
the  particular  degree  of  temper  which  is 
most  adapted  to  its  special  purpose. 
The  various  colors  through  which  tem- 
pered steel  successively  passes  are  as 
follows:  Straw,  gold,  chocolate,  purple, 
violet,  and  blue.  Of  course,  in  passing 
from  one  color  to  another,  the  steel 
passes  through  the  intermediate  colors. 
It  really  passes  through  an  infinite  series 
of  colors,  of  which  the  six  above  men- 
tioned are  arbitrarily  selected  as  conven- 
ient stages. 

It  must  be  borne  in  mind  that  the 
elasticity  of  tempered  steel  is  acquired  at 
the  expense  of  its  hardness.  It  is  sup- 
posed that  the  maximum  of  hardness 
and  elasticity  combined  is  obtained  by 
tempering  down  to  a  straw  color.  In 
tempering  steel  regard  must  be  had  to 
the  quality  most  essential  in  the  special 
tool  to  be  tempered;  for  example;  a 
turning  tool  is  required  to  be  very  hard, 
and  is  generally  taken  hot  enough  out  of 
the  water  to  temper  itself  down  to  a 
degree  so  slight  that  no  perceptible 
color  is  apparent,  whilst  a  spring  is 
required  to  be  very  elastic,  and  may  be 
tempered  down  to  a  blue.  If  you  ask 
me  to  give  you  a  scientific  explanation  of 
the  process  of  tempering  steel,    I  must 


confess  my  absolute  ignorance.  I  have 
no  more  idea  why  it  is  so  than  the  man 
in  the  moon,  and  the  utmost  I  could  do 
would  be  to  mystify  you  in  talking  nnin- 
teUigibly  about  molecular  rearrangement 
and  cr}'stalHne  transformations.  Hard- 
ening in  oil  is  another  mode  of  treating 
steel,  which  appears  to  a  certain  extent 
to  attain  by  one  process  the  change  from 
lead  into  whalebone  without  passing 
through  the  intermediate  glass  stage, 
and  is  of  great  value  for  certain  tools. 

There  are  many  kinds  of  steel  to  which 
your  attention  should  be  called,  but 
which  can  only  obtain  from  me  the  brief- 
est mention.  A  special  steel  for  taps, 
called  mild-centered  cast  steel,  is  made 
by  converting  a  cogged  ingot  of  very 
niild  cast  steel,  so  that  the  additional 
carbon  only  penetrates  a  short  distance. 
These  bars  are  afterwards  hammered  or 
rolled  down  to  the  size  required,  and 
have  the  advantage  of  possessing  a  hard 
surface  without  losing  the  toughness  of 
the  mild  center.  Another  special  steel, 
somewhat  analogous  to  mild-centered 
cast  steel,  is  produced  by  melting  a  hard 
steel  on  to  a  slab  of  iron,  or  very  mild 
steel  heated  hot  enough  to  weld  with  the 
molten  steel,  so  that  a  bar  may  be  pro- 
duced, one  half  of  which  is  iron  and  the 
other  half  steel,  or  three-fourths  iron,  and 
one-fourth  steel,  as  may  be  required. 

A  third  kind  of  special  steel,  which  is 
used  for  turning  tools  for  chilled  rolls, 
magnets,  and  some  other  purposes,  is 
made  by  adding  a  certain  percentage  of 
wolfram,  or,  as  the  metal  is  more  gener- 
ally called,  tungsten,  sometimes  wiUi  and 
sometimes  without  carbon,  sometimes  to 
such  an  extent  that  it  can  be  used  with- 
out hardening  in  water.  Special  steel  of 
this  kind  is  the  finest  grained  that  can 
be  produced,  but  it  is  so  brittle  that  in 
the  hands  of  any  but  exceptionally 
skilled  workmen  it  is  useless.  The  addi- 
tion of  chromium,  instead  of  wolfram, 
has  somewhat  the  same  effect. 

It  is  much  to  be  regretted  that  no 
easy  method  of  testing  cast  steel  has 
been  invented.  The  amount  of  breaking 
strain  and  the  extent  of  the  contraction 
of  the  area  of  the  fracture  are  all  very 
well  for  steel  which  is  not  hardened,  and 
not  required  to  be  used  in  a  hardened 
state,  but  for  hardened  and  tempered 
steel  it  is  practically  useless.  It  is  very 
difficult  to  harden  and  temper  two  pieces 
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of  steel  to  exactly  the  same  degree.  A 
single  test  is  of  comparatively  small 
value,  as  a  second  rate  quality  of  steel 
may  stand  very  well  the  first  time  of 
hardening,  but  deteriorates  much  more 
rapidly  every  time  it  is  re-hardened,  than 
is  the  case  with  high-quality  steel.  Nor 
am  I  at  all  sure  that  the  breaking  strain 
is  a  fair  test  of  the  quality  of  steel.  For 
many  tools  the  capacity  to  withstand  a 
high  amount  of  breaking  strain  slowly 
applied  is  not  so  much  required  as  its 
capacity  to  withstand  a  sudden  shock 
The  appearance  of  the  fracture  is  very 
illusory.  The  fineness  of  the  grain  and 
the  silkiness  of  the  gloss  is  very  captivat- 


ing to  the  eye,  but  it  can  be  produced  by 
hammering  cold.  The  consumer  of  steel 
may  be  enraptured,  if  he  be  of  a  poetical 
turn  of  mind,  by  the  superb  fracture  of  a 
bar  of  steel,  reminding  him  of  a  picture 
by  Buskin  of  the  aguille  structure  of  the 
Higher  Alps;  but,  after  all,  this  is  only  a 
dodge,  depending  upon  the  inclination 
of  tiie  axis  of  the  revolving  hammer  to 
the  plane  of  the  anvil.  The  practical 
consumer  of  steel  must  descend  &om  the 
heights  of  art  and  science,  and  take 
refuge  in  the  conunonplace  of  the  rule  of 
thumb,  and  buy  the  steel  which  his 
workmeD  tell  him  is  full  of  "nature"  and 
"body." 


EXPERIMENTS  ON  THE  STRENGTH  AND  STIFFNESS  OF 
SMALL  SPRUCE  BEAMS. 

By  P.  E.  KIDDER. 
From  Proceedings  of  the  Amerloan  Academy  of  Arts  and  Sciences. 


The  object  of  the  following  experi- 
ments was  to  determine  the  Moduli  of 
Elasticity  and  Kupture  in  small  beams 
of  white  spruce  {Abies  alba) ;  and  such 
other  information  as  might  be  derived 
from  the  data  obtained. 

The  machine  used  for  the  purpose 
consists  of  two  solid  wooden  frames, 
carefully  leveled  and  placed  forty  inches 
apart.  Upon  the  top  of  each  frame  is 
placed  a  movable  plate  of  iron,  which  is 
carefully  adjusted  so  that  the  two  plates 
shall  be  directly  opposite  each  other,  and 
exactly  forty  inches  apart  between  the 
faces.  These  plates  form  the  supports 
for  the  beams. 

The  loads  were  applied  by  means  of  a 
scale  pan  suspended  from  a  three-quarter 
inch  bolt,  which  rested  upon  the  center 
of  the  beam.  By  means  of  an  iron  strap 
suspended  from  a  horizontal  beam  placed 
above  the  test  piece,  and  resting  on  two 
screws,  the  bolt  from  which  the  load  was 
suspended  could  be  raised  from  or  low- 
ered upon  the  test  piece  as  easily  and 
gradually  as  could  be  desired. 

The  deflections  of  the  beams  were 
measured  by  means  of  a  micrometer 
screw,  reading  to  one  ten-thousandth  of 
an  inch.  As  the  bolt  from  which  the 
load  was  suspended  rested  on  the  center 
of  the  beam,  it  was  necessary  to  measure 
Vol.  XXIV.— No.  6.-33. 


the  deflections  at  a  distance  of  one -inch 
from  the  center;  but  the  deflections  used 
in  calculating  the  values  of  the  Modulus 
of  Elasticity  were  corrected  so  as  to  give 
the  deflection  at  the  center,  supposing 
the  curve  assumed  by  the  beam  to  be  the 
arc  of  a  circle ;  from  which,  in  fact,  it 
deviates  but  little  under  such  small  loads. 
In  reading  the  micrometer,  the  principle 
of  electrical  contact  was  t^en  advant^e 
of. 

The  greatest  errors  liable  to  occur  in 
using  the  machine  are  as  follows : 

In  measuring  the  deflections,  one  ten- 
thousandth  of  an  inch.  In  the  breaking 
load,  possibly  one  pound ;  but  in  the 
small  loads  there  cordd  be  no  appreciable 
error.  In  measuring  the  dimensions  of 
the  test  pieces,  two  thousandths  of  an 
inch. 

The  experiments  were  conducted  with 
the  utmost  care,  and  every  possible  pre- 
caution was  taken  to  prevent  errors. 

In  arranging  for  the  experiments,  and 
while  ma^g  them,  the  writer  was 
greatly  assisted  by  Mr.  Holman  of  the 
Institute,  to  whom  he  extends  his 
acknowledgements. 

The  pieces  of  wood  experimented  on 
were  sawn  from  a  spruce  plank  that  had 
been  cut  in  eastern  Maine  in  the  spring 
of    1880,   and    the    following    summer 
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shipped  to  Boston,  where  it  had  lain  in 
the  open  air  until  it  was  cut  up  in  Octo- 
ber. The  pieces  were  carefully  planed 
to  an  approximate  size  of  one  and  a-half 
inches  square  and  four  feet  long. 

They  were  nearly  all  straight-grained 


and  had  but  few  defects,  and  in  testing 
the  beams  they  were  placed  so  that  the 
defects  should  have  tiie  least  possible 
effect  upon  the  strength  of  the  beams. 
The  exact  dimension^  of  the  test  piec^ 
are  given  in  Table  I : 


Table  L 


No.      Clear 
of  Test  Span. 
Piece.  !     /. 

1 

Center  break- 

Breadth. 
B. 

Depth. 

K 

Ex. 

R. 

ing  weight 
for  beam 
1  V'xV'xr. 

ins.  1 

ins. 

ins. 

lbs. 

lbs. 

lbs. 

'         lbs. 

1    ;    40    , 

1.475 

1.450 

1,731,000 

1,657,000 

11,380 

632 

2          " 

1.445 

1.520 

1,556,000 

1,528.0<K) 

10,830 

i          574 

3          ''    ' 

1.469 

1.448 

1,765,000 

1,782.000 

10,710 

595 

4            *'     ! 

1.420 

1.498 

1,736,000 

1.636,000 

10,880 

1          601 

5          **    I 

1.450 

1.485 

1,688.000 

1.578,000 

11,980 

1          665 

6          **    i 

1.480 

1.440 

1,795,000 

1,686,000 

11.040 

613 

7          "    ! 

1.464 

1.460 

1,682.000 

1,561,000 

10,570 

1          587 

8 

1.420 

1.480 

1,647,000 

1,556.000 

11,280 

1          626 

9 

1.460 

1.4K0 

1,704,000 

1,688,000 

11,180 

621 

10 

1.441 

1.460 

1,616,000 

1,550,000 

12,440 

1          691 

In  making  the  experiments,  each  beam  After  the  piece  had  returned,  or  at 
was  first  subjected  to  a  load  of  thirty  least  nearly  returned,  to  its  original 
pounds,  and  the  deflection  noted.  The  position,  it  was  subjected  to  a  load  of 
weight  was  then  left  on  the  beam  for  a  forty  poimds  in  the  same  manner, 
period  of  time  varying  from  one  to  four,  1  able  IL  gives  the  deflection  of  each 
and  in  one  case  forty-four  hours,  and  the .  piece  under  uie  loads  of  thirty  and  forty 
deflection  again  noted.  The  load  was  j  pounds,  both  immediately  after  the 
then  removed  from  the  beam  and  the  set  I  weight  was  appUed  and  after  it  had 
noted,  after  which  the  beam  was  allowed  |  rested  upon  the  beam  the  length  of  time 
a  certain  time  to  recover  from  the  set.     .  I  designated. 

Table  n. 


No.  of 
Test 
Piece. 

Weight 

'    Time 
1  applied. 

1 

Deflection 

A 

E. 

1 
Wd^ht 

1 

Time 
applied. 

1 

Deflection 

^        I 

E. 

lbs. 

h.    m. 

ins. 

lbs. 

1     lbs. 

b.   m. 

ins. 

lbs. 

1 

30 

0    00 

0.0610 

1,744,000 

40 

0    00 

0.0826 

1,719,000 

<< 

it 

,  2    25 

.0680 

1,689,000 

!       << 

3    30 

.0873  ; 

1,627.000 

2 

80 

'  0    00 

.0616 

1,536,000 

40 

0    00 

.0801     1 

1,576,000 

*< 

*' 

'  1    45 

.0639 

1,481,000 

** 

3    00 

.0842     , 

1,499,000 

3 

30 

0    00 

.0606 

1,774,000 

40 

0    00 

.0815     ! 

1,757.000 

<( 

tt 

,  1    00 

.0610 

1,759,000    , 

1    00 

.0840    1 

1.705.000 

4 

30 

i  0    00 

.0582 

1.725,000    j 

40 

0    00 

.0765 

1,748.000 

it 

*( 

2    25 

.0616 

1,627,000 

tt 

3    20 

.0813 

1.645,000 

5 

30 

i  0    00 

.0580 

1.740,000 

40 

0    00 

.0774 

1.637,000 

tt 

i< 

'  2    30 

.0618 

1,630,000 

tt 

44    15  1 

.0874     ' 

1,527.000 

6 

30 

0    00 

.0605 

1,792,000    i 

40 

0    00 

.0803 

1,799,000 

(( 

'• 

3    00 

.0639 

1,697,000    1 

" 

5    12  , 

.0862     1 

1,676.000 

7 

30 

0    00 

.0624 

l,68a,000 

40 

0    00  1 

.0833 

1,682,000 

(( 

<< 

8    00 

.0663 

1,584,000 

*' 

16    00  I 

.0911 

1,538,000 

8 

30 

0    00 

.0632 

1.645,000    ' 

40 

0    00 

.0889 

1,650,000 

<( 

€t 

4    15 

.0666 

1,561.000 

*' 

16    30  ! 

.0894     1 

1,552,000 

9 

30 

0    00 

.0619 

1.701,000 

40 

0    00 

..0823 

1,707.000 

(( 

(( 

1    30 

.0643 

1,638.000    i 

—      . 

1 



10    ! 

30 

0    00 

.0661 

1,614,000    j 

40 

0    00  ' 

.0881 

1,618.000 

it       ! 

2    00 

.0691 

1,544,000 

1    15 

.0915 

1,556,000 
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The  values  of  the  Modulus  of  Elas-  weight  would,  probably,  break  the  beam 


ticity  calculated  from  these  deflections 
are  also  given.  The  Moduli  of  Elasticity 
obtained  from  the  deflection  of  the  beams 
immediately  after  the  weight  was  ap- 
plied have  been  denoted 
those  obtained  from  the  defection  of 
the  pieces  after  the  weight  had  been 
applied  one  or  more  hours,  by  E,.  Table 
L  gives  the  values  of  E  and  E^  for  each 
piece,  obtained  by  taking  the  average  of 
the  valujBS  given  in  Table  H. 

The  values  of  E  were  computed  by 

the  formula  E=-; — =r=^,,  in  which  W  de- 

notes  the  weight  in  pounds  producing 
the  deflection;  /the  clear  span  in  inches; 
A  the  deflection  of  the  beam  at  the 
center;  B  the  breadth  of  the  beam,  and 
D  the  depth,  both  in  inches. 

After  all  the  beams  had  been  treated 
in  this  way,  piece  No.  3  was  again  put  in 
the  machine  and  subjected  to  a  load  of 
100  lbs.,  which  was  allowed  to  remain 
upon  the  beam  for  about  two  hours,  the 
deflection  being  measured  directly  after 
the  weight  was  applied  and  just  before 
it  was  removed.  The  beam  was  then 
allowed  a  certain  time  to  recover  its  set. 
In  two  cases,  the  beams,  after  having 
been  subjected  to  a  load  of  100  lbs., 
finally  returned  to  their  original  posi- 
tion, and  it  appeared  probable  that  all 
would  have  done  so  had  sufficient  time 
been  allowed  for  the  purpose. 

After  the  piece  had  nearly  recovered 
from  the  effects  of  the  load  of  100  lbs.,  a 
load  of  150  lbs.  was  put  on  the  beam, 
and  gradually  increased  until  the  break- 
ing point  was  reached. 

The  remaining  pieces  were  tested  with 
a  load  of  100  lbs.  in  the  same  way,  and 
then  subjected  to  a  load  of  400  lbs.  for 
one  or  two  minutes,  for  the  purpose  of 
getting  the  deflection  under  that  load, 
and  immediately  after  subjected  to  the 
full  load  of  600  lbs.,  which  was  gradually 
increased  until  the  piece  broke.  As  the 
load  approached  the  breaking  weight,  it 
was  increased  by  the  addition  of  only 
one  or  two  pounds  at  a  time,  so  that  the 
breaking  weight  could  be  obtained  with 
suficient  accuracy.  In  fact,  the  break- 
ing weight  is  so  much  modified  by  the 
time  occupied  in  breaking  the  beam,  that 
it  is  difficult  to  ascertain  exactly  what  it 
i^ally  is.  For  any  load  over  three- 
fourths  of  what  is  called  the 


if  applied  long  enough. 

Table    I.    gives    the    values    of    the 
Modulus  of  Rupture  of  each  piece,  com- 

3  W^ 
by  E,"  wad  P"^®^  ^^  *^®  formula  R=^  g^„  in  which 

R  denotes  the  Modulus  of  Rupture;  W 
the  breaking  weight  of  the  beam,  and 
the  other  letters  have  the  same  signifi- 
cance as  in  the  formula  for  E.  The  load 
which  would  break  a  beam  of  the  same 
wood,  one  inch  square  and  one  foot  be- 
tween supports,  if  applied  at  the  center, 
is  also  given  in  the  same  table.  This 
load  is  one  eighteenth  of  the  Modulus  of 
Rupture. 

When  the  weight  of  400  lbs.  was 
applied  to  piece  No.  7,  it  immediately 
cracked  at  a  knarl  in  one  of  the  lower 
edges,  about  three-fourths  of  an  inch 
from  the  center  of  the  beam.  As  it  was 
thought  that  the  beam  would  soon  break 
entirely,  the  load  of  400  lbs.  was  allowed 
to  remain  on  the  beam ;  but  at  the  end 
of  one  hundred  hours  the  deflection  had 
only  increased  0.2224  inches,  and  as  it 
was  evident  that  it  would,  at  that  rate, 
take  a  long  time  for  the  beam  to  break, 
the  load  was  then  gradually  increased 
imtil  the  piece  broke  at  660  lbs.,  giving  a 
Modulus  of  Rupture  considerably  above 
the  average.  It  was  noticed  in  this 
beam  that  the  deflections  imder  the 
loads  above  500  lbs.  were  considerably 
greater  than  in  the  other  beams  under 
the  same  loads. 

Piece  No.  6  gave  a  very  high  breaking 
weight,  and  broke  very  suddenly,  more 
like  the  harder  kinds  of  wood.  The 
fracture  was  very  perfect,  the  upper  half 
of  the  fibers  being  very  evidently  com- 
pressed and  the  lower  half  suddenly 
pulled  apart,  with  almost  no  splintering. 
This  piece  had  a  small  knot  on  the  upper 
side,  five  inches  from  the  center  of  the 
beam,  but  it  appeared  to  have  no  effect 
upon  the  strength  of  the  beam. 

Piece  No.  4  broke  in  a  rather  peculiar 
manner.  While  under  a  load  of  575  lbs., 
the  lower  fibers  for  about  a  depth  of 
one-tenth  of  an  inch  snapped  apart,  and 
the  beam  gradually  settled  down  until 
the  next  layer  of  fibers  had  apparently 
the  same  deflection  as  did  the  lower  ones 
at  the  time  of  breaking,  when  they  also 
snapped,  making  a  layer  of  about  the 
same  thickness.  In  this  way  the  whole 
breaking  lower  half  of  the  beam  seemed  to^divide  j 
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itself  into  layers  of  about  one-tenth  of 
an  inch  thick,  and  to  break  separately 
under  about  the  same  deflection,  so 
that  the  beam  was  a  long  time  in  break- 
ing. 

Observing  that  under  every  load  that 
had  been  applied  the  deflection  kept  in- 
creasing with  the  length  of  time  the 
weight  remained  on  the  beam,  piece  No. 
7  was  subjected  to  a  load  of  275  lbs.  for 
ninety-eignt  hours,  during  which  time 
the  deflection  increased  0.079  inches. 
The  weight  was  then  taken  off  and  the 
beam  allowed  to  recover  for  twenty-four 
hours,  when  it  had  a  set  of  .0446  inches. 
The  same  weight  was  again  applied,  and 
it  was  found  that  the  deflection,  obtained 
by  taking  the  difference  between  the 
readings  of  the  micrometer  just  before 
and  after  the  weight  was  applied,  was 
less  than  it  was  the  first  time  the  weight 
was  applied,  and  the  rate  of  increase  of 
the  deflection  was  about  the  same  as 


before.  The  beam  was  thus  subjected 
to  a  weight  of  275  lbs.  for  three  hundred 
hours  in  aU,  after  which  it  was  broken  in 
the  same  manner  as  the  others.  It  was 
expected  that  the  effect  of  such  a  severe 
strain  for  so  long  a  time  would  diminish 
its  strength;  but,  on  the  contrary,  it 
appeared  to  increase  it,  as  the  beam 
gave  a  higher  Modulus  of  Rupture  than 
any  of  the  others,  although  it  did  not 
appear  to  be  of  as  good  qualify  as  many 
of  them.  The  ultimate  deflection  of  this 
beam  greatly  exceeded  that  in  any  of  the 
others. 

Table  m.  shows  the  deflection  of 
each  beam  imder  loads  of  30,  40,  100, 
400,  500,  and  550  lbs.,  immediately  after 
the  load  was  applied,  and  at  a  diistance 
of  one  inch  from  the  center.  The  small 
figures  under  each  deflection  show  what 
it  would  be  if  Hooke's  Law  held  true, 
taking  the  deflection  under  30  lbs.  as  the 
starting  point 


Table  m. 


Deflection  in  inches  under 

No. 

of  Test 

Piece. 

Ultimate 
Deflection 

Breaki'g 

weight. 

lbs. 

30  lbs. 

40  lbs. 

100  lbs. 

400  lbs. 

500  lbs. 

550  lbs. 

1 

0.0610 

0.0826 

0.2071 

0.8808 

1.0906 

1.2791 

1.5646 

5^ 

.0610 

.0813 

.2080 

.8120 

^.0150 

1.1165 

2 

.0616 

.0801 

.2043 

.8177 

1.0677 

1.2811 

1.8941 

573 

.0616 

.0820 

.2050 

.8200 

1.0250 

1.1275 

8 

.0606 

.0S15 

.2023 

.8976 

1.2764 

1.4800* 

1.4800* 

550 

.0606 

.0808 

.2020 

.8060 

1.0100 

1.1110 

4 

.0582 

.07(55 

.1929 

.7929 

1.1146 

1.8197 

1.4658 

575 

.0582 

.0776 

.1940 

7760 

0.9700 

1.0670 

6 

.0580 

.0774 

.2004 

.7876 

1.0170 

1.1827 

1.5788 

687 

.0580 

.0773 

.1988 

.7782 

0.9666 

1.0681 

6 

.0605 

.0803 

.2138 

.... 

1.2520 

1.4662 

.... 

565 

.060.-) 

.oeo6 

.2016 

.  . 

1.0090 

1.1088 

7 

.0624 

.0833 

.2083 

.8961 

1.3595 

.... 

.... 

550 

.0624 

.0832 

.»)80 

.8820 

I.OIOO 

.  .  . 

8 

.0632 

.0839 

.2102 

.8315 

1.1111 

1.8881 

1.5709 

585 

.0682 

.0^ 

.2106 

.8424 

1.0530 

1.1583 

9 

.0619 

.0823 

.2063 

.... 

1.0800 

1.2880 

1.4254 

580 

.0619 

.0625 

.9068 

1  0315 

1.1846 

10 

.0661 

.0884 

.2220 

.9276 

1.1772 

1.8775 

1.8100* 

637 

.0661 

.0681 

.2208 

.8813 

1.1015 

1.2116 

From  these  experiments  I  think  we 
may  draw  the  following  conclusions: 

That  the  Modulus  of  Elasticity  de- 
pends not  only  upon  the  elasticity  of  the 
materia],  but  also  upon  the  length  of 
time  the  load  is  applied. 

That  when  subjected  to  loads  not  ex- 
ceeding one-sixth  of  the  breaking  weight, 
spruce  beams  do  not  take  a  permanent 
set 

^Approximately. 


That  even  under  very  small  loads,  if 
applied  for  any  length  of  time,  there  will 
be  a  temporary  set 

That  ^ots  and  knarls  in  beams  loaded 
at  the  center,  when  not  within  one- 
eighth  of  the  span  of  the  center  of  the 
beam,  do  not  materially  affect  the  elas- 
ticity under  small  loads. 

That  the  deflection  is  very  nearly  pro- 
portional to  the  load,  far  beyond  the 
customary  limits  of  strain,  and  that  the 
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Modulus  is  consequently  very  nearly 
constant  for  all  moderate  deflections. 

That  a  high  Modulus  of  Elasticity  does 
not  always  accompany  high  transverse 
strength;  for,  as  shown  by  Table  I., 
piece  No.  10,  which  had  the  greatest 
transyerse  strength,  gave  next  to  the 
lowest  value  of  E. 

That  in  spruce  beams  the  upper  fibers 
commence  to  rupture  by  compressioA 
under  about  four-fifths  of  the  breaking 
weight,  and  the  neutral  axis  is  very  near 
the  center  of  the  beam  as  shown  by  the 
fracture. 

That  beams  which  are  subjected  to 
severe  strains  for  a  long  time  bend  more 
before  breaking  than  those  which  are 
broken  in  a  comparatively  short  time. 

That  the  Modulus  of  Elasticity  of 
small  spruce  beams,  of  a  quality  such  as 
is  used  in  the  best  buildings,  may  be 


taken  at  from  1,600,000  to  1,700,000  lbs., 
and  the  Modulus  of  Bupture  at  about 
11,000  lbs. 

The  only  other  experiments  on  Ameri- 
can spruce  with  which  the  writer  is 
familiar  are  those  made  by  Mr.  K.  G. 
Hatfield  on  small  beams,  1.6  feet  be- 
tween supports,  and  some  experiments 
by  Mr.  Thomas  Laslett,  of  England,  on 
pieces  of  Canada  spruce,  2  inches  square 
and  72  inches  between  supports. 

Mr.  Hatfield  gives  as  the  average  value 
of  the  transverse  strength  of  a  unit  beam, 
612  lbs..*  which  would  give  11,016  lbs. 
for  the  Modulus  of  Kupture. 

From  data  given  by  Laslett  f  we  ob- 
tain as  the  value  of  E,  9,045  lbs. 

The  value  generally  given  for  the 
Modulus  of  Elasticity  of  spruce  is 
1,600,000  lbs. 


GAS  AND  ELECTRICITY  AS  HEATING  AGENTS.* 


By  Dr.  C.  WILLIAM  SIEMENS,  P.R.S. 
Prom  "Iron." 


On  the  14th  of  March,  1878,  I  had  the 
honor  of  addressing  you  "  On  the  Utili- 
zation of  Heat  and  other  Natural  Forces." 
I  then  showed  that  the  different  forms  of 
energy  which  Nature  has  provided  for 
our  uses  had  their  origin,  with  the  single 
exception  of  the  tidal  wave,  in  solar  radi- 
ation ;  that  the  forces  of  wind  and  wa- 
ter, of  heat  and  electricity,  were  attrib- 
utable to  this  source,  and  that  coal 
formed  only  a  seeming  and  not  a  real 
exception  to  the  rule— being  the  embodi- 
ment of  a  fractional  portion  of  the  solar 
energy  of  former  geological  ages. 

On  the  present  occasion  I  wish  to  con- 
fine myself  to  one  branch  only  of  the 
general  subject,  namely,  the  production 
of  heat  energy.  I  shall  endeavor  to 
prove  that  for  all  ordinary  purposes  of 
heating  and  melting  gaseous  fuel  should 
be  resorted  to,  but  that  for  the  attain- 
ment of  extreme  degrees  of  heat  the 
electric  arc  possesses  advantages,  un- 
rivaled by  any  other  known  source  of 
heat 

Carbonaceous  material  such  as  coal  or 

*  A  lecture  dellTered  before  the  Science  Lecture  As- 
sociation, Glasgow. 


I  wood,  is  practically  inert  to  oxygen  at 
ordinary  temperatures ;  but  if  wood  is 
heated  to  295°  C.  (593  Fah.),  or  coal  to 
'  326°  C.  (617°  Fah.)  according  to  experi- 
'  mebts  by  M.  Marbach,  combination  takes 
I  place  between  the  fuel  and  the  oxygen 
I  of   the  atmosphere,  giving  rise  to   the 
phenomenon  of  combustion.    It  is  not 
j  necessary  to  raise  the  whole  of  the  com- 
bustible materials  to  this  temperature, 
in  order  to  continue  the  action ;  the  very 
act  of  combustion  when  once  commenced 
'  gives  rise  to  a  great  development  of  heat, 
'  more  than  sufficient  to  prepare  additional 
carbonaceous  matter,  and  additional  air 
for  entering  into  combination ;  thus  a 
match  suffices  to  ignite  a  shaving,  and 
i  that  in  its  turn  to  set  fire  to  a  bufiding. 
The  first  effect  of  combustion  is,  there- 
I  fore  to  heat  the  combustible  and  the  air 
I  necessary  to  sustain  combustion  to  the 
.  temperature  of  ignition,  but  in  dealing 
with  the  combustible  called  coal  other 
'  preparatory  work  has  to  be  accomplished, 
besides  mere  heating  in  order  to  sustain 

j     *  Hatfield's  Transrerse  Strains^  Table  XLII. 
I     t  Timber  and  Timber  Trees,  Native  and  Foreign,  by 
I  Thomas  Laslett,  Inspector  to  the  Admiralty,  London, 
1875. 
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combustion.  The  following  is  an  analysis 
from  Dr.  Percy's  work  on  "  Fuel  "  of  a 
coal  from  the  Newcastle  district : 

Carbon 81.41 

Hydrogen 5.as 

Oxygen 7.90 

Nitrogen 2.05 

Sulphur 0.74 

Ash 2.07 

which  shows  at  a  glance  that  nearly  16  i 
per  cent,  of  the  total  weight  consists  of 
such  permanent  gases  as  hydrogen,  I 
oxygen  and  nitrogen.  Those  gases  are ; 
partly  occluded  or  absorbed  within  the  j 
coal,  but  are  also  combined  with  carbon 
forming  volatile  compounds,  such  as  the 
hydrocarbons  and  ammonia,  so  that  when 
coal  is  subjected  to  heat  in  a  closed  re- 
tort, as  much  as  35  per  cent,  passes  away 
from  the  retort  in  a  gaseous  condition 
and  as  vapor  of  water,  partly  to  con- 
dense again  in  the  form  of  tar,  and  of 
ammoniacal  liquor,  and  partly  to  pass 
into  the  gas  mains  as  illuminating  gas, 
a  mixture  merely  of  marsh  gas  (CHJ, 
olefiant  gas  (C,HJ,  and  acetylene  (C,H,), 
its  value  as  an  illuminant  depending 
upon  the  peroentange  of  the  last  two 
constituents  rich  in  carbon.  The  result 
of  the  distillation  of  a  ton  of  coal  will  be 
as  follows,  from  data  with  which  Mr.  A. 
Upward  has  kindly  supplied  me : 

Cwt.     I 

Cake 18.60 

Tar 1.20 

Ammoniacal  liquor 1 .45 

Gas 8.15 

Carbonic  acid 0.18 

Sulphur  removed  by  purifying 0 .  80 

Loss 0.12 

So  great  is  the  loss  of  heat  sustained 
in  an  ordinary  coal  fire,  in  consequence  of 
the  internal  work  of  volatilization,  that 
such  a  fire  is  scarcely  applicable  for  the 
production  of  intense  degrees  of  heat, 
and  it  has  been  found  necessary  to  de- 
prive the  coal  in  the  first  place  of  its 
volatile  constituents  (to  convert  it  inte 
coke)  in  ord^r  to  make  it  suitable  for  the 
blast  furnace,  for  steel  melting,  and  for 
many  other  purposes  where  a  clear  in- 
tense heat  is  required. 

In  the  ordinary  coke  oven  the  whole 
of  the  volatile  constituents  are  lost,  and 
each  100  lbs.  of  coal  yield  only  66  lbs.  of  '• 
coke,  including  the  whole  of  the  earthy 
constituents  which  on  a  large  average ' 
may  be  taken  at  6  lbs.,  leaving  a  balance 

GO  lbs.  of  solid  carbon.     In  burning 


these  60  lbs.  of  pure  carbon,  220  lbs.  of 
carbonic  anhydride  (CO,)  are  produced, 
and  in  this  combination  60x14,500= 
870,000  heat  units  (according  te  accurate 
determinations  by  Favre  and  Silbermann, 
Dulong  and  Andrews)  are  produced. 

The  34  per  cent,  of  volatile  matter 
driven  off  yield,  when  the  condensible 
vapors  of  water,  ammonia  and  tar,  are 
separated,  about  16  of  pure  combustible 
gas  (being  equd  te  about  10,090  cubic 
feet  per  ten  of  coal)  which  in  combustion 
produce  16x22,000=362,000  heat  units. 
The  escape  of  these  gases  from  the  coke 
oven  constitutes  a  very  serious  loss,  which 
may  be  saved,  te  a  great  extent  at  least, 
if  the  decarburization  is  effected  in  re- 
terts.  The  total  heat  producible  from 
each  100  lbs.  of  coal  is  in  that  case 
870,000  +  362,000=1,222,000  or  12,220 
units  per  lb.  of  coal.  Deduction  most, 
however,  be  made  from  this  for  the  heat 
required  te  volatilize  34  lbs.  of  volatile 
matter  for  every  100  lbs.  of  coal  used, 
and  also  for  heating  the  coke  te  redness, 
or  say  te  1,000''  Fah.  CJonsidering  the 
multipHcity  of  gases  and  vapors  pro- 
duced it  would  be  tedious  te  give  the 
details  of  this  calculation,  the  result  of 
which  would  approximate  to  60,000  heat 
units,  or  600  units  per  lb.  of  coaJ  treated. 

We  thus  arrive  at  12,200-600=11,600 
heat  unite  as  the  maximum  result  te  be 
obtained  from  1  lb.  of  best  coal.  Con- 
sidering, however,  that  the  coal  com- 
monly used  for  industrial  purposes  con- 
tains more  ashes  and  more  water  than 
has  been  here  assumed,  a  reduction  of 
say  10  per  cent,  is  necessary,  and  the 
calorific  power  of  ordinary  coal  may 
fairly  be  tidcen  at  10,500  unite  per  lb. 

In  applying  this  standard  of  efficiency 
to  acttud  practice  it  will  be  found  that 
the  margin  for  improvement  is  large  in- 
deed. Thus,  in  our  best  steam-engine 
practice  we  obtain  one  actual  horse- 
power with  an  expenditure  of  2  lbs.  of 
coal  per  hour  (the  best  results  on  record 
being  1.5  lbs.  of  coal  per  indicated  horse- 
power.) A  horse-power  represente  33,000 
X  60=1,980,000  foot-lbs.  per  hour,  which 

is  ^^^^=980,000  foot-lbs.,  or  units 

of  force,  per  lb.  of  fuel.  Dr.  Joule 
has  shown  us  that  772  foot-lbs.  repre- 
sent one  unit  of  heat,  and  1  lb.  of  coal 


therefore  produces 


980,000 


772 


=1,282    units 
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of  heat,  instead  of  10,500,  or  only  one- 
eighth  part  of  the  utmost  possible  re- 
dtdt. 

In  melting  steel  in  pots  in  the  old- 
fashioned  way,  as  still  practiced  largely 
at  Sheffield,  2^  tons  of  best  Durham  coke 
are  consumed  per  ton  of  cast  steel  pro- 
duced. The  latent  and  sensible  heat 
really  absorbed  in  a  pound  of  steel  in 
the  operation,  does  not  exceed  1,800 
units,  whereas  2^  lbs.  of  coke  are  capa- 
ble of  producing  13,050x2.5=32,626 
units  or  18  times  the  amount  actually 
utilized. 


of  radiant  heat,  why,  it  may  be  asked,  do 
we  not  resort  at  once  to  coke  for  oar  do- 
mestic fuel  1  The  reasons  are  twofold ; 
the  coke  would  be  most  difficult  to  light, 
and  when  lighted  would  look  cheerless 
without  the  lively  flickering  flame. 

The  true  solution  consists,  I  venture 
to  submit,  in  the  combination  of  solid 
and  gaseous  fuel  when  brought  thor- 
oughly under  control,  by  first  separating 
these  two  constituents  of  coal.  1  am 
bold  enough  to  go  so  far  as  to  say  that 
raw  coal  should  not  be  used  as  fuel  for 
any  purpose  whatsoever,  and  that   the 


In  domestic  economy  the  waste  of  fuel  first  step  toward  the  judicious  and  eco- 
is  also  exceedingly  great,  but  it  is  not  |  nomic  production  of  heat  is  the  gas  re- 


easy  to  give  precise  figures  representing 
the  loss  of  effect,  owing  to  the  manifold 
purposes  to  be  accomplished,  including 
cooking  and  the  heating  and  ventilation 
of  apartments.  If  ventilation  could  be 
neglected  close  stoves,  such  as  are  used 
in  Russia,  would  unquestionably  furnish 
the  most  economical  mode  of  heating  our 
apartments ;  but  health  and  comfort  are, 
after  all,  of  greater  importance  than 
economy,  and  these  are  best  seciu'ed  by 
means  of  an  open  chimney.  Not  only 
does  the  open  chimney  give  rise  to  an 
active  circulation  of  air  through  the 
room,  which  is  a  necessity  for  oiu*  well- 
being,*  but  heat  is  supplied  to  the  room 
by  radiation  from  the  incandescent  ma- 
terial   instead    of    by  conduction  from 


tort  or  gas  producer,  in  which  coal  is 
converted  either  entirely  into  gas,  or  into 
gas  and  coke,  as  is  the  case  at  our  ordi- 
nary gas  works. 

When  in  the  early  part  of  the  present 

winter  London  was  visited  by  one  of  its 

densest  fogs,  many  minds  were  directed 

towards  finding  a  remedy  for  such  a 

state  of  things.     In  my  own  case  it  has 

resulted  in  an  arrangement  which  has 

met  with  a  considerable  amount  of  favor 

and  practical  success,  and  I  do  not  hesi- 

!  tate  to  reconunend  it  to  you  also  for 

I  adoption.   Its  general  application  would, 

as  regards  dwelling  houses,   make  our 

I  town  atmosphere  as  clear  as  that  of  the 

I  surrounding  country.  If  it  can  be  shown 

that  the  arrangement  may  be  easily  and 


stove  surfaces ;  in  the  one  case  the  walls  cheaply  appHed,  that  it  will  relieve  our 
and  furniture  of  the  room  absorb  the  '  housemaids  of  the  most  irksome  portion 
luminous  heat  rays,  and  yield  them  back  I  of  their  daily  work  in  laying  fires  and 


to  the  transparent  air,  whereas,  in  the 
latter' case,  the  air  is  the  first  recipient 
of  the  stove  heat,  and  the  walls  of  the 
room  remain  comparatively  cold  and 
damp,  giving  rise  to  an  unpleasant  musty 
atmosphere,  and  to  dry  rot  or  other 
mouldy  growth.     The  adversaries  of  the 


cleaning  grates,  and  that  a  warm  and 
cheerful  £^e  can  be  made  at  a  considera- 
bly cheaper  rate  than  when  using  coal, 
you  will  admit,  I  hope,  that  the  proposal 
is  worthy  of  a  trial. 

In  outward  appearance  my  fire-grate— 
which  I  have  not  made  the  subject  of  a 


open  fireplace  say  that  it  warms  you  on  |  patent,  and  which  may,  therefore,  be  put 
only  one  side,  but  this  one-sided  radiant  I  up  by  any  grate  or  gas  fitter  without 
heat  produces  upon  the  denizens  of  this  \  restraint — ^is  very  similar  to  the  ordinary 


somewhat  humid  country,  and  indeed 
upon  all  unnrejudiced  people,  a  particu- 
larly agreeable  sensation ;  which  is  proof, 
I  tlunk,  of  its  healthful  infiuence.  The 
hot  radiant  fire  imitates,  indeed,  the  sim 
in  its  effect  upon  man  and  matter,  and 
before  discarding  it  on  the  score  of 
wastefulness  and  smokiness,  we  should 
try  hard,  1  think,  to  cure  it  of  its  admit- 
ted imperfections. 


coal  grate  ;  the  latter  may,  indeed,  be 
converted  into  the  smokeless  grate  at  a 
veiy  trifling  cost.  The  essential  features 
of  this  grate  are,  that  solid  carbonaceous 
fuel,  such  as  coke  or  anthracite,  are  used 
in  combination  with  as  much  gas  as  is 
found  necessary  to  raise  the  former  to 
the  point  of  incandescence;  that  the 
combustion  is  entirely  confined  to  the 
front  of  the  grate,  whence  radiation  into 


If  incandescent  coke  is  the  main  source  I  the  room  takes  place ;  and  that  any  heat 
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reaching  the  back  of  the  grate  is  con- 
ducted away  and  utilized  in  heating  the 
incoming  air,  by  which  combustion  in 
front  of  grate  is  supported.  In  this  way 
greater  brilliancy  and  considerable  econ- 
omy are  realized. 

in  one  arrangement  by  which  this  is 
effected  an  iron  dead  plate  is  riveted  to 
a  stout  copper  plate  facing  the  back  of 
the  fire  grate,  and  extending  5  inches 
both  upwards  and  downwards  from  the 
point  of  junction.  The  dead  plate  stops 
short  about  an  inch  behind  the  bottom 
bar  of  the  grate  to  make  room  for  a  half- 
inch  gas  pipe,  which  is  perforated  with 
holes  of  about  one-sixteenth  of  an  inch 
placed  at  a  distance  of  1^  inches  along 
the  inner  side  of  its  upper  surface.  This 
pipe  rests  upon  a  lower  plate,  which  is 
bent  downwards  towards  the  back,  so  as 
to  provide  a  vertical  and  horizontal  chan- 
nel of  about  1  inch  in  breadth  between 
the  two  plates.  A  trap  door,  held  up  by 
a  spring,  is  provided  for  the  discharge 
of  ashes  falling  into  this  channel.  The 
vertical  portion  of  this  channel  is  occu- 
pied by  a  strip  of  sheet  copper  about  4 
inches  deep,  bent  in  and  out  like  a  lady's 
frill,  and  riveted  to  the  copper  back 
piece. 

Copper  being  an  excellent  conductor 
of  heat,  and  this  piece  presenting 
(if  not  less  than  a  qimrter  of  an  inch 
thick)  a  considerable  sectional  conductive 
area,  transfers  the  heat  from  the  back  of 
the  grate  to  the  frill  work  in  the  vertical 
channel.  An  air  current  is  set  up  by 
this  heat,  which,  in  passing  along  the 
horizontal  channel,  impinges  on  the  line 
of  gas  flames,  and  greatly  increases  their 
brilliancy.  So  great  is  the  heat  imparted 
to  the  air  by  this  simple  arrangement, 
that  a  piece  of  lead  of  about  half  a  pound 
in  weight  introduced  through  the  trap 
door  into  this  channel  melted  in  five 
minutes — proving  a  temperature  exceed- 
ing 619°  Fah.,  or  326°  C.  The  abstrac- 
tion of  heat  from  the  back  has,  moreover, 
the  advantage  of  retarding  the  combus- 
tion of  the  coke  there  while  promoting 
it  at  the  front  of  the  grate. 

I  have  used  this  arrangement  in  a  fire- 
place at  my  office,  in  a  room  of  7,200 
cubic  feet  capacity  facing  the  north.  I 
always  found  it  difficult,  during  cold 
weather,  to  keep  this  room  at  06  "*  Fah. 
with  a  coal  fire ;  but  it  has  been  easily 
maintained  at  that  temperature  since  the 


grate  has  been  altered  to  the  gas-coke 
grate  just  described. 

In  order  to  test  the  question  of  econ- 
omy, I  have  passed  the  gas  consumed  in 
the  grate  through  a  Parkinson's  10-light 
dry  gas  meter  supplied  to  me  by  the 
Woolwich,  Plumst^id  and  Charlton  Con- 
sumers' Gas  Company.  The  coke  used 
is  also  carefully  weighed. 

The  result  of  one  day's  campaign  of 

nine  hours  is  a  consumption  of  62  cubic 

feet  of  gas  and  22  lbs.  of  coke  (the  coke 

remaining  in  the  grate  being  in  each  case 

;  put  to  the  debit  of  the  following  day). 

!  Taking  the  gas  at  the  average  London 

'  price  of  da.  6d.  per  1,000  cubic  feet,  and 

I  the  coke  at  ISs,  a  ton,  the  account  stands 

I  thus  for  nine  hours : 

62  cubic  feet  of  gas  at  Zs.  6d.  per  thous- 
and  2.604(1 

!  23  lbs.  of  coke  at  IBs,  a  ton 2.121 

Total 4.725 

or  at  the  rate  of  0.525d,  per  hour.  In 
its  former  condition  at  a  coal  grate  the 
consumption  exceeded  generally  two  and 
a-half  large  scuttles  a  day,  weighing  19 
lbs.  each,  or  47  lbs.  of  coal,  which  at  23«. 
a  ton  equals  5.7d.  for  nine  hotlrs,  being 
0,633c:?.  per  hour.  This  result  shows  that 
the  coke-gas  fire,  as  here  described,  is 
not  only  a  warmer  but  a  cheaper  fire  than 
its  predecessor ;  with  the  advautages  in 
its  lit  without  the  trounle  of  laying  the 
fire,  as  it  is  called,  and  keep  alight  with- 
out requiring  to  be  stirred,  that  it  is 
thoroughly  smokeless,  and  that  the  gas 
can  be  put  off  or  on  at  any  moment, 
which  in  most  cases  means  considerable 
enonomy. 

A  second  and  more  economical  ar- 
rangement as  regards  first  cost  consists 
of  two  parts  which  are  simply  added  to 
the  existing  grate,  viz. :  (1)  the  gas  pipe 
with  a  single  row  of  hole  of  about  1-16 
inch  diameter,  1.5  inch  apart  along  the 
upper  side  inclining  inward,  and  (2)  an 
angular  plate  of  cast  iron,  with  project- 
ing ribs  extending  from  front  to  back  on 
its  under  side,  presenting  a  considerable 
surface,  and  serving  the  purpose  of  pro- 
viding the  heating  surface  produced  by 
the  copper  plate  and  frill  work  in  my 
first  arrangement.  In  using  iron  instead 
of  copper  it  is  necessary,  however,  to  in- 
crease the  thickness  of  these  plates  and 
ribs  in  the  inverse  ratio  of  the  conduc- 
tivity of  the  two  metals,  or  as  regards 
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the  back  plate,  from  J  inch  to  f  inch.  | 
An  inclined  plate,  fastened  to  the  lower  j 
grate  bar,  directs  the  incoming  air  upon 
the  heating  surfaces,  and  provides  at  the 
same  time  a  support  for  the  angular  and 
ribbed  plate  which  is  simply  dropped  into 
its  firm  position  between  it  and  the  back 
of  the  grate.  The  front  edge  of  the  hori- 
zontal plate  has  vandyked  openings, 
forming  a  narrow  grating,  through  which 
the  small  quantity  of  ashes,  that  will  be 
produced  by  combustion  of  the  coke  or 
anthracite  in  the  front  part  of  the  grate, 
discharge  themselves  down  the  incline 
towards  the  back  of  the  hearth,  where 
an  open  ash  pan  may  be  placed  for  their 
reception.  In  adapting  the  arrangement 
to  existing  grates,  the  ordinary  grating 
may  be  retained  to  support  the  angular 
plate  which  has  in  that  case  its  lower 
ribs  cut  short,  to  the  level  of  the  hori- 1 
zontal  grate.  . 

A  considerable  number  of  grates  have 
now  been  constructed  or  altered  in  ac- 1 
cordance  with  my  plan,  and  have  given 
great  satisfaction  to  the  users,  on  account 
of  convenience  and  economy,  which  are ' 
conditions   essentially  necessary,   if  we' 
are  to  make  any  way  toward  the  more  I 
important,  I  may  say  national,  result  of 
a  ^'  smokeless  London,'*  a  smokeless  Man- 1 
Chester,  and  a  smokeless  Glasgow.     But  I 
it  may  be  asked,  are  you  sure  that  the  I 
coke  and  gas  grate  you  advocate,  will  do  | 
away  with  fogs  and  smoke  1    My  answer 
is,  that  it  would  certainly  do  away  with , 
smoke,  because  the  products  of  combus- 1 
Hon  passing  away  into  the  chimney  are ' 
perfectly  transparent.     Mr.  Aitken  has,  | 
however,  lately  proved  in  an  interesting 
paper  read  before  the  Royal  Society  of  i 
Edinburgh,  that  even,  with  perfect  com- 1 
bustion  a  microscopic  dust  is  sent  up! 
into  the  atmosphere,   each  particle   of  I 
which  may  form  a  molecule  of  fog.     We 
have  evidence,   indeed,  that  the  whole  i 
universe  is  filled  with  dust,  and  this  is, , 
according  to  Professor  Tyndall,  a  fortu- 
nate circumstance,  for  without  dust  we  I 
should  not  have  a  blue  but  a  pitch  black ' 
sky,  and  on  our  earth  we  should  be,  ac- 
cording to  Mr.  Aitken,  without  rain,  and 
should  have  to  Hve  in  a  perpetual  vapor 
bath.     The  gas  fires  would  contribute,  it 
appears,  to  this  invisible  dust,  and  we 
should,  no  doubt,  continue  to  have  fogs, 
but  these  would  be  white  fogs,  which ' 
would  not  choke  and  blacken  us.  i 


Granted  the  cure  of  smoke,  it  might 
still  be  questioned  whether  such  a  plan  as 
here  proposed  could  be  carried  out,  on 
so  large  a  scale  as  to  affect  our.,  atmos- 
phere, with  the  existing  mains  and  other 
plant  of  the  gasworks.  If  gas  were  to 
be  depended  upon  entirely  for  the  pro- 
duction of  the  necessary  heat,  as  is  the 
case  with  an  ordinary  gas  and  asbestos 
grate,  it  could  easily  be  proved  that  the 
existing  gas  mains  would  not  go  far  to 
supply  the  demand ;  each  grate  would 
consume  from  60  to  100  cubic  feet  an 
hour,  representing  in  each  house  a  con- 
siunption  exceeding  many  times  the  sup- 
ply to  the  gasHghts.  My  experiments 
prove,  however,  that  an  average  con- 
sumption of  from  6  to  8  cubic  feet  of  gas 
per  hour  suffices  to  work  a  coke- gas 
grate,  on  the  plan  here  proposed.  This 
is  about  the  consumption  of  a  large  Ar- 
gand  burner,  and  therefore  within  the 
Emits  of  ordinary  supply.  But,  inde- 
pendently of  the  practical  question  of 
supply,  it  is  desirable  on  the  score  of 
economy  to  rely  upon  the  solid  carbon 
chiefly  for  the  production  of  radiant  heat> 
for  the  following  reason : 

1,000  cubic  feet  of  ordinary  illuminat- 
ing gas  weigh  34  lbs.,  and  the  heat  de- 
veloped in  their  combustion  amounts  to 
34x22,000=748,000  heat  units. 

-One  pound  of  solid  coke  develops  in 
combustion,  say,  13,400  heat  imits  (as- 
suming 8  per  cent,  of  incombustible  ad- 

•  ^      X      ^  -^  748,000     _,, 

mixture)  and  it  requires  ^     .^    =56  lbs., 

or  just  half  a  hundred  weight,  of  this 
coke  to  produce  the  same  heating  effect 
as  1,000  cubic  feet  of  gas.  But  1,000 
cubic  feet  of  gas  cost  on  an  average  Ss. 
6^.,  and  a  half  hundred  weight  of  coke 
not  more  than  6d.  (at  20«.  a  ton),  or 
only  one-seventh  part  of  the  price  of 
gas. 

If  heating  gas  was  supplied  at  a  much 
cheaper  rate  it  would,  in  many  c^-ses,  be 
advantageous  to  substitute  incombusti- 
ble matter,  such  as  balls  of  asbestos  for 
the  coke  or  anthracite.  The  consump- 
tion of  gas  would  in  that  case  have  to  be 
increased  veiy  considerably,  but  the 
economical  principle  involved  (that  of 
heating  the  air  of  combustion  by  con- 
duction from  the  back  of  the  grate) 
would  still  apply,  and  produce  economi- 
cal results  as  compared  with  those  ob- 
tained by  the  gas-asbestos  arrangements 
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hitherto  used.  To  illustrate  the  efficiency 
of  this  mode  of  heating  the  incoming  air 
by  what  is  called  waste  heat,  I  will  show 
you  another  appUcation  of  the  same 
principle  which  I  have  made  very  re- 
cently to  the  combustion  of  gas  for  illum- 
inating purposes. 

Gas  engineers  have  been  under  the 
impression  until  now  that  a  supply  of 
cold  air  was  favorable  to  the  production 
of  a  briUiant  flame.  This  is  a  miscon- 
ception which  was  very  general  also  as 
regards  the  combustion  of  solid  fuel  in 
furnaces,  until  it  was  disproved  by  Stir- 
ling, by  Neilson,  and  by  the  introduction 
of  the  regenerative  gas  furnace.  The 
*'  duplex  burner  "  owes  its  brilliancy  to 
the  heating  effect  of  the  one  burner  upon 
the  other  ;  and  my  brother,  Mr.  Freder- 
ick Siemens,  has  more  recently  con- 
structed a  burner  in  which  the  flame  of 
the  gas  is  reversed  in  its  action  in  order 
to  heat  in  its  descent  the  ascending  cur- 
rent of  flame-supporting  air.  By  the 
application  of  the  principle  of  conduc- 
tion before  described,  I  obtain  the  hot- 
air  current  in  the  most  simple  manner 
without  interfering  with  the  free  action 
of  the  flame.  In  my  arrangement  an 
ordinary  Argand  burner  takes  its  supply 
of  gas  through  an  enlarged  vertical  cop- 
per tube.  This  copper  pipe  terminates 
in  a  rod  of  highly  conductive  copper, 
which  passes  upward  through  the  burner, 
and  carries  at  its  top  a  ball  of  porcelain 
or  other  refractory  material.  The  rod  is 
coated  with  platinum  or  nickel  to  pre- 
vent oxidation  when  heated  (almost  to 
redness)  by  the  heat  of  the  flame.  The 
tube  is  armed  with  radial  plates  of  cop- 
per presenting  a  considerable  aggregate 
surface,  and  abutting  externally  against 
a  covering  of  asbestos  or  other  non-con- 
ductive material. 

The  waste  heat  of  the  flame,  or  that 
portion  of  the  heat  produced  in  combus- 
tion which  is  not  utilized  in  luminous 
rays,  serves  to  heat  the  ball  of  refractory 
material  and  the  conductive  rod.  The 
heat  is  thus  transferred  by  conduction  to 
the  upright  copper  tube,  with  its  laminar 
radii,  between  the  extensive  surfaces  of 
which  currents  of  air  are  free  to  ascend 
towards  the  Argand  burner.  The  air  is, 
thus  heated  to  from  TOO^'  to  800«^  Fah. 
before  meeting  the  gas,  and  the  ultimate 
temperature  of  the  flame  is  increased  to 
at  least    the    same  amount,   causing  a 


larger  proportion  of  the  heat  developed 
in    combustion  to  reach   the    point  of 
luminous  radiation.     But  not  only  the 
quantity  of  light,  but  its  quality,  is  im- 
proved by  the  higher  temperature  ob- 
tained.    It  may  appear  surprising,  but 
it  is  a  fact  susceptible  of  accurate  proof, 
that  the  light  obtained  in  consumption 
of  a  given  amount  of  gas  may  thus  be 
increased  by  some  40  per  cent,  and  that 
in  this  large  proportion  the  deleterious 
influences  connected  with  gas  lighting 
may  be  diminished.     Gras  will  thus  be 
better  able  to  hold  its  position  against 
its  more  brilliant  rival  the  electric  light, 
except  for  such  large  applications  as  the 
lighting  of   pubUc  halls  and  places,  of 
harbor,  railway  stations,  warehouses,  &c, 
for  which    it    is    pre-eminently  suited. 
Add  to  these  improved  applications  of 
gas  the  ever-increasing  ones  for  heatmg 
purposes,  and  I  have  only  to  express  re- 
gret that  I  am  not  a  gas  shareholder.    If 
ffas  is  to  be  largely  employed,  however, 
for  heating  purposes,  it  will  have  to  come 
down    in  price;    and  considering   that 
heating  gas  need  not  be  highly  purified, 
or  possessed  of  high  illuminating  power, 
the  time  will  come,  I  believe,  when  we 
shall  have  two  services,  one  for  illumin- 
ating and  the  other  for  heating  gas. 
•   In  many  towns  two  systems  of  gas 
mains  alreietdy  exist;  and  it  would  only 
be  necessary  to  appropriate  the  one  for 
illuminating  and  the  other  for  heating 
gas.    The  ordinary  retorts  could  be  used 
for  the  production  of  both  descriptions 
of  gas,  it  bemg  well  known  that  even 
ordmary  coal  wSl  give  up  gases  of  high 
illuminating  power  during  a  certain  por- 
tion of  the  time  occupied  in  their  entire 
distillation.     The  gases  emitted  from  the 
retort  when  first  charged  are  to  a  great 
!  extent  occluded  gases  of  low  illuminating 
power  such  as  fire  damp  or  marsh  gas, 
and  these  should  be  turned  into   the 
heating  mains.    In  the  course  of  half  an 
hour  these  occluded  gases,  together  with 
the  aqueous  and  other  vapors  will  have 
left  the  coal,  which  is  then  in  the  best 
,  condition  to  evolve  olefiant  gas  and  other 
gases  rich  in  carbon,  and  therefore  of 
higher  illuminating  power.     The  period 
I  during  which  such  illuminating  gases  are 
!  emitted  extends  over  probably  two  hours, 
after  which  the  retorts  should  again  be 
connected  with  the  heating  gas  mains, 
;  imtil  the  end  of  the  process.     The  result 
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of  this  modus  operandi  would  be  that 
the  illuminating  gas  supplied,  say  in 
London,  from  Newcastle  coal,  would 
probably  exceed  20-candle  power,  instead 
of  16,  as  at  present,  whereby  the  object- 
ionable results  of  gas  lighting  would  be 
greatly  diminished,  and  there  would  be, 
say,  an  equal  volume  of  •  heating  gas 
available,  consisting  for  the  most  part  of 
marsh  gas,  which,  although  greatly  in- 
ferior to  olefiant  gas  in  iUuminating  ef- 
fect, would  be  actually  more  suitable  for 
heating  purposes,  because  less  liable  to 
produce  soot  in  its  combustion. 

The  total  cost  of  production  would  not 
be  increased  by  tins  separation  of  the 
gases,  and  the  price  might,  with  advant- 
age both  to  the  supplier  and  to  the  con- 
sumer, be  so  adjusted  that  the  latter, 
while  paying  for  his  illiuninating  gas  an 
increased  price  proportionate  to  the  in- 
crease of  illuminating  power,  would  be 
furnished  with  a  heating  gas  at  greatly 
reduced  cost ;  for  the  heatmg  gas  would 
be  reduced  in  price  in  a  much  larger  pro- 
portion than  tiie  illuminating  gas  would 
have  to  be  raised,  because  it  would  not 
require  the  same  purification  from  sul- 
phur which  renders  illuminating  gas 
comparatively  costly.  The  enormous  in- 
crease of  consumption  would  moreover 
enable  the  gas  companies  to  reduce  prices 
all  round  very  considerably  without  in- 
terfering with  their  comfortable  reve- 
nues. 

For  large  applications  of  heating  gas 
to  the  working  of  furnaces  and  boilers, 
simpler  means  than  the  retort  can  be 
found  for  its  production.  I  constructed 
a  gas  producer  many  years  ago  in  con- 
nection with  my  regenerative  gas  fur- 
nace, which  I  need  not  now  describe  in 
detail.  In  it  all  the  carbonaceous  matter 
of  the  coal  is  converted  into  combustible 
gas,  the  solid  carbon  yielding  a  supply 
of  carbonic  oxide ;  the  resultant  mixture 
of  combustible  gas  contains  a  very  large 
proportion,  averaging  61.5  per  cent.,  of 
nitrogen,  which  swells  its  volume  with- 
out in  any  way  contributing  to  its  heat- 
ing power.  It  has  been  my  endeavor  for 
some  time  to  construct  a  gas  producer 
which,  without  losing  the  simpHcity  of 
the  first,  should  be  capable  of  yielding  a 
heating  gas  of  superior  calorific  power. 
This  producer  consists  of  a  wrought- 
cylindrical  chamber,  truncated  down 
wards,  and  lined  with  brickwork.     The 


fuel  to  be  converted  into  gas  is  intro- 
duced through  a  hopper,  and  the  cinder 
and  ashes  work  out  through  the  open 
orifice  at  the  bottom. 

Instead  of  a  grating  for  the  introduc- 
tion of  atmospheric  air  a  current  of 
heated  air  is  brought  in,  either  through 
the  hopper  or  through  the  orifice  at  the 
bottom,  and  is  discharged  into  the  center 
of  the  mass  of  fuel ;  the  effect  is  the  gen- 
eration of  a  very  intense  heat  at  that 
point.  The  fuel,  after  its  descent  through 
the  hopper,  arrives  gradually  at  this  re- 
gion of  intense  heat,  and  when  subjected 
to  it,  parts  with  its  gaseous  constituents. 
At  the  point  of  maximum  heat  coke  is 
consumed,  producing  carbonic  anhydride, 
which,  in  passing  through  the  considera- 
ble thickness  of  fuel  surrounding  this 
portion,  takes  up  a  second  equivalent  of 
carbon  and  becomes  changed  into  car- 
bonic oxide.  Here  also  the  earthy  con- 
stituents are  for  the  most  part  separated 
in  a  fused  or  senoi-fused  condition,  and 
in  descending  gradually  reach  the  orifice 
at  the  bottom,  whence  they  are  removed 
from  time  to  time.  Air  enters  through 
the  bottom  orifice  to  some  extent,  caus- 
ing the  entire  consumption  of  the  car- 
bonaceous matter,  which  may  have  got 
past  the  zone  of  greatest  heat ;  water  is 
also  here  introduced  in  a  hollow  tray, 
and  after  evaporation  by  the  heat  of  the 
hot  clinkers,  passes  upwards  through  the 
I  incandescent  mass,  and  is  converted  by 
decomposition  into  carbonic  oxide  and 
I  hydrogen  gas.  The  ^t  orifices  for  the 
I  gases  are  placed  all  round,  near  the  cir- 
i  cumf  erence  of  the  chamber,  ascending 
upwards  into  an  annular  space,  whence 
they  are  taken  through  pipes  to  the  fur- 
nace or  other  destination.  The  advant- 
ages connected  with  this  modv^  operandi 
consists  in  the  intensity  of  the  heat  pro- 
duced within  the  center  of  the  mass,« 
whereby  the  whole  of  the  fuel  is  con- 
verted into  combustible  gases,  with  the 
least  amoimt  of  nitrogen.  The  hydro- 
carbons formed  in  the  upper  portion  of 
the  apparatus  have  to  descend  through 
the  hotter  fuel  below,  and  in  so  doing, 
the  tar  and  other  vapors  mixed  up  with 
them  are  decomposed,  and  furnish  com- 
bustible gases  of  a  permanent  character. 

The  orifice  at  the  bottom  of  the  appa- 
ratus may  be  enlarged  and  so  arranged 
that,  instead  of  ashes  only  being  pro- 
duced, coke  may  be  withdrawn,  and  in 
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this  way  a  continuoas  coke  oven  may  be 
constructed,  which  is  at  the  same  time  a 
gas  producer,  or,  in  other  words,  an  ap- 
paratus in  which  both  the  solid  and  gas- 
eous constituents  of  the  coal  are  fully 
utilized.  The  intense  heat  in  the  very 
center  of  a  large  mass  of  fuel  has  for  its 
result  a  very  rapid  distillation,  and  thus 
one  gas  producer  does  the  work  of  two 
or  three  gas  producers  of  the  type  hith- 
erto employed;  this  more  concentrated 
action  will  moreover  allow  of  the  intro- 
duction of  gaseous  fuel,  where  want  of 
space  and  considerations  of  economy 
have  militated  hitherto  against  it,  and  in 
favor  of  the  ordinary  coal  furnace.  It 
has  been  already  proved  that  steam 
boilers  can  be  worked  economically  on 
land  with  gaseous  fuel,  and  there  is  no 
reason  that  I  know  of  why  the  same 
mode  of  working  should  not  also  be  ap- 
plied to  marine  boilers.  I  he  marine 
engine  has  within  the  last  fifteen  years 
been  improved  to  an  extent  which  is 
truly  surprising;  the  consumption  of 
coal,  which  at  i£e  commencement  of  that 
period  wslq  never  less  than  8  lbs.  per 
horse  power,  has  been  reduced  by  ex- 
pansive working  in  compound  cylinders 
to  2  lbs.  or  even  less  per  actual  horse- 
power. The  mode  of  firing  marine  boilers 
has,  however,  remained  the  same  as  it 
was  in  the  days  of  Watt  and  Fulton.  In 
crossing  the  Atlantic  one  may  see  a  con- 
siderable number  of  men  incessantly  em- 
ployed in  the  close  stoke  hole  of  the  ves- 
sel opening  the  fire  doors  and  throwing 
in  fuel.  Each  charge  gives  rise  to  the 
development  of  great  clouds  of  black 
smoke  issuing  from  the  chimney,  to  the 
great  annoyance  and  discomfort  of  the 
passengers  on  deck.  If,  instead  of  this, 
the  fuel  could  be  discharged  mechani- 
cally into  one  or  more  gas  producers,  the 
gaseous  fuel  produced  would  maintain 
the  boilers  at  a  very  uniform  heat,  with- 
out necessitating  the  almost  superhuman 
toil  of  the  firemen ;  no  smoke  or  dust 
would  be  emitted  from  the  chimney,  and 
a  large  saving  of  fuel  would  be  effected. 
This  change  would  be  specially  appre- 
ciated by  the  numerous  tourists  visiting 
the  Western  ffighlands.  Speaking  from 
my  own  experience  on  one  occasion,  I 
may  say  that  the  pleasure  of  a  trip  on 
the  beautiful  Loch  Lomond  was  very  se- 
riously marred  in  consequence  of  the 
fumigation  which  my  fellow-passengers 


and  myself  had  to  endure.  The  change 
from  the  use  of  solid  to  gaseous  fad 
would  be  the  prelude  probably  to  another, 
and  still  more  important  change,  namely, 
the  entire  suppression  of  the  steam 
boiler.  We  are  already  in  possession  of 
gas  engines  working  at  moderate  expense 
as  compared  with  small  steam  engines, 
even  when  supplied  with  the  compara- 
tively expensive  gas  from  our  town  gas 
mains,  and  all  that  will  be  required  is  an 
extension  of  the  principle  of  operation 
already  established.  The  realization  of 
such  a  plan  would,  of  course,  involve 
many  important  considerations,  and  may 
be  looked  upon  as  one  of  those  subjects 
the  accomplishment  of  which  may  be  left 
for  the  energy  and  inventive  power  of 
the  rising  generation  of  engineers. 

Before  leaving  this  branch  of  the  sub- 
ject, I  wish  to  call  attention  to  a  favorite 
suggestion  which  I  had  occasion  to 
make  some  years  ago.  It  consists  in 
placing  gas  producers  at  the  bottom  of 
the  coal  mines  themselves,  so  that  in- 
stead of  having  to  raise  the  coal  by  me- 
chanical power,  the  combustible  gases 
ascending  from  the  depth  of  the  mine  to 
the  surface  would  acquire  by  virtue  of 
their  low  specific  gravity  such  an  on- 
ward pressure  that  they  could  be  con- 
ducted in  tubes  to  distances  of  many 
miles,  thus  saving  the  cost  of  raising 
and  transporting  the  solid  fuel  Glas- 
gow, with  its  adjoining  coal  fields,  ap- 
pears to  me  a  particularly  favorable  lo- 
cality for  putting  such  a  plan  to  a  prac- 
tical trial,  and  the  well-known  enterprise 
of  its  inhabitants  makes  me  sanguine  of 
its  accomplishment.  When  thus  sup- 
plied with  gaseous  fuel,  the  town  would 
not  only  be  able  to  boast  of  a  clear  at- 
mosphere, but  the  streets  would  be  re- 
lieved of  the  most  objectionable  portion 
of  the  daily  traffic. 

I  now  approach  another  and  the  last 
portion  of  my  address,  the  attainment 
of  very  intense  degrees  of  heat  either 
for  effecting  fusion  or  chemical  decom- 
position. Although  by  means  of  the 
combustion  of  either  solid  or  gaseous 
fuel  heats  are  produced  which  suffice  for 
all  ordinary  purposes,  there  is  a  limit 
imposed  upon  the  degree  of  tempera- 
ture attainable  by  any  furnace  depend- 
ing upon  combustion.  It  has  been 
shown  by  Bunsen  and  by  St.  Claire  Be- 
ville,  that  at  certain  temperatures  the 
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chemical  affinity  between  oxygen  on  the 
one  hand  and  carbon  and  hydrogen  on 
the  other  absolutely  ceases,  and  that. if 
the  products  of  combustion  CO,  and  H,0 
be  exposed  to  such  a  degree  of  tempera- 
ture they  would  fall  to  pieces  into  their 
constituent  elements.  This  point  of  dis- 
sociation, as  it  is  called,  is  influenced  by 
pressure,  but  has  been  found  for  CO 
under  atmospheric  pressure  to  be  2600 
C,  (or  4700^  Fahr.).  But  long  before 
this  extreme  point  has  been  arrived  at, 
combustion  is  greatly  retarded,  and  the 
limit  is  reached  when  the  losses  of  heat 
by  radiation  from  the  furnace  balance  its 
production  by  combustion.  To  electrici- 
ty we  must  look  for  the  attainment  of  a 
temperature  above  that  of  dissociation, 
and  we  have  evidence  of  the  early  appli- 
cation of  the  electric  arc  to  such  a  pur- 
pose. In  1807  Sir  Humphrey  Davy  suc- 
ceeded in  decomposing  potash  by  means 
of  an  electric  current  from  a  Wollaston 
battery  of  400  elements,  and  in  1810  he 
eurprised  the  members  of  the  Boyal  In- 
stitution by  the  brilliant  electric  arc  pro- 
duced between  carbon  points  through 
the  same  agency.  Magneto-electric  and 
dynamo-electric  currents  allov  of  the 
production  of  the  electric  arc  much 
more -readily  and  economically  than  by 
the  use  of  Sir  Humphrey  Davy's  gigan- 
tic battery,  and  Messrs.  Huggins,  Lock- 
ver  and  Liveing,  and  other  physicists, 
nave  taken  advantage  of  the  compara- 
tively new  method  to  advance  astronomi- 
cal and  chemical  research  with  the  aid  of 
spectrum  analysis. 

My  object  is  now  to  show  that  the 
heat  of  the  electric  arc  is  not  only  avail- 
able within  a  focus,  or  extremely  con- 
tracted space,  but  that  it  is  capable  of  pro- 
ducing such  larger  effects  as  will  render 
it  useful  in  the  arts  for  fusing  platinum, 
iridium,  steel,  or  iron,  or  for  effecting 
such  reactions  or  decompositions  as  re- 
quire for  their  accomplishment  an  in- 
tense degree  of  heat,  coupled  with  free- 
dom from  such  disturbing  influences  as 
are  inseparable  from  a  furnace  worked 
by  the  combustion  of  carbonaceous  ma- 
terial. The  apparatus  which  I  employ 
to  effect  the  electro-fusion  of  such  mate- 
rial as  iron  or  platinum  consists  of  an 
ordinary  crucible  of  plumbago,  or  other 
highly-refractory  material,  placed  in  a 
metaUic  jacket  or  outer  casing,  the  inter- 
vening   space    being     filled    up    with 


pounded  charcoal  or  other  bad  conduct- 
or of  heat.  A  hole  is  pierced  through 
the  bottom  of  the  crucible  for  the  ad- 
mission of  a  rod  of  iron,  platinum,  or 
dense  carbon,  such  as  is  used  in  electric 
illumination.  The  cover  of  the  crucible 
is  also  pierced  for  the  reception  of  the 
negative  electrode,  by  preference  a  cylin- 
der of,  compressed  carbon  of  compara- 
tively large  dimensions.  At  one  end  of 
a  beam  supported  at  its  center  is  sus- 
pended the  negative  electrode  by  means 
of  a  strip  of  copper,  or  other  good  con- 
ductor of  electricity,  the  other  end  of 
the  beam  being  attached  to  a  hollow  cy- 
linder of  soft  iron  free  to  move  verti- 
cally within  a  solenoid  coil  of  wire,  pre- 
senting a  total  resistance  of  about  50 
units  or  ohms.  By  means  of  a  sliding 
weight  the  preponderence  of  the  beam 
in  tibe  direction  of  the  bolenoid  can  be 
varied  so  as  to  balance  the  magnetic 
force  with  which  the  hollow  iron  cylinder 
is  drawn  into  the  coil.  One  end  of  the 
solenoid  coil  is  connected  with  the  posi- 
tive, and  the  other  with  the  negative  pole 
of  the  electric  arc,  and,  being  a  coil  of 
high  resistance,  its  attractive  force  on 
the  iron  cylinder  is  proportional  to  the 
electro-motive  force  between  the  two 
electrodes,  or,  in  other  words,  to  the 
electrical  resistance  of  the  arc  itself. 

The  resistance  of  the  arc  was  determ- 
ined and  fixed  at  will  within  the  limits 
of  the  source  of  power,  by  sliding  the 
weight  upon  the  beam.  If  the  resist- 
ance of  the  arc  should  increase  from  any 
cause,  the  current  passing  through  the 
solenoid  would  gain  in  strength,  and  the 
magnetic  force  overcoming  the  counter- 
acting weight,  would  cause  the  negative 
electrode  to  descend  deeper  into  the  cru- 
cible; whereas,  if  the  resistance  of  the 
arc  should  fall  below  the  desired  limit, 
the  weight  would  drive  back  the  iron 
cylinder  within  the  coils,  and  the  length 
of  the  arc  would  increase,  until  the  bal- 
ance between  the  forces  engaged  had 
been  re-established.  Experiments  with 
long  solenoid  coils  have  shown  that  the 
attractive  force  exerted  upon  the  iron  cy- 
linder is  subject  only  to  slight  variation 
within  a  range  of  several  inches,  which 
circumstance  allows  of  a  working  range 
to  that  extent  of  nearly  imiform  action 
on  the  electric  arc. 

This  automatic  adjustment  of  the  arc 
is  of  great  importance  to  the  attainment 
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of  advantageous  results  in  the  process ;  ble  might  be  interfered  with  through  the 
of  electric  fusion ;  without  it  the  resist- 1  detachment  of  particles  from  the  dense 
ance  of  the  arc  would  rapidly  diminish  i  carbon   used  for  the  negative  pole,  al- 


with  increase  of  temperature  of  the 
heated  atmosphere  within  the  crucible, 
and  heat  would  be  developed  in  the  dy- 
namo-electric machine  to  the  prejudice 
of  the  electric  furnace.  The  sudden 
sinking  or  change  in  electrical  resistance 
of  the  material  undergoing  fusion  would, 
on  the  other  hand,  cause  sudden  increase 
in  the  resistance  of  the  arc,  with  a  like- 


though  its  consumption  within  a  neutral 
atmosphere  is  exceedingly  slow.  To 
prevent  this  I  have  used,  both  in  this  con- 
nection and  also  in  the  construction  of 
electric  lamps,  a  water  pole,  or  tube  of 
'  copper,  through  which  a  current  of  wa- 
ter circulates,  so  that  it  yields  no  sub- 
stance to  the  arc.  It  consists  simply  of 
a  stout  copper  cylinder  closed  at  the 
lihood  of  its  extinction,  if  such  self -ad-  lower  end,  having  an  inner  tube  penetrat- 


justing  action  did  not  take  place. 

Another  important  element  of  success 
in  electric  fusion  consists  in  constituting 


ing  to  near  the  bottom  for  the  passage 
of  a  current  of  water  into  the  cylinder, 
which  water  enters  and  is  discharged  by 


the  material  to  be  fused  the  positive  pole  j  means  of  flexible  india-rubber  tubing, 
of  the  electric  arc.  It  is  well  known  I  This  tubing  being  of  non-conductive 
that  it  is  at  the  positive  pole,  that  the  I  material,  and  its  sectional  area  small,  the 
heat  is  principally  developed,  and  fusion  i  escape  of  current  from  the  pole  totheres- 
of  the  material  constituting  the  positive  !  ervoirisso  slight  that  it  may  be  neglected, 
pole  takes  place  even  before  the  crucible  On  the  other  hand,  some  loss  of  heat  is 
itself  is  heated  up  to  the  same  degree.  ■  incurred  through  conduction,  with  the 
This  principal  of  action  is  of  course  ap-  use  of  the  water  pole,  but  this  loss  di- 
plicable  only  to  the  melting  of  metals  minishes  with  the  increasing  heat  of  the 
and  other  electrical  conductors,  such  as !  furnace,   inasmuch  as  the  arc  become 


metallic  oxides,  which  constitute  the  ma- 
terials generally  operated  upon  in  metal- 
lurgical processes.  In  operating  upon 
non-conductive  earth  or  upon  streams  of 
gases,  it  becomes  necessary  to  provide  a 
non-destractible  positive  pole,  such  as  is 
supplied  by  the  use  of  a  pool  of  fused 
platinum,  or  iridium,  or  by  a  plumbago 
crucible.     In  working  the  electric  fm*- 


longer,  and  the  pole  is  retired  more  and 
more  into  the  crucible  cover. 

In  the  experiments  which  I  shall  now 
place  before  you  the  current  which  has 
supplied  the  one  electric  lamp  in  the 
center  of  the  hall  will  be  diverted  by 
means  of  a  commutator  through  the  elec- 
tric furnace.  After  it  has  been  active 
for  five  minutes  to  warm  the  crucible,  I 


nace,  some  time  is  taken  up  in  the  first  shall  charge  it  with  8  Ibs.of  broken  steel 
instance  in  raising  the  temperature  of  i  files,  which  I  shall  endeavor  to  melt  and 
the  crucible  to  a  considerable  degree,  I  pour  out  into  an  ingot  mould  before  your 
but  it  is  surprising  how  rapidly  an  accu- ,  eyes.  By  some  obvious  modifications 
mulation  of  heat  takes  place.  In  using  |  of  this  electric  furnace,  it  can  be  made 
a  pair  of  dynamo-maclunes  capable  of !  available  for  a  variety  of  other  purposes 
producing  seventy  webers    of    current  i  where  intense  heat  is  required,  combined 


with  an  expenditure  of  7  horse-power, 
and  which,  when  used  for  purposes  of 
illumination,  produce  a  light  of.  12,000 
candles,  a  crucible  of  about  8  inches  in 
depth,  immersed  in  a  non-conductive 
material,  has  its  temperature  raised  to  a 
white  heat  in  fifteen  minutes,  and  4  lbs. 
of  steel  are  fused  within  another  fifteen 


with  immunity  from  disturbing  chemi- 
cal actions.  By  piercing  a  number  of 
radial  holes  through  the  sides  of  the 
chamber,  and  introducing  the  ends  of 
wires  through  the  same,  an  excellent 
means  is  provided  of  heating  those  wire 
ends  very  rapidly,  without  burning  them, 
for  the  purpose  of  welding  them  to- 


minutes,  successive  fusions  being  effected !  gether.     The  electrical  furnace  will  also 

be  found  useful,  I  believe,  in  the  hands 
of  the  chemist,  to  effect  those  high  tem- 
perature reactions  between  gaseous  bod- 
ies which  require  the  employment  of 
temperatures  far  exceeding  the  hitherto 
The  purely  chemical  reaction  intended  i  available  limits,  and  will  thus  increase 

to  be  carried  into  effect  within  the  cruci-  the  area  of  available  reactions  at  his  dis- 


in  somewhat  diminishing  intervals  of 
time.  The  process  can  be  carried  on  on 
a  still  larger  scale  by  increasing  the 
power  of  the  dynamo-machines  and  the 
size  of  the  crucibles. 
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posal  for  the  attainment  cf  either  scien- 
tific or  practical  ends. 

I  have  endeavored  to  compress  within 
the  limited  space  of  a  single  lecture  sub- 
ject matter  that  might  occupy  the  close 
attention  of  the  student  for  weeks  or 
months ;  and  I  may,  therefore,  be  par- 
doned if  I  have  failed  to  convey  to  you 
more  tlian  a  very  rough  outline  of  what 
may  be  accomplished  by  the  judicious 
use  of  gaseous  fuel,  and  of  the  electric 
current,  as  heating  agents.  The  one 
piirpose  that  has  been  foremost  in  my 
mind  in  preparing  this  lecture  has  been 
to  make  war  upon  the  smoky  chimney — 
which,  so  far  from  being  a  necessity  un- 
der any  circumstances  whatever,  should 
be  regarded  only  as  a  remnant  of  that 
stage  of  our  industrial  and  social  pro- 
gress which,  satisfied  with  the  attain- 
ment of  certain  ends  could  afford  to 


neglect  the  economical  and  sanitary  con- 
ditions under  which  those  ends  were 
accomplished.  The  exhibition,  which 
has  lately  been  held  in  this  city,  of  ap- 
pliances for  heating  and  illuminating  by 
means  of  ffas  and  electricity,  in  which 
your  President,  my  esteemed  friend,  Sir 
William  Thomson,  took  so  prominent  a 
part — as  he  does  in  everytlung  tending 
towards  the  advancement  of  human 
knowledge  and  well  being — proves  how 
deep  is  the  interest  felt  amongst  you  in 
those  very  questions  with  which  I  have 
had  to  deal  this  evening.  And  so  I 
thought  you  might  not  be  disinclined  to 
give  attention  once  more  to  a  particular 
view  of  the  question,  which  happens  to 
be  the  result  of  the  independent  labor 
of  one  who  may  claim,  at  any  rate,  to 
have  given  a  life-long  attention  to  the 
subject. 


THE  EFFECT  OF  PUNCHING  ON  STEEL  AND  IRON  PLATES. 

From  "  The  Enarineer." 


We  referred  recently  to  certain  experi- 1 
ments  made  by  the  Board  of  Trade  on 
steel  plates  for  boilers  and  ships.     The 
most  prominent  feature  in  Mr.  Trail's 
report  is  the  absence  of  information  on  , 
those  points  which    most    perplex  en- 
gineers and  shipbuilders ;  and  before  we 
have  done  we  hope  to  make  this  fact  i 
veiy  clear,  in  the  hope  that  others  will  i 
take  new  ground,  and  quit  the  beaten  | 
path  of  experiment,  which,  it  may  now , 
be  safely  said,  cannot  lead  us  to  a  knowl-  ^ 
edge  of  that  which  we  wish  to  know.     It , 
will  be  remembered  that  all  the  plates  j 
tested  were  pulled  asunder  by  Mr.  Kirk-  ] 
aldy,  and  the  results  obtained,  although  ■ 
in  many  respects  new  to  many  persons, 
are  just  what  were  anticipated  by  those  I 
who  have  made  steel  a  special  subject  of ' 
study.     But,  although    this  is  true  of 
most  of  the  results   obtained  it  is  not 
tnne  of  all;  and  some  of  them  are  op- 1 
posed  in  a  small  degree  to  those  obtained 
by  other  inquirers.     It  is  of  the  utmost 
importance  that  the  effect  produced  on  a , 
plate  by  making  holes  in  it  should  be 
understood    very    plainly.      There    are 
four  ways  in  which  a  rivet  hole  may  be 
made.     It  can  be  punched,  or  it  can  be  ' 
drilled,  or  it  can  be  punched  first  and 


drilled  subsequently,  or  it  can  be  first 
drilled,  and  then  punched.  The  value  of 
all  the  three'  first-named  systems  has 
been  repeatedly  tested,  but  no  one  has 
tested  the  fourth,  and  yet  it  appears  to 
have  much  to  recommend  it.  It  is  well 
known  that  when  a  plate  is  punched  the 
hole  is  always  a  little  conical,  and  this 
conical  shape  is  of  much  value,  because 
it  relieves  the  rivet  head  or  point  to 
some  extent  of  strain,  and  even  though 
the  head  should  fly  off  the  rivet  is  still 
useful.  Drilled  holes  are  not  conical, 
and  this  is  admitted  to  be  a  serious 
objection  to  them,  and  besides  they  are 
expensive.  Now,  if  plates  requiring 
such  holes  were  first  drilled  to,  say,  fin., 
and  then  punched  up  to  the  proper 
dimensions,  say  1  in.,  the  cost  of  drill- 
ing would  be  reduced,  and  the  conical 
punched  hole  would  be  obtained.  It 
remains  to  be  seen  whether  tmder  f^uch 
conditions  the  plate  would  or  would  not 
be  weakened  by  the  punching;  as  on 
this  point  we  possess  no  information  we 
must  content  ourselves  with  suggesting 
to  any  one  about  to  test  steel  the  advis- 
abilil^  of  trying  what  would  be  f  oimd  a 
very  simple  experiment  As  regards  the 
other  three  systems,  the  Board  of  Trade 
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carried  out,  as  we  have  said,  a  number 
of  experiments  with  results  the  general 
nature  of  which  we  have  already  indi- 
cated.    They  appear  to  show  that  when  nearly  three  times  as  much, 
a  plate  is  punched  it  loses  strength,  but  more,   it  is   stated    that    the 


will  lose  less  than  9  per  cent  by  being 
punched,  the  steel  made  by  another  firm, 
at  least  as  eminent,  loses  26  per  cent,  or 

Further- 
effect   of 


that  when  punched  and  annealed,  or  punching  is  to  deprive  the  metal  of  all 
punched  and  rimed  out  to  size,  or  power  of  stretching,  and  the  consequence 
drilled,  it  gains  in  strength.  Thus  a '  is  that  it  breaks  with  a  crystalline  in- 
J  in.  plate  which,  imperforated,  bof e  a  stead  of  with  a  fine  silky  fracture, 
strain  of  30.7  tons  per  inch,  bore  31.6  Bearing  these  facts  in  mind,  let  us  con- 
tons  when  punched  and  annealed,  31.23  sider  what  light  they  throw  on  the 
tons  when  punched  small  and  bored  to  |  peculiarities  of  steel.  It  is  known  that 
size,  and  31.46  tons  when  drilled.     With  if  a  steel  boiler  plate  be  punched,  the 

chances  are  about  one  himdred  to  one 
Ihat  cracks  will  start  from  all  the  rivet 


holes  in  the  edges  of  the  plate,  if  not 


a  1  in.  plate  the  figures  are  28.17  tons 
for  the  soHd  plate,  punched  21.26, 
punched  and  annealed  29.12,  punched 

small  and  bored  to  size  29.15,  and  i  from  one  to  the  other,  almost  before  the 
drilled  28.43  tons ;  all  the  dies  were '  riveting  of  the  seam  is  completed.  On 
about  20  per  cent,  larger  in  diameter ;  the  other  hand,  Lloyds  permit  steel  ship 
than  the  punch.  Putting  these  figures  ■  plates  to  be  punched  and  riveted  up 
into  percentages  we  have  for  the  J  in. '  without  riming  or  annealing,  provided 
plate — the  strength  of  the  solid  plate '  they  are  not  more  than  ^  in.  thick,  and 
being  100 — punched  93  8,  punched  and  do  not  come  imder  severe  strains — gar- 
annealed  104.7,  punched  small  and  bored  board  strakes,  sheer  strakes,  and  deck 
out  103.5,  drilled  104.2 ;  for  the  1  in.  j  stringer  plates  must,  if  punched,  be 
plate  the  figures  are  75.4,  103.3,  103.4,  annealed  or  rimed.  Leaving  ships,  how- 
and  100.9.  Here,  again,  we  have  ample  ever,  and  returning  to  boilers,  we  may 
corroboration  of  our  often  urged  argu-  say  at  once  that  no  one  dreams  of  put- 
ment  that  the  properties  of  thin  steel  I  ting  a  steel  boiler  together  with  ptmched 
plates  do  not  form  a  guide  to  those  of  [  holes,  unless  the  plates  are  carefully 
thick  steel  plates.  annealed.     On  the  other  hand,  scores  of 

If  we  compare  these  results  with  iron  boilers  are  made  with  punched 
others  obtained  at  different  times,  and  holes,  and  no  cracking  takes  place,  and 
by  other  experimenters,  it  will  be  seen  the  boilers  are  quite  sound  and  good, 
that  some  difference  exists.  Thus  ex- !  To  this  it  will  be  repHed  that  iron  does 
periments  made  at  Liverpool  and  Shef-  not  lose  strength  by  being  punched,  and 
field  in  1878  showed  that  Jin.  plates  i  that  for  that  reason  it  may  be  punched 
lost  only  about  8  per  cent,  by  pimching,  I  with  safety.  It  will,  perhaps,  be  new  to 
which  nearly  agrees  with  the  figures  |  many  of  our  readers,  but  it  is  none  the 
given  above,  while  the  1  in.  plates  lose  \  less  true,  that  this  is  a  complete  mis- 
more  than  33  per  cent.,  instead  of  less  |  take.  Iron  boiler  plates  do  lose  in 
than  one-fouth,  as  given  above.  Again, ,  strength  by  punching.  A  set  of  experi- 
according  to  the  Board  of  Trade,  steel  i  ments  made  in  1878  on  best  boiler  plates 
plates  ^  in.  thick  lost  but  8.6  per  cent,  f  in.  thick,  such  as  are  used  for  marine 
by  punching,  while  in  the  experiments  of  boilers  of  moderate  size,  showed  that  while 
which  we  speak  the  loss  was  foimd  to ;  the  solid  plate  had  a  tensile  strength  of 
reach  as  much  as  26  per  cent.  We  have  very  nearly  20  tons  per  square  inch,  the 
here  a  very  important  disparity,  and  one 
which  should  be  cleared  up.  Is  it  to  be 
explained  by  differences  in  the  quality  of 
the  steel,  or  by  peculiarities  in  the  system 
of  testing  employed!  So  far  as  we  can  see 
it  depends  entirely  on  the  first  condition, 
namely,  the  quahty  of  the  steel ;  and  it 
should  be  remembered  that  in  both 
cases  the  steels  used  were  ostensibly  the 
best  that  could  be  made.  We  find  then 
that  while  the  steel  made  by  one  firm 


metal  lost  in  strength  when  punched 
with  an  open  die,  22  per  cent;  when 
punched  with  a  close  die,  20  per  ceni ; 
when  punched  and  rimed,  11.4  per  cent; 
and  when  punched  and  annealed,  4  per 
cent,  of  its  original  strength.  A  second 
set  of  experiments  on  ostensibly  a  better 
class  of  "best  best"  plates  as  supphed  to 
the  Admiralty  showed  that  tmder  similar 
conditions  the  iron  lost  18  per  cent,  of 
its  strength  by  punching,  and  even  when 
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the  holes  were  rimed  the  loss  was  9.2  per 
cent.,  and  when  they  were  drilled  3  per 
cent.  Here  we  see  that  although  the 
loss  is  somewhat  less  than  is  the  case 
with  steel,  it  is  nevertheless  very  con- 
siderable. Bnt  the  injury  inflicted  on 
iron  by  ptmching  does  not  seem  to 
become  apparent.  The  metal  keeps  its 
sorrows  to  itself.  It  shows  no  outward 
signs,  and  the  80  per  cent,  or  so  of 
strength  left  in  the  plate  is  always  worth 
80  per  cent.  But  of  the  80  per  cent,  or 
so  left  in  steel  no  one  can  tell  the  value 
even  approximately.  Why  is  this?  All 
the  explanations  which  have  been  put 
forward  to  supply  an  answer  will  apply 
just  as  strongly  to  iron. 

We  are  told  that  when  a  steel  plate  is 
punched,  a  ring  of  hard  metal  is  left 
round  the  hole,  which  being  compressed 
tends  to  split  the  plate,  or  prevents  the 
strains  being  equally  distributed  through 
it 

Remove  this  hard  ring  with  the 
rimer,  or  soften  it  by  annetding,  and  the 
plate  becomes  as  strong  as  ever.  But 
does  not  all  this  hold  good  of  punched 
iron?  Is  there  not  in  its  case  a  hard 
ring  roimd  the  holes?  Cannot  this  ring 
be  rimed  with  the  rimer  or  softened  away 
by  fire?  The  answer  must  be  in  the 
affirmative.  The  only  feature  indicating 
a  different  condition  is  that  iron  seems  to 
be  permanently  injured  to  a  small  extent 
even  by  drilling,  while  steel  is  improved. 
The  hard  rings  will  not  render  an  iron 
plate  treacherous,  while  they  make  steel 
plates  quite  untrustworthy.  Like  causes, 
in  a  word,  do  not  produce  like  effects; 
and  to  complicate  the  case  still  further, 
a  Motala  plate  from  Sweden,  did  not 
seem  to  lose  any  strength  by  being 
punched,  plates  .45  in.  thick  having  an 
initial  strength  varying  between  27  and 
28  tons  per  inch  before  punching,  and 
standing  as  much  as  28.2  tons  after 
punching. 

We  have  little  reason,  then,  to  doubt 
that  the  true  reason  why  punched  steel 
plates  will  not  answer  for  constructive 
purposes,  while  iron  plates  will  answer, 
has  yet  to  be  sought  out,  and  the  in- 
quiry must  take  two  distinct  directions. 
In  the  first  place,  we  must  have  much 
more  accurate  analyses  of  steel  to  deal 
with  than  are  now  available,  and  chemists 
appear  to  be  agreed  that  to  make  them 
Vol   XXIV.— No.  6—34. 


they  must  operate  on  comparatively  large 
quantities  of  the  metal.  It  is  very  easy 
to  speak,  for  instance,  of  .1  per  cent  of 
carbon,  but  few  persons  realize  what  it  is 
the  chemist  who  seeks  for  this  has  to 
find.  0.1  per  cent,  of  carbon  means  that 
a  ton  of  steel  contains  2.24  lbs.  of  car- 
bon, each  pound  of  the  metal  will  con- 
tain 7  grains  of  carbon;  and  as  the 
chemist  operates  on  but  a  few  grammes 
of  the  steel  at  a  time,  it  will  be  seen  how 
minute  are  the  quantities  of  carbon,  sul- 
phur, and  phosphorus  with  which  he 
has  to  deal.  But  this  would  present  no 
difficulty  were  it  not  that  the  analysis  of 
iron,  especially  for  carbon,  is  one  of  the 
most  troublesome  known,  and  we  feel 
certain  that  many  statements  which  now 
serve  to  perplex  investigators  struggling 
to  arrive  at  the  truth  would  be  found 
erroneous  if  only  accurate  analyses  were 
available.  Again,  the  testing  of  steel 
plates  in  a  machine  is  not  a  true  test, 
because  it  specially  eliminates  the  condi- 
tions imder  which  steel  suffers  most,  and 
is  least  trustworthy.  Thus  the  strength 
of  riveted  steel  joints  should  be  ascer- 
tained by  putting  sudden  strains  on 
them,  such  as  they  may  be  supposed  to 
suffer  when  a  long  ship  i@  steaming  head 
to  wind  in  a  heavy  sea ;  and  again,  tests 
of  boiler  plates  ought  to  be  made  with 
the  plates  hot,  not  cold.  The  inquiries 
which  have  been  made  up  to  the  present 
are  so  misleading,  that  little  or  no  regard 
is  paid  to  them ;  and  those  who  use  steel 
freely  rely  entirely  on  their  own  practical 
acquaintance  with  it,  and  care  little  or 
nothing  for  the  figures  which  exist  in 
such  multitudes.  The  great  safeguard 
seems  to  be  to  deal  for  steel  only  with 
firms  who  have  already  supplied  what 
has  proved  to  be  good.  This  is  very 
hard,  perhaps,  on  young  firms;  but  it  is 
not  easy  to  see  how  it  can  be  helped.  If 
only  steel  did  not  now  and  then  play 
those  who  use  it  false;  if  only  it  were 
not  so  susceptible  of  being  deteriorated, 
that  a  change  in  the  form  of  the  ingot 
moulds  has  been  known  aJone  to  suffice 
to  render  tons  of  steel  next  to  useless, 
iron  would  cease  to  be  made  save  for  a 
few  special  purposes.  The  unsatisfactory 
aspect  of  the  steel  question  as  a  whole  is 
that  we  seem  to  make  no  progress,  and 
that  we  know  no  more  about  it  now  than 
we  did  five  years  ago. 
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THE  OPTICAL   DYNAMOMETER. 

Translated  from  "  PEleotricien." 


U  In  testingJdyDamo-electric  machines  it 
is  a  matter  of  considerable  importance  to 
determine  the  amount  of  work  absorbed 
by  the  machine  alone,  without  the  inter- 
vention of  other  factors  which  are  capa- 


ble of  affecting  to  an  important  extent 
the  value  of  this  work. 

To  measure  the  work  with  accuracy  it 
is  necessary  to  determine  the  tangential 
effort  and  tiie  velocity  at  the  point  of  ap- 
plication. The  velocity  is  easily  obtained 
by  measuring  the  radius  and  counting 


Fi8.2 

the  revolutions  of  the  machine.  The 
only  difficulty  is  in  measuring  the  tan- 
gential effort 

Different  devices  have  been  employed 
for  this  purpose.  In  some  the  difference 
in  tension  between  the  belt  leading  to 
the  driving  pulley  and  the  belt  leading 
from  it  has  been  measured.  In  others 
the  effort  of  the  driving  pulley  to  turn 


the  shaft  has  been  measured  by  a  spiral 
spring. 

The  dynamometer  of  M.  SatcMnoff 
presents  the  peculiarity  of  permitting 
the  reading  to  be  taken  directly  while 
the  machine  is  in  motion.  The  reading 
is  made  from  graduations  on  the  inner 
surface  of  a  moving  pulley,  and  is  based 
on  the  principle  of  persistence  of  Imnin- 
ous  impressions  on  the  retina. 

The  figures  1  to  4  exhibit  the  plan  of 
working  of  the  apparatus.  It  consists  of 
two  pulleys,  A  and  B,  the  former  nnming 
loose  upon  the  driving  shaft,  while  B  is 
keyed  fast  to  it.  The  arms  of  the  pulley 
A  are  attached  to  those  of  B  by  three 
spiral  springs  C,  C,  C.     B  is  furthermore 


Fig.3 


furnished  with  a  rectangular  slit  R, 
through  which  the  readings  are  made 
while  the  machine  is  in  motion. 

Under  ordinary  circumstances  the  drir- 
ing  belt  is  run  on  the  keyed  pulley  B, 
and  the  shaft  is  then  driven  without  any 
strain  on  the  dynamometer.  When  a 
test  of  the  power  is  required,  the  belt  is 
run  upon  the  pulley  A,  as  shown  in  Fig. 
4.  The  shaft  is  then  diriven  through  the 
agency  of  the  springs,  and  there  re- 
sults a  certain  amount  of  angular  dis- 
placement of  the  pulleys,  the  amount  of 
which  depends  upon  the  effort  required 
to  overcome  the  resistance  to  be  meas- 
ured. The  graduations  on  the  inner 
surface  of  the  pulley  A  serve  to  measure 
the  displacement,  and  consequently  the 
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strain,  by  referring  to  the  fixed  reference 
point  n  on  the  edge  of  the  pnlley  B. 
The  slit  B  is  placed  opposite  to  n,  and 


may  be  read  directly  in  pounds  or  kilo- 
grams. 

This  dynamometer  is  very  simple,  and 


Fig.4 


permits  n  and  the  graduations  to  be 
plainly  seen  while  tiie  wheels  are  in 
rapid  motion.  By  previous  adjustment 
of  tiie  springs  the  force  or  resistance 


capable  of  a  great  variety  of  applications, 
and  it  is  especially  serviceable  in  cases  of 
high  velocity,  a  condition  met  with  in  all 
the  dynamo- electric  machines. 


WEIGHT,    SPECIFIC  GRAVITY,    RATES  OF  ABSORPTION 

AND  CAPABILITIES  OF  STANDING  HEAT  OF 

VARIOUS  BUILDING  STONES. 

By  HIRAM  A.  CUTTmO,  Ph.  D.,  State  Oeologist  Vermoiit. 


Having  during  the  past  year  instituted, 
and  carried  ou^  a  series  of  experiments 
to  ascertain,  as  nearly  as  possible,  the 
capabilities  of  the  various  materials  used 
in  the  construction  of  so-called  fireproof 
buildings  to  stand  heat,  I  submit,  in  tabu- 
lated form,,  the  result  of  such  experi- 
ments, hoping  they  may  be  of  use  to  the 
architects,  quarrymen  and  Insurance 
companies  of  our  country,  and  also  of 
8ome  interest  to  those  interested  in  sci- 
ence. 

In  connection  with  the  capabilities  of 
the  various  building  stones  to  stand  fire 
and  water,  I  have  taken  their  specific 
gravity,  and  weight  per  cubic  foot,  so 
that  the  identity  of  the  various  stones 


could  at  any  time  be  compared,  and  if  in 
the  workiE^  of  a  quarry  there  was  a 
change  in  gravity,  or  weight,  that  it  could 
be  easily  detected,  and  thus  all  who 
choose  could  know  whether  the  tests 
given  would  apply  or  not 

I  have  procured  sample  specimens  of 
the  most  important  building  stones  in 
the  United  States  and  Canada,  and,  after 
dressing  them  into  as  regular  form  as 
possible,  three  by  four  inches,  and  two 
inches  in  thickness,  I  have  ta^en  their 
ratio  of  absorption,  which  ratio  I  have 
expressed  in  units  of  weight,  according 
to  the  amount  of  water  taken  up.  If  450 
units  of  stone  absorbed  one  imit  of  water, 
I  have  expressed  it  thus :  1  -f^O,  mean- 
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ing  that  the  stone  weighed  450  units 
when  immersed,  and  451  when  taken 
from  the  water. 

To  accelerate  the  process  of  absorption 
I  have  placed  the  specimens  in  water 
under  the  exhausted  receiver  of  an  air 
pump. 

I  find  that  in  this  way  as  much 
water  is  absorbed  in  a  few  minutes  as  in 
days  of  soaking.  When  specimens  were 
removed  from  the  water,  I  have,  before 
weighing,  dried  their  outsides  with  blot- 
ting paper.  In  relation  to  the  specific 
gravity,  I  have  not  followed  "  Qilmore's  " 
rule  in  full.  He  weighed  the  specimens 
in  air,  immersed  them  in  water,  and 
allowed  them  to  remain  until  bubbhng 
had  ceased  and  then  weighed  them  in 
water,  after  which  he  took  them  from  the 
water,  dried  them  outside  with  bibulous 
paper,  and  weighed  them  again  in  air. 
From  this  last  weight  he  subtracted  the 
weight  in  water,  dividing  the  dry  weight 
by  the  difference. 

This  gave  a  specific  gravity  subject  to 
two  sources  of  error.  I  have  followed 
the  more  frequent  custom  of  weighing 
the  dry  stone,  using  pieces  of  two  or 
three  pounds  in  weight,  and  then  im- 
mersing them  in  water.  After  the  usual 
saturation  I  have  taken  their  weight  in 
water,  subtracting  it  from  the  dry  weight 
in  air,  and  then  dividing  the  dry  weight 
by  the  difference.  This  gives  the  specific 
gravity  of  the  rock  itself,  as  usually  found, 
which  is  what  we  desire,  and  I  believe  as 
it  would  generally  be  in  buildings  con- 
structed of  the  given  material.  The 
specimens  were  previously  dried  by  long 
exposure  to  a  temperature  not  exceeding 
200""  Fah.  To  verify  this  I  have  taken 
specimens  from  the  quarries  direct,  and 
after  weighing,  have  brushed  them  over 
with  paniffine  dissolved  in  naphtha, 
weighing  them  again  so  as  to  ascertain 
the  exact  amotmt  of  paraffine,  which 
made  no  visible  change  in  the  stone, 
other  than  to  keep  out  water.  I  have 
then  weighed  in  the  usual  way,  and  thus 
obtained  the  exact  specific  gravity  of  the 
stone  as  in  the  quarry,  and  I  find  my 
method  used,  as  stated,  to  give  the  best 
results,  and  so  have  adopted  it. 

After  this  I  have  placed  them  in  a 
charcoal  furnace,  the  heat  of  which  was 
shown  by  a  standard  pyrometer.  In 
many  instances  I  have  placed  them  side 
by  side  with  dry  specimens,  but  have 


been  unable  to  note  any  marked  differ- 
ence in  the  action  of  heat,  beyond  this, 
that  the  dry  specimens  became  sooner 
heated.  I  have,  however,  no  doubt  that 
the  capacity  of  a  stone  to  absorb  water  is 
against  its  durability;  even  in  warm  cli- 
mates, and  vastly  more  so  in  the  chtuige- 
able  and  wintry  climate  of  New  England. 
It  is  here  often  frozen  before  any  consid- 
erable part  of  the  moisture  from  Autumn 
rains  can  be  evaporated. 

When  the  specimens  were  heated  to 
600^  Fah.,  I  have  immersed  them  in 
water,  also  immersing  others,  or  the  same, 
if  uninjured,  at  800''  and  900"^,  that  is  if 
they  are  not  spoiled  at  less  temperatures. 
I  find  that  all  of  these  samples  of  build- 
ing stones  have  stood  heat  without  dam- 
age up  to  500^  At  600°' a  few  are 
injured;  but  the  injury  in  many  cases 
commences  at  or  near  that  point.  When 
cooled  without  immersion  they  appear  to 
the  eye  to  be  injured  less,  but  are  ready 
to  crumble,  and  I  think  they  are  many 
times  nearly  as  much  impaired,  and 
always  somewhat  injured,  when  water 
produces  any  injury. 

I  would  remark  that  my  experiments 
with  granites  show  that  there  is  quite  a 
range  in  their  capabilities  of  standing 
heat,  a  range  in  fact  much  greater  than  I 
anticipated.  With  the  sandstones  the 
difference  is  also  marked,  as  is  their 
power  of  absorption.  When  exposed  to 
the  heat  wet,  they  show  a  marked  differ- 
ence in  the  time  required  to  heat  them, 
the  saturated  ones  seeming  to  resist  the 
heat  for  a  time;  but  when  equally  hot 
they  crumble  the  same  as  those  not  pre- 
viously saturated.  Their  relative  worth 
can  be  seen  by  the  table.  The  conglom- 
erates stand  heat  badly ;  while  the  lime 
stones  and  marble  stand  best  of  all  (up 
to  the  point  where  they,  by  continued 
heat,  are  changed  to  quick  lime)  except 
soapstone,  and  a  species  of  artificial  stone 
made  under  the  McMurtire  &  Chamber- 
lain patent  The  indications  are,  from 
this  and  other  samples  of  artificial  stone, 
that  it  may  be  possible  to  make  an  arti- 
ficial stone  cheaper  and  better  for  fire- 
proof buildings  than  our  native  quarries 
furnish;  and  we  hope  this  possibUity 
may  receive  attention.  But  conmients 
are  useless,  as  the  facts  set  forth  in  the 
tables  speak  for  themselves. 

I  give  you  results  in  tabulated  form 
on  following  pages : 
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OUR  CENTER  OF  POPULATION. 

By  PRANK  D.  T.  CARPENTER,  C.  E. 
Written  for  Van  NosTBiin>*s  Engixbebino  Maoazhts. 


If  a  man  in  San  Francisco  and  another 
living  in  New  York  should  wish  to  hold 
a  conference,  it  requires  no  mathematical 
demonstration  to  prove  that  the  proper 
place  for  them  to  meet  would  be  at  a 
point  half-way  between  these  two  cities. 
In  this  manner  the  burden  of  travel  is 
shared  equally  between  the  two.  But, 
if  one  man  in  San*  Francisco  and  two 
men  in  New  York  should  desire  to  come 
together,  the  subject  becomes  more  in- 
volved. It  is  evident  that  it  would  be 
unjust  to  require  the  solitary  Calif  omian 
to  perform  the  entire  journey  across  the 
Continent  to  meet  his  colleagues  at  their 
homes,  and  it  would  be  equally  unfair 
to  oblige  the  two  New  £orkers  to 
travel  half-way  to  San  Francisco  to  con- 
fer with  one  person  from  there.  The 
question  is,  how  great  a  penalty  should 
the  former  pay  for  his  isolation,  and  how 
much  benefit  should  the  latter  reap  from 
their  association? 

An  equitable  compromise  is  efifected 
by  apportioning  the  distance  in  inverse 
ratio  to  the  number  of  persons  con- 
cerned. The  one  from  San  Francisco 
travels  two-thirds  of  the  distance  while 
the  two  from  New  York  come  one-third. 
Thus,  it  will  be  observed,  the  amount  of 
travel  on  each  side  of  the  rendezvous  is 
equal ;  that  is,  one  man  journeys,  say, 
two  thousand  miles,  while  the  two  ac- 
complish one  thousand  each.  In  other 
words,  to  introduce  from  the  science  of 
mechaiiics  a  term  which  it  will  frequently 
be  found  convenient  to  use  in  tins  dis- 
cussion, the  moment  of  the  man  from 
San  Francisco  about  the  rendezvous  is 
equal  to  the  moment  of  the  two  men 
from  New  York  with  respect  to  the  same 
point.  The  west  moment  is  in  equilib- 
rium with  the  east  moment,  and  the  ful- 
crum about  which  they  bidance  is  the 
center  of  this  population  of  three  per- 
sons. 

A  moment  is  the  product  of  a  force  by 
its  shortest  distance  from  some  point, 
line  or  plane,  to  which  it  is  referred, 
this  distance  being  known  as  the  lever- 
age. The  intensity  of  the  force  and  the 
length  of  the  leverage  are  counted  in 


certain  established  units  of  weight  and 
measurement.  In  the  subject  now  under 
treatment  the  forces  considered  are  the 
individuals  of  our  population ;  and  since 
all  people,  rich  and  poor,  large  and 
small,  ignorant  and  learned,  infant  and 
adult,  male  and  female,  are  of  unifonn 
importance  in  swelling  the  grand  total 
of  an  enumeration,  these  forces  are  taken 
as  of  equal  intensity,  and  their  moments 
vary  directly  with  the  lengths  of  their 
lever-arms.  In  ordinary  mechanical  in- 
vestigations the  value  of  a  moment  is 
estimated  in  foot-pounds,  the  product 
being  named  from  its  component  factors ; 
a  corresponding  and  appropriate  term 
with  which  to  measure  the  moments  of 
this  special  discussion  would  be  "  mile- 
men." 

If,  now,  with  the  one  Califomian  and 
'  the  two  New  Yorkers  aforesaid,  we  com- 
bine groups  of  three  from  Chicago,  four 
from  New  Orleans,  and,  to  make  the 
problem  still  more  complicated,  five  from 
I  the  central  city  of  Saint  Louis,  it  is  still 
'  possible  to  find,  by  the  appliance  of  well- 
known  principles  in  mechanics,  some 
I  poiht  at  which  they  could  assemble  with 
I  justice  to  all,  and  that  would  be  the  cen- 
ter of  this  population  of  fifteen  souls.  It 
is  only  necessary  to  assume  a  center, 
'  draw  a  system  of  rectangular  axis 
I  through  this  point,  find  the  moments  of 
the  fifteen  persons  with  regard  to  each 
of  these  two  lines,  note  the  preponder- 
ance of  moments  on  one  side  of  each  of 
the  axis,  divide  this  surplusage  by  the 
entire  population  under  discussion,  and 
the  result  will  be  the  amount  of  dis- 
placement of  the  axis  from  its  rightful 
position.  Adjust  these  lines  so  as  to 
compensate  for  that  error,  and  their  in- 
tersection will  be  at  the  true  center  of 
population. 

This  is  the  general  method  to  be  em- 
ployed in  finding  the  center  of  popula- 
tion of  the  country  at  large.  But  as  it 
would  be  an  infinite  labor  to  consider  its 
fifty  millions  of  inhabitants  individually, 
determining  their  moments  one  by  one, 
it  becomes  necessary  to  handle  item  by 
groups,  such  as  states,  counties,  town- 
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sbipB,  or  square  degrees,  proceeding 
upon  the  assumption  that  the  people  of 
each  of  these  groups  are  massed  either 
in  the  geometncal  center  of  the  area  oc- 
cupied by  them,  or  at  some  other  point 
which,  from  an  inspection  of  the  map, 
aided,  perhaps,  by  local  calculations, 
seems  to  be  their  population  center. 
Whatever  divisions  of  area  may  be 
adopted  for  this  purpose,  it  is  always 
well  to  obtain  separately  the  moments  of 
those  cities  whicm,  owing  to  size  or  re- 
moteness from  either  axis  of  co-ordi- 
nates, will  exert  most  influence  on  the 
center;  the  gain  in  accuracy  will  more 
than  repay  for  the  extra  trouble  incur- 
red. 

The  center  of  population  of  the  United 
States  may,  therefore,  be  defined  as  that 
point  at  which,  if  all  of  the  people  should 
assemble  there,  the  amounts  of  travel 
performed  on  any  two  sides  would  bal- 
ance ;  in  less  popular  language,  the  mo- 
ments of  the  population  with  respect  to 
any  great  circle  passing  through  that 
point,  taken  as  an  axis,  are  in  equiHbrium. 
It  may  sound  strange  to  call  an  arc  of  a 
circle  an  "  axis,"  but  in  the  treatment  of 
a  new  subject  like  this,  it  is  permitted  to 
take  some  liberties  with  language;  in 
the  words  of  King  John  to  Katharine : 
^*  We  are  the  makers  of  manners." 

A  knowledge  of  the  whereabouts  of 
this  pivotal  point  is  useful  in  various 
ways.  It  has  a  practical  value  in  the  lo- 
cation of  a  national  capital,  university, 
industrial  fair,  or  other  institution  whose 
situation  should  be  central  and  equally 
<^onvenient  of  access  on  all  sides.  To 
the  historian  and  political  investigator 
its  successive  positions,  as  shown  by 
<3ensus  after  census,  graphically  exhibit 
the  movement  and  advance  of  our  peo- 
ple in  a  wave  which  is  at  one  time  accel- 
erated by  the  settlement  of  the  Pacific 
coast,  in  the  next  decade  checked  by  the 
loss  of  life  and  enterprise  incident  to 
our  civil  war,  deflected  to  the  North  in  ' 
1870  by  the  excessive  devastation  of  the  j 
Southern  States ;  again  to  the  South  i 
in  1880  by  the  rapid  recovery  and  growth 
of  that  desolated  region,  and  probably 
to  be  turned  northward  again  in  1890 
by  the  occupation  of  the  region  to  be 
opened  by  the  Northern  Pacific  Railway,  1 
and  by  a  rush  of  emigration  to  the 
mineral  regions  of  Alaska,  and  the  es-l 
tablishment  of  a  territorial  government! 


there.  Through  all  of  these  vicissi- 
tudes, however,  there  is  a  constant  pro- 
gress to  the  West,  and,  its  recurring 
positions  upon  a  map  being  ordinarily 
symbolized  by  a  star,  this  conventional 
sign  becomes  literally  ttie  star  of  empire 
of  whose  westward  way  so  much  is 
written  and  said.     It  is  now  in  Ohio. 

The  center  of  the  population  of  any 
portion  of  the  earth's  surface  has  been 
aptly  compared  to  the  center  of  gravity 
of  a  spherical  shell  of  equal  extent,  hav- 
ing weight,  in  any  locality,  in  proportion 
to  the  density  of  its  population ;  but  for 
tunately  the  determination  of  the  former 
center  is  not  so  intricate  a  problem  as 
that  of  the  latter  would  prove  to  be.  In 
all  ordinary  discussions  of  the  center  of 
gravity,  the  objects  considered  are  so 
limited  in  dimension  that  the  forces  of 
gravitation  may  be  supposed  to  act  in 
parallel  lines;  but  in  treating  a  section  of 
the  earth's  area,  one-eighth  of  a  circum- 
ference in  extent,  this  assumption  can  no 
longer  be  permitted.  Here  gravity  acts 
along  the  normals  to  the  surface,  which 
converge,  approximately,  at  the  center 
of  the  earth. 

Again,  even  supposing  that  the  forces 
of  gravity  influencing  this  spherical  shell 
aci^  in  lines  parallel  to  each  other,  and 
to  the  normtd  to  the  surface  through 
their  center,  the  moment  of  each  of  these 
forces  would  then  be  the  product  of  its 
intensity  by  its  perpendicular  distance 
from  the  center ;  that  is,  by  the  sine  of 
the  arc  included  between  its  point  of  ap- 
plication and  the  center.  But,  in  get- 
ting the  center  of  population,  it  is  evi- 
dent that  the  leverage  to  be  taken  as  a 
factor  in  obtaining  the  moment  of  any 
group  of  people  is  the  distance  that  they 
would  have  to  travel  in  order  to  reach 
that  center.  People  do  not  travel  along 
the  sine  of  an  arc,  however;  they  follow 
the  arc  itself,  and  in  theoretical  journeys, 
as  all  of  the  migration  of  this  discussion 
muit  be,  they  take  the  shortest  route, 
that  is,  the  great  circle. 

By  thus  considering  that  all  levera^ges 
reaching  from  the  center  of  population, 
or  the  axis  passing  through  the  same,  to 
the  distant  city  or  state,  are  measured 
along  the  earth's  surface,  we  are  reheved 
from  one  of  the  embarrassments  which 
affect  the  determination  of  the  center  of 
gravity;  and  by  further  assuming  that 
these  measured  arcs  are  stretched  out 
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and  coerced — as  best  can  be  done — ^into 
a  plane  surface,  tangent  to  the  earth  at 
the  center  of  population,  the  various 
normals,  now  normal  to  the  same  plane, 
become  parallel  lines,  and  the  center  of 
population  becomes  a  center  of  parallel 
forces. 

Thus  simplified,  it  is  not  a  difficult 
task  to  determine  this  center.  But  there 
is  a  flaw  in  this  process.  It  results  from 
the  impossibility  of  representing  a  spher- 
oidal surface  upon  a  plane  and  preserv- 
ing all  areas,  proportions  and  distances 
in  their  true  values ;  in  other  words,  the 
surface  of  our  spheroid  is  not  capable  of 
development.  When  it  is  remembered 
that  the  leverages  which  enter  as  factors 
into  the  various  moments  are  distances 
upon  the  earth's  surface,  it  will  be  seen 
that  a  true  expression  of  them  is  neces- 
sary for  a  rigidly  accurate  determination 
of  the  center  of  population.  Such  an 
expression  can  only  be  found  by  a  com- 
putation of  the  lengths  of  the  arcs  which 
constitute  these  lever  arms. 

Since  the  center  of  population  is  that 
point  about  which  there  is  an  equilibrium 
of  moments,  there  must  also  be  equili- 
brium with  respect  to  any  two  rectangu- 
lar axes  which  may  be  drawn  there- 
through. Upon  the  earth's  surface  these 
rectangular  axes  become  two  great  circles 
perpendicular  to  each  other.  It  is  ob- 
viously most  convenient  to  adopt  for 
this  purpose  the  meridian  through  the 
assumed  center,  and  its  perpendicular, 
which  is  the  prime  vertical  at  that  point. 
It  would  now  be  necessary,  in  the  method 
under  contemplation,  to  compute  the 
leverage  of  every  group  of  population 
with  respect  to  each  of  these  axes.  This 
leverage  is  the  shortest  distance  from 
the  group  to  the  line  aforesaid;  that  is, 
an  arc  of  a  great  circle  perpendicular  to 
the  axis.  So  laborious  a  process  as  this, 
involving  so  many  computations  in 
geodesy  and  spherical  trigonometry,  is 
manifestly  impracticable  and  quite  out  of 
the  question,  and  is  mentioned  here  only 
because  of  the  theoretical  interest  it  may 
possess. 

To  return  to  the  graphic  and  approxi- 
mate mode,  it  is  possible  to  construct  a 
map  of  our  coimtry  in  such  a  manner, 
that  the  leverages  taken  by  direct  meas- 
urement from  the  perpendiculars  let  fall 
from  the  local  popiilation  centers  to  the 
assumed  axes,  will  give  a  national  center 


whose  probable  error,  resulting  from  the 
inaccuracy  of  the  method  employed,  will 
be  less  than  the  other  error  arising  from 
the  crude  but  inevitable  custom  of  hand- 
ling the  population  by  communities  in- 
st€N^  of  by  individuals.  Any  greater 
precision  than  this  is  not  worth  tiie  im- 
mensely greater  labor  that  it  would  cost 
It  is  now  the  object  of  this  article  to  pro- 
pound some  way,  sufficiently  rapid  to  be 
practicable,  of  attaining  this  d^pree  of 
exactness. 

As  has  been  said,  the  spherical  shell 
must  be  considered  as  a  plane  sor&ce. 
But  there  are  numerous  ways  of  doing 
this.  Every  style  of  map  projection  is  a 
transformation  of  this  land,  and,  unfor- 
tunately, every  one  involves  some  dis- 
placement, distortion,  or  expansion  or 
contraction  of  areas  and  distances.  We 
now  seek  a  projection  which  will  incur  a 
Tnininrinm  amount  of  error  in  dimensions 
and  relative  positions,  and  whose  condi- 
tions will  thus  be  most  favorable  for  the 
work  at  hand. 

As  the  leverages  are  to  be  the  perpen- 
dicular distances  from  the  local  centers 
to  the  great  circle  axes,  it  is  important 
that  these  great  circles  should  appear  on 
the  map  as  straight  lines,  intersecting  at 
right  angles  at  tiie  assumed  center;  or, 
f  a^g  in  that,  that  they  should  approach 
as  nearly  as  possible  to  rectilmearitj. 
Gassini's  projection  is  the  only  one 
known  to  the  writer  in  which  these  two 
great  circles  would  be  projected  into 
right  lines ;  but  this  method  is  attended 
by  so  many  disadvantages — among  others 
the  obliteration  of  our  convenient  division 
of  a  country  into  square  degrees  by  its 
reticulation  of  meri(£ans  and  parallels — 
that  it  may  be  dismissed  from  further 
consideration. 

In  the  polyconic  projection,  taking  tiie 
middle  meridian  through  the  assumed 
center  and  making  it  one  of  the  axes,  it  will 
be  projected  into  a  right  line,  while  its 
co-ordmate  axis — the  prime  vertical — ^will 
not  depart  far  from  tiie  same  auspicious 
condition;  its  greatest  deviation  from 
rectilinearity  within  the  limits  of  the 
United  States  would  not  exceed  forty 
miles.  This  will  not  produce  a  curva- 
ture that  will  materially  interfere  with 
the  process  of  drawing  perpendiculars  to 
it  from  the  local  population  centers.  The 
principal  argument  against  the  use  of 
the  polyconic  projection  in  this  work  is 
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that  imif  ormity  of  scale  is  not  preserved, 
it  being  sacrificed  in  order  to  retain  a 
natural  angle  of  intersection  between 
meridians  and  parallels.  Thus  any  two 
parallels  of  latitude  on  the  map,  instead 
of  being  concentric,  and  therefore  equi- 
distant throughout,  as  they  are  upon  the 
earth's  surface,  separate  more  and  more 
as  they  leave  the  middle  meridian.  With 
the  middle  meridian  passing  through 
Ohio,  a  projected  degree  of  latitude  in 
Oregon  or  Maine  is  much  longer  than  in 
Michigan.  In  this  way  the  population  of 
those  remote  northwest  and  northeast 
regions  will  be  given  greater  north 
leverages  than  they  are  entitled  to,  and 
the  resulting  tendency  will  be  to  draw 
the  national  center  imduly  northward. 

The  preceding  method  is  given  for 
what  it  may  be  worth.  It  possesses  at 
least  the  merit  of  convenience,  as  the 
data  for  the  polyconic  projection  of  a 
map  are  widespread  in  this  coimtry,  and 
draughtsmen  are  familiar  with  their  use. 
Moreover,  with  all  of  its  faults,  it  is 
warranted  to  give  results  much  more 
accurate  than  any  hitherto  attained. 

Finallv,  we  come  to  the  consideration 
and  adoption  of  Bonne's  projection, 
which  is  by  all  odds  the  best  adapted  for 
delineating  a  portion  of  the  earth's  area, 
so  that,  having  allotted  weight  to  this 
map  according  to  its  density  of  popula- 
tion, the  cen.ter  of  gravity  of  this  plane 
will  most  accurately  represent  the  center 
of  population  of  the  spherical  surface. 

In  Bonne's  projection,  as  in  the  poly- 
conic, the  middle  meridian  becomes  a 
straight  line.  The  central  parallel,  also 
as  in  the  polyconic,  is  projected  in  the 
arc  of  a  circle  whose  radius  is  equal  to 
the  slant  height  of  a  cone,  tangent  to  the 
earth  at  this  parallel,  and  of  whose  base 
this  parallel  is  the  circumference.  All 
other  parallels  are  concentric  with  the 
middle  one,  and  are  drawn  at  their- 
natural  distances  apart.  All  lengths  of 
parallels  are  also  correct.  An  equality  of 
areas,  upon  the  earth  and  on  the  map,  is 
thus  preserved,  although  the  shape  of 
those  square  degrees  remote  from  the 
middle  meridian  and  parallel  becomes 
distorted,  and  rhomboidal,  their  diagon 
als  being  unequal,  owing  to  the  oblique 
intersection  of  meridians  and  parallels. 
This  fault  is  of  but  little  importance  in 
the  present  work,  where  the  principal 
desideratum  is  uniformity  of  scale  with 


regard  to  the  axes,  and  hence  correct 
relative  positions,  in  which  respect  no 
other  projection  offers  equal  advantages. 
Add  to  this  the  fact  that  the  projection 
of  the  prime  vertical  through  the  inter- 
section of  middle  meridian  and  parallel 
scarcely  deviates  from  a  straight  line,  its 
departure  from  rectilinearity  within  our 
boundary  not  exceeding  ten  miles,  and 
the  fitness  of  Bonne's  projection  for  a 
population  map  is  assured. 

Therefore,  to  find  the  center  of  popu- 
lation of  the  United  States,  first  assume 
a  center  from  an  inspection  of  the  map 
or  from  rough  preliminary  calculations. 
It  is  important  that  the  assumed  center 
should  approximate  in  position  as  closely 
as  possible  to  the  true  center,  so  that 
the  rectangular  great  circle  axes  through 
the  former  may  be  considered  parallel, 
for  the  portion  included  within  the 
United  States,  to  the  corresponding  sys- 
tem through  the  latter,  to  which  the  first 
axes  are  to  be  shifted  in  the  final  adjust- 
ment Make  the  assumed  center  the 
point  of  intersection  of  the  middle 
meridian  and  parallel  of  a  map  projected 
after  Bonne's  method,  and  divided  into 
square  degrees.  This  map  need  not  be 
drawn  in  detail.  Outlines,  boundaries, 
and  the  positions  of  those  principal  cities 
which  are  to  be  treated  separately  will 
suffice.  Local  centers  of  population  may 
be  taken  from  any  ordinary  map  and 
transferred  to  this. 

Draw  through  the  assumed  center  the 
projection  of  its  prime  vertical,  tracing 
its  course  by  computing  the  latitudes  of 
its  intersections  with  meridians  which  it 
crosses.  With  this  as  one  axis,  and  the 
rectilinear  projection  of  the  middle  meri- 
dian as  its  co-ordinate,  proceed  to  find 
the  moments,  with  respect  to  these  axes, 
of  the  numerous  collections  of  people 
into  which  it  may  be  deemed  advisable 
to  divide  the  country.  Under  the  direc- 
tion of  Mr.  Henry  Gannett,  the  very  effi- 
cient geographer  of  the  Census  Bureau, 
the  population  of  the  United  States  has 
been  grouped  by  square  degrees,  and,  it 
is  to  be  hoped,  will  be  published  in  that 
form.  Such  an  arrangement  will  great- 
ly facilitate  all  studies  concerning  the 
geographical  distribution  of  our  people, 
and  will  be  especiaUy  useful  in  nnding 
thfi  center  of  population.  A  determina- 
tion of  the  center  by  the  use  of  square 
degrees  and  the  leading  cities  will  re- 
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quire  about  one  thousand  moments  for 
each  of  the  two  axes.  The  leverages  of 
these  masses  will  be  their  perpendicular 
distances,  measured  on  the  map,  from 
the  axis  in  question.  There  is,  to  be 
sure,  a  slight  element  of  error  in  this 
manner  of  finding  the  value  of  an  arc  of 
a  great  circle,  but  it  is  so  inconsiderable 
that  it  will  not  perceptibly  affect  the 
result,  and  it  would  be  a  thankless  task 
to  attempt  to  eliminate  it. 

After  the  summation  of  the  moments 
thus  found,  and  a  comparison  of  the 
results,  east  with  west,  and  north  with 
south,  the  adjustment  of  the  center  to 
its  true  position  is  accomplished  as  de- 
scribed in  the  early  part  of  this  article. 

In  determining  the  center  of  popula- 
tion hitherto  it  has  been  customary  to 
accept,  for  the  rectangular  axes  through 
the  assumed  center,  the  meridian  and 
parallel  intersecting  at  that  point ;  that 
is,  a  great  circle  and  a  small  circle. 
Leverages  of  the  population  masses 
with  regard  to  the  parallel  have  been 
measured  along  their  respective  meri- 
dians, and  are  therefore  arcs  of  great 
circles,  as  they  should  be ;  but  the  lever- 
ages about  the  meridional  axis  are  the 
arcs  of  parallel  intercepted  between  the 
local  centers  and  that  axis,  and  are,  in 
comparison  with  the  proper  lever-arms, 
as  the  hypothenuse  is  to  the  perpendicu- 
lar. 

A  moment's  contemplation  will  show 
that  this  is  equivalent  to  adopting,  for 
the  axes  of  a  plane,  a  straight  line  and  a 
curve  intersecting  at  right  angles,  and 
then  using  curved  instead  of  perpendicu- 
lar lines  for  the  leverages  with  respect 
to  the  rectilinear  axis.  Of  these  two 
erroneous  processes,  the  latter  will  cause 
the  center  a  slight  displacement  in  longi- 
tude, while  the  former  will  seriously 
affect  its  position  in  latitude,  throwing  it 
many  miles  too  far  southward. 

As  heretofore  determined,  aU  north 
leverages  are  deficient  and  all  south 
leverages  are  excessive,  except  those  ly- 
ing along  the  meridian  of  the  center. 
The  greater  the  distance  of  a  group  of 
population  from  this  meridian,  the 
greater  is  the  error  of  its  moment.  On 
the  Pacific  coast,  for  instance,  the  par- 
allel of  the  center  of  population  is  more 
than  four  hundred  miles  distant  from 
the  prime  vertical  passing  through  that 
point.     The  leverage  of  any  group  of 


population,  by  the  old  method,  is  errone- 
ous to  that  extent  As  an  example,  the 
city  of  San  Francisco  is  nearly  a  hundred 
miles  south  of  the  parallel  aforesaid,  and 
has  been  given  a  south  leverage  of  that 
amount,  when,  in  reality,  it  should  have 
a  north  leverage  of  more  than  three 
himdred  miles.  In  the  same  manner, 
all  other  north  and  south  moments  are 
invalidated  by  this  fault  of  accepting  a 
small  circle  instead  of  a  great  circle  for 
an  axis. 

The  west  leverage  of  San  Francisco  is 
also  as  much  too  large  as  its  distance 
from  the  meridional  axis  by  arc  of  par- 
allel is  longer  than  by  an  arc  of  great 
circle.  But  these  excessive  leverages  in 
the  west  are  partly  compensated  for  bj  a 
corresponding  excess  in  the  east,  and  the 
resulting  error  in  the  longitude  of  tiie 
center  is  not  so  great;  a  mile  or  two 
would  probably  cover  ii  It  is  difficult 
to  estimate,  from  a  mere  inspection  of 
the  map,  how  great  an  error  of  latitude 
may  affect  the  center  of  population,  as 
determined  by  the  old  method,  but  the 
center,  thus  found,  of  the  population  of 
1880,  falling  in  northern  Kentucky,  a 
few  miles  west  of  Covington,  its  true 
position  is  probably  about  thirty  miles 
farther  north  and  a  trifle  to  the  east; 
that  is,  in  Butler  County,  Ohio. 

It  may  seem  improbable  that  the  center 
should  lie  so  near  our  northern  boundary, 
but  it  should  be  remembered  that  our 
country,  in  general  shape,  is  the  segment 
of  a  zone,  and  if  this  segment  were 
extended  far  enough  in  longitude  its 
center  of  population  would  be  situated 
entirely  outside  of  the  country,  beyond 
its  northern  limit. 

The  difference  between  the  plan  herein 
proposed  and  the  one  hitherto  followed, 
in  determining  the  center  of  population, 
may  be  graphically  illustrated  by  a  com- 
parison of  Bonne's  and  Flamsteed's  pro- 
jections of  a  map.  The  latter  is  an 
exact  counterpart  of  the  plane  surface 
into  which  the  spherical  shell  is  snp- 
1  posed  to  be  projected  in  the  old  method; 
that  is,  its  parallels  occur  at  their  natural 
intervals,  but  are  straightened  out  into 
right  hues,  all  of  which  are  perpendicu- 
lar to  the  middle  meridian,  itself  a 
straight  line.  The  middle  parallel  is 
taken  as  one  of  the  rectangular  axes, 
both  of  which,  upon  the  map,  are  recti- 
I  linear.    Thus  this  process  has  a  plausible 
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appearance,  until  it  is  remembered  that 
the  distortion  of  this  parallel  into  a  right 
line  necessitates  a  great  curvature  in  the 
projection  of  the  corresponding  prime 
vertical,  which  is  the  real  axis,  and  a 
great  displacement  of  areas.  Flam- 
steeds  projection,  therefore,  while  it  is 
easily  comprehended  by  the  popular 
mind,  which  is  accustomed  to  consider 
our  country  as  a  plane  surface,  across 
which  east  and  west  courses  run  in 
straight  lines,  is  really  one  of  the  most 
untrue  in  existence. 

In  thus  criticising  past  dealings  with 
this  subject,  the  writer  does  not  flatter 
himself  that  he  has  discovered  an  imcon- 
scious  use  of  faulty  methods  in  the  work 
of  the  able  investigators  who  have  pre- 
ceded him  in  the  study  of  this  matter. 
Taken  at  the  best,  its  treatment  must  be 
approximate,  and  hitherto  the  newness 
of  the  subject,  an  absence  of  popular  in- 
terest in  it,  the  pressure  of  more  import 
ant  work,  and  other  exigencies  of  the 
public  service,  have  combined  to  preclude 
any  other  than  the  most  convenient  and 
least  laborious  handling  of  this  topic.  It 
may  even  be  doubted  if,  at  the  present 
day,  it  is  advisable  to  bestow  upon  it  the 
increase  of  labor  entailed  by  the  project 
announced  in  these  pages ;  but  in  the  fu- 
ture, as  our  methods  of  work  become 
more  and  more  retined,  and  especially  as 
our  northwest  country  and  the  Pacific 
Coast,  remote  from  the  center,  become 
thickly  populated,  and  the  error  of  their 
influence  upon  the  center  is  correspond- 
ingly increased,  it  will  certainly  be  found 
necessary  to  attempt  a  closer  approxima- 
tion than  has  yet  been  accomplished. 

The  old  plan  has  an  advantage  of  con- 
venience in  the  fact  that  all  distances 
along  the  meridians  and  parallels  of  our 
country,  which  are  the  leverages  therein 
used,  are  already  computed  and  tabulated 
in  geodetic  handbooks.  And,  although 
the  absolute  situation  of  the  center  is  not 
accurately  given  by  that  method,  it  shows 
correctly  its  relative  positions,  decade 
after  decade,  and  its  constant  westward 
migration  with  its  fluctuations  to  the 
north  and  south. 

Through  the  enterprise  of  the  Hon. 
Francis  A.  Walker,  Superintendent  of 
the  Census  Bureau,  the  center  of  popu- 
lation was  made  an  interesting  feature  of 
the  census  reports  for  1870,  and  will, 
doubtless,  find  a  place  in  all  future  dis- 


cussions of  the  movement  of  our  restless 
people.     By  computations  made  under 
his  direction,  and  by  independent  deter- 
minations   contributed  by  Prof.   J.   E. 
Hilgard,  of  the  Coast  and  Geodetic  Survey, 
he  was  enabled  to  locate,  upon  his  popula- 
tion charts,  the  successive  positions  of  the 
center  for  each  decennial  period  from  the 
year  1790,  when  itwas  east  of  Baltimore, 
to  1870,  when  it  had  reached  a  point  in 
Southern  Ohio,  forty-eight  miles  from 
Cincinnati.     For  the  details  of  its  pro- 
gress the  reader  is  referred  to  the  chap- 
ter by  General  Walker,   entitled   "The 
Progress  of  the  Nation,"  in  his  valuable 
Statistical  Atlas  of  the  United  States, 
1  and  also  to  an  article  by  Professor  Hil- 
jgard,   published  in   Scribners  Monthly/ 
'for  June,  1872,   under  the  heading   of 
' "  The    Advance  of    Population  in    the 
I  United  States." 

j      From  these  authorities  it  seems  that 
the  migration  of  the  center  of  popula- 
I  tion,   almost    uniformly  westward,    has 
j  been  at  an  average  rate  of  fifty  miles  a 
I  decade,  five  miles  a  year,  or  seventy- two 
I  feet  a  day.     This,  then,  is  the  measure 
I  of  the  progression  of  that  imaginary,  but 
important    point,    the    "hub"    of    the 
I  United  States,  which  is  destined  to  move, 
'with  slower  and  slower  pace,  until  it 
I  shall  reach,  a  century  hence,  the  imme- 
I  diate  valley  of  the  Mississippi,  where  it 
t  will  permanently   settle.     Though    the 
I  West  grow  strong  at  the  expense  of  its 
'  parent,  the  East,  and  the  one  flourishes 
as  the  other  becomes  effete,  this  shifting 
of  power  is  no  sudden  and  startling  pro- 
I  cess,  as  will  have  been  seen.     The  emi- 
I  grant's  ox-team,  the  type  of  all  things 
I  slow,  and  by  which  this  transfer  of  em- 
pire has  been  largely  effected,  outstrips 
a  thousand  fold  the  center  of  population 
in  its  advance. 


It  has  been  judicially  decided  in  the 
American  law  courts  that  a  mail  agent, 
or  traveling  post-office  servant,  when 
traveling  as  such  on  railroad  trains,  is 
not  a  passenger,  and  cannot  therefore 
recover  damages  for  injury  in  case  of 
accident;  also,  that  a  passenger  riding 
in  a  baggage  car  when  there  is  room  in 
the  passenger  cars  cannot  recover  in 
case  of  injury,  if  it  shall  appear  that  he 
would  not  have  been  injured  if  he  had 
been  in  the  passenger  cars. 
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NEW   MODE  OF  COMPENSATING  BALANCES. 

By  CHARLES  V.  WOERD,  Supt  Engineer  of  Waltham  Watch  Company. 


The  form  of  compensation  hitherto 
employed  in  the  balances  of  watches  and 
chronometers  can  be  made  perfect  only 
for  two  critical  temperatures,  and  is  im- 
perfect for  intermediate  or  extreme 
temperatures.  Devices  called  secondary 
or  auxiliary  compensation  have  been  ap- 
plied to  remedy  this  defect  in  a  partial 
degree.    The  effect  of  the  temperature 


the  spring  is  not  certainly  known;  but 
sufficient  is  known  in  regard  to  it  to 
make  it  certain  that  the  compensation 
cannot  be  made  perfect  except  at  two 
temperatures.  The  expressions  of  the 
variations  of  these  moments  in  respect 
to  the  temperature,  give,  when  graphic- 
ally represented,  two  curved  lines,  and 
the  adjustment  can  be  made  only  for 


b      Fig.2 


Fig.  I 


is  to  modify  the  elastic  force  of  the 
spring  as  well  as  to  change  its  length, 
and  to  change  the  form  of  the  balance ; 
and  perfect  compensation  requires  that 
the  time  of  vibration  of  the  balance  shall 
be  constant  under  all  the  vicissitudes  of 
temperature  to  which  the  instrument 
may  be  subjected.  This  requires  that 
an  arrangement  of  the  parts  shall  be 
made  such  that  the  moment  of  inertia  of 
the  balance  shall  maintain  a  constant 
ratio  to  the  moment  of  the  elastic  force 
of  the  balance  spring.  The  law  of  the 
<;hange  of  the  effective  elastic  force  of 


the  two  points  where  these  curves  in- 
tersect. 

The  device  consists  in  the  substitution 
of  an  entirely  different  arrangement  of 
bimetallic  laminae,  in  such  a  way  that  the 
ratio  of  the  moments  of  the  balance  and 
of  the  spring  shall  remain  constant  dur- 
ing all  the  temperatures  to  which  the 
watch  or  chronometer  may  be  subjected 
while  in  use. 

First,  for  the  inner  lamina  steel  is  em- 
ployed as  usual,  but  the  outer  lamina  is 
constructed  of  a  composition  of  higher 
expansibility  than   brass   hitherto  used 
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for  that  purpose.  Instead  of  two  par- 
allel connected  laminae,  only  a  short  arc 
of  the  outer  composition  is  employed, 
and  this  is  connected  with  the  steel  in 
the  form  of  intermeshing  teeth  fused 
solidly  to  the  steel.  The  outer  rim  is 
turned  down  so  that  the  fine  edge  of  the 
steel  teeth  separate  the  composition  into 
a  succession  of  prisms. 

By  this  means  the  action  is  different 
from  that  of  continuous  bimetallic  lam- 
inae, in  that  it  avoids  the  difficulties  aris- 
ing from  the  constrained  and  irregular 


of  the  balance  as  near  the  extremities  of 
the  segments  as  possible,  one  or  more 
holes  are  drilled  in  this  steel  rim,  and 
intermediate  between  the  bimetallic  part 
and  the  compensating  weights,  so  that 
the  desired  effect  may  be  produced  by  a 
limited  arc  of  the  two  met^s.  This  pro- 
vides also  for  a  delicate  adjustment  of 
the  poise  of  the  balance. 

Fig.  1  represents  the  movement  of 
the  compound  laminse  under  a  decrease 
of  temperature  in  the  form  of  bimetallic 
compensation  hitherto  used.     The  inner 


Fi9.3 


:action  of  the  laminse,  and  provides  for 
that  freedom  of  movement  of  the  com- 
pensating weights  which  is  necessary  to 
fulfill  the  actual  requirements  of  the 
adjustment  for  temperature. 

Second,  by  means  of  this  arrangement 
it  is  always  possible  to  find  the  number 
of  teeth  in  the  bimetallic  part  of  the  rim. 
which,  in  connection  with  the  proper 
compensating  weights,  will  make  the 
motion  of  these  weights  correspond  with 
the  requirements  of  the  balance  spring 
for  tautochronous  vibrations  at  different 
temperatures.  In  order  to  lighten  the 
^teel  rim  and  keep  the  effective  weight 


curve  represents  the  rim  of  the  balance 
at  a  middle  or  normal  temperature.  The 
outer  curves  represent  its  successive 
positions  at  diminished  temperatures, 
and  the  oblique  lines  a,  a,  ^,  by  etc., 
show  the  motion  of  the  compensating 
weights  placed  at  different  positions  of 
the  rim.  The  curves  described  by  these 
weights  do  not  in  any  case  change  the 
moment  of  inertia  of  the  balance  in  the 
required  ratio  and  the  compensation  is 
therefore  imperfect. 

Fig.  2  represents  the  motion  of  the 
rim  of  the  balance  when  constructed  in 
accordance  with  this  device. 
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curve  shows  the  normal  position  at  a 
middle  temperature,  and  the  other  curves 
show  its  motion  under  successively  di- 
minished temperatures.  The  curved  line 
aa  shows  the  path  of  the  extremity  of 
tiie  bimetallic  arc,  and  bb  shows  the 
curve  described  by  the  compensating 
weights  at  the  outer  extremity  of  the 
segment.  The  proper  number  of  teeth 
in  the  bimetallic  part  to  correspond  with 
the  thickness  of  the  continuous  steel 
rim,  to  be  easily  found  in  the  actual 
adjustment,  will  give  to  this  curve  the 
form  which  is  required  in  order  that  the 
rate  of  change  of  the  moment  of  inertia 
of  the  balance  shall  be  always  sensibly 
the  same  as  that  of  the  moment  of  the 
elastic  force  of  the  balance  spring,  so 
that  the  compensation  may  be  made 
practically  perfect. 

The  forms  and  relation  of  the  curves 
in  the  two  cases  will  be  similar  when  the 


temperature  is  increased  from  the  nor- 
mal temperature  considered. 

Fig.   3  represents   the  balance  com- 
plete,  constructed    in   accordance  with 
this  device.     The  steel  arm  of  the  bal- 
ance is  represented  at  a.    The  steel  por- 
|tion  of  the  rim  is  shown  by  the  light 
I  portions,  and  the  composition  for  the 
outer  part  of  the  bimetallic  portion  of 
I  the  rim  is  indicated  by  the  lined  parts. 
!  The  number  of  teeth  depends  upon  the 
thickness  of  the  rim,  and  should  include 
,in  general  about  one-sixth  part  of  the 
i  circumference.      The    rim  is    cut    very 
I  close  to  the  extremities  of  the  arm  of 
the    balance,    and     the    compensating 
i  weights  are  placed  near  the  outer  ex- 
tremities of  Uie  segments.     The  small 
holes  shown  intermediate  are  made  in 
order  to  keep  the  resultant  action  as  far 
as  possible  from  the  bimetalhc  part  of 
;  the  rim. 


RECENT  ADVANCES  IN  ELECTRIC  LIGHTING. 

By  W.  H.  PREECE. 
^om  the   "Journal  of  the  Society  of  Arta." 


I  AM  to  describe  to  you  the  recent  ad- 
vances that  have  been  made  in  electric 
Hghting.  My  position  reminds  me  of  a 
stoi-y  that  is  told  of  Queen  Elizabeth, 
who,  on  approaching  a  certain  town,  was 
not  received  on  arrival  with  the  usual 
ringing  of  bells.  On  demanding  the 
cause,  the  chief  municipal  dignitary  in- 
formed her  Majesty  that  there  were  39 
reasons  why  the  bells  did  not  ring,  the 
first  of  which  alone  satisfied  her  Majesty, 
viz.,  "there  were  no  bells."  So  I  can 
almost  say  "  there  are  no  recent  advances 
in  electric  lighting  to  chronicle,"  The 
advances  that  have  been  made  have  not 
been  so  much  in  electric  lighting  itself 
as  in  the  popular  favor  with  which  it  is 
regarded.  The  public  is  becoming  more 
accustomed  to  its  use,  and  therefore 
acquiring  more  confidence  in  this  mode 
of  producing  light 

Electricity  and  gas  are  playing  a  see- 
saw game.  As  the  electric  light  goes  up, 
the  gas  goes  down.  It  reminds  one  very 
much  of  those  old  Dutch  weather  houses 
that  used  to  be  common  many  years  ago, 
but  have  recently  disappeared.     When 


the  weather  was  fine,  out  came  the  old 

woman;  when  the  weather  was   damp, 

out  came  the  old  man.    Electricity  made 

a  great  splutter  in  Paris ;  down  went  the 

gas  shares.    Mr.  Sugg  and  his  inventions 

brought  the  gas  shades  up  again.    ^ 

alarming  message  is  received  from  New 

lYork;  down  goes  the  gas  again.     The 

I  friends  of  gas  have  scarcely  had  time  to 

t  recover    themselves  when  the    City  of 

I  London,  with   great  wisdom   and  fore- 

!  sight,  votes  a  very  large  sum  of  money 

;  to    be    expended    in    carrying    out    a 

I  gigantic    electric    lighting    experiment, 

and  this  has  brought  the  old  man  out 

once  more. 

The  result  of  trials  during  the  last 
year  or  two  have  been  to  give  experience 
in  the  vagaries  and  capriciousness  of 
this  light.  Its  defects  have  become 
better  known.  We  have  been  taken  out 
of  the  experimental,  and  have  been 
brought  within  reach  of  the  practical 
stage.  Now  details  are  being  elaborated, 
mechanical  appliances  supplied,  and  much 
useful  knowledge  is  being  acquired  by 
those  who  have  had  the  enterprise  and 
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the  farsightedness  to  launch  their  money 
in  this  new  venture. 

The  progress  of  electric  lighting  can 
be  looked  at  from  three  points  of  view — 
scientific,  commercial  and  practical. 

My  task  has  been  rendered  very  light, 
by  tiie  admirable  series  of  Cantor  lec- 
tures that  have  recently  been  delivered 
in  this  room  by  Professor  Adams.  He 
has  thus  enabled  me  to  shake  myself 
away  from  scientific  detail,  and  to  deal 
more  with  commercial  and  practical  gen- 
eralities. I  will,  therefore,  glance  rapid- 
ly at  the  commercial  and  practical  devel- 
opments of  the  principal  portions  of  the 


enormous  velocity  to  maintain,  but  it  is 
essential  for  cheap  electricity.  Eight 
hundred  revolutions  a  minute  need  not 
frighten  us,  for  we  care  not  what  the 
speed  of  rotation  is  in  the  wheels  of  our 
express  trains.  No  one  troubles  his 
head  much  about  the  tremendous  veloci- 
ty acquired  by  a  can:iage  that  runs  con- 
tinuouly  for  24  hours  or  more,  and,  there- 
fore, we  need  not  be  alarmed  at  the 
velocity  acquired  by  our  stationary  en- 
gines working  electro-dynamo  machines. 
It  is  not  too  much  to  say  that  what  little 
success  belongs  to  the  electric  light  on 
the  Thames  Embankment,  is  due  to  the 


system  which  together  make  up  electric !  engine  planted    beneath    Charing-cross 


lighting.  Let  us  first  take  the  motor, 
the  power  by  which  scientific  skill  has 
enabled  us  to  convert  a  source  of  energy 
into  another  form.  The  Jtroblem  we 
have  to  solve  in  how  \^  extract  the  great- 
est amount  of  light  out  of  a  lump  of 
coal.  Of  our  agents  to  help  us,  the 
poor  old  engine  is  much  neglected.  When 


bridge,  by  Messrs.  Bansome,  Sims  and 
Head. 

Nor  should  I  say  that  the  success  of 
the  electric  light  in  the  British  Museum 
is  due  any  the  less  to  the  Wallis  and  Ste- 
vens' engine  than  to  the  magnificent  ap- 
paratus put  up  by  Siemens  Brothers.  It 
would  be  invidious  to  name  the  different 


I  think  of  the  work  done  by  that  willing '  engineers  who  have  brought  out  special 
slave,  the  engine,  I  am  reminded  of  the '  engines  for  this  purpose,  for  their  name 
story  of  the  organist  and  the  organ  lis  legion.  Marshalls,  Brotherhoods, 
blower.  The  blower  one  Sunday  said  to '  Robey,  and  others  have  worked  hard  in 
the  organist :  "  How  magnificently  we '  this  field,  and  have  succeeded  in  produc- 
played  Handel's  .  .  .  to-day !"  "  We  i  ing  engines  which,  by  automatic  govem- 
played,"  replied  the  organist,  '*  you  im-  ]  ors  and  by  other  means,  provide  all  the 
pertinent  fellow,  what  do  you  mean  by !  requirements  that  the  electric  light  de- 
*'  we  played  t"    The  blower  said  not  a ';  mands.     It  would  be  difficult  to  over  es- 


word,  but  on  the  next  occasion  when  the 
oi^nist  wished  to  play,  the  blower  de- 
clined to  exert  himself,  and  on  being  re- 
m<5nstrated  with,  he  said :  Do  we  play, 
or  do  we  not  play?"  The  organist  said : 
"  Yes,  we  do  play,"  and  instauatly  the  or- 
gan pealed  forth.     So  with  the  engine, 


timate  the  good  that  has  been  done  in 
this  direction  by  the  competitive  trials 
instituted  by  the  Royal  Agricultural 
Society.  The  small  engines  that  distin- 
guish English  engineers,  are  almost  en- 
tirely due  to  the  interest  excited  by  these 
annu^    trials.      Instead    of    one-horse 


where  should  we  be  without  the  engine  t  power  requiring  7  lbs.  and  8  lbs.  of  coal 
The  reason  why  the  electric  Hght  has, '  to  produce  it,  it  is  common  now  to  find 
within  the  last  few  years,  come  so  much ;  engineers  producing  one-horse  power  by 
to  the  front,  is  because  electricity  has  i  even  3  lbs.  of  coal,  and  in  some  engines 
been  produced  by  the  direct  conversion  2  lbs,  per  horse-power  has  even  been 
of  mechanical  energy  into  electricity,  in- ;  attained.  It  is  strange  that  nothing  has 
stead  of  by  means  of  batteries,  which ;  been  done  to  supersede  steam  as  a  gen- 
were  the  only  sources  known  years  ago. ;  erator  of  power.  It  is  well  known  that 
Now,  thanks  to  the  steam  engine,  w^  are  the  specific  heat  of  water  is  higher  than 
able  to  fulfill  all  those  requirements  that  that  of  every  known  substance,  and  is 
enable  us  to  produce  cheap  electricity,  not  beyond  the  reach  of  theory  to  assert 
Those  requirements  are  high  velocity,  I  that  there  are  other  liquids  whose  evap- 
great  steadiness,  and  uniform  pressure ; '  oration  should  produce  the  same  power 


and  those  are  the  points  which  we  grad- 
ually being  acquired  in  the  steam  engine 
produced  from  our  workshops.  The 
velocity  of  800  revolutions  per  minute, 
sometimes  even  of  douUfe  that  rate,  is  an 
Vol.  XXIV.— No.  6—36. 


with  a  very  much  less  expenditure  of 
fuel.  There  is  a  vast  field  for  invention 
in  this  direction.  The  gas  engine  is  a 
very  economical  source  of  energy,  and 
has  been  very    successfully  applied  to 
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electric  lighting  in  many  places.  At  the 
Docks  in  Newport,  South  Wales,  a  gas 
engine  has  been  in  use  for  nearly  two 
years  with  great  success;  and  it  is 
worthy  of  note  that  if  100  cubic  feet  of 
gas  per  hour  gives  a  candle  power  of 
300,  that  same  gas  applied  to  an  engine 
would  give,  in  electricity,  a  candle  power 
more  than  11  times  greater,  namely, 
3,750  candles.  Here  is  a  sphere  to 
maintain  gas  dividends. 

Water  is  another  convenient  source  of 
energy,  when  you  can  find  it  available. 
Sir  William  Armstrong,  at  Craigside, 
near  Newcastle,  has  utilized  a  brook  for 
this  purpose,  and,  by  the  aid  of  a  tur- 
bine, produces  a  ^force  giving  six-horse 
power;  in  fact,  he  says:  "The  brook 
lights  his  house." 

I  am  not  aware  yet  of  air  having  been 
utilized  for  this  purpose,  except  when 
heated  in  the  caloric  engine  in  use  at  the 
Lizard  Lighthouse,  which  is  found  to  be 
economical,  useful,  and  very  suitable  for 
such  isolated  places  where  it  is  difficult 
to  provide  water.  It  is,  therefore,  clear 
that  some  advances  have  been  made  in 
the  economy  and  the  adaptabihty  of 
motors  for  electro-dynamo  machines  to 
produce  the  electric  fight. 

With  regard  to  the  generator  of  elec- 
tricity, the  instrument  by  which  the  en- 
ergy of  steam  or  water  is  converted  into 
electricity,  after  Professor  Adams  not 
much  remains  for  me  to  say.  There  are 
several  excellent  machines.  The  differ- 
ence between  each  is  very  much  the  dif- 
ference between  twedledum  and  twedle- 
dee.  Each  is  specially  adapted  for  its 
particular  work,  either  by  a  variation  in 
velocity,  or  by  a  variation  in  the  way  in 
which  the  wire  is  woimd,  so  as  to  pro- 
duce a  variation  in  the  current  produced 
to  suit  the  particular  hght  required. 
The  efficiency  of  any  machine  is  the 
amount  of  energy  which  is  converted 
into  current,  and  it  has  been  shown  that 
both  in  the  Siemens  and  the  Gramme 
machines  nearly  90  per  cent,  of  the 
power  is  converted  into  useful  current. 
It  is  easily  demonstrable  that  there  is 
economy  in  the  use  of  small  machines, 
and  it  is  difficult  to  understand  the  rea- 
sons that  induce  some  people  to  speak 
of  tbe  value  of  the  enormous  machines 
that  have  been  constructed  in  America. 
In  fact,  in  this  department,  a  great  deal 
of  time  and  energy  is  being  wasted  in  try- 


ing to  gild  refined  gold.  Changes  are  being 
introduced  for  the  mere  sake  of  change. 
The  improvements  that  have  been  made 
have  been  improvements  in  detail  only. 
Broadly  spealang,  there  are  two  classes 
of  machines,  those  which  produce  con- 
tinuous currents,  and  those  which  pro- 
duce alternate  currents.  Very  little  ad- 
vance has  been  made  in  the  efficiency  of 
the  earliest  forms  in  every  case ;  and  I 
i  learn  from  Mr.^Douglass,  of  the  Trinity- 
house,  that  the  original  Holmes  magneto- 
electric  is  still  in  use,  and  doing  good 
work,  at  the  Souter  Point  and  ^uth 
Foreland  lighthouses,  and  that  a  De 
Meritens  magneto-electric  alternating 
I  current  machine,  of  similar  type,  has 
been  imder  trial  at  the  Lizard  for  the 
last  four  months,  and  that  he  is  greatly 
pleased  with  its  efficiency  and  reliability. 
The  De  Meritens  machine  is  an  excellent 
one,  and  one  of  which  we  shall  hear 
more.  The  trials  made  for  the  Trinity- 
house  showed  that  more  effideiiCy  was 
obtained  by  joining  up  small  machines 
in  multiple  arc,  thim  either  by  the  use  of 
a  larger  machine,  or  by  the  same  ma- 
chines joined  up  in  series.  This  is  a  point 
that  has  escaped  the  notice  of  recent  ex- 
perimenters in  this  direction,  and  it  is 
well  worth  their  serious  consideration. 

The  battery  has  been  discarded  as  a 
generator  of  electricity  from  its  want  of 
economy,  but  there  are  hopes  that 
secondary  batteries  will  be  introduced 
for  the  purpose  of  storing  up  this  force. 
No  advance  has  yet  been  made,  however, 
towards  the  practical  attainment  of  this 
desire.  Many  attempts  have  also  been 
made  to  utilize  the  thermopile,  but  in  all 
cases  it  has  been  shown  that  the  electro- 
motive force  produced  is  too  low.  The 
thermopile  has  this  advantage,  that  it  is 
wonderiully  durable.  I  saw,  last  we^, 
one  which  has  been  in  use  for  four  years 
uninterruptedly,  night  and  day,  without 
intermission,  and  it  still  gives  out  elec- 
tricity with  all  its  pristine  vigor. 

The  conductor  is  the  broad  road  along 

which  electricity  flows  to  produce  light 

at  a  given  point.     In  all  cases,  from  its 

superior  conductivity,  copper  has  been 

selected.     Sometimes  this  copper  wire 

has  b(  en  carried  overhead  and  sometimes 

]  imderground.     Where  it  can  be  carried 

'  overhead,  it    has    the    advantage    over 

I  under^roimd  that,  as   the  heat  radiates 

into  the  open  air,  the  wire  itself  become 
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cooler  and  conveys  more  electricity.  In 
practice,  the  purest  copper  is  nsed,  and 
wire  of  the  largest  dimensions  consonant 
with  economy,  for  the  resistance  or  ob- 
struction to  tiie  flow  of  electricity  must 
be  maintained  as  low  as  possible,  to  pre- 
vent waste  of  energy.  In  the  different 
experiments  which  have  been  carried  out 
in  London,  one  feature  noticeable  to  me 
has  been  in  some  cases  the  utter  ignor- 
ing of  the  experience  gained  in  teleg- 
raphy. The  way  in  which  wires  are 
suspended,  and  himg,  and  moved  about, 
is  to  the  mind  of  the  telegraphist  simply 
disheartening  and  appalling.  On  the 
Metropohtan  Eailway  the  wires  were  so 
decayed,  and  rotten,  and  ill-used,  that 
they  had  to  be  removed,  and  the  lighting 
of  the  Victoria  station  of  the  under- 
ground railway  was  abandoned.  The 
currents  used  for  electric  lighting  are 
more  than  three  thousand  times  greater 
than  those  used  for  telegraphs.  We  have 
great  difficulty  in  maintaining  the  small 
currents  used  in  telegraphy  along  their 
proper  course,  and  the  small  defects  that 
have,  m  thirty  years*  experience,  made 
themselves  evident  to  us,  are  simply 
magnified  in  their  hurtful  effects  3,000 
times  when  applied  to  electric  lighting 
currents. 

Electric  currents  have  also  a  peculiar 
and  serious  influence  on  wires  passing 
in  their  neighborhood.  It  is  an  influence 
called  induction,  and  one  that  produces 
serious  disturbing  effects.  In  fact,  so 
powerful  are  these  disturbing  effects 
that  very  great  fears  are  entertamed  that 
it  will  be  impossible  to  maintain  electric 
light  and  telegraph  circuits  close  togeth- 
er. Recently,  at  Holyhead,  telegraph 
communication  was  completely  broken 
down  along  a  wire  that  ran  side  by  side 
with  the  wires  conveying  an  electric 
light,  during  the  time  the  current  flowed 
to  produce  the  light.  We  of  the  post 
office  are  watching  carefully  for  any 
interference  by  electric  light  currents  in 
this  respect. 

Why  do  electric  currents  produce 
light!  Light  and  heat  are  mere  terms 
given  to  what  are  really  similar  opera- 
tions. Certain  undulations  impinge  on 
the  retina  of  the  eye,  and  give  that  sen- 
sation which  we  call  light.  They  fall  on 
our  skin,  and  produce  the  sensation  of 
warmth.  They  are  incident  on  certain 
salts  of  silver,  and  produce  photographic 


pictures.  The  flow  of  electricity  means 
the  generation  of  heat.  The  production 
of  light  is  the  accompaniment  of  intense 
heat.  In  fact,  the  brighter  the  light, 
the  intenser  the  heat.  The  art  of  pro- 
ducing brilliant  light  is  the  art  of  pro 
ducing  high  temperature.  There  is  no 
greater  illusion  extant  than  that  the 
dectric  Hght  is  a  cold  light.  The  elec- 
tric arc  is  the  greatest  source  of  heat 
known.  Our  worthy  chairman  has  shown 
us  how  it  can  reduce  to  liquid  the  most 
refractory  metals;  and  at  his  country 
house,  near  Tunbridge  Wells,  he  has 
kept  a  stove  house  at  70°  by  its  aid. 
Professor  Dewar  measured  the  heat 
radiated  by  the  light  he  used,  and  foimd 
it  sufficient  to  produce  three-horse  power 
per  minute ;  hence  electric  currents  pro- 
duce light  because  they  produce  intense 
heat. 

Now,  this  heat  can  be  produced  either 
by  causing  the  electricity  to  fly  across  an 
air  space,  in  which  case  we  have  light  by 
the  arc,  or  by  causing  it  to  flow  through 
a  small  wire,  or  a  carbon  filament,  which 
offers  obstruction  to  the  flow,  and  pro- 
duces light  by  incandescence. 

We  have  burning  to-nifjfht  several 
specimens  of  each  find.  The  forms  of 
arc  lamps  are  very  numerous.  In  every 
case  carbon  rods  are  opposed  to  each 
other,  and  they  are  disintegrated  and 
consumed  in  tiie  fierce  blast  to  which 
they  are  subjected.  The  lower  pole — the 
negative — acquires  a  temperature  of 
3,150°  C,  it  is  broken  up  and  fired  with 
a  fierce  bombardment  of  white  hot  mole- 
cules across  the  air  against  the  upper  pole 
— the  positive — which  is  beaten  up  by  in-  • 
cessant  impacts  iuto  a  higher  temperature 
of  3,900°  C,  the  arc  itself  being  4,800° 
C.  On  account  of  the  irregularity  in  the 
character,  and,  therefore,  the  consump- 
tion of  carbon,  and  the  variation  in  the 
strength  of  the  current,  various  ingen- 
ious apphances  have  been  adopted  to  ob- 
tain steadiness  and  uniformity  in  action. 
Mechanism,  clockwork,  electro-magnet- 
ism, gravity,  and  all  kinds  of  contriv- 
ances have  been  called  in ;  in  fact,  of  arc 
lamps,  their  name  is  legion. 

A  remarkable  attempt  was  made  by 
Jablochkoff  to  dispense  with  mechanism 
altogether  in  his  candle,  but  though 
many  thousands  of  them  are  in  use,  it  is 
doubtful  whether  the  candle  system  will 
be  permanent,  for  it  is  expensive  and 
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wasteful.  M.  Jamin  has  recently  taken 
a  step  in  advance  in  this  line,  and  the 
trial  of  his  lamp  is  being  eagerly 
watched. 

We  have  not*  yet  obtained  perfection 
in  the  arc  lamp.  We  want  brilliance, 
combined  with  absolnte  steadiness,  and 
the  durability  of  a  winter's  night.  Great 
steps  have,  however,  been  made  in  sim- 
plification of  parts  and  smoothness  of 
action ;  but  we  lack  silence  and  steadi- 
ness. 

Many  of  the  defects  of  the  arc  light 
are  compensated  for  in  that  of  incan- 
descence. Here  we  have  something  that 
is  beautifully  soft,  absolutely  noiseless, 
perfectly  st^tdy,  a  light  that  brightens 
up  nature  in  all  her  true  colors  and 
purity.  I  shall  not  readily  forget  a  din- 
ner party  given  by  Mr.  Spottiswoode, 
the  President  of  tiie  Royal  Society,  a 
short  time  ago,  when  his  room  was  illu- 
minated by  Mr.  Swan's  lamps.  It  was 
not  only  fascinating,  but  fsurylike  and 
lovely.  "One  felt  in  a  dream.  We  have 
had  a  sample  of  it  here,  and  the  beauty 
of  the  light  grows  on  you.  The  incan- 
descent light  is,  however,  at  present,  an 
expensive  luxury.  It  requires  a  consida- 
ble  expenditure  of  power.  For  instance. 
Sir  W.  Armstrong  finds  that  six-horse 
power  supplies  37  lights,  giving  alto- 
gether 925  candles.  Six-horse  power  in 
arc  lights  would  give  over  six  thousand 
candles.  Howeveir,  we  must  hot  grum- 
ble. Bapid  progress  is  being  made  in 
this  field.  Maxim,  Edison,  &c.,  in 
America;  Swan,  Lane-Fox  and  others, 
in  England,  are  working  hard,  while 
'  Gordon  and  Joel  are  working  in  an  inter- 
mediate field,  where  a  prospect  appears 
of  a  happy  compromise  being  enected 
between  the  arc  and  incandescence.  We 
have,  to-night,  an  illustration  of  the 
burning  of  the  Joel  lamp — a  modifica- 
tion of  that  introduced  by  Mr.  Werder- 
mann. 

A  good    many    wild    statements    are 
made  about  the    light-giving    power  of , 
these  different  lamps.    A  standard  sperm 
candle  may  be  a  very  good  imit  to  meas- 1 
ure  gas  by,  but  it  is  a  very  poor  stand- 
ard for  tiie  electric  light.     Of    course 
the  advocates  of  the  electric  light  over- 
estimate their  case.      It  would  not  be 
human  nature  if  they  did  not ;  but  their 
divergences  are  wonderful.     Thus,  the  | 
Glasgow  committee  makes   one  horse- ! 


power  produce  600  candles ;  the  Trinity 
House,  1,254 ;  a  Paris  commission,  2,500 ; 
a  certain  Anglo  American  Light  Com- 
pany, an  unknown  quantity ! 

We  have  two  natural  standards  to 
refer  to,  sunlight  and  moonlight  We 
!  have  various  physical  forces  to  appeal  to 
for  measurement,  photographic  records, 
j  the  production  of  heat,  tiie  estimation  of 
shadows,  &c.,  but  the  standard  of  the 
future  remains  an  ignis  fcUuus,  To  esti- 
mate the  value  of  a  light,  you  must  not 
look  at  it ;  you  must  turn  your  back  to 
it ;  you  must  try  and  read  small  print  by 
it,  and  then  you  will  find  what  a  godsend 
it  would  be  to  find  some  means  by  which 
we  could  estimate  the  illumination  of  a 
square  foot  or  a  square  yard.  We  want 
not  only  a  new  standard  of  light,  but  we 
want  a  new  system  of  photometry. 
Efforts  have  been  made  to  estimate  the 
intensity  of  the  light  radiated  by  the 
size  of  the  craters  found  on  the  carbon 
rods ;  but  this  mode  of  measurement  is 
empirical  and  iUusory,  for  it  varies  with 
the  character  of  the  carbons  and  ihe 
currents  used. 

A  word  about  that  "philosopher's 
stone,"  that  eliodr  vitc^  the  subdivision 
of  the  electric  light.  What  does  it 
mean  T  It  means  that  certain  gentlemen 
hope,  from  one  central  spot,  to  distribute 
electricity,  as  they  do  gas  and  water, 
throughout  our  houses,  so  as  to  furnish 
great  cities  with  cheap,  pure  and  abund- 
ant light  "'Tis  a  consummation  de- 
voutly to  be  wished."  Now,  I  am  one  of 
those  who  do  not  believe  in  the  word 
"  impossible,"  but  I  say,  that  with  our 
present  knowledge,  this  problem  is  in- 
soluble. There  are  those  who  don't  say 
so,  but  who  think  I  am  an  obstructive 
lunatic.  But  what  are  the  facts  t  Num- 
bers, thoughts,  words,  can  be  manipu- 
lated anyhow — hence  Whig  and  Tory, 
High  Church  and  Low  Church,  et  hoc 
genua  omne,  but  facts  are  inexorable. 
Sir  WiUiam  Armstrong  can  only  keep  37 
lights  going ;  Lane  Fox  could  only  snow 
12  lights ;  Professor  Adams  could  only 
produce  from  the  most  powerful  dynamo- 
machine,  by  calculation,  140  lamps. 
Where  is  the  subdivision?  The  advo- 
cates of  subdivision  assume  an  exhausti- 
ble source  of  electricity.  Their  oppo- 
nents reply  that  there  is  but  a  very  limi- 
ted source  of  energy  in  every  dynamo- 
machine.     Subdivision    means    loss   of 
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power,  waste  of  energy,  and  useless  ex- 
penditure. We  are  not  all  Sir  William 
Armstrongs,  who  can  say  of  his  brook, 
''  I  can  afford  to  waste  that  which  costs 
me  nothing."  One  ardent  disciple  of 
subdivision  says :  "  There  is  practically 
no  loss  in  dividing  the  electric  light  pro- 
duced by  this  means  (by  incandes- 
cence)." Now,  is  the  production  of  926 
candles  when  you  ought  to  have  6,000, 
no  loss?  Is  the  production  of  3,(500 
candles  on  the  Thames  embankment, 
where  you  ought  to  have  26,000,  no  loss  ? 
Our  dynamo-machines  have  their  limit, 
and  no  power  on  earth,  either  of  subdi- 
vision or  of  multiplication,  can  make  the 
machine  do  more  than  a  given  amount  of 
work.  It  may  be  that  in  course  of  time, 
and,  probably,  very  soon,  too,  more  pow- 
erful machines  and  lamps  of  lower  re 
sistance,  may  enable  us  to  light  up  a 
greater  number  on  one  circuit,  but  this 
is  n-jt  subdivision,  it  is  multiplication.  I 
anticipate  more  advantages  from  the 
transmission  of  power,  and  I  look  for- 
ward to  the  day  when  I  shall  have  in  my 
own. house  a  small  and  simple  dynamo- 
machine,  working  my  own  lamps,  and  no 
one  else's.  I  have  not  the  slightest  ambi- 
tion to  be  dependent  on  electric  currents 
generated  miles  away,  and  liable  to  all 
the  interruptions  to  which  I,  as  a  tele- 
graph engineer,  have  had  long  and  pain- 
ful experience. 

Now,  having  got  our  light,  the  next 
question  is,  how  can  we  utiHze  it?  This 
question,  as  far  as  external  illumination 
is  concerned,  is  about  to  be  solved  for 
us  in  a  very  interesting  way  by  the  city 
authorities.  We  have,  first,  the  central- 
ized system  of  Dr.  Siemens,  where  one 
machine  works  one  powerful  light,  raised 
like  a  small  moon  upon  the  top  of  a  high 
mast;  .and  we  have,  secondly,  the  dis- 
tributed system  of  the  Brush  Company, 
who  utilize  the  existing  street  lamp 
posts,  one  machine  working  many  lights. 
I  have  no  doubt  myself,  from  my  own 
observations,  that  for  symmetrical  spaces, 
large  areas,  such  as  docks,  parades, 
squares,  <&;c.,  the  former  is  the  best ; 
but  for  long  and  narrow  streets  and 
thoroughfares,  the  latter  will  prove 
superior. 

The  same  arguments  apply  for  internal 
illumination.  Nothing  can  be  more  per- 
fect than  the  centralized  system  at  the 
British  Museum,  while  the  distributed 


system  would  alone  meet  the  case  of 
such  a  place  as  the  Waterloo  railway 
station.  For  the  former  we  want  height 
and  space;  for  the  latter  length  and  low- 
ness.  In  fact,  the  longer  and  lower  the 
place  to  be  illuminated,  the  less  is  the 
intensity  of  the  light  required;  and 
when  we  come  to  long  rooms  and  pass- 
ages, we  piJ^sess  all  we  require  in  the 
small  incandescent  lamps.  It  is  not 
difficult  to  show  that  such  conditions 
may  arise,  even  in  external  illumination, 
that  a  few  small  lamps,  well  distributed, 
will  illuminate  better  than  one  or  two 
powerful  ones. 

An  eventful  feature  in  practical  light- 
ing is  the  proper  scattering  or  diffusion 
of  light,  by  shades,  screens,  and  reflect- 
ing surfaces.  There  is  an  archway  at 
Waterloo  station  that  is  wonderfully 
lighted,  owing  to  the  white  glazed  tiles 
on  its  sides,  forming  such  admirably 
reflecting  surfaces.  We  want  to  emulate 
the  diffusion  of  daylight  It  is  marvel- 
ous how  whitewashed  surfaces  do  this. 
Well  selected  globes  act  as  though  they 
were  self-luminous  —  they  scatter  light 
and  prevent  shadows. 

The  reason  why  daylight  is  so  diffused, 
and  the  light  searches  out  the  inmost 
comer  of  our  cupboards  and  our  drawers, 
is  simply  that  practically  the  whole  sky 
becomes  the  source  of  illumination,  Ught 
radiating  from  each  point.  One  inter- 
esting question  that  will  be  solved  by 
the  great  experiment  commencing  to- 
morrow in  the  city,  will  be  the  relative 
efficiency  of  different  lights  in  penetrat- 
ing fogs.  It  is  a  point  open  to  the 
observation  of  every  one  of  us,  that  the 
electric  light  upon  the  Thames  embank- 
ment exhibits  no  more  power  in  pene- 
trating fogs  than  gaslight.  The  reason 
of  this  is  extremely  simple.  Light,  as  I 
have  previously  explained,  is  due  to  the 
undulation  of  matter.  There  are  waves 
and  waves ;  some  like  the  mighty  ocean 
swell,  tossing  the  "Great  Eastern"  like  a 
cork  in  a  basin ;  others  arj^  reflected  from 
the  side  of  the  cork,  as  the  billows  of  a 
storm  are  tossed  back  by  a  solid  pier. 
The  color  of  the  sky  is  due  to  the  reflec- 
tion of  the  tiny  blue  waves,  by  excess- 
ively minute  material  particles  floating 
about.  The  red  sky  at  night  is  due  to 
the  unimpeded  transmission  of  the 
larger  red  waves,  the  smaller  ones  being 
checked;    hence    the    dull    red  of    the 
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round  sun  in  a  mist,  and  the  destruction 
of  the  smaller  rays  of  the  electric  light, 
which  lend  it  that  bright  and  brilliant 
violet  tint  in  clear  weather.  For  the 
same  reason  that  the  penetration  of  the 
electric  light  is  no  greater  than  gas,  its 
illuminating  power  in  its  immediate 
neighborhood  is  more.  For  these  small 
rays  which  had  been  checked  by  material 
particles  from  penetration  are  reflected 
back  to  the  immediate  neighborhood  of 
the  light.  There  is  a  great  difference 
between  the  quantity  and  the  intensity 
of  light.  There  may  be  a  light  of  very 
low  intensity,  but  yet  of  such  large 
quantity  as  to  penetrate  to  a  consider- 
able distance.  A  ship  on  fire  at  sea,  for 
instance,  is  seen  to  an  enormous  dis- 
tance ;  and  it  must  not  be  forgotten  that 
the  law  of  squares,  by  which  the  relative 
intensity  of  light  is  determined,  is  true 
only  for  points;  it  is  not  true  for 
surfaces.  A  large  flame  of  gas,  though 
its  intensity  is  so  much  less,  may  be  as 
luminant  as  a  point  of  electric  light. 
Beacon  fires,  though  of  very  low  in- 
tensity, are  visible  very  far.  In  fact,  if 
we  increase  the  luminous  area  as  we 
recede  from  it  in  proper  ratio,  we  shall 
maintain  the  same  amount  of  illumina- 
tion; hence  the  great  failure  of  photo- 
metric measurements  to  which  1  have 
alluded.  A  photometer  measures  the 
intensity  of  light,  not  its  quantity. 

It  is  important  to  acquire  some  experi- 
ence from  the  actual  users  of  the  electric 
light,  and  to  know  what  amount  of 
business  has  already  been  done.  For 
instance,  there  are  nearly  300  Gramme 
machines  in  use  in  England  generating 
Hght.  There  are  many  more  Siemens', 
while  the  Brush  people  have  already  in- 
stalled many  machines  and  lights. 

The  Trinity-house,  who  have  applied 
the  electric  light  to  lighthouse  purposes, 
have  at  present  confined  its  use  to 
Souter  Point,  South  Foreland,  and  the 
Lizard.  They  find  that  the  expense 
involved  in  the  installation  of  the  light 
is  very  considerable,  and  it  cannot  be 
adopted  without  very  strong  and  power- 
ful reasons.  Perhaps  the  greatest  ex- 
tension in  the  use  of  the  light  has  been 
for  naval  purposes.  Nearly  all  our 
present  ironclads  are  supplied  with  the 
electiic  light.  The  last  addition  to  this 
list,  the  "Inflexible,"  will  have  no  less 
than  two  Brush  machines,  each  produc- 


ing sixteen  lights.  These  machines  will 
be  arranged  to  work  together  or  separ- 
ately. There  will  be  lamps  in  the 
citadel,  in  the  engine  and  boiler-rooms, 
in  the  steering  platform,  below  the  tor- 
pedo department,  in  the  magazine  and 
shell-rooms ;  they  will  be  used  for  buoy 
lights  and  masthead  'lights,  and  prob- 
ably, as  there  will  be  plenty  of  accom- 
modation on  board  for  l^e  production  of 
electricity,   the   cabins   will  be  lighted 

.with  some  incandescent  lamps.  The 
"Minotaur,"  again,  is  fitted  with  sixteen 

I  Brush  lamps;  and,  in  fact,  for  torpedo 
purposes,  ^e  light  is  not  only  useful, 

jbut  absolutely  essential.  Last  year  I 
had  the  pleasure  of  spending  some  time 
in  the  Mediterranean  on  board  a  ship 
laying  a  submarine  cable  between  Mar- 

jseilles  and  Algiers.  Our  operations 
were  carried  on  by  night  as  comfortably 
as  by  day,  by  the  aid  of  the  electric 
light. 

Libraries,  again,  have  become  a  asefnl 
field.     Beading  by  gaslight  is  irksome; 

I  reading  by  the  electric  light  is  simply 
delightful.    The  Picton  Gallery  at  Liver- 

i  pool  has  been  so  lit  for  a  long  time,  and 

i  the  British  Museum  is  now  permanently 
illuminated  by  five  arc  lights,  which  fully 
answer  the  purpose.  This  has  enabled 
the  authorities  to  keep  the  reading  room 
open  daily  through  the  winter  till  seven 
o'clock,  and  only  on  one  day  (and  that 
within  a  short  time  of  the  hour  of  closing) 
have  the  lamps  failed,  the  failure  being 
due  to  a  want  of  proper  fuel  for  the 
engines.  At  South  Kensington  32  Brush 
lights  are  used  with  great  success,  and 
afford  every  satisfaction,  not  only  as  a 
luminant,  but  in  an  economical  sense. 

Railway  stations  are  gradually  adopt- 
ing the  lights.  The  Liverpool-street 
Station  of  the  Great  Eastern,  the  Pad- 
dington  Station  of  the  Great  Western, 
the  Waterloo-bridge  Station  of  the  Lon- 
don and  South  Western,  the  Charing- 
cross  Station  of  the  South  Eastern,  the 
Bricklayer  s  Arms  (Goods)  Station  of  the 
South  Eastern,  are  being  practicaUy  and 
effectively  lit,  and  the  St.  Enoch's  and 
Queen-street  Stations  at  Glasgow,  as 
well  as  the  Victoria  Station  at  Man- 
chester, are  equally  successfully  being 
lit. 
Again,  we  find  seaside  resorts  availing 

i  themselves  of  it  for  the  illumination  of 
their  parades.     Blackpool,  for  instance. 
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has,  with  great  enterprise,  lit  up  the 
whole  of  its  parade  and  piers  with  great 
success. 

The  new  Albert  Docks  on  the  Thames, 
the  Alexandra  Dock  at  Newport,  the 
Mersey  Docks  at  Liverpool,  are  all 
spreading  the  use  of  this  light  with  con- 
siderable speed.  I  was  suiprised  last 
year  to  find  the  Belle  Vue  G-ardens  at 
Manchester  (a  pleasure  resort  that  re- 
minded me  very  much  of  the  old  Surrey 
Oardens  we  used  to  have  in  London) 
where,  without  any  expert  assistance,  the 
active  managers,  the  Brothers  Jennison, 
had  rigged  up  several  lights  themselves, 
and  had  experienced  neither  trouble  nor 
difficulty  in  the  matter. 

It  would  be  impossible  to  make  any 
summary  of  the  numerous  works,  mills, 
dye  works,  &c.,  that  have  been  supplied 
with  lights  worked  successfully.  The 
Iron  works  at  Barrow,  for  instance,  have 
very  extensively  employed  it;  while  the 
Times  office  was  probably  the  first  place 
in  London  to  inaugurate  the  introduc- 
tion of  the  electric  hght  for  such  pur- 
poses. Shops  and  warehouses  in  aU 
parts  of  the  country  are  now  being  lit 
up  — Whiteley's,  Shoolbred*s,  Nicholl's, 
Regent  street,  Crocker's  warehouses  in 
Friday  street,  and  many  other  places, 
and  now  we  find  the  city  inaugurating 
the  illumination  of  their  streets  and 
open  spaces.  I  never  pass  that  wretched 
excrescence  that  indicates  the  site  of  old 
Temple  Bar,  without  wishing  that  the 
heraldic  beast  that  surmounts  it  were 
removed,  and  supplanted  by  a  handsome 
bronze  pillar  30  or  40  feet  high  carrying 
a  miniature  sim.  It  would  not  only 
make  the  memorial  more  ornamental, 
but  it  would  make  it  useful  as  well. 

One  of  the  most  useful  purposes  to 
which  the  light  has  been  appHed,  is  that 
of  photography.  Not  only  are  pictures 
taken  by  its  aid  in  the  wretched  fogs  of 
winter,  that  quite  destroy  the  actinic 
power  of  sun  rays,  but  it  is  used  to  a 
very  large  extent  in  carrying  out  what  is 
known  as  the  Woodbuiy  process.  The 
electric  hght  is  not  so  powerful  as  sun- 
light, L  6.,  it  does  not  operate  with  the 
same  rapidity.  Electric  light  takes,  in 
fact,  three  times  as  long  to  print  gelatine 
reliefs  for  the  Woodbuiy  process,  as  the 
sun;  but  Messrs.  Lock  &  Whitfield 
assure  me  that  they  hardly  know  what 
they  should  have  done  during  the  {>ast 


sunless  winter  without  its  aid.  Whether 
the  exposure  is  for  one  hour  in  the  sun, 
or  three  hours  in  the  electric  light,  is  a 
matter  of  no  consequence,  if  the  quality 
of  the  results  are  similar;  the  sun,  how- 
ever, has  an  advantage,  due,  doubtless, 
to  the  greater  quantity  of  hght  that  it 
emits. 

Perhaps,  however,  the  most  interest- 
ing appHance  from  a  scientific  rather 
than  a  commercial  point  of  view,  is  the 
application,  by  our  worthy  chairman,  of 
this  Hght  to  horticultural  purposes.  He 
has  found  that  it  fulfills  all  the  require- 
ments for  the  growth  of  plants  and 
ripening  of  fruits;  and  he  has  at  his 
country  seat,  near  Tunbridge  Welle,  car- 
ried on  a  very  large  series  of  experi- 
ments, that  have  created  quite  a  sensa- 
tion in  the  scientific  world. 

Notwithstanding  these  great  advances 
in  its  use,  it  must  not  be  forgotten  that 
the  electric  Hght  has  its  defects  and  its  dis- 
advantages. AU  is  not  gold  that  gHtters. 
The  intense  shadows  that  it  emits  are 
troublesome.  The  unsteadiness  of  the 
light  is  at  times  wearisome.  The  hissing 
that  impurities  in  the  carbon  and  irreg- 
ularities in  the  current  produce  is  tantal- 
izing, and  the  light  has  an  unfortunate 
habit  of  misbehaving  itself  when  it  is 
most  wanted.  Moreover,  the  problem 
of  durabihty  remains  yet  to  be  solved. 
Many  have  tried  it  and  abandoned  it.  In 
some  cases  its  economy  is  imquestion- 
able ;  but  there  are  places  where  careful 
persons  have  shown  that  gas,  as  regards 
economy,  surpasses  it  It  is  question- 
able whether,  in  some  cases,  the  electric 
Hght  does  not  affect  the  eye.  The  ex- 
perience, however,  of  the  readers  of  the 
British  Museum,  is  entirely  in  its  favor. 
Nevertheless,  I  have  myself  suffered 
much  from  the  Hght;  true  it  was  in 
experimentation,  and  the  same  thing 
might  have  happened  with  any  intense 
light;  but  rumors  do  exist  that  eyes 
have  been  affected,  and  probably  suffi- 
cient time  has  not  yet  elapsed  to  solve 
this  question.  The  arc  Hght  produces, 
also,  nitrous  acid  and  other  deleterious 
gases,  as  is  shown  in  the  condition  of 
the  lamps.  The  incandescent  lamp,  is, 
however,  free  from  this  trouble.  The 
powerful  currents  that  it  requires  cannot 
be  carried  over  buildings  and  rooms 
without  incurring  danger  from  fire  and 
to  life.    It  has  been  proposed  to  utiHze 
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the  electric  light  in  coal  mines,  but,  to 
my  mind,  one  might  as  well  lay  a  train 
of  gunpowder  along  a  mine  gallery,  if  it 
be  at  all  a  dangerous  one,  as  a  wire  con- 
veying such  powerful  currents  of  elec- 
tricity as  a  light  needs,  unless  that  wire 
be  most  carefully  protected. 

The  disturbance  due  to  induction  I 
have  already  alluded  to.  Nevertheless, 
in  spite  of  all  these  defects,  the  light  has 
great  and  manifold  advantages.  The 
brilliancy  of  a  well-lit  room  is  simply 
enchantmg.  The  purity  of  the  light  for 
the  transaction  of  business,  the  selection 
of  colors,  and  the  ordinary  daily  avoca- 
tions of  life,  is  simply  superb.  The 
cleanliness  of  the  light  is  one  of  its  great 
merits.  It  emits  no  smoke ;  but  proba- 
bly its  greatest  advantage  is  to  be  found 
in  the  mfluence  it  exerts  on  health.  We 
all  know  that  the  air  is  vitiated  to  a  cer- 
tain extent,  by  the  mixture  of  carbonic 
acid  with  it,  and  it  has  been  well  shown 
that  to  be  consistent  with  health  there 
should  be  not  more  than  six  volumes  of 
carbonic  ac^d  in  ten  thousand  volumes  of 
air.  When  the  proportion  reaches  ten 
volumes  to  ten  thousand,  the  action  of 
the  heart  is  affected.  When  this  propor- 
tion runs  up  to  from  fifteen  to  thirty  vol- 
umes in  ten  thousand,  headaches  occur, 
and  in  higher  proportions,  rheumatism 
and  bronchitis  are  the  consequences. 
Now,  five  thousand  cubic  feet  of  fresh 
air  per  hour  per  gas  burner,  consuming 
three  feet  per  hour,  are  required  to  main- 
tain your  health;  in  fact,  in  our  great 
galleries  at  the  General  Post-office,  we 
require  two  to  three  million  feet  of  fresh 
air  per  hour  to  provide  a  healthy  atmos- 
phere.   The  electric  Hght  sweeps  away 


all  the  necessity  for  this  ventilation.  It 
does  not  vitiate  the  air.  We  have  found 
at  Glasgow,  where  we  have  applied  the 
electric  light,  that  all  these  causes  of 
trouble  have  ceased.  Health  has  been 
engendered,  more  work  has  been  got 
out  o£  men,  and,  in  point  of  fact,  the 
experience  of  others  shows  that  the  elec- 
tric light  will  pay  for  itself  even  in  the 
increased  work  that  can  be  obtained  out 
of  labor  in  consequence  of  its  use.  Not 
only  is  the  heal&  of  the  subject  im- 
proved, but  men  are  able  to  do  more 
work  in  a  given  time  from  the  influence 
of  this  pure  light  than  from  the  impure 
light  of  gas.  We  still  want  brilliancy 
combined  with  steadiness  and  durabihiy. 
The  advances  made  have  not  been  so 
much  in  this  direction,  as  in  the  improve- 
ment of  details,  and  in  a  greater  knowl- 
edge of  electrical  measurements  and  of 
the  relations  that  exist  between  elec- 
tricity, heat,  and  light  Electricity  as  a 
substitute  for  gas  is  not  a  delusion ;  it  is 
practicable.  It  supplies  a  real  want; 
but  for  domestic  purposes  it  is  at  present 
a  luxury,  and  an  expensive  one.  Predic- 
tions as  to  its  grand  future  have  not  yet 
been  fulfilled.  The  public  have  shown 
themselves  remarkably  sensitive  to  its 
influence  on  ga&  Nevertheless,  it  has  a 
bright  future  before  it,  and,  though  the 
poet  might  have  said : 

"  It  was  a  phantom  of  delight, 
When  first  it  beamed  upon  my  sight; 
A  lovely  apparition  sent 
To  be  a  moment's  ornament." 

if  he  had  lived  in  the  present  day,  he 
woiUd  have  considerably  added  to  the 
period  in  which  he  estimated  the  electric 
light  to  be  an  ornament. 


ILLUSORY  SANITATION. 

From  "The  Building  News." 


Since  the  institution  of  local  and  other 
Boards  charged  with  the  duty  of  pro- 
tecting us  from  the  dangers  consequent 


with  popular  as  well  as  legal  authority, 
we  lost  our  individuality,  and  while  con- 
tributing to  the  costs  of  such  machinery 


on  an  improved  system  of  sewerage,  ills  I  became  mere  helpless  units  in  the  force 
before  unthought  of  have  xmpleasantly ,  by  which  it  is  impeUed  and  governed. 


developed  themselves,  creating  dismay 
instead  of  hoped-for  comfort  and  con- 
tentment. In  the  gradual  and  unavoida- 
ble transfer  of  our  personal  control  of 
the  evils  of  the  house  to  those  endowed 


Ever  since  drains  and  their  controlment 
budded  into  a  science,  many  a  theorist 
has  had  ample  opportunity  of  airing  his 
opinions,  but  in  the  course  of  the  numer- 
ous tentative  blunderings,  much  evil  and 
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discomfort  has  been  inflicted.  To  add 
to  what  in  itself  was  trying  enough,  jt>ro- 
areas  developed  new  types  of  disease 
hitherto  unknown,  and  the  disturbed 
and  conflicting  views  of  our  medical  au- 
thorities added  substantially  to  the  dan- 
gers of  the  situation.  Hence,  like  in 
other  matters  of  a  domestic  character, 
an  unsettled  feeling  of  distrust  has 
arisen,  leading  the  afflicted— we  might 
even  say  the  oppressed — tg  grasp  at  any 
seeming  chance  of  relief  from  the  un- 
comfortable and  dangerous  character  of 
their  unsanitary  surroundings.  Modem 
unsanitaries,  when  dissociated  from  the 
complex  and  bewildering  phrases  which 
engineering  and  medical  scientists  have 
surrounded  it,  is  a  very  simple  question 
indeed,  for  it  only  really  means  that  the 
dwelling  and  its  inhabitants  have  become 
endangered  by  a  neglect  of  the  most 
ordinary  health-preserving  precautions. 
Whether  these  dangers  are  self  sought 
or  vicariously  inflicted,  does  not  very 
materiaUy  aflfect  the  question,  for  their 
existence,  under  any  circumstances,  ne- 
cessitates the  most  serious  attention  to 
their  remedy  or  removal.  We  may  take 
it,  however,  that  much  discord  and 
disagreement  prevails  amongst  those 
professing  to  have  special  knowledge 
of  what  is  now  genendly  accepted  as 
sanitary  science  and  its  complex  teach 
ings. 

These  considerations  readily  occur  to 
us  at  the  present  time  from  the  recent 
organization  of  a  sanitary  insurance  so- 
ciety, laimched  under  doubtless  credita- 
ble auspices,  and  framed  on  the  model 
of  a  similar  institution,  believed  to  be 
doing  good  and  honest  service  in  the 
metropolis  of  Scotland.  All  things  must 
have  a  beginning,  and  it  is  a  healthful 
sign  of  progress  in  any  direction,  when 
it  is  founded  on  a  basis  practicable  and 
trustworthy  in  character.  Such,  we  may 
fairly  assume,  the  parent  Sanitary  Insur- 
ance Society  of  Edinburgh  to  be ;  but, 
before  accepting  its  teachings  or  im- 
plicitly pinning  our  faith  to  its  guidance 
for  dealing  with  a  great  city  like  Lon- 
don, we  need  not  be  blamed  for  examin- 
ing the  relative  surroundings  of  the  two 
cities,  and  considering  whether  what  is 
good  for  Edinburgh  is  equally  good  for 
tiie  Metropolis. 

Edinburgh  is  favorably  circumstanced 
as  to  site  which,  from  a  geological  point 


of  view,  is  unexceptionable  in  facilitating, 
by  the  peculiarly  favorable  character  of 
the  rock  on  which  it  is  built,  a  ready  de- 
liverance of  its  rainfall  and  sewage  to  the 
convenientiy  near  sea  outiet  at  Porto- 
bello.  The  solid  and  substantial  charac- 
ter of  the  buildings,  and  wide  and  well- 
conditioned  streets  of  the  Modem  Athens, 
are  also  good  and  useful  factors  in  se- 
curing a  tolerably  fair  state  of  sanitary 
comfort.  We  refer  generally  to  the 
newer  portions  of  the  city,  for  the  Can- 
ongate  and  other  similarly  circumstanced 
ancient  localities  are  not  by  any  means 
perfect  in  their  sanitary  surroundings. 
The  city  of  Edinburgh  also,  has  another 
and  special  advantage  from  its  having 
been  the  first  large  community  which 
derived  any  benefit  from  the  utilization 
of  its  sewage,  as  the  long  continued  fer- 
tility of  a  portion  of  the  Portobello  sands 
testify. 

A  city  so  circumstanced  and  occupied 
by  a  comparatively  limited  high-class 
population,  offers  peculiar  facilities  for 
the  successful  treatment  of  its  sewage, 
due,  primarily,  to  the  precipitous  charac- 
ter of  its  site  securing  a  high  velocity  for 
its  passage  to  a  good  and  contiguous 
sea  outfall.  There  are  few,  if  any  cities, 
which  command  similar  advantages,  and 
under  intelligent  control,  sewer  gas,  as 
understood  in  London,  need  not  have 
any  existence  in  Edinburgh  at  aU.  Con- 
structive science  generaUy  is  in  a  much 
better  condition,  tie  quality  and  charac- 
ter of  the  masonry  being  better  than 
work  for  similar  purposes  in  London; 
for,  in  the  northern  city,  the  "jerry 
builder "  has  not  yet,  nor  is  he  likely 
to  obtain  a  footing  equal  in  import- 
ance to  that  which  he  commandia  in 
London. 

We  have  thus  glanced  at  the  conditions 
which,  by  their  exceptionaUy  favorable 
influence  on  the  sanitary  state  of  Edin- 
burgh, and  which  are  being  offered  as 
the  model,  whereby  a  protection  society 
is  to  be  established  for  the  well-being  of 
the  inhabitants  of  London.  Under  any 
circumstances,  the  difference  in  extent 
between  the  two  cities  would  interpose 
difficulties  in  the  way  of  establishing 
sound  and  healthy  sanitary  control  and 
government,  let  alone  the  almost  insup- 
erable obstacles,  the  inheritance  of  gov- 
ernmental supineness  and  constructive 
defects.    Like  unto  many  other  great 
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cities  of  ancient  as  well  as  modem  times, 
London  is  placed  upon  the  banks  of  a 
tidal  river  which,  until  very  recent  times, 
received  all  its  drainage,  and  sometimes 
worse,  of  whatever  kind  which  its  inhab- 
itants could  not  otherwise  dispose  of.  It 
was  not  until  the  abandonment  of  cess- 
pools and  the  introduction  of  larger  sup- 
plies and  use  of  water  that  any  evil 
eflfects  were  recognized  in  the  use  of  the 
Thames  as  the  main  scavenger,  to  whose 
care  was  entrusted  the  waste  of  London's 
citizens.  When,  however,  increasing 
population,  and  a  better  appreciation  of 
what  may  be  termed  "personal  cleanli- 
ness "  developed  to  an  alarming  extent, 
the  river  was  no  longer  competent  to  ac- 
cept its  ancient  office  without  rendering 
its  waters  so  impure  as  to  create  a  nui- 
sance which,  during  certain  seasons,  al- 
most prohibited  its  use  for  pleasure  pur- 
poses. The  malodorous  stream,  there- 
fore, in  all  its  nastiness  on  one  hand, 
and  the  congestion  of  inland  sewage  on 
the  other,  ultimately  resulted  in  the  or- 
ganization of  a  powerful  body  invested 
with  popular  authority  to  undertake  the 
government  and  control  of  the  main  or 
arterial  drainage  of  London.  The  area 
apportioned  for  the  exercise  of  the  Me- 
tropohtan  Board  of  Works'  rights  and 
authority  was  limited  and  prescribed  in 
character,  embracing,  however,  all  the 
parishes  proper  of  the  city  and  suburbs. 
The  physical  conditions,  however,  of  the 
Bpace  to  be  dealt  with,  were  much  more 
unfavorable  than  those  at  Edinburgh, 
neither  was  the  authority  so  concentrated 
or  eflfective  in  its  capacity  of  control. 
The  interception  of  the  drainage  of  all 
kinds,  was  the  first  condition  on  which 
the  Board  purposed  to  base  their  ulti- 
mate operations,  and  accordingly  the  main 
sewers  were  designed  to  receive  and  con- 
vey to  outfalls  the  whole  filth  of  London 
and  its  affiliated  parishes.  The  natural 
fall  of  the  river  Thames  in  its  circuitous 
course  was  not  very  considerable,  and  as 
the  selected  points  of  outfall  were  on  its 
banks,  any  improved  gradients  of  the 
drains  were  only  possible  by  reduced 
length  and  depressed  reservoirs  of  dis- 
charge. The  conditions,  therefore,  con- 
trolling the  scheme  of  London  drainage 
are  very  diflferent,  and  much  more  oner- 
ous than  those  existing  at  Edinburgh, 
or,  indeed,  anywhere  else  in  this  country. 
Simple  collection  and  controlment  of  the 


I  accumulated  sewage  produced  from  a 
population  of  something  like  4,000,000 
of  people,  is  not,  by  any  means,  an  easy 
task,  but  to  provide  for  its  removal  or 
extinguishment  is  even  more  difficult 
We  shall  endeavor  to  describe  the  ma- 
chinery by  which  this  task  is  accom- 
pHshed. 

Tidal  influences  prevent  the  free  and 
continuous  discharge  of  the  accumulated 
sewage,  and  it  is  therefore  desirable  only 
to  pump  out  the  contents  of  the  nord^ 
and  south  reservoirs  at  flood  tide,  or 
practically  twice  during  every  twenty- 
four  hours.  The  obvious  reason  for  this 
arrangement  is  that,  theoretically  at 
least,  the  receding  tide  conveys  the  sew- 
age and  its  associated  belongings  to  dis- 
tant points  which  are  not  supposed  to  be 
prejudiced  by  its  deposit,  for,  according 
to  all  natural  laws,  its  total  extinguish- 
ment is  impossible. 

Such,  then,  under  normal  conditions, 
is  the  position  of  the  London  main  drain- 
age, as  now  controlled,  and  to  the  gov- 
ernment of  which  all  other  subsidiary 
drainage  is  amenable    or    subordinate. 
The  householder,  however  desirooB  he 
may  be  of   rendering  his   home   proof 
against  the  insidious  influence  of  sewer 
gas,  cannot  control  the  insuperable  de- 
fects inherent  in  the  very  inception,  ex- 
ecution,  and  government  of  the    main 
drain  proper  itself.     He  is  bound  to  con- 
nect his  house,  and  to  pour  into  the 
main  channel  idl  and  every  iota  of  ex- 
creta, &c.,  produced  by  him  and  his  sur- 
roundings into  a  noisome  stream,  which 
already  contains,  according  to  the  posi- 
tion in  which  it  is  emptied,  the  outpour- 
ings of  hospitals  and  divers  populations. 
It  is  this  kind  of  unavoidable  bondage 
which  creates  one  of  the  most  dangerous 
difficulties  of  the  sewerage  system,  for  it 
complicates  and  intensifies  the  dangers 
]  or  the  ordinary  householder.     To  clear 
his   house  of  what,  under  the  modem 
I  system  of  cleansing  is  regarded  as  a  dan- 
gerous common  nuisance,  he  becomes 
intimately  associated  with   the    almost 
illimitable,  and  certainly  indefinable  ac- 
I  cumulated  refuse  of,  it  may  be,  millions 
I  of  his  fellow  subjects,  who,  in  the  uni- 
versal thraldom  of  main  drainage  slavery 
I  are  helplessly  compelled  to  submit  to  the 
{ lot  apportioned  them  by  the  controlling 
I  authorities.     The  cleansing  of  the  river 
I  Thames  by  the  interception  of  the  Lon- 
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don  sewage,  not  only  overcame  the  cry- 
ing evil  of  a  polluted  stream,  but  it 
promised  comfort  to  the  luxurious  in- 
habitants of  a  great  city,  who  disregarded 
the  evils  likely  to  follow  from  such  a  sys- 
tem when  it  apparently  secured  present 
immunity  from  the  dangers  and  annoy- 
ances of  a  complex  system  of  cesspools 
and  imperfect  drains. 

The  new  dispensation,  however,  in  its 
compHcated  surroundings  begets  evils 
hitherto  unknown,  and  it  is  from  such 
dangers  that  the  modem  sanitary  engineer 
and  scientist  promises  rehef  and  safety. 
The  main  0ewer  traverses  in  its  tortuous 
course  all  sorts  of  conditions  of  locali- 
ties and  neighborhoods,  and  becomes 
charged  with  the  most  heterogeneous 
contributions  from  pure  as  well  as  pol- 
luted sources.  Under  such  circumstances, 
therefore,  the  huge  and,  in  constructive 
aense,  substantial  sewer  conduit  becomes 
a  retort  for  the  production  of  gaseous 
products,  which,  from  uncontrollable 
natural  laws  ascend,  finding  vent  in  the 
weak  points  of  the  concomitant  sub- 
sidiary drains,  thus  insidiously  entering 
the  dwelling,  thus  engendering  disease, 
and  inducing  death.  From  the  extreme 
west  to  the  distant  east  of  the  huge  ag- 
gregation of  streets  and  dwellings  of 
London,  and  its  affiliated  suburbs,  the 
slow  wending  stream  of  pollution  drags 
its  slow  course  ajong,  receiving  from 
Tarious  tidal  and  other  influences,  checks 
to  its  onward  progress  towards  thepoint 
of  its  ultimate  river  discharge.  Con- 
served for  a  brief  and  naturally  defined 
space  of  time  in  the  hufi^e  reservoirs,  it 
is  emptied  by  mechanical  agency  on  the 
full  tide,  which  theoretically  is  supposed 
to  float  it  seawards,  thus  securing  its 
removal  beyond  further  baneful  influ- 
ences. This  question  of  removal  is  of 
^eat  and  paramount  importance,  which, 
in  the  future,  will  receive  some  sensible 
solution,  for  at  present  there  is  much 
diversity  of  opinion  as  to  the  efficacy  of 
existing  means  of  sewerage  disposal.  A 
but  recent  alarm  in  the  Firth  of  Clyde, 
on  the  banks  of  one  of  its  numerous  and 
beautiful  lochs,  seems  to  show  that  sew- 
age matter,  however  carefully  dealt  with 
is  the  source  of  ultimate  danger  at  the 
seat  of  its  disposal.  '  The  dredged  mud 
from  the  malodorous  Clyde,  into  which 
Glasgow  empties  its  sewage  and  other 
abominations,   is  by  means  of  hopper 


barges  deposited  in  a  deep  loch  upwards 
of  25  miles  distant  from  that  city.  Care- 
ful medical  examination,  influenced  by 
the  appearance  of  new  types  of  disease, 
proves  that  they  are  engendered  by  the 
deposit  of  Glasgow  sewage  mud,  which 
gradually,  even  from  the  depths  of  its 
deposition,  forms,  on  the  shores  of  a 
beautiful  loch,  posonous  matter,  which 
converts  one  of  the  healthiest  seaside 
resorts  into  a  pestilential  fever  center. 

London,  in  like  manner,  although,  by 
somewhat  different  means,  is  freed  from 
its  filth  ;  but  unlike  Glasgow,  its  popu- 
lation suffers  during  the  process  of  col- 
lection and  storage  from  the  poisonous 
sewer  gases  which  its  accumulation  un- 
avoidably occasions. 

The  difficulty,  therefore,  in  contending 
with  sanitary  improvements  in  London 
is  much  greater  than  any  other  city, 
because  the  length  and  capacity  of  its 
main  drains  create  and  store  up  poison- 
ous matter,  difficult  of  controhnent,  or 
even  elimination.  Under  certain  condi- 
tions, indeed,  such  as  those  created  by 
heavy  rainfalls  and  floods,  an  hermetical- 
ly-sealed house-drain  connections  would 
be  almost  incompetent  to  withstand  or 
resist  the  pressure  of  the  pent-up  gases 
of  many  miles  of  main  drain.  There 
is  no  present  possibility  of  increasing 
the  velocity  of  these  sluggishly-driven 
sewage  streams,  and  therefore  the  sani- 
tary expert,  in  setting  about  his  task  of 
remedy,  must  first  de^  with  an  eyil  over 
which  he  can  exercise  no  appreciable 
control.  He  must  fight  the  demon  of 
disease  by  remedial  rather  than  by  pre- 
ventive means,  and  the  Herculean  task 
of  effectively  rendering  a  sewage-con- 
nected London  dwelling  proof  against 
the  entrance  of  gases  is  one  of  difficult 
performance.  Even  if  the  surroundings 
of  the  case  were  in  themselves  simple 
and  easy,  the  perfect  isolation  of  a  house 
from  its  associated  sewer,  if  not  practi- 
cally impossible,  is  one  of  more  than 
ordinary  difficulty. 

Examine  the  character  and  quality  of 
the  subsidiary  sewers  of  London,  with 
their  faulty  hues  and  gradients,  and  bad 
materials  imperfectly  connected  with  the 
houses  along  their  course.  Houses  hur- 
riedly and  badly  built  on  yielding  found- 
ations cannot  be  effectively  or  permently 
sewered,  and  disjointed  pipes  readily 
afford  the  means  of  sewage  saturation  in 
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fonndation  basements,  if  not  in  the  up- 
per walls,  of  a  large  proportion  of  the 
"jerry  built"  dwellings  of  a  London 
suburb.  The  house  so  circumstanced 
may  be  for  a  time  regarded  as  less  liable 
to  the  entrance  of  sewer  gas,  because  its 
virulence  is  absorbed  in  the  soil  and 
porous  materials  of  which  it  is  con- 
structed, although  in  the  long  run  it  must 
essentially  become  a  "diseased  house." 

There  are,  unfortunately  for  the  Lon- 
don householder,  none  of  the  favorable 
conditions  attached  to  his  case  which 
secure  for  the  citizen  of  Edinburgh  the 
advantages  of  a  Sanitary  Protection 
Society;  and  which,  in  the  mterest  of 
public  safety,  has  been  extended  to  the 
metropoHtan  house  dweller.  There  are 
obstacles  of  a  formidable  nature  to  be 
encountered;  not  the  least  of  which  con- 
sists in  the  fragile  structural  character  of 
the  house  itself,  which  would,  in  too 
many  cases,  be  incompetent  to  withstand 
the  disturbing  influence  of  the  necessary 
works  to  ensure  its  sanitary  perfection. 
The  machinery  of  remedy  offered  by  the 
new  Sanitary  Society,  is  quite  voluntary, 
and  may,  we  trust,  exert  some  beneficial 
influence  in  dealing  with  favorably-cir- 
cuihstanced  cases  of  an  exceptional  char- 
acter. We  are  not  hopeful,  however,  of 
seeing  much  improvement  realized  by  its 
exertions,  for  the  evil  is  too  deep  rooted 
for  private  enterprise  to  overcome  or 
remeiiy.  In  the  direction  of  guarantee- 
ing sanitary  perfection  in  newly-built 
houses  there  would  be  better  prospects 
of  success,  for  a  dweUing  so  circum- 
stanced would  secure  a  rentel  higher 
even  than  the  extra  cost  required  for  its 
invulnerability  against  disease. 

In  the  absence  of  sufficient  controlling 
authority  London  is  allowed  to  extend 
itself  b^  all  directions,  by  the  building  of 
new  houses,  many  of  which,  under  proper 
challenge,  would  not  be  allowed  to  be 
built.  There  is  a  lamentable  want  of 
accord  all  round  on  this  vital  ques- 
tion, notwithstanding  the  abundance  of 
remedial  authorities,  which  would  have 
but  little  employment  or  attention  be- 
stowed upon  them,  if  the  necessary 
primary  measurei^  of  prevention  were 
fairly  considered  and  insisted  upon. 

Apart  from  what  may  be  termed  for- 
eign or  external  danger,  produced  by  the 
causes  we  have  referred  to,  there  are 
domestic  ard  internal  sources  of  diseases 


built  -with  the  house,  and,  like  the  ail- 
ments of  a  helpless  child,  inheriting 
parental  taints,  may  be  regarded  as 
practically  incurable.  Walls  (placed  on 
manure-charged  soil)  composed  of  bricks, 
comjpetent  to  absorb  in  many  cases  their 
own  weight  of  moisture,  and  jointed  with 
mortar  produced  from  road  sweepings 
and  sometimes  worse;  timber,  which  if 
not  primarily  defective,  speedily  from 
its  position  becomes  rotten,  and  walls 
plastered  with  porous  and  spongy  ma- 
terials, which  have  their  surfaces  covered 
with  poisonous  papers  stuck  on  with 
vegetable  paste,  which  soon  engenders  a 
fungus  growth  capable  cf  destructive 
and  malignant  influences;  the  carpets, 
curtains,  and  indeed,  every  item  of  fomi- 
tnre  of  such  a  house,  and  the  clothing  of 
its  inhabitants,  are,  in  themselves,  calcu- 
lated to  create  disease,  without  the  sup- 
plemental danger  of  sewer  gas.  Absence 
of  ventilating  appliances  intensifles  the 
dangers  arising  from  the  conjuction  of 
so  many  formidable  and,  under  the  tnr- 
cumstances,  uncontrollable  evils.  The 
windows  and  doors  are  fortunately  not 
capable  of  being  hermetically  closed, 
which  should  be  regarded  as  a  signal 
advantage,  for  it  permits  of  some  degree 
of  rehef,  by  the  entrance  of  air  in  and 
through  this  dwelling  of  undoubtedly 
"shoddy"  surroundings. 

London  and  its  doings  is  looked  upon 
by  provincial  cities  and  towns  as  a  model 
for  imitation,  and  in  the  matter  of  drain- 
age we  fear  the  lesson  has  been  read  too 
slavishly,  leading  to  the  general  adoption 
of  sewage  disposal  into  sea  or  river  out- 
lets. What  has  been  done  in  the 
Metropohs  is  considered  a  guide  as  to 
what  should  b^  done  elsewhere,  and  so 
main  drains,  and  wasteful  and  daiigeroue 
water  outfalls,  have  become  fashionable. 
Look,  say  the  servile  imitators  of  a 
vicious  system,  at  the  main  drainage  of 
London:  it  cost  millions,  and  conveys 
away,  in  the  most  perfect  manner,  all 
the  waste  of  so  great  a  city.  The  bill 
for  all  this  supposed  comfort  has  not  yet 
been  settled,  for  sufTering,  disease,  and 
death  are  still  sending  in  their  ever-re- 
curring claims,  which  must  be  met,  and 
while  they  continue  to  be  presented,  they 
record  the  incontrovertible  fact  that  the 
source  of  their  origin  is  due  to  a  lament- 
able infringement  and  disregard  of 
nature's  laws. 
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ADDITIONAL  WIDTH  OF  GAUGE  ON  EAILWAY  CUEVES. 

By  THOMAS  DOANE. 
A  Paper  read  before  the  Boston  Society  of  Civil  Bnirln^rs. 


Some  two  or  three  years  ago,  an  inquiry 
was  made  as  to  making  the  gauge  of  rail- 
road tracks  wider  upon  curves  man  upon 
straight  lines.  The  editor  asked  for  in- 
formation upon  tha{  subject,  but,  so  far 
as  I  know,  uie  matter  has  had  no  further 
attention,  though  it  is  a  very  important 
one. 

As  long  ago  as  1870,  in  laying  track,  I 
widened  the  gauge  upon  curves,  but  hav- 
ing turned  over  the  road  to  the  operating 
department  upon  its  completion,  I  had 
no  opportunity  to  further  study  the  ex- 
periment, and  have  therefore  remained 
silent. 

During  a  recent  visit  to  the  road  re- 
ferred to,  I  learned  something  further 
about  it,  which  may,  perhaps,  be  inter- 
esting to  the  members  of  our  Society; 
certainly  to  those  who  have  to  do  with 
railroads. 

The  experiment  alluded  to  above  was 
made  upon  the  Burlington  and  Missouri 
River  Railroad,  in  Nebraska. 

Previous  observation  had  shown  me 
that,  though  the  tracks  upon  the  straight 
lines  and  upon  the  cui*ves  had  been 
originally  laid  to  the  same  gauge,  the 
gauge  upon  the  curves  was  soon  widened 
out  by  use.  I  do  not  now  remember 
whether  my  observation  showed  a  move- 
ment of  but  one,  or  of  both  rails,  but  I 
concluded  that  the  widening  of  the  gauge 
was  due  to  the  stiffness  of  our  trucks^ 
and  their  failure  fully  to  traverse  upon 
the  curves,  and  not  to  centrifugal  motion. 
If  this  were  the  fact,  it  would  even  then 
be  probable  that  the  exterior  rail  of  the 
curve  would  suffer  the  greater  movement. 
Simple  stiffness  of  trucks  would  be  likely 
to  affect  both  rails  equally,  but  adding  to 
this  influence  that  of  centrifugal  force, 
unless  it  he  f idly  coimteracted  by  differ- 
ence of  elevation,  and  the  exterior  rail 
would  show  the  greater  displacement. 

This  condition  of  things  showed  a 
want  of  fitness  between  the  track  and  the 
rolling  stock,  and  a  consequent  unneces- 
sary, if  avoidable,  wear  and  tear  upon 
both,  and  a  waste  of  motive  power. 


It  seemed  to  me  that  if  the  moving 
trains  were  bound  to  take  more  room  be- 
tween the  rails,  that  it  would  be  better 
to  give  it  to  them  at  the  first.  Then  the 
rails  would  be  firmly  seated  and  remain 
in  their  places.  If  this  is  not  done,  and 
the  rails  are  laid  to  straight  line,  or  dose 
gauge,  then  the  heads  of  the  rails  will  be 
forced  apart,  the  rails  will  be  tipped  on 
to  their  outer  edges,  either  cutiuig  into 
the  ties  or  pulling  their  interior  spikes, 
or  both,  thus  loosening  and  disjointing 
the  whole  permanent  way.  So  long  as 
the  gauge  remains  too  narrow  for  the 
trains,  there  must  result  from  the  friction 
between  the  wheel  flanges  and  the  rails 
great  wear  and  destruction  of  both. 

If  the  gauge  of  curves  be  made  open 
and  loose,  the  coning  of  wheels  will  be 
utilized. 

And,  further,  an  engine  will  haul  a 
larger  load  than  if  the  train  is  pinched 
between  rails  too  closely  laid. 

And,  what  is  perhaps  of  more  import- 
ance than  anything  else,  greater  safety 
is  secured  upon  a  track  with  an  open, 
gauge,  in  which  the  rails  are  finnly 
secured  in  the  places  where  they  are  to 
remain,  than  upon  a  loosened  and  de- 
formed track. 

Upon  the  main  line  of  the  Nebraska 
road,  the  curve  of  greatest  radius  is  a 
30'  curve,  and  of  least  radius  a  ^  30' 
curve.  In  laying  tracks  on  all  curves  of 
less  than  2°  the  gauge  was  increased  from 
straight  line  gauge  i  in^ih,  or  to  4  feet 
8^  inches,  and  2°  curves  add  over  were 
laid  to  a  gauge  of  4  feet  9  inches,  being 
an  increase  of  ^  an  inch  over  straight 
line  gauge.  Three  sets  of  gauges  were 
furnished  the  section  men,  of  the  lengths 
stated  above  for  the  curves,  with  the 
usual  straight  line  gauge  of  4  feet  8^ 
inches,  and  the  men  were  held  to  the  use 
of  them,  until  the  road  was  turned  over 
to  the  operating  department  by  the 
engineering  and  constructing  depart- 
ment. 

At  that  time  a  new  road-master  came 
i  in,  who  either  did  not  understand,  or  did 
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not  appreciate  what  had  been  done  by 
his  predecessors,  and  curved  track  was 
gradually  brought  to  the  straight  Kne 
gauge  of  4  feet  8^  inches. 

Since  this  road-master  left,  the  tracks 
upon  the  curves,  while  undergoing  re- 
pairs, have  been  restored  to  their  origi- 
nal gauges,  and  have  so  remained  now 
for  several  years.  The  man  now  in 
charge  says  that  the  practice  gives  great 
satisfaction;  that  the  tracks  upon  the 
curves  are  maintained  in  good  condition^ 
at  very  little  expense;  that  the  t^ear  of 
rails  is  sensibly  diminished;  that  the 
engines  can  haul  a  vnaadmum  load, 
and  that  no  accidents  have  occurred  from 
increasing  the  gauge. 

I  have  been  told  that,  on  hearing  of 
laying  track  with  open  gauge  upon  curves, 
the  officers  of  the  Atcheson,  Topeka,  and 
Santa  Fe  Bailroad  adopted  the  plan  for 
their  road. 

As  there  was  but  one  curve  on  the 
Nebraska  road  of  shorter  radius  than 
that  of  a  3°  curve,  no  attempts  were 
made  to  widen  gauge,  more  than  the 
i  inch  alluded  to.  I  have  no  doubt,  how- 
ever, that  it  would  be  entirely  safe  and 
wise  to  widen  to  the  extent  of  one  inch, 
or  shghtly  more.  The  tread  of  our  rail- 
road car  wheels  is  sufficient  to  prevent 
the  wheel  from  dropping  from  the  rail 
even  then,  and  if  laid  1^  inches  open,  the 
tread  of  the  wheel,  as  now  made,  would 
cover  about  all  of  the  trea^d  of  the  rtdl. 
'  Since  writing  the  above  I  have  had  oc- 
casion to  refer  to  the  matter  of  resist- 
ance of  curves  to  trains;  and  in  an 
article  by  Baron  Von  Weber  I  find  the 
subject  of  widening  gauge  on  curves 
incidentally  alluded  to.  I  was  therefore 
mistaken  in  saying  that  the  matter  had 
no  further  attention  since  the  inquiry  of 
the  Gazette  had  been  made,  but  as  it  did 
not  appear  imder  a  head  distinctly  bring- 
ing the  subject  to  notice,  it  may  have 
escaped  the  eye  of  the  original  inquirer, 
as  it  did  mine. 

The  experiments  of  Von  Weber  were 
made  in  1876-7-8,  and  his  article  en- 
titled "Train  Resistance  on  Curves"  ap- 
peared in  the  Railroad  Gazette  of  June 
11,  1880. 

Item  No.  9  of  a  summary  of  the  above 
is  as  follows:  A  reduction  of  the  addi- 
tional width  of  gauge  on  curves  custom- 
ary on  the  Bavarian  roads,  one  half  or 
more,  contrary  to  expectation,  caused  an 


increase  in  the  resistance.     The  addi- 
tional width  given  on  these  roads  is: 
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This  result,  however,  cannot  as  yet  be 
considered  as  fully  established.  This  is 
the  end  of  the  quotation. 

It  would  seem,  then,  that  the  widen- 
ing of  curve  gauge  upon  the  railroads  of 
Bavaria  is  now  usual,  but  how  far  back 
the  custom  extends  is  not  shown  by 
Von  Weber's  article. 

It  appears  from  the  experiments  that 
the  reducing  of  the  additional  width  of 
gauge  increased  the  resistance  to  the 
passage  of  trains.  The  converse  would 
therefore  be  true,  within  certain  limits, 
that  an  additional  width  of  gauge  would 
decrease  the  resistance.  This  is  in  ac- 
cordance with  my  own  theory  and  experi- 
ence, and  it  is  to  be  hoped  engineers  will 
give  the  matter  further  attention  and 
experiment. 

The  gauge  of  the  tracks  of  Bavarian 
railroads  is  not  given  in  Von  Weber's 
article ;  but  presuming  it  to  be  not  very 
different  from  the  standard  American  of 
4.71  feet,  there  seems  to  be  a  very  close 
agreement  between  the  additional  widen- 
ings  which  I  gave  the  curves  of  different 
degrees  in  1870,  and  those  which  are 
now  used  on  the  Bavarian  railroads. 

If  I  had  been  Hving  in  a  country,  or  at 
a  time,  when  engineers  were  expected  to 
think  and  work  in  metrical  terms,  there 
might  have  been  a  still  closer  agreement 


REPORTS  OF  ENGINEERING  SOCIETIES. 

1"^HE  American  Society  op  Civil  Engi- 
neers.— The  last  i.«8ue  of  "  Transactions'* 
contains  paper  No.  217,  "On  the  Ventilation 
of  Halls  of  Audience,"  by  Robert  Briggs. 

At  the  meeting  of  the  4tb  of  May,  held  at 
the  new  quarters  of  the  Society,  a  paper  on 
''Quicksand  in  Excavation"  was  read  by 
Charles  L.  Mc  Alpine. 
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ENGiNBERS'  Club  op  Philadelphia.— The 
last  number  of  ''ProceediDgs"  contains 
papers  as  follows : 

No.  7.  "  The  Panama  Canal  and  Isthmus," 
by  Col.  James  Worrall. 

No.  8.  "The  Strength  of  Wrought-Iron 
Columns,"  by  Thomas  M.  Cleeman. 

No.  9.  '*  Progress  of  the  Second  Geological 
Survey  of  Pennsylvania,"  by  Charles  A.  Ash- 
burner. 

No.  10.  "Intercommunications  in  Cities," 
by  Prof.  L.  M.  Haupt. 

At  the  meeting  of  May  7th,  Mr.  Rudolph 
Herring  gave  a  general  account  of  a  recent 
examination  of  the  sewerage  systems  of  Euro- 
pean cities. 

ENGINEERING  NOTES. 

TTlHOUGH  it  is  impossible  that  a  Channel  tun- 
i     nel  railway  can  ever  pay,  unless  some 

fenius  in  railway  management  arises  to  show 
ow  trains  can  be  made  to  follow  through  the 
tunnel  at  more  frequent  intervals  than  they  do 
at  present  on  the  Metropolitan  Railway,  and 
also  to  persuade  more  millions  of  passengers 
to  travel  between  England  and  France  than 
now  travel  on  the  great  London  underground 
system,  the  South-Eastern  Railway  Company 
is  still  spending  money  boring  in  into  the  chalk 
near  Abbotts  Cliff.  Already  it  is  stated  that 
a  7  foot  heading  of  300  yarcJs  on  a  sharp  gradi- 
ent has  been  cut  by  one  of  Brunton  and  Trier's 
boring  machines  made  on  the  principle  of 
their  stone  dressers,  and  Colonel  Beaumont, 
R.  E.,  is  busy  on  the  work.  A  small  steam 
pump  is  sufficient  at  present  to  keep  the  water 
under,  but  the  heading  is  yet  only  at  about 
low  water  tide  level,  and  doubts  of  the  entire 
freedom  from  shakes  or  fissures  of  large  size 
in  the  chalk  are  not  altogether  absent.  Does 
Sir  E.  Watkin  think  he  is  going  to  frighten  the 
shareholders  in  the  London,  Chatham,  and 
Dover  by  this  costly  little  experiment  ? 


RAILWAY  NOTES. 

MOUNTAIN  Railways.— -The  Genie  civil,  a 
new  French  publication,  to  the  recent 
appearance  of  which  we  lately  referred,  has  in 
one  of  its  earlier  numbers  a  description  of  an 
improved  system  of  mountain  railways  entirely 
original  in  its  conception.  It  is  well  known 
that  the  construction,  maintenance,  and  word- 
ing of  mountain  railways  have  long  occupied 
the  attention  of  engineers.  Many  methods  of 
climbing  steep  inchnes  and  of  rounding  curves 
of  small  radius  have  been  proposed,  and  several 
of  these  methods  have  been  reduced  to  actual 
practice.  The  systems  of  Fell  and  Riggenbach 
are  very  well  known,  and  the  ancient  system 
of  rope  tramways  is  in  use  in  many  places.  A 
French  engineer,  M.  L.  Edoux,  has  conceived 
a  project  which  is  based  upon  the  application 
of  a  system  of  hydraulic  elevators  to  the  lifting 
of  cars  to  any  height.  This  system  may  be 
applied  to  great  advantage  when  an  abundance 
of  water  under  hi^h  pressure  is  available. 
These  conditions  will  be  frequently  met  in  a 


moimtainous  country.  Although  this  project 
has  not  yet  been  realized,  it  seems  to  possess 
sufficient  merit  and  novelty  to  render  it  inter- 
esting to  our  readers. 

The  particular  railway  under  consideration 
is  intended  to  establish  communication  between 
Cauterets  and  the  baths  of  La  Raill^re,   in 
France.      Cauterets  is  situated  in  a  narrow 
valley,  at  an  elevation  of  more  than  2800  feet. 
It  is  a  noted  watering-place,  and  during  the 
season  is  filled  with  numbers  of  invalids,  who 
go  there  in  search  of  health.     The  hot  sulphur 
springs,  for  which  this  region  is  noted,  are 
located  at  La  Raill^re,  400  feet  higher  up  the 
mountain,  and  nearlv  a  mile  distant  by  road. 
To  travel  over  this  fatiguing  route,  to  go  and 
return,  often  twice  in  the  same  day.  In  the 
capricious  weather  of  the  mountains,  and  in 
the  crowded  omnibuses,  is  uncomfortable  and 
even  dangerous  for  infirm  persons.   The  wat  ers 
cannot  be  conveyed  from  LaRaiU^re  to  Cauter- 
ets without  modifying  their  temperature  and 
I  their  chemical   composition,  to  which  their 
i  therapeutic  properties  are  due.    It  is  therefore 
necessary  to  convey  th^  sick  to  the  springs 
I  that  they  may  receive  ihe  full  benefit  of  the 
waters.    This  railwi^y  has  been  projected  for 
'  the  purpose  of  coLveymg  the  bathers  from 
j  Cauterets  to  La  Raill^re  rapidly  and  comfort- 
ably.   All  systems,  with  the  exception  of  that 
I  of  M.  Edoux,  require  the  consumption  of  a 
j  large  amount  of  fuel,  which  in  this  region  is 
I  very  expensive.     This  mventor   utilizes  the 
'  powerful  waterfall  at  La  Raill^re,  which,  in 
j  connection  with  gravity,  constitutes  the  motive 
power  of  the  railway. 

I     The  proposed  mode  of  working  the  railway 
is  as  follows :    The  car  is  raised  vertically  by 
!  means  of  hydraulic  elevators  to  a  greater  height 
than  its  destination,  which,  in  the  present  ca^e. 
I  is  La  Raill^re,  and  is  then  allowed  to  descend 
1  as  far  as  that  place  by  its  own  gravity  upon  an 
inclined  railway.    To  return,  the  car  is  trans- 
ferred by  its  own  gravity  to  a  second  railway 
I  inclined  in  the  opposite  direction.    The  cars 
I  are  provided  with  efficient  brakes,  by  means  of 
;  which  the  speed  may  be  effectually  controlled. 
I  In  practice,  the  car  is  not  raised  the  vertical 
'  distance  400  feet  at  a  single  lift,  but  this  dis- 
,  tance  is  divided  into  five  parts  of  80  feet  each. 
I  There  are  five  towers  at  intervals  of  about  130 
I  feet.    In  each  one  it  is  proposed  to  place  an 
hydraulic  elevator,  similar  to  those  introduced 
'  by  M.  Edoux  into  the  hotels  and  houses  of 
I  Paris.     The  lop  of  each  tower  is  a  little  more 
elevated  than  the  foot  of  the  next  one,  and  is 
I  connected  with  it  by  an  inclined  bridge.    The 
;  car  is  raised  by  the  hydraulic  elevator  to  the 
I  top  of  the  first  tower,  runs  by  its  own  gravity 
to  the  base  of  the  following  one,  is  raised  to 
j  the  next  level,  and  so  on.    Together  they  form 
a  gigantic  staircase,  with  steps  80  feet  high. 
I  The  last  landing  place  is  420  feet  above  Cauter- 
j  ets.    The  return  way,  which  is  on  the  side  of 
the  mountain,  terminates  in  the  second  tower. 
'  The  cars  descend  vertically  only  in  the  first 
j  two  towers,  which  contain  two  compartments, 
one  for  hoisting  the  car  and  one  for  lowering 
it.    At  La  Raill^re  the  inclination  of  the  car  is 
reversed,  and  the  car  is  transferred  to  the  re- 
turn track  by  means  of  a  platform  supported 
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on  wheels  and  provided  with  rails.  The  car 
on  arriving  from  Cauterets  rolls  upon  the 
platform.  The  latter  moves  by  its  own  gravity 
on  rails  slightly  inclined  in  opposite  directions, 
so  that,  when  the  rails  of  the  platform  Join  the 
return  track,  their  inclination  will  have  been 
reversed,  and  the  car  will,  of  its  own  gravity, 
return  to  the  second  tower.  The  movement  of 
the  transferring  car  is  controlled  by  an  hy- 
draulic piston.  The  gradient  of  the  railway  is 
very  slight,  just  enough  to  supply  an  impetus. 

OBSBRVATioNS  ou  the  part  of  different  rail- 
way men  do  not  agree  as  to  the  relation 
between  season  and  the  breakage  of  rails.  In 
«  recent  issue  of  the  Organ  far  die  Fortachntte 
des  EiaenbahntoeaenSf  Herr  Theune  states  the 
results  of  his  observations  with  respect  to  the 
fractures  of  steel  rails  in  the  district— B[atto- 
witz — under  his  observation.  He  notes  that 
329  such  fractures  ,took  place  during;  the  years 
in  which  his  interesting  observations  were 
made.  Among  the  rails  which  were  laid  in 
the  open  country  there  were  2.4  fractures  per 
mile,  while  in  forests,  where  rails  are  exposed 
to  greater  damp,  the  mte  rose  to  6.7  per  mile. 
The  changes  of  the  various  seasons  have  a 
striking  influence  on  the  number  of  breakages 
which  take  place.  Thus,  during  the  first 
quarter  of  the  year— the  coldest  season  gener- 
ally—there were  216,  in  the  second  quarter  28, 
in  the  third  quarter  14,  and  during  the  fourth 
quarter  71  fractures.  The  greatest  number  of 
fractures  of  rails  took  place  from  the  eighth 
to  the  tenth  years  after  their  having  been  laid 
down;  the  average  working  time  was  found  to 
be  7.5  years.  With  respect  to  the  parts  where 
fractures  took  place,  Herr  Theune  remarks 
that  there  were  73  fractures  in  the  face  of  the 
rail,  51  breakages  in  the  web,  and  as  many  as 
265  fractures  through  the  fish-plate  holes.  The 
very  great  excess  of  fractures  m  the  first  quar- 
ter seems  to  indicate  error  in  observation  or  in 
the  accounts  consulted. 


IRON  AND  STEEL  NOTES- 

THE  report  of  the  North  British  Bailway 
Company  for  the  meeting  on  the  81st 
inst.,  shows  that  the  company  now  possesses 
of  effective  stock  470  engines,  426  tenders,  297 
first-class  carriages,  67  second-class,  662  third- 
class,  178  composite,  140  horse  boxes,  148  pas- 
senger luggaj^e  vans,  1  post  office,  and  1  meat 
van,  101  carnage  trucks,  1  horse  carriage,  or 
1596  in  all.  The  effective  stock  in  the  wagon 
department  includes  27,866  vehicles  of  all 
kinds.  The  total  number  of  miles  of  line 
worked  by  the  company's  stock  and  engines, 
including  those  rented  and  worked  over,  is 
1085 J^  the  miles  owned  by  the  company  being 
870.  The  total  train  mileage  in  the  half  year 
ending  81st  January  was:  passenger  trains 
2,278,652,  and  of  goods  and  mineral  trains 
2,776,618.  The  locomotive  power  cost,  includ- 
ing all  expenses,  £129,577  14s.  8d. 

IT  has  been  remarked  in  the  money  article  of 
the  Times  that  "  there  is  a  good  deal  of 
comment  in  the  market  on  the  fact  of  the 
North  British   Railway  directors   declaring  a 


dividend  on  the  Ordinary  stock  in  present  cir- 
cumstances. A  full  explanation  is  called  for 
as  to  the  mode  of  dealing  with  the  finance  of 
the  new  Tay  bridge.  When  the  accident  hap- 
pened the  directors  wrote  off  £120,000  at  once, 
partly  at  the  expense  of  the  Preference  share- 
holders, about  whose  losses  there  was  a  great 
deal  of  outcry  at  the  time.  But  if  the  old 
bridge  is  to  be  virtually  condemned,  even  this 
£120,000  is  not  sufficient;  the  whole  cost, 
which  was  over  £800,000,  ought  to  be  written 
off.  If  a  new  and  wider  bridge  is  built  the  ex- 
cess of  cost  to  build  it  as  compared  with  the 
cost  of  the  old  bridge  may,  perhaps,  be  fairly 
charged  to  capital;  but  whatever  has  been 
really  lost,  must  be  made  good  out  of  revenue. 
The  question  is  of  genenu  interest  in  railway 
finance,  and  we  trust  a  complete  account  wiU 
be  given  of  what  is  going  to  be  done,  and  the 
reasons  for  it." 

THE  Aireside  Hematite  Iron  Company,  which 
has  introduced  concrete  slag  as  a  substi- 
tute for  stone,  has  erected  new  offices  at  its 
works  in  Hunslet,  Leeds,  in  which  all  the  door 
and  window  facings,  and  the  ornamental  work, 
are  composed  of  the  slag  from  its  own  furna- 
ces. A  new  feature  of  such  an  elevation  is  a 
display  of  imitation  carved  bricks,  in  various 
colors,  made  of  the  slag,  the  cost  of  which  is 
said  to  be  50  per  cent,  less  than  the  real  article 
of  clay  which  hitherto  has  been  so  much  in 
fashion.  The  Aireside  Company  is,  we  are  in- 
formed, supplying  the  Midland  and  North- 
Eastern  Railway  Companies  with  slag  concrete 
flags,  ready  prepared  for  use,  in  the  laying 
down  of  platforms  at  railway  stations.  The 
Staveley  Company  has  for  a  long  time  used 
slag  lumps  for  building  purposes,  much  of  the 
slowly-cooled  massive  slag  having  the  appear- 
ance of  basalt  and  other  rocks. 


ORDNANCE  AND  NAVAL. 

MACHINE  Guns  at  Shobbubyness. — The 
trials  which  have  been  carried  on  inter- 
mittently during  the  last  six  weeks  at  Bhoe- 
buryness  with  the  Gatling,  Nordenfeldt,  Pratt- 
Whitney,  Gardner,  and  "improved  Gardner" 
machine  guns  were  brought  to  a  close  on  Feb. 
22nd.  The  guns  thus  tried  have  been  of  two 
classes,  the  '*  light,"  for  ship  and  boat  service. 
and  the  "heavy,"  for  service  in  the  field. 
There  were  originally  three  light  guns,  the 
two-barreled  Gardner,  weighing  100  lbs.,  the 
five-barreled  Nordenfeldt,  weighing  148  lbs., 
and  the  six-barreled  Gatling,  weighing  200  Ibe. 
The  heavy  guns  were  the  five-barreled  Gard- 
ner, weighing  802  lbs.,  the  ten-barreled  Nor- 
denfeldt,  weighing 256 lbs.,  the  Gatling,  weigh- 
ing 254  lbs.,  and  the  Pratt- Whitney,  weighing 
261  lbs.  The  six-barreled  Gatling  was  with- 
drawn from  its  faUure  to  fire  the  1000  rounds 
test.  There  were  two  series  of  penetration 
trials.  The  first  series  was  at  20  tareets  an 
inch  in  thickness,  placed  at  intervals  In  rear 
of  each  other,  and  shots  were  taken  at  these 
at  800  yards.  The  results  were  not  entirely 
conclusive,  as  some  of  the  shots  hit  nails, 
and  so  were  stopped;  but  while  one  shot  of 
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the  flve-barreled  Gardner  indented  the  last  tar- 
get but  one  (the  19th),  others  indented  the  16th, 
while  the  two-barreled  lodged  a  shot  in  the 
14th.  The  Gatlings  lodged  shots  in  the  12th, 
13th,  14th,  16th,  and  17th,  the  five-barreled 
Nordenfeldt  lodged  one  in  the  18th,  three  in 
the  16th,  and  one  on  the  18th,  the  ten  barreled 
Nordenfeldt  lodcincits  shots  between  the  14th 
and  the  16th.  One  JPratt-Whitney  shot  lodged 
in  the  17th  target,  while  others  stayed  be- 
tween the  10th  and  13th.  The  trials  at  the 
steel  plates,  in  which  the  target  was  formed  of 
two  steel  plates,  *' sandwiching"  an  inch  of 
deal,  gave  the  important  fact  that  at  300  yards 
the  bullets  of  most  of  the  guns  would  pene- 
trate the  steel  of  torpedo  boats.  The  '*  eleva- 
tion" trials,  when  the  guns  were  elevated  to 
80%  were  taken  in  the  qhed,  and  the  shots  fell 
to  seaward.  The  ammunition  running  short, 
all  the  barrels  of  the  ten-barreled  guns  were 
not  fired,  but  it  was  apparent  that  the  Gat- 
ling  could  not  feed  at  this  degree  of  ele- 
vation, and  the  ten-barreled  Nordenfeldt, 
though  it  was  fed  at  this  elevation,  re- 
quired manipulation,  the  hopper  not  being 
made  to  suit  more  than  20\  All  the  other 
guns  worked  successfully,  andnhey  all  worked 
in  the  depression  trials  without  hitch— these 
being  also  at  30%  The  *' rough  usage"  trials 
were  then  made,  one  of  these  being  the  sifting 
of  sand  above  the  guns.  The  sharp  grit  of 
the  flint  sand  from  the  seashore  soon  penetrat- 
ed to  the  works  of  the  guns  and  stopped  them 
one  after  another  by  choking  the  chambers. 
This  was  the  most  severe  trim  which  the  guns 
had.  The  guns  were  then  dismounted  and 
dragged  by  Royal  Artillerymen  in  the  ditches, 
which  were  full  of  mud.  They  were  then 
handed  over  to  the  inventors,  each  inventor 
being  allowed  the  use  of  a  bucket  of  water,  a 
brush,  a  screw  driver,  and  some  oil.  The 
time  was  taken  in  which  the  guns  could  be 
cleaned  and  could  fire  three  '*  feeds."  The 
two-barreled  Gardner  was  cleaned  and  had 
fired  sixty  rounds  in  8  min.  82  sec.  The  ten- 
barreled  Nordenfeldt  was  cleaned  and  had 
fired  300  rounds  in  6  min.  20  sec.  The  five 
barreled  Gardner  was  cleaned  and  had  worked 
out  150  rounds  in  4  min.  21  sec,  but  fifty-five 
of  the  rounds  passed  through  unfired  owing  to 
the  water  in  the  gun  block  not  being  drained 
oflf,  this  retarding  the  firing  spring.  The  five- 
barrelled  Nordenfeldt  was  cleaned  and  had 
fired  150  rounds  in  3  min.  28  sec— TVw^. 

THE  Russian  Navy.— The  St.  Petersburg 
correspondent  of  the  Times,  writing  on  the 
much  controverted  subject  of  the  ''Livadia," 
says :  ' '  Tl^e  old  dispute  between  the  partisans 
and  opponents  of  \  ice-Admiral  Popoff  is  not 
yet  exhausted,  nor  has  the  Russian  public 
heard  the  last  of  the  famous  turbot-fashioned 
yacht  "Livadia,"  still  lying  useless  at  Ferrol. 
It  now  appears  that  the  Russian  naval  authori- 
ties have  set  their  minds  upon  encasing  the 
"Livadia"in  wood,  as  soon  as  her  damage  has 
been  repaired  and  she  can  be  got  safely  into 
the  Black  Sea.  It  is,  therefore,  difficult  to 
imagine  what  will  eventually  become  of  this 
novel  and  ill-fated  vessel,  or  how  much  more 
expense  will  have  to  be  added  to  the  original 
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cost  before  she  will  be  complete  in  the  opinion 
of  Admiral  Popoff.  In  all  probability,  what- 
ever may  be  the  improvements  made,  she  will 
never  do  much  more  than  take  her  place  by 
the  side  of  the  circular  hulks  which  originated 
in  the  same  ingenious  brain,  and  furnish 
another  curiosity  in  the  Black  Sea.  It  does 
not  seem  that  she  will  enjoy  the  privilege  of 
carrying  th.e  new  Czar  to  the  Crimea,  for  the 
latest  report  ^ves  it  as  the  intention  of  the 
Imperial  Admiralty  to  build  another  yacht  of 
steel  of  the  same  kind  as  the  old  yacht 
"Livadia,"  which  foundered  off  the  Crimean 
coast.  In  any  case,  the  success  of  the 
''Livadia"  seems  more  than  ever  doubtful. 
The  version  of  the  damage  done  to  her  bot- 
tom, as  given  at  the  time  by  Sir  E.  J.  Reed 
and  others,  has  not  been  borne  out  by  the 
independent  Russian  authorities  who  have 
gone  into  the  matter.  On  the  contrary,  the 
floating  wreckage  theory  is  flatly  contradicted 
here.  The  "Livadia"  has,  or  had,  several 
lar^e  cracks,  one  being  as  much  as  10  feet  long 
and  1  foot  wide — a  hole  which  it  is  impossible 
to  repair  without  a  dock.  This  being  the 
case,  and  in  view  of  the  fact  that  the  sides  or 
ribs  of  the  fore  part  of  the  vessel  are  damaged 
or  strained,  it  is  impossible,  the  Russians  say, 
that  wreckage  alone  could  have  been  the  cause 
of  the  accident.  Moreover,  it  is  observed,  the 
screws  and  their  appurtenances  would  inevit- 
ably have  been  considerably  damaged  by  float- 
ing wreckage  passing  under  the  ship,  and  this 
is  not  found  to  have  been  the  case.  This  mat- 
ter of  the  ''Livadia,"  however,  forms  only  a 
small  part  of  the  general  accusation  which  the 
Russian  press  has  brought  against  the  Imperial 
naval  authorities.  Excessive  expenditure  with 
the  meanest  results  in  naval  progress  is  the 
theme  of  the  Chios.  'The  Naval  Budget  of 
Russia  for  the  ten  years  between  1870  and 
1880,  when  comparea  with  that  of  England 
for  the  same  period,  shows  that,  although  the 
sum  spent  by  Great  Britain  on  naval  construc- 
tion was  only  between  two  and  three  times 
more  than  the  amount  expended  by  Russia  on 
the  same  account  and  for  the  same  time,  Eng- 
land acquired  six  times  the  number  of  new 
vessels  that  Russia  did,  to  say  nothing  of  their 
quality.  For  the  ten  years  ended  with  1880  the 
Russian  Ministry  of  Marine  spent  298,920,910 
roubles,  of  which  72,000,000,  or  only  26  per 
cent  of  the  whole  sum,  was  devoted  to  ship- 
building proper.  For  this  sum  Russia  got  the 
**  Peter  the  Great,"  the  two  "Popofkas,  three 
frigates,  eight  clippers,  four  cruisers  from 
America,  four  Imperial  yachts,  including  the 
**Livadia,"  four  schooners,  nine  gunboats,  two 
torpedo  boats  fit  for  sea,  and  115  torpedo 
sloops  unfit  to  leave  the  coast  In  other 
words,  after  putting  aside  the  two  "Popofkas" 
and  other  smaller  vessels  good  for  coast  de- 
fence onlv,  the  Russian  fleet  was  augmented 
for  the  above  amount  by  only  one  ironclad, 
three  semi-ironclads,  twelve  other  seagoing 
vessels,  and  four  yachts  for  passenger  service. 
A  glance  at  English  expenditure  on  naval  con- 
struction for  the  same  decade  shows  that  for 
£19,200,000,  or  ,170,313,000  roubles,  we  ac- 
quired twenty-four  ironclads,  three  frigates, 
thirty  corvettes,  flfty-two  clippers,  fifteen  gun- 
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boats,  six  transport  vessel?,  and  a  large  number 
of  smaller  vessels  for  coasting  service.  The 
Russian  Naval  Budget  is  the  third  in  the 
world,  but  the  facts  just  mentioned  show  how 
little  the  Russian  Government  gets  in  reality 
for  its  enormous  outlay  on  naval  improvements 
and  novelties.*" 

[Sir  Edward  J.  Reed,  in  replying  to  the  above 
letter,  as  far  as  it  concerns  the  **Livadia," 
states  that  the  correspondent  is  in  ^rror  in  sup- 
posing that  the  Russian  authorities  contradict 
him  when  they  say  that  "wreckage  alone 
would  not  have  caused  the  accident"  to  the 
•*  Livadia,"  when  they  include  under  the  word 
accident  all  the  damage  and  straining  at  the 
fore  part  of  the  vessel    Much  of  this  damage 
and  straining,  Sir  Edward  afllrms,  was  due, 
doubtless,  to  the  absence  of  certain  reverse 
frames  and  other  details,  of  the  necessity  for 
which  he  spolce  quite  freely  both  before  the 
ship  left  the  Clyde  and  after  she  arrived  at 
Ferrol.    The  wreckage  theory  was  resorted  to 
as  an  explanation — and  what  to  Mr.  Pearce 
and  others  on  board  seemed  the  only  explana- 
tion—of two  holes  with  which  the  bow  bottom 
had  been  pierced  in  its  very  stiongest  part. 
These  holes,  he  was  obliged  to  admit,  bore 
every  appearance  of  having  been  caused  by 
wreckage — as  if  by  the  iron  cross  trees  or  other 
fittings  of  a  floating  wooden  mast,  for  example. 
With  these  holes  manifest  to  their  eyes,  he 
certainly  did  not  think  it  necessary  to  insist 
publicly  upon  his  own  view  of  the  focal  weak- 
ness of  the  bow,  resulting  from  the  absence  of 
reverse  frames.  &c.,  especially  as  these  were 
mere  matters  of  detail  which  could  be  readily 
put  right  at  Sebastopol.    Sir  Edward  Reed 
continues:    **l  do  not  think  Admiral  Popofl 
can  much  complain  of  the  adverse  inferences 
and  comments  which  have  resulted  from  the 
ship  having  been  made  to  winter  at  Ferrol. 
Although  a  mere  visitor  on  board,  I  did  all  I 
could  to  avert  what  was  certain  to  occasion  a 
general  distrust  of   the  ship.     But  Russian 
ways  are  not  our  ways,  and  the  ship  remained, 
the  reputation  which  her  great  and  original 
qualities  ought  to  have  secured  for  her  being 
sacrificed  to  mere  matters  of  detail  and  con- 
venience.   Such  a  mode  of  dealing;  with  such  a 
ship  is,  I  confess,  enough  to  justify  grave  dis- 
trust in  other  respects.    At  the  same  time,  I 
must  say,  in  common  fairness,  that  the  pro- 
posal to  sheathe  the  immersed  hull  with  plank- 
ing, to  be  afterwards  coppered,  is  not  at  all  an 
afterthought,   but  formed   part  of   Admiral 
Popoff's  original  mtention.    This  I  state  from 
personal  knowledge.*'] 
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Bvt.  Maj.  General.  Washington:  Government 
Printing  Office. 
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and  Bvt.  Brigadier-General.  Washington: 
Government  Printing  Office. 

EVANsviLLE  Water  Works.  Report  of 
the  Expert  (John  W.  Hill)  on  the  Trials 
of  the  Gaski  11.  Compound  Pumping  Engine. 
Cincinnati:  Robert  Clarke  &  Co. 

rport  op  the  Expert  on  the    TBarr 
Trials  op  Automatic  Cut-opp  Stkam 
Engines,  at  the  First  Millers'  International 
Exhibition  at  Cincinnati,  June,  1880. 

THE   Telescope  :    The    Principleb    In- 
volved in  the  Construction  of   Rb- 

PRACTING  AND  RePLECTING  TeLESCOPEB.      By 

Thomas  Nolan,  B.  S.  New  York :  D.  Van 
Nostrand.    Price  50  centp. 

This  Is  a  reprint  from  the  articles  on  "  The 
Telescope  "  in  the  first  three  numbers  of  this 
magazine  for  the  current  year.  It  forms  No. 
51  of  Van  Nostrand's  Science  Series. 

The  author  claims  no  oilginallty  except  for 
the  form  in  which  the  subject  is  presented.  To 
all  who  are  familiar  with  the  elementary  prin- 
ciples of  geometry  and  of  optics,  the  construc- 
tion of  the  telescope  is  made  exceptionally 
plain. 

The  author  is  particularly  happy  in  bis 
method  of  explaining  the  theorv  of  the  various 
eye-plecee,  and  In  elucidating  the  obstacles  en- 
countered in  dealing  with  the  Secondary  Spec- 
trum In  large  Refracting  telescopes. 

The  Illustrations  are  for  the  purposes  of 
demonstration,  and  are  very  good. 

Graphical  Determination  op  Forces  in 
Engineering  Structures.  Bv  James 
B.  Chalmers,  C.  E.  London,  1881.  For  sale 
by  D.  Van  Noslrand.    Price  $6.50. 

This  Is  something  more  than  a  practical  ap- 
plication of  Graphic  Statics  to  Structures, 
for  it  presents  quite  clearly  the  theoretical 
principles  of  the  science. 

Its  chief  value  to  engineering  students,  bow- 
ever,  lies  In  the  fact  that  it  presents  applica- 
tions to  other  problems  than  those  relating  to 
framed  structures.  Retaining  walls,  tunnels 
and  voussolr  arches  receive  a  fair  share  of  at- 
tention. 

A  complete  treatise  on  Projective  Geometry, 
which  forms  the  ninth  chapter,  will  prove  In- 
teresting to  mathematical  studentp,  as  it  pre- 
sents a  summary  of  the  various  theorems  of 
modern  geometry  collected  from  the  works  of 
many  authors,  and  upon  which  the  science  of 
graphic  statics  Is  founded. 

INDUCTION   Coils— How  made   and   how 
Used — Science  Series  No.  53.— New  Yoik: 
D.  Van  Nostrand.    Price  50  cents. 

This  useful  little  treatise  has  reached  its 
eighth  English  edition,  and  It  is  this  last 
which  Is  now  reprinted  for  the  American 
maiket. 

The  "Induction  Coll"  Is  now  to  be  ob- 
tained of  any  dealer  In  physicfd  apparatus  and 
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at  a  price  which  is  rapidly  extending  its  use 
by  teachers. 

Many  experimenters  are  imperfectly  ac- 
quainted with  the  resources  of  this  instrument, 
i|nd  can  get  but  imperfect  suggestions  from  the 
text  booKs  in  common  use.  To  supplement 
such  books  is  the  object  of  this  little  hand- 
book. It  is  abundantly  illustrated,  and  the 
directions  for  the  selection  or  construction  i 
of  batteries,  and  the  preparation  of  experi- 
ments with  the  coil, are  of  tbejmost  specific  kind. 
PRACTICAL  Organ-Buildesg.  By  W.  E. 
Dickson,  M.  A.  London:  Crosby  Lock- 
wood  &  Co.  For,  tale  by  D.  Van  Nostrand. 
Price  |2.0i». 

The  work  U  designed  as  a  guide  to  amateurs, 
and  gives  specific  directions  m  the  matter  of 
consiructiug  the  parts  in  detail. 
The  coQtents  present  the  following  topics: 
Chapter  I.  Plant  and  Materials. 

II.  The  Stopped  Diapason. 
IIL  The  Bound-Board. 
IV.  The  Sound-Board. 
V.  The  Wind-Chest. 
VI.  The  Bellows:  Trunks  and  Frame. 
VII.  PlantHtion  of  Pipes. 
VIIL  The  Action. 
IX.  Voicing  and  Tuning. 
X.  The  Draw  Slops. 
XI.  Pedals. 

XII.  Two- Manual  Organs. 
ri^HE   Plumber   akd  Sanitary  Houses— 
J.    (Second  Edition. >-By  S  Stevens  Hell- 
YKR.     London:  B.  T.  Batsford.     For  sale  by 
D.  Van  Nostrand.    Price  $4.00. 

With  the  wide  .demand  for  an  improved 
method  of  house  drainage  there  has  arisen, 
quite  naturally,  a  demand  for  a  better  knowl- 
edge of  the  conditions  to  be  met  and  the  evils 
to  be  avoided. 

The  work  before  us  is  chiefly  remarkable  for 
the  directness  with  which  the  author  attacks 
the  problem  of  house  sewage.  There  are  no 
pages  wasted  on  theories  of  ventilation  or 
drainage,  but  with  the  brief  est  possible  state- 
ment of  what  is  to  be  done,  the  author  pro- 
ceeds to  point  out  how,  through  ignorance, 
people  often  fail  to  do  it,  and  appealing  to 
common  sense  and  an  elementary  knowledge 
of  physics  he  exhibits  to  the  reader  the  various 
correct  ways  of  avoiding  the  common  errors. 
The  illustrations  are  numerous  and  excep- 
tionally well  designed  to  exhibit  the  various 
approved  sanitary  appliances. 

The  Wool  Carders  Vade  Mecum—  By 
William  Calvert  Bramwell.  Third 
Edition.  Boston:  Thayer  &  Wadham.  For 
sale  by  D.  Van  Nostrand.     Price  $2.50. 

A  work  designed  for  a  class  interested  In  a 
single  industry  only.  The  present  edition  is 
prepared  with  considerable  matter  not  in  the 
previous  editions,  in  response  to  demands  for 
a  more  comprehensive  work. 

It  now  contains : 

Part  I.  *' Animal  Fibres,"  •*  Vegetable  Fi- 
bres," **  Re-manufactured  Fibres." 

Part  II.  **  Wool  Washing,"  "  Wool  Blend- 
ing," *' Wool  Oiling." 

Fart  in.  *'The  Carding  Engine,"  **The 
Carding  Process,"  "Practical  Operations." 


Part    IV.     **  Appendix," 
"Historical  Review." 


'Tables,"    &c. 


Lathe    Work— By   Paul    N.    Hasbuck. 
London :  Crosby  Lockwood  &  Co.    For 
sale  by  D.  Van  Nostrand.    Price  $3.00. 

There  are  many  amateur  lathe  workers, 
whose  labor  would  yield  more  satisfactory  re- 
sults if  they  had  at  hand  a  convenient  manual 
like  the  one  here  offered.  The  directions  are 
exDiicit.  and  from  one  who  understands  the 
dificulties  usually  met,  and  how  to  overcome 
them. 

contents: 
I.    The  An  of  Turning. 
II.    The  Foot  Lathe. 

III.  Hand  Turning. 

IV.  Screw  Cutting  bv  Hand. 
V.    Boring  and  Drilling. 

VI.    Mounting  Work  for  Turning. 
VII.     Fitting  Chucks. 
VII T.    Various  Chucks  described. 
IX.     Slide  Rests. 
X.    Slide-Rest  Tools. 
XT.     Slide-Rest  Cutler,  Bars. 
XII.    Overhead  Gearing. 

XIII.  Dividing  Apparatus. 

XIV.  The  Drilling  Spindle. 
XV.    Vertical  Cutter  Frame. 

XVI.    Screw  Cutting  by  Self-acting  Mo- 
tion. 

STEAM  Boilers  ;  their  Desion,  Construc- 
tion AND  Management.    By  William  H. 
Shock,  Engineer-in-Chief,  U.  S.  N.,  Chief  of 
Bureau  of  Steam  Engineering;,  U.  S.   Navy 
New    York:     D.    Van   Nostrand ;    London 
Sampson  Low.  Marston,  Searle  and  Rivington. 

Of^  this  extensive  work,  noticed  some  time 
since  in  this  journal,  our  English  contempora- 
ry, **  Engineering,"  in  giving  a  summary  of 
the  topics  treated  says  : 

**  The  very  handsome  volume  before  us  has, 
apart  from  its  intrinsic  merit,  a  special  interest 
from  that  the  fact  the  position  of  its  author  gives 
it  a  semi-ofScial  character,  and  entitles  it  to  be 
regarded  as  an  exponent  of  the  most  advanced 
practice  in  the  United  Navy.  In  fact,  al- 
though the  earlier  part  of  the  work  treats  of 
theoretical  principles  applicable  to  boilers  gen- 
erally, yet  those  chapters  which  treat  of  con- 
structive details  relate  chiefly  to  American  ma- 
rine practice.  That  this  fact  will  in  no  way 
detract  from  the  interef-t  of  the  work  to  Eng- 
lish readers  we  need  scarcely  say.  All  engi- 
neers who  are  acquainted  with  the  working  of 
the  Bureau  of  Steam  Engineering  of  the  Uni- 
ted States  Navy  well  know  that  there  have 
been  carried  out  under  the  auspices  of  this 
Bureau  numerous  series  of  researches  which 
have  added  much  to  our  stock  of  data  bearing 
upon  steam  engine  and  boiler  construction, 
and  this  being  so  a  work  which  embodies  the 
results  of  many  of  these  researches  has  a 
pecial  claim  to  our  attention. 

***** 

Altogether,  Mr.  Shock  has  produced  a  book 
which  forms  a  most  valuable  addition  to  the 
engineer's  library,  embodying  as  it  does  an 
able  summary  of  the  best  European  and 
American  practice,  in  addition  to  the  results 
of  the  authors  own  practical  experience^    We    j 
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shoiud  state,  also,  that  Id  addition  to  numer- 
ous engravings  in  the  text  tlie  work  is  illus- 
trated by  thirty-six  well-executed  plates  of 
boilers  and  boiler  details  (the  latter  drawn  to  a 
large  scale),  while  as  a*  specimen  of  typogra- 
phy it  is  admirable/' 

MISCELLANEOUS. 

THE  CoRKOsiON  OF  Iron  IN  B0ILEB8. — The 
oxidation  of  iron  immersed  in  ordinary 
water  appears  to  be  largely  due  to  two  causes, 
namely,  first  the  absorption  of  oxygen  con- 
tained in  the  water,  and  second,  the  absorption 
of  oxygen  set  free  during  the  decomposition 
of  the  water,  hydrogen  being  set  fre«  in  the 
latter  case.  M.  Lodin,  who  has  made  a  num- 
ber of  experiments  on  the  corrosion  of  iron 
wires  immersed  in  water  and  various  solutions, 
and  who  has  described  his  expeiiments  in  the 
Comptea  Bendus,  has  arrived  at  the  conclusion 
that  the  first  of  the  above  causes  of  oxi<lation 
is  generaUy  of  chief  importance.  With  both 
distilled  and  ordinary  water  the  temperature 
has  a  very  important  influence.  Thus  at  68 
degrees  Fahr.  the  quantities  of  oxygen  ab- 
sorbed per  square  foot  of  iron  surface  per  hour 
when  immersed  in  distilled  and  calcareous 
water,  respectively,  were  0.268  grains  and 
0.880  grains,' while  at  212  degrees  the  quanti- 
ties rose  to  about  2.864  ^ins  and  2.579  grains. 
The  immersion  of  iron  m  all  the  waters  tested 
was  accompanied  by  the  evolution  oT  hydro- 
gen, the  action  being  least,  however,  in  distilled 
water.  At  a  temperature  of  about  260  degrees 
Fahr..  the  decomposition  of  the  water  was 
found  to  be  equivalent  to  the  absorption  of 
0.01  grain  of  oxygen  per  square  foot  of  sur- 
face per  hour  for  distilled  water;  0.0129  grain 
for  calcareous  water;  0.0182  grains  for  water 
containing  one-fifth  part  of  crystallized  chlor- 
ide of  magnesium:  0.05  grain  for  water  satu- 
rated with  chloride  of  sodium;  and  0.067 
grain  for  sea  water. 

rpHB  Great  Brush  Light.— One  of  the 
_L  most  powerful  electric  lights  ever  yet 
produced  was  recently  exhibited  at  the  factory 
of  the  Anglo-American  Electric  Light  Com- 
pany in  Vine  street,  York-road,  Lambeth. 
This  magnificent  artificial  sun  was  the  second 
ordered  by  the  Admiralty  for  service  in  torpedo 
work,  and  was  despatched  to  Portsmouth  on 
Tuesday  morning.  The  light  is  generated  by  a 
sixteen-light  machine,  and  the  lamp  is  of  the  or- 
dinary Brush  type  but  of  unusual  size.  Each 
of  the  field  magnets  of  the  machine  contains 
800  lbs.  of  silk-covered  copper  wire.  The 
current  was  led  off  by  four  copper  combs  each 
5  inches  wide,  and  consisting  of  16  stout  cop- 
per teeth,  and  was  taken  to  the  lamp  byaf 
mch  copper  rope  lightning  conductor.  A 
Brotherhood  engine  of  15  horse  power  drives  | 
the  machine,  being  mounted  on  the  same  base- 1 
plate,  and  the  absolute  steadiness  of  the  light 
18  sufficient  proof  that  this  type  of  engine  is 
admirably  adapted  for  the  purpose  to  which  it ! 
is  being  very  largely  applied.  The  carbons  of 
the  lamp  are  li  inches  in  diameter,  and,  such 
is  the  extraordinary  energy  of  the  current, 
they  are  heated  white  hot  at  a  distance  of  2 
inches  from  the  arc.    A  silvered  parabolic  re- 


flector 8  feet  in  diameter  was  placed  behind 
the  arc,  and  proiected  the  light,  which  was 
displayed  upon  the  roof  of  the  factory,  m  a 
broad  divergent  beam  of  great  power.  The 
photometric  power  of  the  light  is  stated  by  the 
Anglo-American  Electric  Light  Company  to  be 
47,000  standard  candles. 

IN  a  note  to  the  Vienna  Academy — Avz.  De- 
cember 16th— Prof.  Stefan  describes  ex- 
periments on  the  influence  of  terrestrial  induc- 
tion in  development  of  an  electric  current, 
and  the  excitement  of  the  telephone  by  currents 
from  a  rotating  coil.  The  coil  used  was  56 
mm.  in  external  diameter,  and  11  mm.  in 
width.  The  earth's  influence  is  best  shown  by 
so  connecting  the  apparatus  with  a  galvanom- 
eter that  the  circuit  is  closed  during  one-half 
of  the  coil's  rotation,  and  broken  during  the 
other  half;  if  the  completion  of  the  circuit 
correspond  to  the  positive  maximum  of  the 
electro-motive  force  of  the  earth's  magnetism, 
and  the  interruption  to  the  negative,  the  galva- 
nometer is  positively  deflected.  The  deflection 
may  be  reduced  to  zero  by  displacing  the  con- 
tact, and  from  the  displacement  and  the  num- 
ber of  rotations  the  potential  may  be  inferred 
in  absolute  measure  Next,  the  telephone  was 
so  connected  with  the  coil  that  the  full  alter- 
nately opposite  currents  went  uninterruptedly 
through  the  circuit.  This  gave  a  simple  tone. 
With  100  rotations  per  second  the  horizontal 
component  of  the  earth's  magnetism  did  not 
suffice  to  excite  an  ordinary  telephone,  but  it 
excited  one  having  a  horseshoe  magnet.  When 
the  intensity  of  the  field  was  doubled  the  ordi- 
nary telephone  was  also  excited.  The  tone 
corresponds  to  the  number  of  rotations.  When 
the  coil  was  rotated  220  times  in  a  second  the 
ordinary  telephone  sounded.  The  telephone 
was  shown  to  be  less  sensitive  to  currents 
whose  intensity  periodically  changes  than  to 
interrupted  currents— an  ordinary  telephone 
soundea  with  100  rotations  or  fewer,  when  the 
circuit  was  closed  only  during  a  short  time  of 
each  rotation. 

Boudet's  Microphone.  —  A  convenient 
form  of  microphone  for  telephonic  pur- 
poses has  been  contrived  by  M.  Boudet,  of 
Paris,  It  consists  of  a  mouthpiece  for  speak- 
ing into,  closed  by  an  ebonite  disc,  one  milli- 
meter in  thickness.  This  is  the  vibrating 
plate,  and  carries  behind  it,  attached  to  its  cen- 
ter, a  copper  plug  or  pistoa  which  presses  up- 
on a  row  of  six  round  pellets  of  retort  carbon 
filled  into  a  glass  tube  so  as  to  be  in  contact 
with  each  other.  The  last  pellet  rests  on  a 
second  plug  of  copper  which  in  turn  rests 
against  a  delicate  spiral  spring  at  the  end  of 
the  tube.  By  means  of  a  thumbscrew  the 
force  of  this  spiral  spring  can  be  regulated  so 
as  to  produce  the  pressure  of  the  microphonic 
contacts  requisite  to  give  the  best  articulation. 
The  current  from  six  Gaiffe,  or  chloride  of 
zinc  and  manganese  cells,  is  sent  through  the 
pellets,  and  the  vibratory  pressure  of  the  dia- 
phragm upon  the  pellets  gives  rise  to  the  undu- 
lations of  current  whicn  passed  through  the 
telephone  are  heard  as  articulate  speech.  The 
whole  instrument  is  mounted  on  a  jointed  stand 
which  accommodates  it  to  the  speaker. 
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Compound  Oxygen. 

For  the  Cure  of  Consumption,  Asthma,  Bronchitis,  Catarrh,  Dyspepsia,  Head- 
ache, Ozssna,  Debility,  and  all  Chronic  and   Nervous  Disorders,  by  a 
Natural  Process  of  Revitalizatlon. 


BBILLUirr  RESULTS. 

There  cannot  be  foifnd,  in  the  jonmalsof  any  school 
of  medicine,  an  account  of  such  brilliant  cores  as 
have  been  made,  during  the  past  ten  years,  in  a  wide 
range  qf  chronic  diseodee.  by  the  new  Compound  Oxy- 
gen Treatment.  In  a  single  number  of  our  quarterly 
Journal,  Health  cmd  lAfe,  will  be  found  a  record  of 
cures,  some  of  which  would  make  the  reputation  of 
any  medical  practitioner.  Not  a  day  in  which  our 
large  correspondence  with  patients  does  not  bring  us 
n«w  record  or  cures,  or  ameliorations  of  distressing  symp- 
toms, or  expressions  qf  ihanJtfulness  cmd  gratitude  for  re- 
"^from  pains  which  have  tortured  for  yeors,  and  for 
\  no  treatment  had  hitherto  availed  anything. 


«' THANE  GOD  POB  COMPOUKD  0XTGK9." 


This  is  the  grateful  utterance  of  the  wife  of  a  cler- 
oyman.  Her  letter,  dated  New  City,  Rockland  County. 
Kew  York,  June  14. 1880,  thus  states  the  condition  of 
her  husband  when  he  began  the  Oxygen  Treatment : 

"  Rev.  A.  J.  Conklin,  Pastor  New  City  and  Centen- 
nial Churches,  Newark  Conference,  was  run  down  with 
overwork;  voice  injured,  memory  impaired,  eyes  very 
badly  impaired,  so  that  he  could  scarcely  follow  up  general 
reading,  much  less  study  :  throat  affected,  and  the  whole 
system  in  a  bad  state.  He  would  have  had  to  stop 
preaching  had  he  not  found  help.  I  asked  him  this 
momUig  what  I  should  say  in  reporting  progress  to 
you  for  nlm.    *  Oh,'  he  says,  *  tell  them  I  am  well.    Never 

g\t  better  in  my  l\feV  This  on  the '  minister's  *Blue 
onday,'  <^ter  preaching  three  times  on  a  very  hot  day, 
administering  the  sacrament  and  baptismal  service,  and 
walking  three  miles  qfterwards  /  And  now  he  is  at  work 
In  his  garden.    Thank  Ood/or  Compound  Oxygen/'^ 

JL  PHTSICUM'S  REPORT. 

Many  physicians  are  using  Compound  Oxygen  in 
their  practice,  and  with  remarkable  success.  One  of 
tliem  writes : 

**  My  patient  has  now  been  under  treatment  about 
four  weeks.  His  condition  at  the  time  qf  beginning  the 
Treatment  was  very  unfavorable  indeed;  he  was  very 
feeble,  severe  cough,  expectorating  pus  in  considera- 
ble quantity ;  he  suffered  with  night  sweats;  all  of  his 
friends  considered  his  case  as  hopeless,  £fvery  symp- 
tom has  improved;  Ms  cough  is  very  much  beUer;  his 
strength  ana  aeneral  c^fpearaace  has  improved  a  hundred 
jter  cent.,  in  fact,  he  has  the  appearance  qf  a  new  man.'"' 

k  BLESSING  TO  HUMANITT. 

A  lady  residing  ^n  Georgia,  whose  son  was  threat' 
ened  with  consumption,  wrote  to  one  of  our  old  pa- 
tients, Mrs.  M.  T.  nersol,  of  No.  1686  Wallace  Street, 
Philadelphia,  asking  if  a  testimonial  in  favor  of  Com- 
pound Oxygen,  to  which  she  saw  her  name  attached, 
wasgenuine,  and  received  the  following  reply : 

"  Yours  just  received.  It  is  my  privilege  to  say,  in 
reply  to  your  inquiry  about  the  Compound  Oxygen 
Treatment,  that  it  is  all  it  claims  to  be,  and  in  some 
oases  has  exceeded  its  promise.  My  testimonial  is 
genuine ;  and  I  am  always  glad  of  the  opportunity  to 
give  my  voice  in  favor  of  so  great  a  blessing  to  humanity. 
As  to  your  son's  case,  I  would  say,  Persevere  by  all 
means.  I  think  he  has  everything  to  expect;  of 
course  I  cannot  Judge  intelligently  for  him ;  but  he  can 
rely  wltii  all  confidence  upon  Dr.  Starkey's  word.  / 
have  known  him  for  years.  He  is  an  intelligent  and  faith- 
ful physician  and  a  true  man.  I  would  advise  you  to 
jteep  nlm  posted,  and  follow  his  directions  strictly." 


"WONDEBFUL,  WONDEBFUL  MEDICINE!*' 

So  exclaims  a  patient.  Rev.  J.  S.  Fesperman,  of 
Statesville,  North  Carolina.  Writing  June  ad,  1880,  he 
says: 

^^  In  the  Providence  of  God  I  owe  my  present  state 
of  health  to  your  Oxygen.  I  was  near  the  gate  of  the 
grave,  and,  as  I  believe,  close  to  the  great  portals  of 
eternal  life,  when  I  commenced  taking  what  Inow  con- 
sider the  greatest  of  ail  healing  agents.  Compound  Oxygen. 
I  cannot  refrain  from  saying,  *  Wonderful,  wonderful, 
wonderful  medicine/'  Physicians  and  friends  had  be- 
lieved that  I  could  not  live  any  length  of  time,  and  I 
am  here  yet,  with  my  large  family  of  children,  and 
able  to  walk  from  three  to  four  miles  every  morning. 
I  cannot  speak  in  terms  too  high  of  your  remedy." 

AN  EDITOB'S  TBSTIMONT. 

Mr.  R.  P.  Lewis,  of  East  Saginaw,  Michigan,  writing 
to  the  editor  of  the  Laporte  (Ind.)  Argus,  soya : 

"  I  wish  you  would  allow  me  to  say,  over  my  own 
signature,  a  word  in  behalf  of  a  remarkable  curative 
agent— Compound  Oxygen.  It  is  not  a  medicine  but  a 
Titalizer,  and  its  effects  are  natural,  direct  and  perma- 
nent. Its  use  involves  no  risk  or  inconvenience  of  any 
kind.  I  speak  both  from  observation  and  experience. 
I  was  induced  to  try  it  by  the  recommendation  of  such 
men  as  T.  S.  Arthur  and  Judge  EeUey,  and  also  a  per- 
sonal friend,  and  have  found  it  more  than  was  promised. 
This  was  over  six  months  ago,  and  the  good  ^ects  have 
been  permanent.  A  gain  of  fourteen  pounds  In  six  weeks 
was  the  avoirdupois  result,  but  my  general  sphrits  were 
lightened  up  at  least  a  ton.  There  are  three  other 
men  here  who  have  tried  the  Compound  Oxygen  with 
even  more  striking  results,  and  I  am  acquainted  with 
the  history  of  each  case.  One  of  them  lost  his  voice 
last  winter,  and  was  so  run  down  in  general  health 
that  little  hope  was  entertained  of  his  recovery.  The 
Oxygen  cured  him  without  change  of  climate  or  stop- 
ping work,  and  he  says  he  is  as  well  as  ever.  Another, 
who  had  worked  for  years  as  paying  teller  in  a  bank, 
and  was  all  used  up  and  not  expected  to  live  beyond 
a  month  or  two,  took  the  Treatment,  and  is  a  hundred 
per  cent,  better  and  recovering  rapidly.  Another  who 
was  in  the  latter  stages  of  Consumption,  has  tried  it, 
and  is  greatly  improved.  Be  tells  me  he  would  have  been 
deadlongago  but  for  this  remedy.  I  have  no  axe  to 
grind  in  making  this  statement,  and  if  you  shoiUd  not 

fmblish  it  I  would  lose  nothing  by  the  refusal,  though 
f  you  should  others  might  be  benefited,  which  Is  all 
the  end  I  have  sought  to  compass." 

ARRESTING  THE  PROGRESS  OF  CONSUMPTION. 

The  action  of  "Compound  Oxtobn"  in  arresting 
the  progress  of  pulmonary  consumption  has  been  so 
markea  and  constant  in  our  administration  of  this 
new  Treatment,  that  we  are  warranted  in  saying  that, 
if  taken  in  the  early  stages,  eight  out  qf  every  ten  persons 
effected  uHth  this  disease  might  be  cured.  In  this  disease, 
as  every  one  is  aware,  the  only  hope  of  the  patient 
lies  in  the  establishment  of  a  higher  vital  condition. 
Now  Compound  Oxygen  is  an  agent  that  gives  directly 
this  new  and  higher  vitality.  But  we  cannot  too  earn- 
estly urge  the  necessity  or  using  this  Treatment  in 
the  Tery  commencement  qf  pulmonary  trouble,  and  before 
the  disease  has  made  any  serious  inroads  upon  the  system 
and  reduced  its  power  to  contend  vHth  so  dangerous  an 
enemy.  Too  many  of  the  cases  which  come  to  us  are 
of  long  standing,  and  the  chances  for  a  radical  and 

gdrmanent  cure  just  so  far  remote.  That  Compound 
xygen  benefits  or  cures  so  large  a  proportion  of 
these,  is  often  as  much  a  surprise  to  cursives  as  to 
our  patients. 


Our  Treatise  on  Compound  Oxygen  is  sent  free  of  charge.  It  contains  a  historv  of  the  discovery,  nature  and 
action  of  this  new  remeay,  and  a  record  of  many  of  the  remarkable  results  which  have  so  far  attended  its  use. 

Also  sent  free,  *' Health  and  2^4$,"  a  quarterly  record  of  cases  and  cures  under  the  Compound  Oxygen 
Treatment. 

DsposrroBT  ow  Pacitic  Coast.— H.  E.  Mathews,  606  Montgomery  Street,  San  Francisco,  California,  will  fill 
orders  for  the  Compound  Oxygen  Treatment  on  Pacific  Coast. 


R.  8TARKEY.  A.M.,  M.D. 
B.  PALBN,  Ph.B.,  M.D. 


DRS.  SPARKEY  &  PALEN, 

1109  ^  nil  Girard  St.,  (BeiWDtt  CtotMl*  larlceD  PhUa.,  Pa. 
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yjlLUJlBLE  WORKS  ON  CHEMISTRY. 


PLATTNER'S  BLOW-PIPE  ANALYSIS. 

Third  Edition.  Revised.  568  pages.  8vo.  Cloth.  Is^oo. 
Plattnbr's  Manual  of  Qualitativb  and  Quantitative 
Analysis  with  the  Blow-Pipe.  From  the  last  Ger- 
man edition,  revised  and  enlarged.  By  Prof.  Th.  Rich- 
tbr«  of  the  Royal  Saxon  Mining  Academy.  Translat- 
ed by  Professor  H ,  B.  Cornwall  ;  assisted  by  J[ohn 
H .  C  ASWELL.  With  eighty-seven  wood-cuts  ana  Litho- 
graphic Plate. 

NAQUETS  LEGAL  CHEMISTRY. 

Illustrated.  lamo.  Cloth.  $3.00. 
Legal  Chemistry.  A  Guide  to  the  Detection  of  Pois- 
sons.  Falsification  of  Writings.  Adulteration  of  Ali- 
mentary and  Pharmaceutical  Substances;  Analysis  of 
Ashes,  and  Examination  of  Hair,  Coins,  Fire-arms, 
and  Stains,  as  Applied  to  Chemical  Jurisprudence. 
For  the  Use  of  Chemists.  Physicians,  Lawyers,  Phar- 
macists, and  Experts.  Translated,  with  additions,  in- 
cludinj;  a  list  ot  Books  and  Memoirs  on  Toxicology, 
etc.,  from  the  French  of  A.  Naouet.  By  J.  P.  Bat- 
TBRSHALL,  Ph.D.,  with  a  Preface  by  C.  F.  Ciiandlbr, 
Ph.D.,  M.D.,  LL.D. 


PLYMPTON'S  BLOW-PIPE  ANALYSIS. 

lamo.  Cloth.  $1.50. 
The  Blow-Pipe:  A  Guide  to  its  Use  in  the  Determina- 
tion of  Salts  and  Minerals.  Compiled  from  various 
sources,  by  George  W.  Plympton,  C.E.,  A.M.,  Pro- 
fessor of  Physical  Science  in  the  Polytechnic  Institute, 
Brooklyn,  N.  Y. 

PYNCHON'S  CHEMICAL  PHYSICS. 

New  Edition.  Revised  and  enlarged.  Crown  8vo.  Cloth. 

Introduction  to  Chemical  Physics  :  Designed  for  the 
Use  of  Academies,  Colleges,  and  High  Schools.  Illus- 
trated with  numerous  enmvings,  and  containing  copi- 
ous experiments,  with  directions  for  preparing  them. 
By  Thomas  Ruggles  Pynchon,  M.A.,  President  of 
Trinity  College,  Hartford. 

ELIOT  AND  STORER'S  QUALITA- 
TIVE  CHEMICAL  ANALYSIS. 

New  Edition.  Revised,  ismo.  Illustrated.  Cloth.  $1.50. 

A  Compendious  Manual  of  QuALrrATiVE  Chemical 
Analysis.  By  Charles  W.  Eliot  and  Frank  H. 
Storer.  Revised,  with  the  co-operation  of  the  Au- 
thors, by  Wiluam  Ripley  Nichols,  Professor  of 
Chemistry  In  the  Massachusetts  Institute  of  Technol- 
ogy.   

RAMMELSBERG'S    CHEMICAL 
ANALYSIS. 

8vo.    Cloth.    $3.15. 
Guide  to  a  Course  op  Quantitative  Chemical  Analy- 
sis, especially  op  Minerals  and  Furnace  Products. 
Illustrated  by  Examples.     Bv  C.  F.  Rammelsberg. 
Translated  by  J.  Towler,  M.D. 

ATTWOOD'S    PRACTICAL   BLOW- 
PIPE ASSAYING. 

lamo.    Cloth.    Illustrated.    $3.00. 

EXPERIMENTAL  ORGANIC 
CHEMISTRY. 

For  Students.  By  H.  Chapman  Jones.  xCmo.  In  Press. 


PRESCOTT'S  PROXIMATE  ORGANIC 
ANALYSIS. 

tamo.  Cloth.  Ix.75. 
Outlines  op  Proximate  Organic  Analysis,  for  the 
Identification,  Separation,  and  Quantitative  Determin- 
ation of  the  more  commonly  occurrinc;  Organic  Com- 
pounds. By  Albert  B.  Prescott,  Prolessor  of  Or- 
ganic and  Applied  Chemistry  in  the  University  of 
of  Michigan. 

PRESCOTT'S  ALCOHOLIC   LIQUORS. 

lamo.  Cloth.  $1.50. 
Chemical  Examination  op  Alcoholic  Liquors.  A 
manual  of  the  Constituents  of  the  Distilled  Spirits  and 
Fermented  Liquors  of  Commerce,  and  their  Qualita- 
tive and  Quanutative  Determinations.  Bv  Albert  B. 
Prescott,  Professor  of  Organic  and  Applied  Chemis- 
try in  the  Un  versiiy  of  Michigan. 

PRESCOTT'S    &   DOUGLAS'     QUALI- 
TATIVE CHEMICAL  ANALYSIS. 

Third  Edition.    Revised.    8vo.    Cloth.    $3.50. 
A  Guide  in  the  Practical  Study  of  Chemistry  and  in  the 
Work  of  Analysis. 

MOTT'S  CHEMISTS'  MANUAL. 

8vo.    650  pages.    Cloth.    $6.00. 
A  Practical  Treatise  on  Chemistry  (Qualitative  and 
Quantiutive    Analysis),    Stoichiometry,     Blow-^pe 
Analysis,  Mineralogy,  Assavingj  Pharmaceutical  Pre- 
parations,   Human    Secretions,    Specific     Gravities, 


Weights  and  Measures,  etc.,  etc.. 
JR.,E.  M.»Ph.D. 


By  Henry  A  Morr, 


BEILSTEIN'S  CHEMICAL  ANALYSIS. 

xamo.    Cloth.    75c 

An  Introduction  to  Ouautative  Chemical  Analysis. 

By  F.  Bbilstbin.    Third  edidon,  translated  by  I.  J. 

OSBUN. 


CALDWELL  &  BRENEMAN'S  CHEMI- 
CAL PRACTICE. 

8vo.  Cloth.  188  pages.  Illustrated.  New  and  Enlarged 
edition.  $1.50. 

Manual  op  Introductory  Chemical  Practice,  for  tlie 
Use  of  Students  in  CollM^es  and  Normal  and  High 
Schools.  By  Prof.  Geo.  C.  Caldwell  and  A.  A.  Brenb- 
man,  of  Cornell  University.  Second  edition,  revised 
and  corrected. 


PRESCOTT'S    QUALITATIVE 
CHEMISTRY. 

tamo.     Cloth.     I1.50. 
First  Book  in  QuALrrATivE  Chemistry.    By  Albert  B. 
Prescott,  Prof,  in  Univ.  of  Michigan. 

A  MANUAL   OF    SUGAR  ANALYSIS. 

Including  the  Appucations  in  general  of  Akalytical 
Methods  to  the  Sugar  Indijstry.  With  an  introdno' 
tion  on  the  Chemistry  of  Cane  Sugar  and  Milk  Sugar. 
By  J.  H.Tucker,  Ph.  D.,  octavo,  lUustraled.  In  Press. 
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The  attitude  of  the  Magazine  has  been^  and  will  continue  to  be,  that  of  a  joumal 
of  original  and  selected  papers  upon  subjects  relating  to  modern  advanced  Engineering. 
Theoretical  and  Practical  Essays  are  alike  presented  in  its  pages,  although  the  latt^ 
largely  out-number  the  former,  as  best  suited  to  the  tastes  and  demands  of  the  American 
Engineers.  Some  of  the  most  valuable  contributions  to  the  literature  of  technics 
science  within  the  last  few  years  have  been  first  presented  in  these  pages. 

Among  the  more  extended  original  contributions  to  the  later  volumes  may  be  dtrf 
new  contributions  to  Graphical  Statics — Transmission  of  Power  by  Wire  Ropes^ — Mftxi* 
mum  Stresses  in  Framed  Bridges^Momeutum  and  Vis  Viva — Rapid  Methods  of  Laying 
out  Gearing — Transmission  of  Power  by  Compressed  Air— Geographiou  Surveyiug— 
Mathematical  Theory  of  Fluid  Motion  —  Thermodynaraics  ^  Practical  Theory  of 
Voussoir   Arches — Cable   Making   for  Suspension   Bridges,   &c*,  Sic 

To  the  above  may  be  added  the  following  valuable  essays,  translated  from  foreign 
sources,  which  have  first  appeared  in  these  pages :  Linkages  and  tlieir  Applications — 
The  Origin  of  Metallurgy — and  The  Theory  of  Ice  Machines. 

The  plans  for  future  volumes  comprehend  many  improvements  in  the  same 
direction.  The  wants  of  the  educated  practical  engineer,  who  desires  to  keep  in  the 
foremost  rank  of  his  profession  will  be  steadily  kept  in  view,  and  our  constantly  increastiig 
resources  for  snpplying  the  best  of  scientific  information  will  be  em  cloyed  to  secure  such 
result 
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Cloth  covers  for  Volumes  Lto  XXm,  inclusive,  slegaotlj  stamped  m  gil\ 
will  be  furnished  by  the  publisher,  for  tifty  cents  each. 

If  the  back  numbers  be  sent,  thfi  volumes  will  be  bound  neatly  ib  bl»ck  doOi 
and  lettered,  for  seventy- five  cents  each.  The  expense  of  cajriage  must  be  borne  by 
the  subBCriber. 

Bfolice   to   Mew   Subierlbcri,— Persons   eoiimiencmg  thinr   mibtcrlption?  whh   ti 
Twenty-fourth  Volume  (Januarj',  1881)»  and  who  ftre  flesirous  of  poss*?ssiiig  the  work  from  iL^  com- 
inencement,will  be  STipplied  with  Volumes  L  to  XXIIL  inclujiive,  iirHily  iKJund  hi  rlr>i!i,  for 
in  half  inOTc»eco,  #00.00. 

Kollce  to  Clttbff^. — An  extra  copy  will  be  aupplM  graib  to  evtiry  O1II9  uf  Fiia:|^l 
at  ♦5.00  ea<rh,  seat  in  one  i^mitUmcc,  ^'^'^'^"^  ^^  ^OOglL 
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